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ERRATA 


The  following  errors  have  been  noted  as  the  volume  is  passing 
through  the  press : 

Page  379,  line  12  from  the  top : 

$2,170.00  should  read  $2,178.00. 

Page  386,  footnote : 

This  note  should  refer  to  the  bonds  issued  by  the  Village 
of  Lake  View  instead  of  the  Village  of  Hyde  Park. 

Page  406,  line  16  from  the  top : 

$27,973.68  should  read  $27,933.68. 

Page  500,  line  22  from  the  bottom : 

Mr.  W.  J.  Clark  should  read  Mr.  Walton  Clark.  This 
report  on  the  Philadelphia  gas  works  was  originally  prepared 
by  Mr.  Walton  Clark  and  not  by  Mr.  W.  J.  Clark. 
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When  the  inTestigation  was  being  planned  by  the  Sub-Com- 
mittee of  Five,  the  various  phases  of  the  question  of  municipal  vs. 
private  operation  of  public  utilities  were  grouped  into  four  divi- 
sions: One  included  those  relating  to  the  history  of  the  under- 
taking, the  attitude  of  the  public  toward  it,  the  franchises  granted, 
the  methods  of  public  regulation  and  control,  and  the  statutes  and 
ordinances  in  force.  The  second  covered  wages,  hours,  conditions 
of  labor,  etc.,  the  organization  of  the  undertaking  and  the  political 
phases  of  the  problem.  The  third  embraced  engineering  matters, 
and  the  fourth  included  the  financial  and  accounting  factors. 

In  order  that  each  expert  might  know  exactly  what  matters 
were  to  be  reported  upon  by  him  and  what  were  assigned  to  others, 
and  in  order  that  no  detail  should  be  overlooked,  specific  questions 
were  prepared  to  cover  every  fact  which*  seemed  important  or 
essential.  The  members  of  the  committee  and  others  interested 
in  the  subject  of  municipal  ownership  were  asked  to  submit  ques- 
tions and  to  make  suggestions.  All  were  then  considered,  codified 
and  arranged  in  systematic  order  by  a  sub-committee.  Some 
matters  were  included  that  later  were  found  not  to  be  important, 
but  it  was  thought  wise  to  include  too  much  rather  than  too  little, 
to  go  too  far  into  the  details  rather  than  to  limit  too  narrowly  the 
investigation. 

Further,  in  order  that  the  Commission  might  have  before  it  all 
the  available  facts  germane  to  the  problem,  whether  called  for  in 
these  specific  questions  or  not,  the  experts  were  instructed  as  fol- 
lows: 

"The  purpose  of  this  investigation  is  to  obtain  all  the  essential 
facts  to  enable  the  Commission  to  determine  the  relative  superiority  of 
municipal  or  private  operation  of  public  service  industries  and  the  con- 
ditions most  favorable  to  efficient  management.  For  this  purpose,  the 
following  schedules  have  been  prepared.  It  is  believed  that  they  cover 
the  essential  points  upon  which  data  subject  to  quantitative  measures 
may  be  obtained.  *  *  «  jf  ^ny  facts  should  be  discovered  that  are 
relevant  to  the  investigation,  but  which  are  not  called  for  in  the  follow- 


xii  NATIONAL    CIVIC     FEDERATION. 

Ing  schedules,  full  memoranda  should  be  made  upon  separate  sheets  and 
sent  to  the  Committee." 

After  the  specific  questions  had  been  decided  upon,  they  were 
classified  into  the  four  divisions  above  mentioned  and  called: 
Schedule  I — General,  Historical  and  Legislative;  Schedule  II — 
Organization,  Labor  and  Politics;  Schedule  III — Engineering 
Matters;  Schedule  IV — Finance  and  Accounting. 

These  Schedules  for  the  undertakings  in  the  United  States 
were  then  assigned  to  the  following  person  s-i 

Schedule  I — all  undertakings,  except  the  Massachusetts 
and  Chicago  electric  light  plants — Prof.'  John  H.  Gray. 

Schedule  I — Chicago  electric  lighting  plant — Mr.  William 
Hard. 

Schedule  II — all  undertakings,  eicept  the  Massachusetts 
electric  light  plants — Prof.  John  H.  Commons  and  Mr.  J.  W. 
Sullivan. 

Schedule  III — water  works — Mr.  Babney  H.  Maury. 
Schedule  III^ — gas  works — Mr.  Alfred  E.  Forstall  and  Mr. 
Frederick  Burnett. 

Schedule  III — electric  lighting  plants,  except  those  in 
Massachusetts — Mr.  Charles  E.  Phelps,*  Jr.,  and  Mr.  Theodore 
Stebbins. 

Schedule  IV — all  undertakings,  except  the  Massachusetts 
electric  light  plants — Messrs.  Marwick,  Mitchell  &  Co. 

Schedules  I,  II,  III  and  IV — electric  lighting  plants  in 
Massachusetts — Mr.  Charles  E.  Prichard  and  Mr.  Alton  D. 
Adams. 

The  duty  of  the  experts  was  to  report  the  facts  in  accordance 
with  the  prescribed  forms.  They  were  neither  asked  nor  expected 
to  draw  conclusions,  nor  even  to  tabulate  or  arrange  the  facts,  but 
to  fill  out  the  printed  blanks,  and  to  leave  the  work  of  analysis  and 
of  drafting  conclusions  to  the  members  of  the  Commission  or  duly 
appointed  committees.  This  fact  should  b^  kept  in  mind  in  read- 
ing the  following  pages,  for  no  attempt  has  been  made  in  this 
volume  to  analyze  the  data  collected  or  to  put  the  facts  into  a 
readable  report,  but  merely  to  transcribe  into  a  form  as  succinct 
as  possible  the  answers  given  by  the  experts  in  the  various  Schedules 
for  the  United  States.  The  analyses  of  these  Schedules  appear  in 
Volume  I. 

Owing  to  the  importance  which  has  been  attached  previously 
to  the  experience  of  the  Philadelphia  gas  works,  under  municipal 
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and  company  management,  Professor  Leo  S.  Eowe  was  asked 
to  prepare  a  paper  upon  "  The  Eelation  of  the  City  of  Philadelphia 
to  the  Gas  Supply,"  which  appears  in  this  volume. 

The  transcription  of  the  schedules  for  this  volume  was  performed 
under  the  direction  of  Professor  John  H.  Grray,  to  whom  the  com- 
mittee is  greatly  indebted  for  the  care  with  which  this  laborious 
task  has  been  performed.  In  order  that  every  possible  precaution 
should  be  taken  against  errors  in  transcription  and  in  order  that 
every  expert  might  examine  before  publication  the  facts  he  had 
reported,  the  printed  proof  was  submitted  to  him  for  approval,  and 
printing  was  not  begun  until  this  proof  had  been  corrected,  ap- 
proved by  him  and  returned.  Of  course  it  is  likely  that  some 
errors  have  crept  in,  due  to  human  fallibility,  but  it  is  to  be  hoped 
they  are  few. 

In  addition  to  the  matter  printed  in  tliis  volume,  the  experts 
have  submitted  many  exhibits,  including  maps,  plans,  photographs, 
printed  documents,  statutes  and  bound  volumes.  It  has  not  been 
considered  necessary  or  wise  to  attempt  to  reproduce  them,  as  they 
constitute  a  small  library  by  themselves ;  but  all  will  be  deposited  in 
the  Library  of  Columbia  University,  together  with  the  original 
Schedules,  where  they  may  be  consulted. 

The  undertakings  in  the  United  States  selected  for  investiga- 
tion by  the  committee  were  those  in  the  following  cities : 


GAS. 


Public. 
Wheeling,  W.  Va. 
Eichmond,  Va. 


Public. 
Cleveland,  0. 
Chicago,  111. 
Syracuse,  N.  Y. 


WATEE. 


Private. 
Atlanta,  Ga. 
Norfolk,  Va. 
Philadelphia,  Pa. 

Private. 
New  Haven,  Conn. 
Iltica,  N.  Y. 
Indianapolis,  Ind. 


BLBCTEIC  LIGHT  AND   POWER. 

Public.  Private. 

Chicago,  111.  Chicago,  111. 

Allegheny,  Pa.  Pittsburgh,  Pa. 

South  Norwalk,  Conn.  Geneva,  N.  Y. 

Detroit,  Mich.  Toledo,  0. 
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An  investigation  of  the  following  Massachusetts  electric  plants, 
although  not  so  comprehensive  as  in  the  other  instances^  was  also 
planned : 

Public.  Private. 

Danvers,  Northampton, 

Holyoke,  Salem, 

Westfield,  Beverly, 

Marblehead,  Gardner, 

Peabody,  Abington, 

Taunton,  Attl,eboro, 

Chicopee,  Fitchburg, 

North  Attleboro.  TJxbridge  and  JSTorthbridge. 

All  of  these  undertakings — public  and  private— were  examined 
and  reported  upon  by  the  experts,  except  in  {he  following  instances : 
The  Richmond  gas  works  was  reported  upon  by  Professor 
Commons  and  Mr.  Sullivan,  but  the  authorities  refused  to  allow 
the  other  experts  to  continue  the  investigation. 

The  Norfolk  gas  company  was  reported  upon  by  Professor 
Gray,  Mr.  Porstall  and  Mr.  Burnett,  but  not  Jby  Professor  Commons, 
Mr.  Sullivan  and  Messrs.  Marwick,  Mitchell  &  Co. 

The  United  Gas  Improvement  Co.  of  Philadelphia  was  re- 
ported upon  by  Professor  Eowe,  but  by  none  of  the  other  experts, 
although  a  special  report  was  prepared  by  Mr.  Walton  Clark,  the 
3rd  Vice-President  of  the  Company,  and  revised  by  Mr.  Sullivan. 

No  report  by  any  expert  was  prepared  for  the  Utica  water 
works  company. 

None  of  the  private  electric  lighting  plants  outside  of  Massa- 
chusetts were  reported  upon  by  any  of  the  experts,  the  companies 
not  having  been  given  permission  to  make  an  investigation  in  these 
instances.  In  fact,  in  no  instance  was  it  possible  to  secure  as  com- 
plete data  relating  to  financial  matters  from  private  plants  as 
from  municipal  undertakings.  All  the  municipal  plants  were  fully 
reported  upon  by  each  expert,  except  Eichmond,  as  above  stated. 

To  Mr.  Fay  N.  Seaton  the  committee  fs  indebted  for  valuable 
editorial  assistance,  and  particularly  for  the  Index  to  this  as  well 
as  to  the  other  volumes. 

M.  E.  M. 

New  York,  October  1,  1907. 


TABLE   OF   CONTENTS 


PAGB 

Membership  of  Committees V 

Editorial  Note XI 

PART     I— WATER    WO^KS. 

General  History  and  Legislation  (Schedule  I)  :' 

By  Professor  John  H.  Gkay 1 

Labor  and  Politics  (Schedule  II)  : 

By  Mr.  J.  W.  Sullivan  and  Professor  John  R.  Commons 136 

Engineering  Matters  (Schedule  III)  : 

By  Mr.  Dabney  H.  Maury 159 

Finance  and  Accounting  (Schedule  IV)  : 

By  Messrs.  Mabwick,  Mitchell  &  Co 353 

PART     II— GAS     WORKS. 

General  History  and  Legislation  (Schedule  I)  : 

By  Professor  John  H.  Gbay , 426 

Labor  and  Politics  ( Schedule  II )  : 

By  Professor  John  K.  Commons  and  Mr.  J.  W.  Sullivan 490 

Engineering  Matters  (Schedule  III)  ; 

By  Mr.  Feedebick  Bubnett  and  Mr.  Alfbed  E.  Fobstall 537 

Finance  and  Accounting  (Schedule  IV)  : 

By  Messrs.  Mabwick,  Mitchell  &  Co 568 

The  Relation  of  the  City  of  Philadelphia  to  the  Gas  Supply : 

By  Professor  Leo  S.  Rowe 588 

PART     III— ELECTRICITY     SUPPLY. 

General  History  and  Legislation  (Schedule  I)  : 

By  Mr.  William  Haed  and  Professor  John  H.  Geat 665 

Labor  and  Politics  (Schedule  II)  : 

By  Mr.  J.  W.  Sullivan  and  Professor  John  R.  Commons 749 

Engineering  Matters  (Schedule  III)  : 

By  Mr.  Theodoee  Stebbins  and  Mr.  Chaeles  E.  Phelps,  Jr..  759 
Finance  and  Accounting  (Schedule  IV)  : 

By  Messrs.  Mabwick,  Mitchell  &  Co , 803 

SUPPLEMENT. 

Labor  and  Politics — Answers  to  Schedules: 

By  Professor  John  R.  Commons  and  Mr.  J.  W.  Sullivan 885 


xvl  TABLE     OF     CONTENTS. 

PART     IV— MASSACHUSETTS     ELECTRICITY     WORKS. 
By  Mr.  Alton  D.  Adams  and  Mr.  Chablbs  Pbiohaed. 

PAGE 

Creneral  History  and  Legislation  (Scliedule  I) 909 

Labor  and  Politics  (Schedule  II) i 946 

Engineering  Matters  ( Scliedule  III) , , 985 

Mnance  and  Accounting  (Schedule  IV) , 1101 

INDEX: 

By  Mr.  Fat  N.  Seaton 1214 


GENERAL  HISTORY  AND  LEGISLATION 

United  States  Water  Works 

(Schedule  I) 


By  JOHN    H.  GRAY 


A— HISTORICAL   AND   GENERAL. 

A  1.     Date  when  this  establishment  began  to  sell  water. 

Chicago.  February,  1854.  Cleveland.  September  34,  1856. 
Syracuse.  January  1,  1892,  from  the  city  owned  works.  Previous 
supply  was  provided  by  private  parties ;  was  begun  in  1842.  India- 
napolis. June  1,  1871.  New  Haven.  January  1,  1862. 
A  2.  If  it  is  a  municipal  plant,  was  water  being  supplied  by  pri- 
vate company  when  city  began  operation? 

Chicago.  Yes.  Cleveland.  No,  but  on  January  25,  1883,  an 
act  was  passed  to  incorporate  the  Cleveland  Water  Company,  capital 
from  $25,000  to  $50,000,  at  the  discretion  of  the  company,  par 
$50.00.  The  company  was  given  the  right  to  condemn  private 
property,  and  to  lay  pipes  in  the  streets,  the  streets  to  be  restored 
to  good  condition.  Penalties  were  prescribed  for  injuring  the 
property  of  the  company.  Section  seven  required  free  water 
for  fire  purposes,  and  permitted  the  company  to  charge  such 
rates  to  private  consumers  and  for  public  use  as  might  be  mutually 
agreed  upon.  The  act  was  declared  a  public  act  to  be  "benignly 
construed."  The  right  was  reserved  by  the  legislature  to  alter  or 
repeal  the  charter  of  the  company,  reserving  the  property  rights  of 
the  company.  Cleveland  became  a  city  in  1836.  The  company^s 
charter  was  amended  March  19,  1850,  and  the  company  authorized 
to  furnish  water  to  the  city  of  Cleveland,  and  all  Cuyahoga  County. 
The  authorized  capital  was  raised  to  a  total  of  $200,000.  I  fiiid 
no  evidence  that  the  company  constructed  any  works,  or  attempted  to 
supply  any  water.  On  February  8,  1850,  the  charter  was  accepted, 
and  $27,000  of  the  capital  stock  subscribed.  The  company  was 
organized  May  4,  1850,  and  officers  elected. 

The  history  of  this  enterprise  is  written  in  the  report  of  the 
committee  of  the  Council  on  the  subject  of  a.  pure  water  supply  siib- 
mitted  February  24,  1853.  The  committee  declared,  page  twenty- 
five,  "that  such  undertakings  can  be  carried  on  more  economically 
by  individuals  or  companies,  than  by  municipal  corporations,  and 
also  better  managed  after  constructed."  However,  the  committee 
Vol.  II.— 2. 
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found  that  the  -works  could  not  be  made  to  pay  private  capital  for 
some  timCj  and  that  no  capitalists  were  willing,  to  undertake  them 
unless  the  city  would  assume  one-third  of  the*  expense.  The  commit- 
tee found  that -the  general  municipal  law,  May  3,  1853,  sections 
twenty-two  and  seventy-iive,  provided  for  ;either  public  works  or 
private  works,  but  not  for  a  joint  enterprise,  or  "mixed  affair." 
The  committee  also  referred  to  the  company  already  organized,  but 
were  not  quite  sure  of  the  "vitality  of  its  provisions  since  the  adop- 
tion of  the  new  constitution"  (1851) .  The  committee  recommended 
strongly  against  allowing  the  power  of  constructing,  or  later,  buy- 
ing the  works,  to  pass  from  the  city,  and  said  that  the  law  did  not 
permit  the  taxing  of  lands  for  water  rents,  except  as  part  of  the 
general  taxes. 

Syracuse.     Yes.     Indianapolis  and  New  Haven.  . 

A  3.  Character  of  original  organization,  whether  individual,  firm, 
corporation,  municipal,  or  other  form. 
Chicago.  Private  corporation,  Chicago  Hydraulic  Company, 
act  of  January  18,  1836.  Cleveland.  Municipal.  Syracuse.  A 
special  act  March  37,  1831,  authorized  the  inhabitants  of  the  unin- 
corporated village  to  elect  three  water  trustees  to  procure  water  for 
the  village  and  the  inhabitants  from  any  State  lands  on  the  east  of 
the  village,  so  far  as  such  water  was  not  needed  for  the  Erie  Canal. 
Nothing  is  said  in  the  act  as  to  the  sources  or  method  of  raising 
funds  for  this  purpose,  but  the  village  probably  had  the  right  to 
meet  the  expenses  from  the  general  fimd  of  the  village.  A  special 
act  of  April  13,  1835,  incorporating  the  village  of  Syracuse,  trans- 
ferred all  the  rights  and  powers  of  the  water  trustees  (act  of  1831) 
to  the  village  trustees.  By  act  of  April  23^  1839,  section  two,  the 
village  trustees  were  authorized  to  transfer  to  Oliver  Teal,  his  heirs 
and  assigns,  for  twenty  years,  all  their  powers  in  regard  to  the 
water  supply.  The  trustees  retained  the  right  to  resume  these 
powers  again,  by  pajdng  said  Teal  the  appraised  value  of  any  aque- 
ducts laid,  in  case  he  did  not  furnish  water  within  a  year.  Maxi- 
mum rates :  Family,  $5.00 ;  boarding  house,  $10.00 ;  tavern,  $30.00, 
a  year.  The  rates  fixed,  however,  seem  to  'have  been  prohibitively 
low.  To  remedy  this  fault,  all  the  rates  were  doubled  by  act  of 
March  39,  1843.  April  33,  1830,  these  rights  all  reverted  to  the 
village  trustees,  who  did  nothing  until  June^  1841,  when,  under  au- 
thority of  an  act  of  1834,  they  retransf erred  all  their  water  rights 
to  said  Teal  for  a  period  of  thirty-five  years,  with  the  right  to  retake 
them  again  in  case  he  did  not  furnish  water  within  two  years,  and 
with  the  privilege  of  taking  the  works  at  the  end  of  thirty-five  years 
by  paying  the  actual  cost,  less  actual  depreciation,  to  be  determined 
in  case  of  non-agreement  by  commissioners  appointed  by  the  Su- 
preme Court.  Teal  began  to  lay  pipes  (wooden  logs  bored)  in  the 
autumn  of  1843.  November  8,  1847,  the  village  trustees  voted 
that  Teal  or  his  assigns  might  introduce  water  into  Syracuse  from 
any  spring,  provided  the  water  was  better  than  that  already  fur- 
nished. 
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Under  these  rights  the  partnership  prbmoted  by  Teal  (Teal, 
Seymour  &  Burt)  furnished  water  until  the  Syracuse  "Water  Com- 
pany was  chartered,  April  15,  1849.  This  company  was  organized 
by  Teal,  and  all  his  rights  and  property  coniieeted  therewith  passed 
to  the  company.  Meantime  Syracuse,  by  act  of  December  14,  1847, 
became  a  city  with  all  the  rights  of  the  village*  over  the  water  supply. 
Section  nineteen  of  the  company  charter  specifically  reserved  the 
right  of  the  city  to  compete,  by  declaring  the  act  of  March  37,  1821, 
and  all  acts  amending  that  act,  still  in  force.  The  company  was 
given  the  right  to  condemn  land  and  water  rights ;  and  made  sub- 
ject in  laying  its  pipes  within  the  city  "  to  such  regulations  as  the 
Common  Council  thereof  shall  prescribe ;"  capital  stock,  $60,000.00, 
par  $50.00.  The  directors  of  the  company  were  made  individually 
responsible  for  any  debts  of  the  company  in  excess  of  50  per  cent,  of 
the  stock.  By  section  twenty-six  it  was  provided  that  unless  the 
company  began  within  two  years  to  furnish  a  sufficient  supply  of 
good  and  wholesome  water,  and  kept  up  such- a  supply  of  such  water, 
and  if  it  refused  after  six  months'  written  notice  to  fulfill  this 
obligation,  the  city  might  apply  to  the  Sup'reme  Court  to  appoint 
five  commissioners  to  appraise  the  property,  and  if,  at  the  end  of 
the  six  months'  notice,  the  company  still  failed  to  meet  the  obliga- 
tion, the  city  might  take  possession  of  the  works  upon  paying  the 
appraised  valuation,  and  exercise  all  the  powers  given  to  the  com- 
pany under  this  act.  ' 

By  section  twenty-nine,  the  city  was  given  the  right  to  pur- 
chase the  property  and  franchises  of  the  conipp,ny  at  any  time  after 
twenty  years  by  paying  the  cost  of  the  works,  plus  15  per  cent,  an- 
nually, less  the  dividends  actually  paid.  By  section  twenty-seven, 
private  rates  for  water  not  carried  more  than  twenty  feet  above  the 
canal  level  (nothing  said  about  higher  levels)  remained  the  same 
as  under  the  act  of  1842.  By  section  sixteen  the  price  for  public 
water  in  case  of  non-a,greement  was  to  be  fixed  for  the  first  ten 
years  by  three  arbitrators  appointed  by  the  Supreme  Court,  provided 
that  the  maximum  rate  per  hydrant  should  not  exceed  $10.00. 
After  the  first  ten  years,  rates  could  be  so  fixed  every  three  years. 
By  section  twenty-eight,  the  company  is  required  to  report  <under 
oath  annually  to  the  City  Council  in  detail  in  a  form  prescribed 
by  the  Council  as  to  the  status,  conditioii  and  operation  of  the 
company. 

In  April,  1851,  the  city  requested  the  company  to  supply 
water  for  public  uses,  and  thereafter  made  contracts  for  the 
same.  The  company  proceeded  to  build  works,  and  to  take  water 
from  springs  until  1871,  when  it  began  to  pump  from  Onondaga 
creek  and  delivered  water  through  its  distributing  system  in  the 
city,  virtually  unmolested  until  about  1885,  although  the  Central 
City  Water  Company  is  said  to  have  sought  a  franchise  in  1871 
(Council  proceedings,  1887,  page  91).  This  Onondaga  creek  sup- 
plied water  until  1885,  and  it  was  never  satisfactory,  although 
this  source  was  approved  originally  by  the  City  Council.  The 
water  became  much  less  satisfactory  as  time  went  on.    About  1885, 
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after  great  agitation,  the  company  supplemented  its  supply  by 
gang  wells.     Tkis  water  was  declared  by  the  investigating  com- 
mittee of  1888  and  1889  (report  presented  in  print)  to  be  suspicious 
in  quality,  and  uncertain  in  quantity.    The  company  seemed  wholly 
etupid,  and  totally  indifferent  to  the  needs  and  desires  of  the  peo- 
ple, until  the  agitation  for  public  ownership  had  gone  too  far  to  be 
opposed  successfully.     See  letter  of  the  president  of  the  company 
in  the  Syracuse  Herald  of  March  23,  188^,  in  which  he  intimates 
that  the  company  assumes  no  responsibility  for  the  quality  of  the 
water;  but  considers  that  the  city  government,  by  originally  ap- 
proving the  source  of  supply  for  the  company,  thereby  entered  into 
a  contract  with  the  company  to  supply  from  that  source.    This  is 
the  same  letter  in  which  he  set  up  the  claim  of  an  exclusive  con- 
tract, and  threatened  to  resort  to  the  courts  to  maintain  all  of 
their  contract  rights.     These  threats  did  not  prevent  the  granting 
of  the  franchise  of  the  Central  City  Water  Company  by  a  unanimous 
vote,  the  same  day  that  this  letter  was  published.    A  threat  such 
as  this  proved  the  indifference  and  the  self-satisfaction  of  the  com- 
pany, and  the  hopelessness  of  an  adequate  water  supply  of  good 
quality  from  that  company.     The  highest  courts  of  the  State  re- 
jected every  important  claim  of  the  company.     When  it  was  too 
late,  the  company  woke  up,  and  offered  to  give  an  adequate  supply 
of  pure  water.    It  never  furnished  wholesome  water,  or  water  fit 
for  boiler  purposes.    It  never  gave  proper  pressure  for  fire  protec- 
tion.   It  never  carried  water  to  any  of  the  high  levels  of  the  city. 
Water  was  generally  supplied  to  the  low  levels    from  a  head  of 
110  feet.    When  the  city  took  the  works  of  the  company,  January 
1,  1892,  the  company  had  but  from  33.17  to  37.04  mUes  of  street 
mains,  of  which  25.48  were  sis-inch  or  smaller   (Eeport,  "Water 
Supply  of  Syracuse,"  1889,  page  57,  gives  .33.17  miles,  page  60, 
37.04  miles),  with  172  mUes  of  streets,  and  g,bout  387  fire  hydrants. 
Length  of  mains  January  1,  1906,  179.3  miles,  with  street  ndleage 
of  240. 

Such  was  the  intolerable  condition  when,  in  1885,  the  agitation 
in  favor  of  the  city^s  buying  the  company  (a  thing  provided  for  in 
the  efiarter  of  the  company)  arose,  and  when  the  Central  City 
Water  Company  organized  under  the  general  law  of  1880,  and 
sought  a  franchise,  which  was  granted  March  23,  1885.  This  com- 
pany was  to  furnish  water  approved  by  the  .State  Board  of  Health 
and  the  city  government.  The  agitation  for  public  ownership  was 
so  strong,  however,  by  the  time  this  franchise  was  granted,  that  the 
city  held  the  company  up,  and  never  approyed  a  source  of  supply 
for  it.  For  the  next  three  years,  the  water  question  was  the  all- 
absorbing  one  for  the  city  and  citizens  of  Syracuse.  The  citizens 
were  well  organized.  On  March  17, 1886,  a  special  act  of  the  Legis- 
lature was  obtained,  authorizing  public  ownership  upon  approval 
by  popular  vote  at  a  special  election  April^  27,  1886.  The  com- 
pany is  said  to  have  spent  $3,000.00  to  carry  this  election.  The 
proposition  was  defeated  by  a  majority  of  4,076,  out  of  a  total  vote 
of  8,660.    The  agitation  then  became  more  intense,  and  on  June  27, 
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18S7,  the  Council  granted  an  ordiaance  to**  the  Salmon  River  and 
Onondaga  Water  Company,  by  a  vote  of  eight  to  three.  The  Mayor 
vetoed  this  ordinance  on  the  ground,  first,  that  there  were  too  many 
companies  already,  and  second,  that,  even  if  there  were  no  other 
companies,  this  ordinance  did  not  protect  the  interests  of  the  city. 
But  four  out  of  eleven  Aldermen  voted  to  pass  the  ordinance  over 
the  Mayor's  veto.  The  Mayor  demanded  that  no  more  ordinances 
be  granted,  that  the  source  of  the  Central  City  Water  Company  be 
not  approved,  but  that  a  thorough  investigation  of  the  whole  ques- 
tion be  made.  By  chapter  533,  laws  of  1888,  such  an  investigation 
was  authorized  to  be  made  by  a  commission  appointed  by  the 
Mayor  to  report  on  every  phase  of  the  subject. 

'  The  commission  was  appointed  by  the  Mayor  on  June  21, 1888, 
and  after  having  the  time  for  its  report  extended  by  act  of  January 
10,  1889,  reported  in  print  February  1,  1889  (74  pages  with  36 
maps,  exhibits,  etc.).  The  high  character  of  the  commission  is 
indicated  by  the  fact  that  although  the  commission  made  a  careful 
and  highly  valuable  report,  it  spent  in  all  but  $11,147.61,  out  of  the 
total  appropriation  of  $18,000.  By  this  time  the  Syracuse  Water 
Company  began  to  realize  the  situation,  and  offered  to  furnish  an 
adequate  supply  of  good  water  with  sufficient  pressure.  By  act  of 
May  15,  1889,  the  city  was  authorized  to  establish  publicly  owned 
works ;  to  purchase  the  property  of  the  old  company  at  an  appraised 
valuation,  and  to  take  water  from  Skaneateles  Lake,  with  the  con- 
sent of  the  State  Canal  Board.  This  act  was  made  subject  to  ap- 
proval by  popular  vote.  At  the  special  election  June  4,  1889,  the 
vote  was:  ]?or  municipal  ownership,  11,303;  against  municipal 
ownership,  910.  The  Syracuse  Water  Company  failed  to  agree 
with  the  city  as  to  the  price  of  its  property  and  rights.  It  claimed 
a  cost  of  plant  of  $773,948.87;  share  capital  outstanding, 
$573,000;  bonds,  $200,600,  'largely  in  estates  for  the  benefit  of 
women  and  children."  The  city  thereupon,  in  accordance  with  the 
company's  charter,  petitioned  the  Supreme  Court  to  appoint  ap- 
praisers of  the  property.  On  December  18,  1891,  the  appraisers  re- 
ported to  the  court,  fixing  the  amount  to  be  paid  by  the  city  for  the 
property  and  rights  at  $850,000;  and  the  court  confirmed  this 
award,  together  vrith  $5,498.03  for  work  and  material  during  the 
proceedings,  and  ordered  that  the  water  rates  collected  in  advance 
and  the  taxes  paid  by  the  company  be  pro  rated  on  the  date  of 
turning  over  the  works,  which  date  was  January  1,  1892.  The  city 
has  operated  the  works  from  that  date.  It  may  be  interesting  to 
note  in  this  connection  that  the  company  had  issued  its  share  cap- 
ital largely  against  improvements  made  out  of  earnings.  In  the 
twenty  years  up  to  1880,  it  had  paid  three  cash  dividends  in  all. 
After  1880,  it  had  paid  6  per  cent,  annually.  Furthermore,  the 
property  taken  over  from  the  company  by  the  city  was  of  com- 
paratively little  use  for  the  purposes  of  a  modern  water  supply.  A 
large  portion  of  the  street  mains  consisted  of  cement  pipes,  which 
were  not  strong  enough  to  sustain  the  pressure  of  the  new  water 
system.    Another  large  portion  consisted  of  iron  pipe  too  small  for 
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an  adequate  system  of  water  supply.  Inasmuch  as  the  Skaneateles 
system  was  to  be  wholly  a  gravity  one,  all  the  pumps,  buildings  and 
apparatus  connected  therewith,  were  wholly  useless.  The  most 
careful  estimate  that  1  have  been  able  to  obtain  from  any  one  con- 
nected with  the  old  system,  is  that  the  city  abandoned  as  useless  for 
its  purpose  about  $50,000  of  the  company's  distributing  system 
alone.  The  land  purchased  from  the  company  by  the  city,  not  be- 
ing needed  for  the  water  supply,  was  for  the  most  part  converted 
into  a  city  park. 

The  act  of  1889,  chapter  291,  authorized  the  city  to  buy  out 
any  company  that  had  water  rights  in  Syracuse.  I  have  been 
unable  to  find  that  the  Central  City  Water  'Company  had  acquired 
any  legal  rights  under  the  ordinance  of  March  33,  1885,  which 
the  city  ever  had  to  condemn  or  pay  for ;  the  company  seems  simply 
to  have  dropped  out  of  existence  before  the  city  approved  its  source. 
It  is  worthy  of  note,  however,  that  before  the  city  petitioned  for 
appraisers  of  the  Syracuse  Water  Company's  property,  that  com- 
pany entered  suit  agaiast  the  city,  and  also  against  the  Central  City 
Water  Company  to  prevent  that  company  from  gaining  entrance 
into  the  city.  The  Syracuse  company  claimed  exclusive  privileges, 
and  that  if  these  privileges  were  not  exclusive,  at  least  the  city 
could  not  provide  for  water  from  other  so'urces  until  it  acquired 
the  rights  of  the  Syracuse  Water  Company.  The  cases  were  car- 
ried to  the  Court  of  Appeals,  and  decided  October  8, 1889,  adversely 
to  the  Syracuse  Water  Company  (116  N.  Y.,  167). 

The  act  of  1889,  chapter  391,  gave  thg  city  full  authority  to 
establish  a  bi-partisan  Water  Board,  six  members,  six  year  terms. 
These  eonmiissioners  were  given  full  power  to  acquire  the  rights  and 
property  of  any  water  company  ia  Syracuse ;  to  establish  and  operate 
a  system  of  water  works  for  the  city,  and  to  take  lands  and  water 
rights  by  condemnation  for  this  purpose.  The  city,  however,  accord- 
ing to  the  report  of  1889,  had  determined  to  use  Lake  Skaneateles  as 
its  water  source.  Under  section  18  of  the  act  of  1889,  it  could  take 
this  water  only  with  the  consent  of  the  Canal  Board  (Skaneateles 
was  a  feeder  of  the  Erie  Canal),  and  to  the  extent  granted  by  the 
Canal  Board,  and  was  required  at  the  request  of  the  Canal  Board 
to  furnish  a  compensating  supply  of  water  from  other  sources  for 
the  water  taken  from  Skaneateles.  The  act  authorized  the  neces- 
sary loans,  $3,000,000  (the  amount  has  been  increased  by  later 
acts  to  $4,100,000),  for  the  purposes  of  the  Water  Board,  to  be  voted 
by  the  City  Council  upon  the  request  of  the  Water  Board  as  needed. 
The  act  required  the  water  fund  to  be  kept  separate  for  the  use  of 
the  department,  and  an  annual  report  to  be  made  to  the  Council  by 
the  board.  By  amendment  to  the  act  of  1889,  passed  May  9,  1890, 
chapter  314,  the  relations  of  the  Water  Board  to  the  Erie  Canal  were 
much  more  clearly  defined.  The  city  was  required  to  raise  the 
dam,  so  as  to  retain  all  of  the  water  of  the  Skaneateles  water  shed, 
to  extinguish  all  the  water  rights  on  the  outlet  of  the  lake,  to  carry 
on  its  work  with  the  approval  of  and  under  the  direction  of  the 
State  Superintendent  of  Public  Works,  and  the  State  Engineer, 
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and  to  take  the  water  from  Skaneateles  through  a  pipe  not 
exceeding  thirty  inches  in  diameter.  (The  water  consumption  of 
the  city  now,  August,  1906,  just  about  equals  the  capacity  of  this 
pipe  or  conduit,  namely,  13,450,000  gallons  per  day.  During  thir- 
teen days  in  February,  1905,  the  daily  consumption  of  the  city  ex- 
ceeded the  capacity  of  the  conduit  by  400,000  gallons.  (Syracuse 
Journal,  August  17, 1906.)  The  dependence  of  the  city  of  Syracuse 
upon  the  Canal  Board  and  other  State  authorities  in  establishing 
the  new  system  made  it  possible  for  the  old  water  companies  and 
other  private  interests  to  create  an  almost  unparalleled  opposition 
to  the  new  scheme.  Several  hearings  were  held  by  the  State  Canal 
Commission,  and  almost  every  city  along  the  line  of  the  Brie  Canal, 
and  various  commercial  bodies,  including  thte  Produce  Exchange  of 
New  York  City,  appeared  before  the  Canal  Board  ia  opposition  to 
the  City  of  Syracuse.  On  December  27,  1889,  the  Canal  Board  re- 
fused its  consent  for  Syracuse  to  take  the  waters  of  Skaneateles. 
The  result  was  a  renewed  attack  upon  the  Legislature  for  such 
power,  and  the  act  of  1890.  Almost  endless  opposition  in  the 
courts  was  then  made  to  the  condemning  of  the  water  rights  along 
the  outlet  of  the  lake.  The  city  persevered  with  these 'cases,  which 
were  carried  to  the  highest  court,  and  then  reargued  before  that 
court.  The  city  finally  obtained  all  the  water  rights  necessary,  the 
right  of  way  for  the  conduit,  and  the  property  and  rights  of  the 
old  company.  The  printed  report  of  the  water  rights  cases  fills 
thirteen  large  volumes  up  to  July  1,  1898,  when  most  of  the  litiga- 
tion over  the  establishment  of  the  works  was  completed.  The  legal 
expenses  alone,  apart  from  the  damages  awarded,  amounted  to 
$269,060.41  (Ninth  annual  report  of  Water  Board,  p.  35). 

Indianapolis.  Corporation,  Water  Works  Company  of  India- 
napolis. 

Neiv  Haven.     Corporation.     Special  charter,  1849. 

A  4.  Character  of  present  organization,  whether  individual,  firm, 
corporation,  municipal,  or  other  form. 
Chicago.  Bureau  of  Water,  Department  of  Public  Works,  City 
of  Chicago.  Cleveland.  Municipal  Board  of  Public  Service,  Water 
Works  Division.  Syracuse.  Municipal  Wafer  Board,  Public  Works 
Department.  Indianapolis.  Corporation.  New  Haven.  Corpora- 
tion, The  New  Haven  Water  Company,  special  charter,  1849,  with 
amendments. 

A  5.  Date  and  character  of  all  changes  in  ownership  since  origin. 
A  6.     State  method  of  making  each  change. 

Chicago.  The  private  company,  chartered  January  18,  1836, 
was  delayed  in  its  constru.ction  on  account  of  the  panic  of  1837, 
but  began  building  in  1840,  and  commenced  the  supplying  of  water 
in  1842,  probably  about  May  23.  The  inlet  pipe  was  extended  into 
the  lake  but  320  feet,  and  the  distribution  made  through  wooden 
pipes  bored  at  the  works,  the  largest  of  which  was  six  inches.  Ac- 
cording to  the  annual  report  of  the  Department  of  Public  Works 
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for  1904  (p.  232,  Spengler),  the  Chicago  Hydratilic  Company 
distributed  water  through  two  mUes  of  wooden  mains,  varying  from 
five  to  three  iaches  m  diameter.  "The  works  of  the  Chicago  Hy- 
draulic Company  were  operated  with  varying  success  until  1853, 
during  which  year,  as  a  result  of  a  legislative  act  passed  February 
15,  1851,  the  rights  and  franchises  of  the  company  were  taken  over 
by  the  city,  and  new  works  commenced."  According  to  this  report, 
the  reservoir  of  this  company,  corner  of  Lake  and  Michigan  Streets, 
was  25  ft.  square,  8  ft.  deep,  and  elevated  80  ft.  above  the  surface 
of  the  ground,  and  the  intake  pipe  of  iron  extended  150  ft.  into  the 
lake.  Before  the  company  went  out  of  existence  November  1,  1854, 
it  had  9J4  miles  of  pipe.  It  is  supposed,  but  the  fact  is  not  certain, 
that  at  a  later  date  the  intake  pipe  was  extended  into  the  lake 
nearly  700  feet.  The  company  never  extended  its  pipes  to  the  north 
division  of  the  city.  The  total  expenditure  of  the  company  up  to 
1852  amounted  to  about  $50,000  (CoTmcil  proceedings,  March  22, 
1852).  Although  the  company  had  the  right  to  pipe  the  whole 
city,  the  north  division  complained  bitterly  from  the  beginning 
because  it  had  no  water,  and  the  growth  of  the  city  was  so  rapid 
that  the  company  could  not  furnish  an  adequate  supply  in  the 
south  and  west  divisions.  At  the  same  time,  the  growth  of  the 
city,  because  of  the  shortness  of  the  inlet  pipe,  polluted  the  water. 
An  outcry  was  raised  all  over  the  city  against  what  was  called 
the  "water  monopoly"  furnishing  polluted  water.  The  result  was 
a  petition  signed  by  the  City  Council  and  Mayor  and  nearly  aU  of 
the  citizens  to  the  Legislature  of  1851  to  authorize  a  public  water 
supply.  This  was  done  by  act  of  February  15,  1851,  creating  the 
Chicago  City  Hydraulic  Company. 

This  was  an  incorporation  of  three  commissioners,' named  in 
the  act,  for  three,  four  and  five  years  respectively,  as  a  quasi- 
municipal  public  authority,  with  but  a  vague  dependence  on  the 
city  government,  but  depending  upon  the  credit  of  the  city.  This 
company  or  board  occupied  somewhat  the  same  relation  to  the  city 
government  that  the  present  Board  of  Education  does.  It  was 
authorized  to  borrow  $250,000  on  the  credit  of  the  city  to  establish 
and  operate  a  complete  system  of  water  works  for  the  whole  city; 
to  establish  water  rates  at  its  own  discretion,  to  be  a  lien  upon  the 
property  just  as  special  assessments  for  street  improvements  are. 

The  private  company  claimed  an  exclusive  franchise,  and  at- 
tempted to  enjoin  the  Water  Commissioners  from  either  paralleling 
their  pipes,  or  collecting  water  rates  from  takers  of  water  from  the 
private  company,  as  the  act  creating  the  Water  Commissioners  per- 
mitted. Judge  Dickey,  January  11,  1853,  decided  that  the  fran- 
chise was  not  exclusive,  and  that,  therefore,  the  city  might  compete, 
although  it  thereby  destroyed  the  value  of  the  private  company. 
The  act  creating  the  commissioners  authorized,  but  did  not  compel 
them,  to  buy  out  the  private  company,  but  forbade  them  to  pay 
more  than  the  cost  to  the  company.  (Apparently  such  a  provi- 
sion, provided  the  property  was  worth  more  than  its  original  cost 
to  the  company,  amounted  to  confiscation  under  the  Federal  Con- 
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stitution ;  or  would  have  amounted  to  confiseation  had  the  company 
been  compelled  to  sell.)  The  act  apparentl;f,  however,  did  not  con- 
template expropriation  or  compulsory  sale.  The  commissioners  took 
the  opinion  of  Chancellor  Walworth  of  New  York  on  their  rights. 
He  declared  that  the  property  of  the  private  company  could  be 
taken  only  by  condemnation  at  its  actual  value,  irrespective  of  its 
cost,  and  including  the  value  of  its  franchise.  The  company  jSnally 
agreed  to  sell  its  rights  and  property  at  the  original  cost,  to  be 
determined  by  the  court,  to  which  it  agreed  to  submit  all  of  its 
books  and  records,  and  claimed  a  value  of  $50,000,  and  an  annual 
income  of  $10,000,  which  income  would  be  $15,000  at  the  rates  pro- 
posed by  the  city.  The  commissioners  claimed  the  works  were  not 
worth  more  than  $15,000  to  $30,000.  On  March  39,  1853,  the  City 
Council  authorized  the  commissioners  to  bi^y  out  the  old  company 
at  $30,000  for  the  rights  and  property,  or  $15,000  for  the  franchises 
alone. 

The  records  at  this  point  are  defective,  but  from  incidental  ref- 
erences and  the  newspapers  of  a  later  date  (See  Democratic  Press 
of  July  39,  1854,  and  especially  p.  40  of  the  Seventh  Semi- Annual 
Eeport  of  the  Water  Commissioners,  January,  1855),  it  appears 
that  the  commissioners  bought  the  old  works,  and  used  the  dis- 
tributing system  of  that  company  for  some  time.  It  seems  that  the 
distributing  system  of  the  old  company  was  abandoned  November  1, 
1854.     (See  Democratic  Press,  July  39,  1854,  p.  5.) 

Cleveland.    . 

Syracuse.    . 

Indianapolis.  The  Water  Works  Company  of  Indianapolis,  or- 
ganized in  October,  1869,  under  general  act  of  March  6,  1865,  was 
the  only  company  ever  organized  under  this  general  act.  The  com- 
pany obtained  its  street  rights  from  the  city  by  ordinance  contract 
of  January  3,  1870.  The  Indianapolis  Watpr  Company  was  organ- 
ized under  general  statute  of  February  4,  1881  (chapter  38),  en- 
titled "An  act  in  relation  to  the  formation  of  water  works  com- 
panies by  purchasers  of  the  property  of  bankrupt  water  works  com- 
panies at  judicial  sales."  The  old  company  had  become  bankrupt, 
and  was  sold  at  judicial  sale,  and  the  act  of  1881  specifically  au- 
thorized the  purchaser  or  purchasers  of  sisch  company  to  form  a 
new  corporation,  which  was  done.  The  act  of  1881  specifically  gave 
all  of  the  rights  and  privileges,  and  imposed  all  of  the  obligations 
and  duties  of  the  bankrupt  company  on  the  new  organization. 

New  Haven. . 

A  7.     State  terms  of  each  arrangement. 
Chicago,  Cleveland,  Syracuse. 


Indianapolis.  The  company,  having  been  adjudged  bankrupt 
in  the  sum  of  $1,130,150.10,  plus  costs  of  $551.50,  was  by  decree 
of  the  Superior  Court  of  Marion  County,  Indiana,  of  March  13, 
1881,  ordered  sold.  TJnder  this  decree,  after  the  amount  of  the 
judgment  had  been  reduced  by  $39,710.70  paid  to  the  sheriff  from 
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the  sinkingi  ivmi  of  the  company,  the  property  was  soM  for 
$500,000,  and  transferred  to  the  trustees  for  the  new  company  (the 
present  one)  on  April  21,  1881.  The  new  company  received  the 
certificate  of  incorporation  from  the  Secretary  of  State  on  April 
33,  1881. 

New  Haven.   . 

A  8.     State  fully  reasons  for  each  change. 

Chicago.  The  old  company  used  wooden  pipes  only,  with  an 
intake  very  near  the  shore;  furnished  poor  water,  and,  assuming 
that  it  had  an  exclusive  franchise  for  the  whole  city  for  seventy 
years,  showed  no  inclination,  with  its  single  pumping  station,  to 
furnish  either  an  adequate  supply  to  meet  the  phenomenal  growth 
of  the  city,  or  water  of  a  good  quality;  nor  did  the  public  agitation 
(and  charter  of  the  Lake  Michigan  Hydraulic  Company,  March  1, 
1855,  for  supplying  the  North  Side)  or  any  other  threats  of  com- 
petition, cause  them  to  show  any  signs  of  ineeting  the  emergency 
in  an  adequate  maimer. 

Cleveland.    . 

Syracuse.    . 

Indianapolis.  Bankruptcy.  It  is  impossible  at  this  date  to 
determiae  accurately  the  cause  of  such  bankruptcy.  The  managers 
of  the  company  are  supposed  to  have  been  without  much  experience, 
to  have  managed  somewhat  recklessly  and  extravagantly,  and  to 
have  extended  their  water  system  much  more  rapidly  than  con- 
sumers could  be  obtained  in  paying  numbers.  In  fact,  the  in- 
habitants, havLQg  always  depended  on  surface  wells,  and  being,  from 
the  nature  of  the  circumstances,  fully  supplied  with  wells,  felt  but 
little  desire  or  necessity  for  the  city  water. 

The  investigating  committee,  reporting  Qetober  26, 1904,  found 
that,  with  an  adequate  supply  of  water  from  the  water  works,  there 
were  still  25,000  private  wells  used  in  Indianapolis,  with  an 
estimated  population  of  40,000  families.  There  were  but  8,833 
customers  of  the  water  company  using  water  for  water  closets 
(p.  31).  The  same  report  (p.  32)  shows  that  from  1898  to  the 
date  of  the  report,  the  city  Health  Department  had  condemned 
1,624  weUs.  There  is  no  legal  authority  in  the  city  government 
to  compel  the  discontinuance  of  these  wells*  and  the  connecting  of 
the  premises  with  the  water  works.  Under  these  circumstances  it 
does  not  seem  strange  that  the  company  became  bankrupt. 

New  Haven.   . 

A  9.     Has  there  ever  been  municipal  ownership  and  private  opera- 
tion of  plant? 

Not  in  the  case  of  any  plant  in  any  city,  except  that  the  terri- 
tory of  Brightwood  (estimated  population,  2,500),  annexed  to  In- 
dianapolis in  1897,  had  before  annexation,  and  still  maintains  pub- 
lic water  works,  supplying  that  territory.  The  history  of  the 
Brightwood  municipal  water  works  is  explained  more  fully  else- 
where. 


GENERAL     HISTORY     AND     LEGISLATION.  11 

A  10.     Ib  the  general  sentiment  favorable-  or  unfavorable  to  the 
present  system  of  ownership  and  operation  ? 

A  11.     What  is  the  attitude  of  the  press? 

Chicago.  Pavorable  to  public  ownership,  with  more  or  less 
criticism  of  the  management  of  the  department.  While  there  is  no 
suggestion  of  a  change  of  form  of  ownership,  and  but  little  criticism 
of  the  management  of  the  water  works,  it  may  safely  be  said  that  the 
question  of  public  ownership  of  street  cars  has  occupied  the  center 
of  the  stage  in  Chicago  for  about  ten  years.  In  discussing  this 
question,  the  papers  hostile  to  public  ownership  of  street  cars  always 
declare  that  the  water  works  are  inefficiently  and,  sometimes,  dis- 
honestly managed,  incurring  a  heavy  loss  for  the  city. 

Although  but  little  is  said  about  the  matter,  logical  objections 
to  the  present  system  are  that  the  pressure  in  all  parts  of  the  city 
and  at  all  times  is  too  low,  and  that  from  a  sanitary  standpoint  the 
water  from  some  one  or  more  of  the  stations  is  officially  declared 
xmsafe  by  the  Board  of  Health  nearly  a  quarter  of  the  time.  The 
evil  is  intensified  from  the  fact  that  the  manner  of  publishing  these 
reports  .permits  the  use  of  bad  water  for  nearly  twenty-four  hours 
before  the  fact  is  brought  to  the  consumer's  notice,  and  from  the 
further  fact  that  the  distributing  pipes  froin  all  the  stations  are  so 
interconnected  that  one  is  never  sure  from  which  station  he  is  re- 
ceiving water  at  any  moment.  In  fact,  by  the  time  that  the  con- 
sumer is  informed  that  the  water  is  bad  from  the  station  from 
which  he  is  presumed  to  draw  his  water,  a  change  of  wind,  driving 
the  sewage  away  from  that  particular  intake,  may  have  caused  the 
water  to  be  perfectly  safe.  So  far  as  an  inference  can  be  drawn 
from  general  observation,  the  great  mass  of  the  population,  being 
uneducated  and  uninformed,  and  relatively  poor,  drink  the  water 
habitually  without  boiling  or  filtering,  w^ile  the  relatively  small 
portion  of  the  population  possessed  of  some  scientific  knowledge  take 
the  precaution  to  boil  and  filter  the  water  without  reference  to  the 
daily  reports  of  the  Board  of  Health,  or  adopt  the  alternative  policy 
of  not  using  the  city  water  in  any  form  for  drinking  purposes.  The 
extent  and  evil  of  drinking  unboiled  and  unfiltered  water  can  be 
determined  alone  by  the  rate  of  sickness  and  death. 

Cleveland.  Entirely  favorable  to  the  form  of  ownership.  More 
or  less  criticism,  centering  chiefly  about  the  charge  that  the  Super- 
intendent "kills"  bills  in  a  somewhat  arbitrary  and  unjustifiable 
way,  instead  of  collecting  the  bill,  giving  a  refund  for  errors,  and 
making  the  matter  in  that  way  the  subject  of  more  systematic 
'  record.  It  seems  that  the  Superintendent,  in  case  bills  are  com- 
plained of,  uses  his  own  judgment  in  reducing  them  by  destroying 
those  bills  and  issuing  new  ones  for  what  he  considers  the  correct 
amount,  without  making  any  permanent  or  systematic  record  of 
the  fact  or  the  reasons  for  the  reduction.  At  least,  such  is  the 
charge.  On  the  eve  of  the  recent  election  last  fall,  the  Council 
started  a  general  investigation  of  the  Water  Department,  and  at- 
tempted to  make  some  capital  out  of  the  above  allegation.    A  coun- 
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cil  committee  employed  the  Audit  Company  to  examiae  the  books 
and  records,  and  the  accountant  prepared  a  rather  adverse  report, 
which  I  understand  the  committee  refused  to  accept.  The  commit- 
tee thereupon  employed  another  firm  of  accountants.  The  report 
by  this  firm  contaiaed  no  serious  criticisms  of  the  department.  Tha 
Council  committee  has  not  yet  reported. 

Some  discussion  has  been  raised  upon  the  apparent  fact  that 
the  net  earnings  of  the  company  for  the  year  1904  failed  to 
make  the  customary  increase.  In  a  letter  to  the  accountant,  dated 
iNovember  2,  1905,  Superintendent  Bemis  explains  this  apparent 
falling  off  in  the  following  manner:  Increase  in  1904  of  unpaid 
bills  of  $36,463.25;  of  operating  expenses  over  the  previous  year, 
$33,918.46,  accounted  for  as  follows : 

$7,300  advance  supply  of  coal  not  used  in  the  year, 
5,000  investigating  purity  of  water, 
7,000  complaint  department, 

2,000  drafting  properly  chargeable  to  construction, 
3,500  increased  salaries. 

The  balance  of  $9,000,  by  an  increase  of  business  chiefly. 

The  only  State  audit  that  has  been  made  under  the  actof  1903 
was  made  by  State  Examiners  W.  F.  Huntsman  and  W.  T.  Baker 
for  the  year  1903.  Under  date  of  May  26,  1904,  they  make  the  fol- 
lowing recommendations:  That  guarantee  deposits  be  kept  as  a 
separate  account,  and  not  included  in  the  regular  receipts  and  ex- 
penditures; that  repairs  to  buildings  be  shown  separately  from  re- 
pairs to  pipes ;  that  repairs,  betterments,  and  supplies  used  for  this 
department  at  the  City  Hall  be  shown  entjrely  separate  from  the 
same  class  of  expenditures  on  account  of  water  works  buildings 
proper,  and  that  more  care  be  taken  in  separating  ordinary  and 
extraordinary  expenditures. 

Syracuse.  Sentiment  uniformly  favorable  to  the  form  of  own- 
ership. Everything  in  Syracuse  is  managed  on  political  lines.  The 
Bepublicans  have  been  in  power  for  about  five  years.  The  party 
leaders  control  the  Eepublican  papers.  The  Telegram,  the  personal 
organ  of  the  last  Democratic  Mayor,  McGiiire,  who  held  the  office 
for  three  terms,  until  the  beginning  of  1903,  died  last  December. 
There  is  now  no  Democratic  paper  in  Syracuse.  The  Journal,  the 
only  opj)osition  paper,  seems  to  have  comparatively  little  influence 
against  so  strong  a  political  organization.  The  Journal,  however, 
makes  no  objections  to  public  ownership.  .The  Herald  calls  itself 
an  independent  paper,  but  the  relations  of  the  present  city  admin- 
istration to  the  present  and  past  staff  of  the  Herald  make  this  paper 
in  essence  an  administration  organ. 

Indianapolis.  Public  sentiment  fairly  favorable  to  the  com- 
pany. The  newspapers,  except  the  News,  friendly.  The  hostility 
of  the  News,  a  really  powerful  organ,  appears  to  rest  on  political 
or  personal  grounds,  and  to  have  but  little  real  relation  to  the 
character  of' the  water  company,  or  the  service  rendered  by  it. 

New  Haven.  The  company  answers  "apparently  favorable." 
This  company  has  for  many  years  exercised  a  pronounced  influence 
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by  conscious  efforts  in  making  public  opinion  favorable.    In  fact, 
the  company's  influence  in  this  field  may  be  said  to  be  dominant. 
A  12.     State  current  objections  to  present  system. 

Chicago.   Answered  under  A  11. 

Cleveland,  Syracuse. . 

Indianapolis.  There  seems  to  be  considerable  feeling  that 
more  stringent  measures  should  be  taken  to  prevent  the  pollution 
of  the  sources  of  supply  by  sewage  and  other  means.  The  White 
Elver  basin  (1,700  sq.  mi.)  contains  above  the  mouth  of  the  creek 
four  incorporated  towns,  with  a  combined  poj)ulation  (1900)  of 
46,399,  besides  numerous  hamlets  and  farms.  These  towns  are 
situated  from  eight  to  fifty-four  miles  from  the  intake.  It  is 
estimated  that  13,000  of  the  population  are  coilhected  with  sewers 
on  the  water  shed.  The  secondarj'  or  emergency  source,  Fall  Creek, 
drains  about  360  square  miles;  has  no  incorporated  towns  or  vil- 
lages, but  a  thick  farming  population.  The  intake  from  both  these 
sources  is  well  within  the  city  limits  of  Indianapolis  (more  than 
two  miles) . 

The  Fire  Department  objects  to  the  large  number  of  HoUy 
hydrants,  on  the  ground  that  they  do  not  furnish  an  adequate  sup- 
ply of  water.  This  is  said  to  be  due  to  the  fact  that  the  hydrants 
are  served  by  three  and  four  inch  service  pipes. 

New  Haven.  The  current  objections  center  largely  about  the 
contract  with  the  city  (1903)  and  the  feeling,  still  current,  that  the 
contract  is  not  only  unfair  to  the  city,  but  that  it  was  obtained  by 
improper  and  unfair  means. 

A  13.  Do  the  citizens  take  an  active  interest  in  the  management  of 
the  plant? 

Chicago.  In  a  city  so.  large  as  Chicago,  the  citizens  generally 
take  no  interest,  or  but  little  interest,  until  somebody  works  up  a 
great  agitation  on  the  subject.  Other  matters  of  such  pressing  im- 
portance have  been  kept  before  the  public  so  constantly  that  there 
has  been  no  general  discussion  of  the  water  problem  for  many  yearsL 

Cleveland.  Citizens  pay  but  little  attention  to  the  Water  De- 
partment as  such.  The  political  fever  fxms  high  in  Cleveland,  and 
the  supporters  of  the  present  administration  take  more  or  less  in- 
terest in  the  administration  as  a  whole,  and  the  opponents  subject 
it  to  some  criticism. 

Syracuse,  Indianapolis  and  New  Haven.   N"o. 
A  14.     Have  there  ever  been  competing  water  companies  in  this 
city? 

Chicago.  Largely  answered  under  A  5.  If  there  was  ever 
actual  competition  in  selling  water,  it  was  for  a  few  months  only  in 
1854.  The  territory  of  Rogers  Park,  annexed  to  the  City  of  Chi- 
cago April  4,  1903,  is  supplied  entirely  by  a  private  company,  The 
Eogers  Park  Water  Company,  which  claims  an  exclusive  franchise 
for  thirty  years  from  November  13,  1888.  This  point  is  now  in 
litigation. 
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Cleveland.     No. 

Syracuse.  Never  in  actual  operation.  A  competing  company, 
The  Central  City  Water  Company,  obtained  an  ordinance  March 
23,  1885,  but  never  operated  under  it. 

Indianapolis.  There  never  has  been  actual  competition.  In- 
dianapolis came  into,  and  still  operates  a  small  municipal  plant 
in  the  territory  of  Brightwood,  annexed  to  Indianapolis  in  1897. 
This  plant  serves  entirely  this  annexed  territory,  the  Indianapolis 
Water  Company  never  having  entered  it.  This  small  municipal 
plant  has  made  no  pipe  extensions  sirifce  the  annexation,  and  is 
operated  by  the  city  at  a  loss  of  $4,846.10,  from  which  should  be 
deducted  a  credit  of  $1,853.50  for  fire  hydrants.  For  the  six  years 
since  the  annexation,  allowing  full  credit  for  the  fire  hydrants,  the 
loss  on  operation  has  been  $5,066.48.  In  addition  to  this  the  city 
has  paid  a  total  of  $5,740  in  interest^  and  $8,000  of  the  prin- 
cipal of  the  debt  for  constructing  these  works.  There  is  $10,000  in 
amount  of  the  old  debt  stiU  outstanding  (at  6  per  cent.). 

New  Haven.  Yes.  The  Pair  Haven  Water  Company  was  char- 
tered by  special  act  of  July  3,  1861 ;  with  permission  to  lay  pipes 
through,  but  not  to  furnish  water  in  ISTew  Haven  by  special  act  of 
July  26,  1867,  but  it  might  furnish  water  in  New  Haven  by  an  af- 
firmative popular  vote  of  the  citizens.  On  September  2,  1867,  the 
city  voted  to  permit  the  Pair  Haven  co,mpany  to  supply  water  in 
New  Haven  by  a  vote  of  2,978  to  116.  Soon  after  that,  probably 
within  a  year,  this  company  was  actually  supplying  water  in  New 
Haven,  and  continued  to  compete  with  the  New  Haven  company 
until  that  company,  on  June  26,  1876,  bought  all  of  the  stock  of  the 
Pair  Haven  company,  giving  their  own  stock  in  exchange,  at  par, 
for  the  $200,000  capital  stock  of  the  Pair  Haven  company,  and  as- 
suming the  bonded  debt  of  the  Fair  Haven  company,  $125,000,  at 
par  value.  Under  special  authority  of  the  Legislature  (Act  of 
1895),  the  Fair  Haven  company  was  legally  consolidated  with  the 
New  Haven  company  in  1896. 

A  15.    Are  there  competing  companies  now  ? 

Chicago.  Answered  under  A  14. 

Cleveland,  Syracuse,  Indianapolis  and  New  Haven.    No. 

A  16.  If  private  companies  have  consolidated,  give  dates  and 
methods  briefly. 
Chicago.  No  consolidations.  Prom  time  to  time  the  city  has 
annexed  territory  with  public  water  works.  These  are  all  operated 
now,  so  far  as  they  have  not  been  abandoned,  by  the  Water  Bureau 
of  the  Public  Works  Department  of  the  City  of  Chicago.  The 
Eogers  Park  Water  Company  referred  to  above  is  the  only  private 
company  operating  in  the  City  of  Chicago,  and  the  only  one  in  the 
history  of  Chicago  operating  in  a  territory  annexed  to  the  city  at 
the  date  of  annexation,  except  the  Chicago  Suburban  Water  and 
Light  Company  operating  in  Austin  at  the  time  of  annexation, 
April  4,  1899.    The  part  of  this  plant  within  the  limits  of  Chicago 
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was  purchased  by  the  city  under  ordinance,  of  July  10,  1905,  for 
$250,000. 

Bach  of  the  three  large  park  districts  in  Chicago,  being  a  sep- 
arate municipal  corporation,  has  its  own  pumping  works  for  park 
purposes.  These  park  pumping  stations,  however,  are  inadequate. 
The  surplus  water  needed  is  furnished  by  the  city  works  free  of 
charge.  The  aggregate  of  free  water  furnished  the  parks  in  the  last 
five  years  (1901  to  1905  inclusive)  is  3,178,616,000  gallons  (manu- 
script report  of  the  City  Engineer  to  the  Coinptroller,  1906). 

Cleveland.    No  consolidations. 

Syracuse.  ISTone  so  far  as  known.  I  was  unable  to  find  what 
became  of  the  Central  City  Water  Company, 

Indianapolis.    No  consolidations. 

New  Haven.  See  answer  to  A  14.  In  1900  the  New  Haven 
company  bought  all  but  sixteen  shares  of  the  stock  of  the  West 
Haven  company.  The  purchase  price  was  par  to  the  stockholders, 
and  a  bonus,  the  amount  of  which  I  have  begn  unable  to  determine, 
to  the  man  who  held  an  option  on  the  shares.  The  New  Haven 
company  has  since  operated  the  West  Haven  company,  paying  the 
interest  on  the  debt  of  that  company,  but  declaring  no  dividends  on 
the  stock.  August  1,  1906,  the  West  Haven  Company  owed  the  New 
Haven  company  for  water  $33,838.45,  for  work  and  materials  on 
the  pumping  and  distributing  system  $34,533.66.  Before  the  pur- 
chase of  the  West  Haven  company  the  town  of  West  Haven  had 
asked  the  New  Haven  company  to  lay  its  pipes  in  West  Haven, 
which  it  had  a  legal  right  to  do,  on  the  ground  that  the  West 
Haven  company  furnished  water  under  a  head  of  but  60  feet,  and 
for  other  reasons.  The  New  Haven  company  now  sells  water  in 
bulk  at  four  cents  per  thousand  gallons  to  the  West  Haven  company, 
and  delivers  it  under  a  head  of  130  feet.  (The  above  statement  is 
given  by  Mr.  Eli  Whitney,  president  of  the  two  companies.) 

A  17.    If  the  present  company  is  a  subsidiary  or  a  leased  company, 
(a)  Give  name  and  address  of  controlling  company, 
or  (b)  Lessor, 

and  (c)  Date  such  control  began, 
or  (d)  Date  of  lease. 
The  question  does  not  apply  to  any  of  the  companies  or  plants. 

A.    18.       Population  of  the  city  at  last  national  census. 
A.    19.      Estimated  population  Jan.  1,  1906. 
A.    20.       Source  of  such  estimate. 
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V.  8.  Census,  1900.  Estimate.  Source  of  Estimate. 

Chicago    1,698,575  1905, 2,273-,000      City     directory; 

said  to  be  based 
on  tlie  census 
and  accepted 
rate  of  in- 
crease. 

Cleveland 381,768         June, '05,    442,314     U.  S.  Census,  with 

estimated  per 
cent,  of  increase, 
plus  population 
of  Glenville,  an- 
nexed. 

Syracuse  108,374  1905,    117,503     State  enumeration. 

Indianapolis   169,164  1905,     212,198     Board    of    Health 

estimate. 

New  Haven 108,027       Jan.  1, '06,    120^000     City  directory. 

B— SUPERVISION    OF   MUNICIPALITIES. 

Inquiries  B  1-40  to  not  apply  to  private  plants. 
B  1.     Does  the  mimicipality  have  power 

(a)  To  construct  its  own  water  plant  when  there  is  no 
private  competing  plant  ? 

Chicago.  Yes,  by  General  Cities  and  Village  Act  of  Apr.  10, 
1873,  Ch.  24,  Sec.  176. 

Cleveland.  Yes.  Municipal  Code,  19Q3,  Sec.  7,  Par.  15,  gives 
power  to  provide  for  a  supply  of  water  by  constructiag  and  main- 
taining all  the  necessary  works  and  apparatus,  "and  to  apply  moneys 
received  as  charges  for  water  to  the  maintenance,  construction,  en- 
largement and  extension  of  the  works,  and, to  the  extinguishment 
of  any  indebtedness  created  therefor." 

Syracuse.     Yes. 
B  1.   (b)  To  construct  its  own  water  plant  without  purchasing  ex- 
isting private  plant  ? 

Chicago.    Yes;  same  reference  as  above,  B  1  (a). 

Cleveland.  This  problem  is  not  settled  by  any  specific  lan- 
guage of  statute,  and  so  far  as  I  can  find  Out,  has  never  been  pre- 
sented to  an  Ohio  court  for  determination.  In  view  of  the  fact 
that  by  Sec.  7,  Par.  15  of  the  Municipal  Code,  the  power  of  the  city 
to  establish  its  own  works  is  given  in  the  broadest  possible  language, 
and  no  specific  reference  is  made  to  the  possible  existence  of  private 
works,  and  in  view  of  the  phraseology  of  the  revised  statutes.  Sec. 
3,551,  on  the  introduction  of  competing  private  companies,  a  thing 
permitted  with  the  approval  only  of  a  popular  vote,  and  in  view  of 
the  further  fact  that  the  constitution  of  the  State  (1851),  Art.  1, 
Sec.  3,  provides  that  no  special  privileges  or  immunities  shall  ever 
be  granted  that  may  not  be  altered,  revoked,  or  repealed  by  the 
General  Assembly ;  it  would  appear  to  me  to  follow  by  implication 
that  an  affirmative  answer  should  be  given  to  this  question.  The 
Ohio  courts  have  uniformly  ruled  in  favor  of  competition,  and 
against  the  legality  of  granting  an  exclusive  privilege  to  a  private 
company. 
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Syracuse.  Yes.  Syracuse  "Water  Company  vs.  City  of  Syra- 
cuse, Court  of  Appeals,  Sickles,  71;  116  IST.  Y.  Eeports,  167. 

B  1.   (c)     To  condemn  private  plants  under  the  right  of  eminent 
domain  ? 

Chicago.  Apparently  not.  There  are  elaborate  provisions  for 
acquiring  works  by  other  modes.  (General  Act  of  June  19,  1893.) 
Beyond  question  it  is  within  the  power  of  the  Legislature  to  provide 
for  condemning  the  franchises  and  property  of  private  companies, 
as  Sec.  14  of  Art.  11  of  the  Constitution  of  1870  declares  that  this 
particular  power  shall  not  be  taken  from  the*  General  Assembly,  and 
reserves  the  right  of  jury  trial  in  all  cases  of  condemnation  in  which 
a  private  corporation  may  he  concerned  on  either  side. 

Cleveland.  Apparently  not;  on  the  ground  that  such  plants 
are  already  devoted  to  a  public  use.  Municipal  Code,  See.  10,  Par. 
11 ;  and  the  Eailroad  Company  vs.  Dayton,  23  Ohio  S.,  510 ;  also 
Eailroad  Company  vs.  Belle  Center,  48  0.  S.,  273. 

Syracuse.     Yes.     Act  of  1889;  Ch.  291. 
B  1.   (d)   To  purchase  private  plant  ? 

Chicago.     Yes.     See  answer  to  B  1  (c). 

Cleveland.  Yes.  Municipal  Code,  See,  7,  Par.  15;  also  Sec. 
100,  Par.  11. 

Syracuse.     Yes. 
B  1.   (e)     To  operate  the  plant  when  constructed  or  acquired  ? 

Yes,  for  all  three  cities.  Por  Cleveland,  Municipal  Code,  Sec. 
7,  also  Sec.  141. 

B  1.   (f)   To  condemn  property  for  additions  to  the  plant  ? 
Chicago.     Yes,  within  or  without  the  city. 
Cleveland.     Yes;  Municipal  Code,  Sec.  9,  and  Sec.  10,  Par.  11. 
Syracuse.     Yes. 
B  2.     How  was  power  conferred?  by  (a)  general  law  applicable  to 
all  cities  of  the  State  ?  or  (b)  by  general  law  applicable  to 
all  cities  in  a  class?  or  (c)  by  special  act  applicable  to 
this  city  alone?  or  (d)  by  administrative  order?  or  (e)  by 
other  methods  ? 
Chicago.     General  law,  Statutes  of  1872,  Chapter  24,  Section 
176 ;  Act  of  June  19,  1893. 

Cleveland.     General  Law  of  1902,  as  under  B  1  (a). 
Syracuse.     Both  by  general  law  and  by  special  act.     Power 
granted  to  cities  of  the  second  class  (includes  Syracuse)  by  Laws 
of  1898,  Chapter  82,  Section  110.     Power  given  by  special  act  of 
1889,  Chapter  291,  as  amended  by  Acts  of  1*890,  Chapter  314. 
B  3.     Does  the  city  have  power  for  the  construction  and  acquisition 
of  waterworks;  to  raise  money  by  (a)  taxation,  (b)  by  the 
sale  of  bonds,  (c)  other  methods? 
Chicago.     May  raise  money  both  by  taxation  and  by  the  sale 
of  bonds  for  such  purposes,  and  under  an  Act  of  April  19,  1899,  as 
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amended  by  the  General  Act  of  May  18,  1905,  cities  may  purchase, 
construct  and  enlarge  waterworks,  and  pay  for  the  same  by  an  issue 
of  bonds  to  be  paid  solely  with  the  revenue  of  such  works  and  a 
special  tax  levied  annually  during  the  life  of  the  bonds.     Such 
annual  taz  may  not  exceed  1  per  pent,  of  the  value  of  the  property. 
Such  purchase  or  construction  can  be  mad^  only  by  popular  vote, 
with  three-fourths  majority,  after  the  contract  ordinance  for  this 
purpose,  with  a  favorable  recommendation  by  the  City  Engineer, 
has  been  passed  by  the  Council  and  advertised  thereafter  for  three 
weeks.     The  ballot  at  the  election  must  sett  forth  the  character  of 
the  contract,  the  amount  of  the  annual  tax,  a'nd  the  number  of  years 
it  is  to  be  levied.     A  portion  of  the  bonds  must  be  paid  each  year, 
and  the  rates  for  private  use  must  be  fixed  from  time  to  time  by  the 
Council  high  enough,  together  with  the  ailiiual  tax,  to  meet  the 
operating  expenses  and  the  principal  and  interest  on  the  bonds. 
Two  or  more  adjoiniug  municipalities  may  acquire  or  construct 
joint  waterworks  under  this  act.     By  an  act  of  April  22,  1899, 
cities  may  purchase,  construct  or  extend  a  water  system  by  certifi- 
cates payable  only  from  a  water  fund  created  by  this  act.     This 
may  be  done  by  passing  a  tentative  ordinance  setting  forth  the  char- 
acter of  the  works  and  referring  to  the  plans  and  specifications, 
which  must  be  open  to  public  inspection.     Such  an  ordinance  must 
fix  the  rates  for  water  for  private  use,  said  rates  to  remain  un- 
changed whUe  the  certificates  ara  outstanding.     Such  an  ordinance 
must  be  advertised  for  twenty-one  days.     City  Council  may  then 
put  ordinance  in  operation  unless  within  the  twenty-one  days  20 
per  cent,  of  the  legal  voters,  by  petition,  ask  to  have  the  matter  sub- 
mitted to  popular  vote,  in  which  case  a  special  election  shall  be 
called ;  if  the  ordinance  is  endorsed  by  a  majority  of  the  votes  cast 
at  the  election  it  becomes  binding.     If  the  ordinance  is  not  carried 
no  further  action  can  be  taken  for  six  months.     Proceeds  from  such 
waterworks  must  be  kept  in  a  special  fund  for  operating  expenses 
and  the  payment  of  certificates  so  long  as  certificates  are  outstand- 
ing.    In  case  of  default  on  certificates  both  principal  and  interest 
of  all  certificates  become  due,  and  the  works  may  be  temporarily 
sold  to  the  person  offering  to  satisfy  the  foreclosure  decree  for  the 
use  of  the  works  for  the  shortest  number  of  years,  not  exceeding 
fifty ;  a  decree  of  the  court  to  fix  the  prices  of  water  for  public  use ; 
the  rates  of  water   for  private  use  to  be.  those   of   the   original 
ordinance.     The  purchaser  of  the  works  is  to  have  full  use  of  the 
works  with  all  their  income  during  the  stipulated  period,  and  is 
not  to  make  extensions  save  upon  the  terms  authorized  by  the  mu- 
nicipality.    At  the  end  of  the  period  he  is  to  turn  the  works  back 
to  the  city  in  as  good  condition  as  he  received  them,  "ordinary  wear 
and  tear  excepted."     It  is  an  undecided  question  of  burning  inter- 
est, in  view  of  the  street-car  situation  in  Chicago,  whether  or  not 
such  certificates  are  debts  of  the  city  in  the  sense  in  which  the  term 
is  used  in  the  debt  limitation  of  5  per  cent,  in  the  constitution,  and 
in  view  of  the  constitutional  requirements  that  the  creation  of  any 
debt  by  a  municipality  shall  be  preceded  by  or  accompanied  by  an 
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annual  tax  sufficient  to  meet  the  interest  and  principal  of  such 
debts  as  they  fall  due.  It  is  also  questioned  whether  or  not  such 
certificates  are  legal  in  the  light  of  the  city  tax  limitation  of  2  per 
cent,  under  the  Act  of  April  10,  1872,  which  limitation  is  supposed 
to  be  still  in  force.  It  may  also  be  questioned  whether  the  pro- 
vision that  these  certificates  shall  run  not  to  exceed  thirty  years  does 
not  violate  the  provision  of  the  Constitution,  Article  9,  Section  13, 
that  no  debt  shall  run  for  more  than  twenty  years. 

Cleveland.  Cleveland  may  construct  or  acquire  waterworks 
either  by  taxation  or  by  bonds.  Scetion  32-  of  the  Municipal  Code 
defines  the  taxing  power  in  such  cases.  The  theory  of  the  law  is 
that  the  works  shall  be  built  from  the  proceeds  of  bonds,  and  that 
when  once  in  operation  the  receipts  from  the  works  will  carry  the 
debt  and  pay  the  operating  expenses.  By  -Section  3429,  Revised 
Statutes,  cities  are  authorized  to  levy  a  tax  of  sufficient  amount  each 
year  to  pay  the  interest  on  water  loans  during  the  period  of  con- 
struction. Borrowing  power  for  this  purpose  is  conferred  by  the 
Municipal  Code,  Section  100,  Paragraph  11. 

Syracuse.  The  power  to  tax  for  this  purpose  is  conferred  on 
all  cities  of  the  second  class.  Sections  96  and  110,  Chapter  183, 
Laws  of  1898.  Special  borrowing  power  is.  conferred  on  Syracuse 
for  this  purpose  by  Acts  of  1889  and  1890  and  amendments. 

B  4.    What  is  the  limitation  upon  the  city's  taxing  power  for 
municipal  waterworks  ? 

Chicago.  Water  main  extension  tax}  annual,  by  ordinance, 
not  exceeding  one  mill  on  the  dollar  upon  the  certificate  of  the 
Water  Department  that  revenues  will  be  insufficient.  Such  tax  may 
be  increased  to  an  amount  not  to  exceed  three  mills  on  the  dollar 
by  two-thirds  vote  of  all  members  of  the  City  Legislature.  By  a 
like  vote  of  the  City  Legislature  a  general  water  tax  of  two  mills 
on  the  dollar  may  be  laid.  Act  of  July  1,  18S3,  as  amended  by  Act 
of  March  32,  1889,  but  these  taxes  must  all  come  within  the  3  per 
cent,  limitation  of  Act  of  April  10,  1872.  By  General  Act  of  June 
19,  1893,  additional  powers  are  given  to  the  effect  that  cities  may 
buy  or  lease  existing  water  works  and  levy  taxes  within  the  limits 
of  the  3  per  cent,  general  limitation.  Act  of  1873,  but  such  pur- 
chase or  lease,  including  annual  rental  or  purchase  price,  must  be 
approved  by  popular  vote.  This  Act  of  1893  is  further  amended  to 
the  effect  that  such  ordinance,  setting  forth  the  terms  of  purchase 
or  lease,  shall  become  binding  without  a  popular  vote,  provided  that 
after  its  passage  it  be  publicly  advertised  for  twenty-one  days, 
and  no  petition  for  submitting  it  to  popular  vote  and  signed  by  20 
per  cent,  of  the  voters  be  presented.  If  such  petition  be  presented 
then  the  matter  must  be  voted  upon  at  a  special  election.  If  at  the 
election  it  receives  a  majority  vote  the  city  proceeds  to  carry  it  out ; 
if  it  fails  of  a  majority  no  further  action  can  be  taken  for  six 
months,  Act  of  April  34,  1899. 

Cleveland.     ISTo  limit  except  the  general  tax  limit. 
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Syracuse.  'No  special  water  tax  except  for  the  use  of  water. 
The  maintaining  of  a  water  supply  seems  to  be  placed  on  a  par  with 
other  municipal  functions. 

B  5.     What  is  the  limitation  upon  the  general  taxing  power  of  the 
city? 

Chicago.  Two  per  cent,  on  the  equalizfed  assessment.  General 
Act  of  April  10,  1872,  Article  8,  Section  112,  as  amended  by  Act  of 
May  28,  1879.  Taxes  for  interest  and  principal  of  bonded  debt  ex- 
cepted. The  annual  appropriation  ordinance  furnishes  a  basis  for 
extending  such  taxes.  Apparently  the  Act  of  May  18,  1905 
amended  the  Act  of  April  19,  1899,  which  authorizes  a  tax  not  ex- 
ceeding 1  per  cent,  for  building  waterworks,  "in  addition  to  the  taxes 
,  now  authorized  by  law,"  and  authorizes  a  maximum  of  3  per  cent., 
provided  that  1  per  cent,  of  this  is  for  providing  a  system  of  water- 
works. On  the  other  hand,  this  is  apparently  nullified  by  the  gen- 
eral provision  in  the  revenue  law  of  March  29,  1905,  that  the  total 
taxes  levied  by  all  the  municipalities;  that  is,  all  the  tax  levying 
bodies  in  Chicago,  are  not  to  exceed  5  per  cent,  of  the  assessed  valu- 
ation; the  assessed  valuation  under  the  law  being  one-fifth  of  the 
actual  value.  The  following  taxes  are  excluded  from  the  5  per  cent, 
limitation :  "State  taxes,  village  taxes,  levee  taxes,  school  building 
taxes,  district  school  taxes,  high  school  taxes,  and  all  other 
school  taxes,  road  and  bridge  taxes,  and  also  bonded  indebt- 
edness taxes  in  cities  whose  bonded  indebtedness  exceeds  10 
per  cent,  of  the  assessed  valuation  of  the  property  therein,  upon 
which,  under  existing  laws,  taxes  are  required  to  be  extended,  and 
taxes  levied  pursuant  to  mandate  or  judgment  of  any  court  of  record 
on  any  bonded  indebtedness."  It  is  pro vide3y.  however,  that  in  cities 
of  over  100,000  popiilation  (which  includes  Chicago)  all  school 
taxes,  except  school  building  taxes,  are  included  in  the  taxes  to  be 
reduced,  if  any  reduction  is  necessary.  The  act  also  forbids  the  re- 
duction of  the  city  taxes  below  a  minimum  of  $1.80  per  $100,  to 
which  are  to  be  added  taxes  for  the  bonded  debt  and  a  statutory 
school  building  tax  of  $2.50  maximum,  and  the  taxes  for  library 
and  park  purposes.  It  is  not  the  intention  x)f  the  statute  in  fixing 
the  minimum  for  city  and  county  to  reduce  any  other  tax  to  a 
greater  extent  than  it  would  be  reduced  under  the  rule  if  this  mini- 
mum were  not  provided  for  city  and  county.  With  the  strict  limi- 
tation of  the  city  tax  rate,  for  decades,  as  the  needs  of  the  public 
service  grew,  the  Legislature  created  new  municipalities  to  perform 
public  functions  within  the  city  of  Chicago,  and  gave  each  a  statu- 
tory maximum  tax  rate.  There  are  ten  separate  taxing  bodies  wholly 
within  the  city  and  seven  more  partly  within  the  city  (Merriam, 
Municipal  Eevenues  of  Chicago,  p.  69).  Under  this  system,  in  the 
attempt  to  keep  down  taxes,  undervaluation  became  a  greater  and 
greater  scandal,  so  that  by  1895  the  assessed  valuation,  which  con- 
stitutionally must  be  the  true  value,  was  estimated  to  be  for  real 
estate  10  per  cent,  of  the  real  value  (land  8  1-3,  improvements  16.8) 
with  no  basis  for  estimating  undervaluation  of  personal  property. 
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The  Legislature  attempted  by  the  Act  of  1898  to  remedy  under- 
valuation by  making  the  assessed  valuation  one-fifth  of  the  real 
value,  and  limiting  the  aggregate  tax  rate  for  all  taxing  bodies  to 
5  per  cent,  of  the  assessed  valuation,  equal  to  1  per  cent,  of  tha 
actual  value.  Certain  specified  taxes  referfed  to  elsewhere  were  to 
be  in  addition  to  the  5  per  cent.,  the  clear  intent  of  the  Legislature 
being  that  no  individual  piece  of  property  in  Chicago  should,  in  any 
one  year,  pay  more  in  taxes  than  5  per  cent,  of  the  assessed  valu- 
ation in  addition  to  the  specifically  exempted  taxes.  The  County 
Clerk,  who  extends  the  taxes,  receives  the  amount  certified  by  all 
taxing  bodies  and  taking  the  taxes  in  that  district  in  which  the 
heaviest  rates  are  asked  (for  instance,  the  park  taxes  are  very  much 
heavier  in  the  West  Town  than  elsewhere),  then  excluding  all  the 
especially  exempted  taxes,  he  reduces  pro  rata  the  percentage  for 
each  of  the  taxing  bodies  sufficiently  to  bring  the  aggregate  within 
the  5  per  cent,  limit.  The  rate,  as  so  determined,  being  that  for 
the  heaviest  taxed  district,  in  order  to  conform  to  the  constitutional 
requirement  for  uniformity,  must  be  the  same  in  all  districts  for 
each  of  the  taxing  bodies.  This  means  that  the  rate  in  the  heaviest 
taxed  district,  being  5  per  cent,  of  the  total,  may  be  less  than  5  per 
cent,  in  one  of  the  districts.  It  perhaps  goes  without  saying  that 
the  County  Clerk,  before  thus  scaling  the  taxes,  sees  that  the  certi- 
fied tax  for  each  taxing  body  does  not  exceed  the  statutory  maxi- 
mum for  that  body.  In  the  first  years  after  the  scaling  process  was 
legalized  the  aggregate  certified  on  property  in  the  West  Town, 
apart  from  excluded  taxes,  amounted  to  about  7^  per  cent,  of  tha 
assessed  valuation,  which  meant  a  scaling  of  about  one-third.  Thia 
badly  crippled  three  of  the  most  important  taxing  bodies,  namely, 
the  City,  the  County  and  the  Sanitary  District,  making  their  re- 
spective rates  (1904)  $1.58  1-10,  53c.  and  33c.,  in  each  case  much 
below  the  respective  statutory  maximum.  The  result  was  that  the 
County  Clerk,  without  shadow  of  legal  authority,  extended  an  extra 
rate  for  the  Sanitary  District.  (See  C.  H.  JPyffe,  cited  in  Merriam, 
Municipal  Revenues  of  Chicago,  pages  88  and  89.)  The  Legisla- 
ture, by  Act  of  March  39,  1905,  fixed  the  minimum  for  the  city  of 
$1.80  (school  building  taxes,  taxes  for  bond  interest  and  court 
judgment  in  addition  thereto),  and  for  the  county  of  65e.,  and  pro- 
vided that  the  establishment  of  such  minima  shoiild  not  cause 
any  extra  reduction  for  the  other  taxes ;  that  is,  the  city  and  county 
taxes,  with  the  exceptions  noted,  are  first  scaled  at  the  same  rate  as 
aU  others ;  then  a  sufficient  amount  is  added  to  the  respective  taxes 
for  city  and  county  to  bring  them  up  to  the  respective  minima  of 
$1.80  and  65c.  Under  this  provision,  theSe  additions  necessarily 
apply  to  all  property  subject  to  the  respective  rates  for  city  and 
county  purposes,  and  carry  the  5  per  cent,  rate  in  the  heaviest  taxed 
district  to  a  figure  above  5  per  cent.,  equal  in  amount  to  the  addi- 
tions made  to  these  respective  rates  for  city  and  county  necessary 
to  bring  them  to  the  respective  minima  of  $1.80  and  65c.  , 

Cleveland.     Municipal  Code,  Section  3,3,  ten  mills  on  the  dol- 
lar of  the  taxable  property,  exclusive  of  the  levy  for  county  and 
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State  purposes,  schools  and  school-house  purposes,  free  public 
libraries,  library  buildings,  uniTersity,  observatory  and  hospital 
purposes,  sinMng  fund  and  interest.  Pension  funds  for  firemen, 
police  and  sanitary  police  are  also  in  addition  to  the  limit  of  ten 
mills.  By  the  Municipal  Code,  Section  34,  additional  taxes  (with- 
out any  limit)  may  be  levied  if  approved  by  two-thirds  public  vote 
upon  an  ordinance  of  the  Council.  By  the  Act  of  April  4,  1906,  a 
tax  in  addition  to  all  other  taxes  authorized,  sufficient  to  meet  the 
annual  interest  and  to  provide  a  sinking  fund  large  enough  to  meet 
the  principal  when  due  of  all  bonds  issued  under  the  Longworth 
Bond  Act  of  April  29, 1902,  was  authorized. 

Syracuse.  Limit  of  2  per  cent,  of  assessed  valuation  for  cities 
of  more  than  100,000  population,  apart  from  the  amount  necessary 
to  meet  the  principal  and  interest  of  debt.  Constitution,  Article  8, 
Sec.  10. 

B  6.     "WTiat  is  the  limitation  upon  the  cit/s  power  to  incur  debt 
for  municipal  waterworks  ? 

Chicago .  ISTo  special  provision  for  waterworks,  but  the  debt 
for  any  and  all  purposes  is  limited  by  the  Constitution  (1870, 
Article  9,  Section  12,  as  amended  1904.  See  answer  to  question 
B  7.) 

Cleveland.     No  separate  limitation  for  waterworks. 

Syracuse.  Under  the  special  legislative  Acts  of  1888  and  1889 
and  amendments,  $4,100,000.  It  would  appear  that  Syracuse  might 
avail  itself  of  the  provisions  of  the  legislation  for  cities  of  the  second 
class  (Laws  of  1898,  Chapter  182,  and  amendments),  especially  the 
Acts  of  1899,  Chapter  581,  Section  26,  which  apparently  removes 
all  debt  limit  within  the  constitutional  maximum  (Constitution, 
Article  8,  Section  10),  but  requires  that  the  ordinance  for  any 
bonded  debt  be.  approved  by  at  least  four  members  of  the  Board  of 
Apportionment,  and  further  requires  that  every  funded  debt  shall 
be  limited  to  twenty  years  and  the  principal  paid  in  twenty  annual 
installments,  and  expressly  forbids  that  any  portion  of  such  debt, 
principal  or  interest,  shall  be  refunded.  This  refunding  provision 
does  not  apply  to  improvement  bonds  for  work  done  by  special  as- 
sessment (Laws  of  1904,  Section  684,  Paragraph  29). 

B  7.     What  is  the  limitation  upon  the  gene!ral  power  of  the  city  to 
incur  debt  ? 
Chicago.     The  constitutional  limitation  is  5  per  cent,  of  the 
assessed  valuation.     No   debt  shall  be  created  without  provision 
before  or  at  the  same  time  for  levying  an  annual  tax  sufficient  to 
meet  the  interest  and  provide  a  sinking  fund  sufficient  to  pay  the 
principal  within  twenty  years.     This  debt  limitation  was  modified 
by  an  amendment  to  the  Constitution  relating  to  Chicago  only,  and 
adopted  at  the  general  election  of  1904.     This  amendment  author- 
izes a  consolidation  of  all  taxing  bodies  in  Chicago,  and  permits 
'  local  special  legislation,  with  a  debt  limitation  of  5  per  cent,  on 
actual  value,  existing  debts  to  be  included  within  the  5  per  cent.  Ap- 
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parently  the  amendment  abolishes  any  tax  limit  also.  All  legisla- 
tion under  the  amendment  is  subject  to  referendum,  and  must  be 
approved  by  a  majority  of  those  voting  on  the  question.  This 
amendment  has  been  upheld  by  the  State  Supreme  Court,  but  no 
legislation  has  yet  been  passed  under  it  so  far  as  matters  touched 
upon  by  the  schedule  are  concerned. 

Cleveland.  Under  the  Longworth  Act,  April  29,  1902,  Re- 
yised  Statutes,  Section  3,835,  Paragraph  27,  not  to  exceed,!  per 
cent,  to  be  created  in  any  one  year  except  by  a  two-thirds  vote  of 
the  Council,  approved  by  a  popular  vote  at  a  general  or  special  elec- 
tion, but  the  total  indebtedness  for  all  purpeses  is  not  to  exceed  4 
per  cent,  of  the  assessed  valuation,  except  the  excess  be  approved  by 
popular  vote,  while  an  ultimate  limit  of  8  pBr  cent,  is  fixed  by  this- 
act,  Revised  Statutes,  Section  2,837.  In  the  case  of  the  City  of 
Tiffin  vs.  Wellington  J.  Griffin  and  W.  Scott  Wagner,  decided 
toward  the  end  of  April,  1906,  by  the  Supreme  Court  of  Ohio,  all 
foregoing  limitations  are  made  to  apply  only  to  indebtedness  created 
under  the  so-called  "Longworth  Act"  of  April  29,  1902.  Previous 
indebtedness  is,  by  this  decision,  outside  of  and  in  addition  to  these 
limitations.  It  appears  that  under  the  previous  legislation,  Act  of 
June  12,  1879,  and  amendments  thereto,  there  was  no  debt  limita- 
tion on  cities  save  such  as  might  be  deduced*  from  the  limitation  on 
the  levying  of  taxes,  and  such  is  the  fact  to-day  in  the  sense  that  the 
limitation  (Act  of  1902)  has  no  reference  whatever  to  previously 
created  debt.  By  amendment  of  April  4,  1906,  cities  may  issue 
bonds  for  such  time  and  in  such  manner  as  they  please,  not  exceed- 
ing the  rate  of  6  per  cent.  Such  loans  within  any  one  year  shall 
not  exceed  1  per  cent.,  except  the  City  Council  shall,  by  a  two-thirds 
vote,  to  be  approved  by  popular  vote,  authorize  larger  loans,  but  the 
total  indebtedness  issued  under  this  act  at  any  time  shall  not  ex- 
ceed 4  per  cent.,  unless  the  further  loans  are.  authorized  by  popular 
vote.  Excluded  from  this  is  the  amount  held  in  the  sinking  fund 
to  meet  loans  under  this  act.  The  debt  shall  not  be  considered 
created  when  the  work  is  to  be  done  by  or  through  officers  of  the 
municipality  until  the  bonds  are  issued  and  sold.  Limitations  of 
1  per  cent,  and  4  per  cent,  shall  not  be  construed  as  affecting  bonds 
issued  upon  the  approval  of  the  electors  o*f  the  corporation,  nor 
bonds  to  be  paid  for  by  special  assessment,  nbr  bonds  issued  for  im- 
proving and  extending  waterworks  "when  the  income  from  such 
waterworks  is  sufficient  to  cover  the  cost  of  all  operating  expenses, 
interest  charges,  and  to  pass  a  sufficient  amount  to  a  sinking  fund 
to  retire  such  bonds  when  they  become  due,"  nor  any  bonds  issued 
prior  to  the  Act  of  1892 ;  that  is,  the  Longworth  Bond  Act. 

Syracuse.  By  Article  8,  Paragraph  10  of  the  Constitution,  the 
debt  of  any  city  is  limited  to  10  per  cent,  of  the  assessed  valuation 
of  its  real  estate,  including  the  debt  previously  incurred.  N"o  city 
whose  present  debt  exceeds  10  per  cent,  of  the  assessed  value  of  the 
real  estate  shall  incur  further  debt  until  the  existing  debt  is  reduced. 
This  section  does  not  forbid  the  issue  of  revenue  bonds  in  antici- 
pation of  taxes  payable  out  of  the  taxes  of  the  year  in  which  they 
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are  issued,  or  the  issue  of  bonds  for  the  supply  of  water,  but  the 
term  of  water  bonds  shall  not  be  more  than  twenty  years,  and  the 
issue  must  be  accompanied  by  a  provision  for  a  sinking  fund  which 
must  provide  annually  a  sum  sufficient  to  meet  the  principal  and 
interest  as  they  become  due.  Bonds  in  anticipation  of  revenues,  if 
not  paid  within  five  years,  come  under  the  provisions  of  this  article, 
and  water  bonds,  although  issued  in  excess  of  the  10  per  cent,  limit, 
are  reckoned  as  a  part  of  the  debt,  preventing  an  issue  of  bonds  for 
any  other  purpose  than  the  water  supply. 

B  8.  State  fully,  step  by  step,  the  procedure  which  must  be  fol- 
lowed and  the  requirements  which  must  be  met  before  the 
city  may  acquire  or  construct  a  plant.  .  Also  the  source  of 
each  provision,  whether  State  Cpiistitution,  statute  or 
ordinance.  ISTote  particularly  the  requirements  as  to  initi- 
ation of  proposal,  special  action  by  the  city  authorities 
before  its  adoption,  mayoralty  veto,  referendum,  publicity, 
making  of  appropriations,  bond  issues,  and  approval  of 
schemes  by  court  or  State  authorities. 

Chicago.  The  provisions  for  purchasing  or  leasing  works  are 
somewhat  different  from  those  for  constructing  works.  Under 
Chapter  34,  Section  176,  General  Act  of  AprH  10,  1873,  the  city 
has  the  right  to  provide  and  establish  a  system  of  waterworks.  It 
may  take  private  property  for  this  purpose  by  purchase  or  condem- 
nation under  the  provision  of  the  law  providing  for  the  taking  of 
land  by  the  right  of  eminent  domain.  Under  the  Constitution  of 
1870,  Article  2,  Section  13,  the  compensation  for  property  taken  or 
damaged  must  be  determined  by  a  jury.  The  city  may  use  the 
general  borrowiug  power  conferred  upon  it  within  the  limitation 
fixed  for  general  purposes  to  establish  waterworks.  Under  the 
same  sections  private  property  may  be  taken  within  or  without  the 
city  limits,  and  the  jurisdiction  of  the  city  to  prevent  pollution  ex- 
tends as  far  as  the  waterworks  do.  Under  the  General  Act  of  April 
15,  1873,  the  city  may  provide  for  a  system  of  waterworks  or  may 
unite  with  an  adjacent  city,  incorporated  town  or  village,  for  a  com- 
mon system  of  waterworks,  or  may  procure  water  from  the  water- 
works in  an  adjoining  city;  but  aU  contracts  for  the  erection  or 
construction  of  such  works  must  be  let  to  the  lowest  responsible 
bidder  upon  three  weeks'  public  notice,  and  no  member  of  the  City 
Coimcil  or  the  Mayor  shall  be  directly  or  indirectly  interested  in 
such  a  contract.  The  Council  has  the  right  to  reject  any  and  all 
bids.  The  above  provision  is  that  of  the  Act  of  April  15,  1873,  as 
.amended  by  the  Act  of  May  14,  1879.  Within  the  constitutional 
limitation  upon  debt  and  the  limitation  in  the  general  statute  of 
1873  on  taxes,  the  city  may  levy  a  tax  and  borrow  money  for  water- 
works purposes.  (Hereafter  all  references  to  statutes  are  to  Starr 
&  Curtis's  annotated  Illinois  Statutes,  second  edition,  1896,  and 
supplements  of  1903  and  1903.)  S.  &  C,  Par.  444,  Chapter  34, 
gives  the  city  jurisdiction  to  prevent  the  pollution  of  water  for  a 
distance  of  ten  miles  beyond  the  city  limits.     By  Sec.  446,  Chap.  44, 
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the  construction  of  all  reservoirs  and  hydrants  for  fire  protection 
and  the  laying  of  water  mains  may  be  done  by  special  assessment 
under  the  general  laws  regulating  special  assessments.  Under  the 
General  Act  of  May  27, 1881  (S.  &  C,  Par.  453,  Chap.  34),  the  city, 
by  vote  of  the  Council,  may  enlarge  or  change  the  water  sources  and 
go  further  from  the  city  for  that  purpose,  or  make  wells,  or  either, 
or  lease  water  privileges,  deve],oped  or  undeveloped,  from  private 
parties.  Expenditure  under  this  act  must  be  made  from  surplus 
earnings  and  by  popular  vote  at  a  general  or  special  election. 
Par.  456,  S.  &  C.,  Chap.  34,  authorizes  a  general  tax  not  to  exceed 
one  mill  on  the  dollar  for  water  pipe  extension  to  be  levied  by  the 
legislative  authority  of  the  city.  This  must  be  done  on  the  certifi- 
cate of  the  Department  of  Public  Works  or  other  authority  having 
the  matter  in  charge,  setting  forth  that  the  revenues  are  insufficient 
for  the  purpose,  provided  that  by  a  two-thirds  vote  of  the  Council 
this  tax  may  be  increased  to  three  mills  on  the  dollar  in  addition  to 
all  other  taxes.  By  the  same  section  and  by  a  two-thirds  vote  of 
the  Council,  a  tax  of  two  mills  on  the  dollar  may  be  laid  for  supply- 
ing water.  All  the  taxes  of  this  section  are  subject  to  the  general 
tax  limitation  in  Section  1,  Article  8,  Act  of  April  10,  1873,  as 
amended  by  Act  of  May  38,  1899.  By  Act 'of  June  19,  1893,  S.  & 
C,  Par.  459,  Chapter  34,  a  city  may  purchase  or  lease  existing 
waterworks  from  the  owner  and  levy  taxes  and  issue  bonds  for  this 
purpose  within  the  general  tax  and  debt  limit;  but  such  lease  or 
purchase,  together  with  the  annual  rental  or  purchase  price,  must 
be  submitted  to  popular  vote  and  approved  by  a  majority  vote.  By 
Section  1847,  Municipal  Code  of  Chicago  (1905),  the  Public  Works 
Department  is  prohibited  from  m^aking  any  contract  or  purchasing 
any  supplies  until  authorized  to  do  so  by  the  City  Council,  and 
contracts  for  making  any  public  improvement,  if  the  expense  be 
more  than  $500,  shall  be  let  to  the  lowest  responsible  bidder  and 
approved  by  the  Mayor,  and  must  be  publicly  advertised  before  they 
are  let,  but  "any  such  contract  may  be  entered  into  by  the  said  Com- 
missioner (Public  Works)  without  advertising  for  bids  and  without 
such  approval  (of  the  Mayor)  by  a  vote  of  two-thirds  of  all  Alder- 
men elected."  Under  Section  1848  of  the  Municipal  Code  (1905), 
the  bids  must  be  sealed  bids  and  be  accompanied  by  a  deposit  not 
to  exceed  5  per  cent,  of  the  estimated  cost  nor  less  than  the  sum 
of  $100.  The  city  reserves  the  right  to  reject  all  bids.  If  the  bids 
are  rejected  the  advertisement  for  new  bids,  "may  be  at  the  discre- 
tion of  said  Commissioner  for  three  instead -of  five  days  as  required 
in  the  first  instance."  Under  Section  1849  of  the  Municipal  Code 
the  Commissioner  of  Public  Works  lets  all  contracts  for  the  Depart- 
ment, and  a  copy  thereof  must  be  deposited  with  the  Comptroller. 
Under  Section  1850  the  Commissioner  is  the  judge  of  the  perform- 
ance of  the  work,  with  the  right  to  suspend  the  work  and  to  order 
partial  or  complete  reconstruction,  to  declare  the  contract  forfeited 
and  to  relet  same  without  further  advertisement.  He  may  order 
partial  payments  as  the  work  progresses,  reserving  15  per  cent,  of 
the  contract  price  of  the  work  done  at  the  time.     By  Section  1851 


26  NATIONAL,    CIVIC     FEDERATION. 

of  the  Code,  contracts  to  be  paid  for  out  of  the  water  fmi'd  shall  so 
specify.  By  Section  1858,  neither  the  Commissioner  nor  any  other 
person  in  his  department  shall  be  interested  directly  or  indirectly  in 
any  contract  made  by  the  Department,  und'er  penalty  of  dismissal 
from  office  and  annulling  of  the  contract  at  the  option  of  the  city. 
By  S.  &  C,  Chapter  24,  Par.  43,  Section  13  of  Article  3,  all 
ordinances  and  all  propositions  to  create  liability  against  the  city  or 
for  an  appropriation  for  the  expenditure  of  money,  require  a  yea 
and  nay  vote  in  the  City  Council.  All  other  propositions  do  at  the 
request  of  any  one  member.  All  such  motions  must  be  carried  by  a 
majority  of  all  members  elected,  while  the  vote  to  sell  any  city  or 
school  property  must  be  two-thirds  of  all. members  elected.  By 
Par.  43,  Chapter  24,  S.  &  C,  no  vote  of  the  Council  shall  be 
reconsidered  at  a  special  meeting  unless  a,s  many  members  are 
present  as  when  the  vote  was  passed.  Undfer  Par.  47,  Chapter  24, 
S.  &  C,  the  Mayor  has  the  right  of  veto,  including  the  veto  of  items 
of  appropriation  bills.  By  Par.  48,  Chapter-  24,  S.  &  C,  the  Coun- 
cil, by  a  two-thirds  majority  and  by  yea  and  nay  vote,  may  pass  an 
ordinance  over  the  Mayor's  veto.  By  S.  &  C,  Par.  65,  Chapter  34, 
all  ordinances  making  any  appropriation  of  money  shall  not  take 
effect  until  ten  days  after  being  published;  other  ordinances  take 
effect  on  their  passage  unless  otherwise  provided.  By  S.  &  C,  Para- 
graph 90,  Chapter  84,  Article  7,  Section  2,  the  annual  appropria- 
tion bill  must  be  passed  in  the  first  quarter,  and  include  the  ap- 
propriations for  the  year.  Further  appropriations  must  be  sanc- 
tioned by  a  majority  of  the  legal  voters  by  signing  a  petition  there- 
for, or  at  a  general  or  special  election.  Paragraph  91  authorizes  addi- 
tional appropriations  to  meet  emergencies  arising  after  the  general 
appropriation  bill  is  passed.  Paragraph  92  requires  that  appropria- 
tion must  precede  a  contract  imposing  liability.  By  S.  &  C,  Para- 
graph 63,  Article  5,  Chapter  24,  the  city  shall  have  power  "fifth, 
to  borrow  money  on  the  credit  of  the  corporation  for  corporate  pur- 
poses, and  to  issue  bonds  therefor  in  such  amounts  and  form,  and 
on  such  conditions  as  it  shall  prescribe"  (subject  to  the  5  per  cent, 
limitation) .  The  city  must  at  the  same  time  that  it  creates  any  debt 
provide  for  the  collection  of  a  direct  annual  tax  sufficient  to  pay 
the  principal  and  interest  as  they  become  due,  the  loan  not  to  run 
beyond  twenty  years.  By  General  Act  approved  May  11,  1901,  on 
petition  signed  by  25  per  cent,  of  the  registered  voters  in  any 
incorporated  town,  village,  city,  township,  county  or  school  district, 
or  by  10  per  cent,  of  the  voters  of  the  Statef  any  question  of  public 
policy  must  be  submitted  to  popular  vote.  Such  vote  xinder  the 
general  act  has  no  legal  force.  (See  alsp  answers  to  questions 
B3andB4.) 

Cleveland.  By  the  Municipal  Code  (1;902),  Section  122,  and 
Section  1694  of  the  Eevised  Statutes,  "no  ordinance  or  resolution 
granting  a  franchise,  or  creating  a  right,  or  involving  the  ex- 
penditure of  money,  or  the  levying  of  any  tax,  or  for  the  purchase, 
lease,  sale  or  transfer  of  property,  shall  be  passed  unless  the  same 
shall  have  been  read  on  three  different  days."    This  may  be  sus- 


GENERAL     HISTOKY     AND     LEGISLATION.  27 

pended  by  a  three-fourths  yea  and  nay  vote  of  all  members  elected. 
All  ordinances  must  be  passed  by  a  majority  of  all  members  elected 
to  the  Council.  (Smith  vs.  E.  E.  Co.,,  8  F.  P.  1.)  By  the  Eevised 
Statutes,  Section  1695,  ordinances  shall  not  take  effect  until  ten 
days  after  the  first  publication.  They  must  be  published  in  a  news- 
paper of  the  place  either  in  a  weekly  once  or  in  a  daily  twice.  By 
Section  1697  of  the  Eevised  Statutes,  in  case  no  newspaper  is  pub- 
lished in  the  place,  posting  for  fifteen  days  in  at  least  five  different 
places  designated  by  the  Council  takes  the  place  of  publication  in 
the  newspapers.  By  Section  125  of  the  Municipal  Code  (1902), 
every  ordinance  and  resolution  of  the  Council  must  be  approved 
or  is  subject  to  the  veto  of  the  Mayor  wiiiiin  ten  days.  He  also 
has  the  right  to  veto  any  item  of  an  ordinance  appropriating  money. 
The  Council  may  pass  an  ordinance  over  the  veto  of  the  Mayor  not 
earlier  than  ten  days  after  it  is  reported  to  them,  by  a  two-thirds 
vote.  By  Section  138  of  the  Municipal  Code,  a  Department  of 
Public  Service  shall  be  established,  consisiing  of  a  board  of  three 
or  five  members,  to  be  determined  by  ordinance,  elected  for  terms 
'  of  two  years.  By  Section  139  of  the  Code,  this  board  is  declared 
''the  chief  administrative  authority  of  the  city."  The  board  has 
charge  of  all  public  works  and  all  public  institutions  except  as  in 
this  act  otherwise  provided.  By  Section  140,  the  board  is  given 
charge  of  the  construction  of  all  public  improvements  and  public 
works.  By  Section  141,  they  are  given  "the  management  of  all 
municipal  water,  lighting  and  heating  plants."  By  Section  143,  the 
board  may  make  a  contract,  purchase  supplies  and  material,  or 
provide  labor  for  any  work  costing  less  than  $500.00.  When  the 
work,  apart  from  the  compensation  of  the  persons  employed  therein, 
is  to  cost  more  than  $500.00,  the  expenditure  must  first  be  author- 
ized by  ordinance,  and  the  contract,  after  not  less  than  two  nor  more 
than  four  consecutive  weeks  of  public  advertisement  in  a  news- 
paper, shall  be  let  to  the  lowest  and  best  bidder.  The  customary 
provisions  for  a  guarantee  bond,  the  rejecting  of  the  bids  of  those 
entering  into  collusion,  etc.,  are  made.  Any  alterations  in  the  con- 
tract are  subject  to  almost  as  severe  regulations.  The  poAjer  to 
make  such  contracts  cannot  be  delegated.  (Knauss  vs.  Columbus,  13 
Ohio  Decisions  (reprint)  200.)  The  board  cannot  split  up  a  con- 
tract of  more  than  $500.00  and  let  it  in  p8,rts,  without  advertise- 
ment. (Wing  vs.  Cleveland,  156  Law  Bulletin  50.)  The  board 
has  a  wide  discretion  in  determining  what  is  the  lowest  and  best 
bid.  Fraud,  recklessness  and  improvidence  must  be  shown  to 
justify  the  interference  of  a  Court.  (Kerlin  Bros.  vs.  Toledo,  20 
C.  C.  603;  Irwin  vs.  Greenville,  1  Dayton  140.)  By  Section  145  of 
the  Municipal  Code,  the  directors  of  public  service  may  employ 
such  superintendents,  inspectors,  etc.,  and  other  persons  "as  may  be 
necessary  for  the  execution  of  the  powers  and  duties  of  this  de- 
partinent,  and  may  establish  such  sub-departments  of  administra- 
tion as  they  choose."  By  Section  129  as  amended  by  Act  of  April 
7,  1904,  the  complete  right  of  appointing  ofiieers,  agents  and  em- 
ployees of  the  department  is  fixed  in  the  board,  which  also  fixes  the 
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compensation  of  each,  and  removes  and  suspends  them  at  pleasure. 
In  general,  the  power  cannot  be  delegated,  although  it  has  been 
decided  that  officers  of  the  department  having  a  large  number  of 
men  under  them  may  suspend  for  insuborditaation  or  dereliction  of 
duty  until  they  can  report  to  the  board  and  the  board  acts.  (Kelly 
vs.  Cincinnati,  7  N.  P.  360.)  I  understand  that  it  is  the  practice  of 
the  Board  of  Public  Service  in  Cleveland  to  employ  direct  labor 
for  constructing  and  carrying  out  the  works  of  the  department,  but 
to  advertise  under  under  the  Code  for  material  when  the  expense  is 
more  than  $500.  By  Section  28  of  the  Code,  the  Council  has  charge 
of  the  streets,  and  the  powers  of  the  Public  Service  Board  are  to  be 
strictly  construed.  (State  vs.  Boyden,  4  IST.  P.  322.)  The  directors 
of  the  Public  Service  Board  must  keep  a  record  of  their  proceedings, 
act  by  majority,  and  must  not  be  interested  personally  in  their  con- 
tracts. Copies  of  all  their  contracts  must  be  deposited  with  the 
Auditor.  For  the  right  to  issue  bonds  for  water  works  in  the  Long- 
worth  Bond  Act,  Municipal  Code  Section  100,  Eevised  Statutes, 
Section  2835,  see  answer  to  question  B  7  of  this  schedule.  By 
Section  45,  no  contract  or  agreement  involving  the  expenditure  of 
money  shall  be  entered  into,  nor  shall  any  ordinance,  resolution  or 
order  for  the  expenditure  of  money,  be  passed  by  the  Council  or 
by  any  board  or  officer  of  a  municipal  corporation  unless  the 
Auditor,  if  there  be  one,  if  not,  the  Clerk,  shall  first  certify  to  the 
Council  that  there  are  unappropriated  funds  in  hand  to  meet  the 
obligation.  Action  contrary  to  this  provision  is  null  and  void;  the 
officer  violating  the  provision  is  disqualified  from  holding  office, 
and  is  liable  for  the  money  expended.  Contracts  for  furnishing 
water  to  the  corporation  or  for  leasing  "the  water  works  plant  of 
any  person,  firm  or  company  therein  situated  for  a  period  not  ex- 
ceeding ten  years,"  are  exempt  from  this  provision.  The  restric- 
tions under  this  section  do  not  apply  to  any  contract  to  be  paid 
for  by  funds  not  raised  by  taxation.  Section  2836  of  the  Eevised 
Statutes  requires  the  city  each  year  to  levy  in  addition  to  all  other 
taxes  authorized  by  law  a  tax  sufficient  to  meet  the  interest  and 
principal  of  any  debt  created  under  this,  the  Longworth  Bond  Act 
of  April  29,  1902,  as  they  fall  due  respectively.  By  Section  2837 
elaborate  pro-visions  are  made  for  passing  an  ordinance  declaring 
that  a  bond  issue  in  excess  of  the  1  or  4  per  cent,  limit,  as  the  case 
may  be,  is  necessary,  for  the  notice  of  election  and  for  the  form  of 
ordinance  to  issue  bonds  after  the  affirmative  popular  vote.  By  Act 
of  April  4,  1906,  the  city  is  authorized  to  levy  an  annual  tax  suf- 
ficient to  pay  the  interest  and  provide  for  the  payment  of  the  prin- 
cipal when  due  of  bonds  issued  under  the  Longworth  Act,  Section 
2835  to  2837  R.  S.  This  tax  is  in  addition  to  all  other  taxes  now 
authorized  by  law.  The  act  places  the  total  limitation  of  bonds 
issued  under  the  act  at  8  per  cent.  Section  12+  of  the  Code  pro- 
vides that  ordinances  and  resolutions  required  to  be  published  shall 
be  published  in  two  newspapers  of  opposite  politics,  published  and 
having  a  general  circulation  in  such  municipality,  if  such  there  be, 
and  also  in  a  German  newspaper  if  there  be  lone  in  the  city  of  more 
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than  1,000  copies  bona  fide  paid  circulation*.  Publishing  in  an  in- 
dependent paper  does  not  meet  this  requirement.  (Ohio  State 
Journal  vs.  Brown,  19  C.  C.  325.)  By  Section  124a  of  the 
Municipal  Code,  amended  April  25,  1904,  official  publication  in 
book  form  may  take  the  place  of  publication  required  by  Section 
124. 

Syracuse.  The  present  plant  was  entirely  acquired  and  con- 
structed under  special  legislation,  the  history  of  which  is  perhaps 
sufficiently  given  under  question  B  3.  Undet  the  charter  for  cities 
of  the  second  class.  Acts  of  1898,  Chapter  183,  with  amendments, 
Laws  of  1902,  Chapter  177  and  Laws  of  1904,  Chapter  454,  it  is 
made  the  duty  of  the  Commissioner  of  Pubjic  Works,  Section  110, 
"to  see  that  the  city  has  an  abundant  supply  of  wholesome  water  for 
public  and  private  use;  to  devise  plans  and  sources  for  this  water 
supply;  to  plan  and  supervise  the  distribution  of  water  through 
the  city."  He  makes  the  rules  and  regulations,  which  must  be  ap- 
proved by  the  Council;  he  fixes  the  water  rents  and  the  water 
rates,  which  must  be  approved  by  the  Board  pf  Estimate  and  Appor- 
tionment. By  Section  109,  the  Commissioner  has  charge  "of  the 
construction,  maintenance,  extension  and  repair  of  the  City  Water 
Works."  He  is,  however,  forbidden  to  spend  any  money  without  the 
authority  of  the  Council  by  ordinance.  By  Section  19,  no  ordinance 
may  be  passed  on  the  same  day  it  is  introduced  except  by  unanimous 
consent,  and  no  appropriation  except  by  ordinance  in  detail  passed 
by  three-fourths  of  all  the  memebers.  (Kirk  vs.  McGuire,  32,  Misc. 
E.,  596.)  Every  ordinance  must  receive  the  approval  of  the  Mayor 
(Section  21  of  this  act),  or  within  thirty  days  after  his  veto  be 
passed  by  the  Council  over  his  veto  by  three-fourths  vote  of  all  the 
members,  and  to  pass  over  tlie  Mayor's  veto  requires  at  least  as  many 
affirmative  votes  as  were  necessary  to  pass  the  original  ordinance. 
By  amendment  of  1904,  Chapter  98,  it  is  required  that  all  bonds  is- 
sued by  the  city  be  advertised  for  sale  by  the  Comptroller  for  at 
least  five  successive  days  in  the  official  papers,  and  sold  not  earlier 
than  ten  days  after  the  first  publication.  If  the  sale  is  by  sealed 
bids,  the  bids  must  not  be  opened  until  one  hour  after  the  ap- 
pointed time  for  the  meeting  for  that  purpose,  and  the  sale  must 
be  to  the  highest  bidder.  The  Comptroller  may  reject  all  bids,  but 
must  then  readvertise.  Section  96  of  the  G-eneral  Code  provides 
for  a  Board  'Of  Estimate  and  Apportionment,  consisting  of  the 
Mayor,  Comptroller,  Corporation  Counsel,  President  of  the  Com- 
mon Council  and  the  City  Engineer,  which  board  shall,  within  the 
first  sixty  days  of  each  fiscal  year,  make  up  in  detail  a  budget  which 
is  submitted  to  the  Council.  The  Council  ipust  give  a  public  hear- 
ing on  the  budget  and  may  reduce  but  noi  increase  all  items  ex- 
cept such  as  relate  to  the  city  debt.  An  Act-of  1906,  Chapter  274, 
requires  the  Council  to  add  not  less  than  1  per  cent,  nor  more  than 
3  per  cent.,  as  the  Board  of  Apportionment  shall  determine,  to  the 
amount  required  for  each  purpose  to  cover  possible  deficiencies  in 
collection.  This  budget,  when  adopted  by* the  Council,  becomes 
the  tax  levy  and  the  appropriation  bill  for  the  year.    In  cities  which 
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had  no  sinking  fund  when  this  act  went  into  effect  (1898),  30  per 
cent,  of  the  receipts  of  the  city  from  other  sources  than  taxation  are 
to  be  put  into  a  sinking  fund  to  pay  the  t>onded  debt  of  the  city 
apart  from  that  for  local  improvements.  The  City  Council  is  ex- 
pressly prohibited  from  reducing  any  item  of  revenue.  By  the  Laws 
of  1905,  Chapter  681,  Section  2,  the  Board  of  Estimate  and  Ap- 
portionment, before  submitting  the  annual  estimates  to  the  Coim- 
cil,  must  give  public  hearings  on  the  same.  *  By  Section  28  of  the 
Code  of  1898,  all  legislative  acts  are  by  ordinance,  and  all 
ordinances  require  a  recorded  yea  and  nay  vote.  By  Section  120 
of  the  Code,  a  Board  of  Control  and  Supply,  consisting  of  the 
Mayor,  the  Comptroller,  the  Commissioner  of  Public  Works,  the 
Corporation  Counsel  and  the  City  Engineer  is  created.  It  is  the 
duty  of  this  Board,  after  public  notice  in  accordance  with  regula- 
tions to  be  prescribed  by  ordinance,  to  let  all  contracts  to  the  lowest 
bidder  for  the  performance  of  any  work  or  the  supply  of  any  ma- 
terial for  the  Department  of  Public  Works,  etc.,  in  all  cases  where 
the  work  and  materials  will  cost  more  than  $50.00,  unless  by  the 
unanimous  vote  of  the  Council  and  also  by  the  unanimous  vote  of 
the  Board  of  Estimate  and  Apportionment  the  contract  method  is 
declared  impracticable.  Emergency  repairs  are  excepted  from  this 
under  strict  limitations.  The  Board  has  the  right  to  reject  all  bids. 
By  the  Acts  of  1899,  Chapter  581,  a  contract  made  for  the  ex- 
penditure of  money  in  excess  of  the  appropriation  is  declared  null 
and  void,  and  any  officer  making  such  a  contract  is  liable  to  fine 
and  imprisonment.  Section  121  prohibits  the  letting  of  any  con- 
tract except  by  bids  and  the  receiving  of  bids  at  irregular  periods. 
By  Section  122,  the  presence  of  all  members  of  the  Board  at  the 
meeting  for  receiving  of  bids  is  required  at  the  time  designated  in 
the  notice.  By  Section  120,  the  bids  must  not  be  opened  for  one 
hour  after  that  time,  and  must  be  opened  in  the  presence  of  news- 
paper reporters  and  the  bidders,  but  may  be  opened  without  the 
presence  of  all  members  of  the  Board.  In  case  all  bids  are  rejected, 
they  must  be  readvertised.  About  a  decade  ago  (Eighth  annual  re- 
port Syracuse  Water  Board,  p.  42),  the  Water  Department  ceased 
makiag  extensions  of  mains  by  contract,  and  has  since  bought  the 
material  for  such  extensions  by  public  contract,  and  laid  the  mains 
by  labor  employed  directly  by  the  Department.  I  believe  there 
was  no  legal  authority  for  such  a  change  at  the  time  it  was  made. 
It  certainly  is  prohibited  by  the  newer  legisla'tion  cited  above. 
B  9.  If  the  municipality  is  required  to  pay  taxes  or  fees  in  re- 
gard to  its  plant  to  other  governmental  authorities,  ex- 
plain system. 
Chicago.    No  such  payments. 

Cleveland.  ISTo  such  payments.  Property  used  for  public  pur- 
poses is  in  Ohio  exempt  from  taxes.  (.Cincinnati  vs.  Lewis, 
Auditor,  66  0.  S.  49.) 

Syracuse.  Pays  the  ordinary  property  tkxes  on  the  parts  of  its 
system  and  property  lying  outside  of  the  City  of  Syracuse. 
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B  10.  Give  statutory  provisions  regarding  purchase  of  private 
plants  by  the  city. 

Chicago.  By  act  of  June  19,  1893,  Starr  &  Curtis,  Paragraph 
459,  Chapter  84,  the  city  may  purchase  or  lease  existing  water 
works  from  the  owner,  and  levy  taxes,  ankl  issue  bonds  for  this 
purpose  within  the  general  tax  and  debt  limit,  but  such  lease  or 
purchase,  together  with  the  annual  rental,  or  purchase  price,  must 
be  submitted  to  popular  vote,  and  approved  by  majority  vote. 

Cleveland.  The  provisions  touching  this  point  found  in  the 
municipal  code,  Section  7,  Paragraph  15,  and  Section  45,  are  very 
general.  By  Section  7,  Paragraph  15,  the  city  is  authorized  to  pro- 
vide for  a  supply  of  water  by  constructing  .and  maintaining  water 
works,  and  to  acquire  by  purchase,  lease  or  otherwise,  the  necessary 
lands  for  such  purposes  within  or  without  the  municipality.  By 
Section  45,  the  city  is  permitted  to  contract  with  any  person,  firm  or 
company  for  furnishing  water  to  such  corporation,  or  for  the  leas- 
ing of  the  water  works  plant  for  a  period  not  exceeding  ten  years. 
The  city,  under  this  clause,  is  released  from  the  provision  that  the 
money  for  this  purpose  must  be  certified  to  be  in  the  treasury. 
Section  100  of  the  code  authorizing  loans.  Paragraph  11,  specially 
authorizes  loans  "for  erecting  or  purchasing  water  works  and  sup- 
plying water  to  the  township,  hamlet,  or  c'brporation,  and  the  in- 
habitants thereof."  Section  7,  Paragraph  1^,  authorizes  the  city  to 
apply  the  receipts  'from  water  works  to  the  maintenance,  construc- 
tion, enlargement  and  extension  of  the  works. 

Syracuse.  The  city  purchased  the  plant  of  the  Syracuse  com- 
pany under  special  legislative  authority,  acts  of  1899  and  1890. 
These  acts  are  still  in  force,  and  would  pfermit  the  city  to  make 
purchases  of  any  other  plants  in  operation  there.  Under  the  gen- 
eraj  code  for  cities  of  the  second  class  (1^98),  and  amendments 
thereto,  the  city  would  have  the  right  to  purchase  at  voluntary  sale. 
B  11.  Give  statutory  provisions  regarding  condemnation  of  private 
plants  by  the  city  under  the  power  of  eminent  domain. 

Chicago.  Apparently  there  is  no  right  of  condemnation  of 
private  plants,  in  view  of  the  fact  that  the  city  has  the  right,  as 
previously  explained,  of  construction  and  operation  of  competing 
works,  and  in  view  of  the  elaborate  provision  for  the  city  to  buy  or 
lease  private  works  by  voluntary  contract.  (See  also  the  answer  to 
B  8,  and  Starr  &  Curtis,  Chapter  24,  Paragraph  459 ;  Act  of  June 
19,  1893.)  However,  there  can  be  no  doubt  of  the  power  of  the 
.Legislature  to  authorize  such  condemnation  at  its  discretion.  The 
Constitution,  Article  11,  Section  14,  provides  that  "the  exercise  of 
the  power  and  the  right  of  eminent  domain  shall  never  be  so  con- 
strued or  abridged  as  to  prevent  the  taking  by  the  General  As- 
sembly of  the  property  and  franchises  of  incorporated  companies 
already  organized,  and  subjecting  them  to  the  public  necessity,  the 
same  as  of  individuals."  The  right  of  trial  by  jury  is  guaranteed 
when  an  incorporated  company  is  interested  in  condemnation  cases 
on  either  side. 
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Cleveland.  It  seems  to  be  well  established  law  in  Ohio,  that 
property  once  devoted  to  public  use,  cannat  be  condemned  by  a 
municipality  for  another  public  use,  provided  that  such  condemna- 
tion destroys  the  first  public  use,  or  renders  those  in  charge  of  the 
first  public  use  incapable  of  performing  their  public  duties.  Under 
this  principle  it  is  impossible  for  the  city  to  condemn  the  property, 
rights  and  franchises  of  a  private  water  company.  There  can  be  no 
doubt  that  the  Legislature  has  the  power  to  authorize  the  city  to 
condemn  rights,  property  and  franchises  of  private  water  companies,, 
but  it  has  not  yet  chosen  to  do  so.  Section  ^  of  the  municipal  code 
authorizes  the  city  to  appropriate  property  for  public  purposes.  Such 
purposes  are  largely  enumerated,  among  wMch  are  (Section  10, 
Paragraph  11)  water  works.  Under  Section  13  the  order  of 
procedure  is  declared  to  be  as  follows :  Eesolution  declaring  intent, 
defining  purpose,  and  describing  property  to  be  appropriated,  for 
which  but  one  reading  is  necessary;  second,  notices  to  owners,  per- 
sonally served,  or  notice  published  once  each  week  for  five  suc- 
cessive weeks,  if  owners  or  agents  cannot  be  found ;  third,  ordinance 
to  appropriate,  which  must  direct  the  solicitor  to  apply  to  the 
proper  court  to  assess  compensation.  This  requires  a  two-thirds 
vote  of  the  Council.  Fourth,  application  to  assess  compensation; 
fifth,  notice  of  application,  and  time  and  place  of  same,  served  as 
other  legal  process,  or  if  service  cannot  be  had,  then  by  three  weeks' 
publication,  once  a  week ;  sisth,  time  set  for  trial  by  jury  to  assess 
compensation;  seventh,  jury  summoned,  trial,  verdict,  and  judg- 
ment entry.  The  forms  for  the  various  steps  are  prescribed  by  the 
statute.  Section  21  gives  the  right  of  appeal  as  in  other  civU  ac- 
tions, but  the  city,  upon  paying  or  depositing  the  amount  of  the 
judgment,  and  giving  adequate  security  for  further  compensation 
and  costs,  may  take  possession  of  the  property.  By  Section  22,  the 
failure  of  the  city  to  pay  or  take  possession  within  six  nionths 
renders  the  proceedings  void.  The  six  months  runs  from  the  entry 
of  the  order  directing  the  assessment  to  be  paid.  (Eyan  vs.  Hoff- 
man, 26  0.  S.,  109.) 

Syracuse.  There  is  no  such  right  under  the  general  legisla- 
tion, but  it  is  clearly  within  the  power  of  the  Legislature  to  grant 
such  right.  Under  the  special  legislation  of  1,889  and  1890,  Syracuse 
was  given  such  right  so  far  as  regarded  the  property  of  the  Syracuse 
Water  Company. 

B  12.     Give  statutory  provisions  regarding  area   which   may  be 
served  by  municipal  plant. 

Chicago.  Within  the  city  limits  (General  City  and  Village 
Act,  April  10,  1872,  Starr  &  Curtis,  Chapter  24,  Paragraph  175, 
Article  10),  save  as  modified  by  the  act  of  April  15,  1873,  as 
amended  by  the  act  of  May  14,  1879,  authoriziag  adjacent  cities  or 
towns  to  construct  and  maintain  one  system  of  water  works  for  joint 
use.  On  April  4,  1893,  Eogers  Park  was  annexed  to  Chicago.  The 
private  water  company  (the  Eogers  Park  Water  Company)  claims 
an  exclusive  contract  privilege  for  that  territory  for  thirty  years 
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from  NoTember  12,  1888.  The  City  of  Chicago  has  recently 
ordered  water  pipes  extended  from  its  works  into  that  territory. 
The  matter  is  now  in  litigation.  For  further  explanation  of  the 
particulars  of  the  Eogers  Park  controversy,  see  the  answer  to  ques- 
tion D  35. 

Cleveland.  Within  the  limits  of  Cleveland  and  (Section  3,431, 
Eevised  Statutes)  upon  petition  of  property  owners  outside  for  a 
distance  of  four  miles,  the  pipes  in  such  territory  to  be  an  exten- 
sion of  the  city  pipes.  By  Section  3,435,  any  city  or  village  owning 
its  water  works  may,  by  contract  with  another  city  or  village,  fur- 
nish water  to  that  city  or  village,  and  lay  thfe  pipes  necessary  there- 
for. By  Section  3,438,  the  annexation  of  one  municipality  to  an- 
other terminates  such  contract  for  water  supply.  The  city  of 
Cleveland  now  has  contracts  to  furnish  water  to  eight  contiguous 
villages,  and  five  associations  and  cemeteries  outside  of  the  city 
limits.  In  every  instance,  although  the  water  is  intended  for  both 
public  and  private  use,  under  the  contract  the  water  is  metered  to 
the  village  or  association,  and  paid  for  direct  by  the  contracting 
party  to  the  City  of  Cleveland.  All  piping  and  other  apparatus  is 
paid  for  by  the  village  or  association,  and  erected  or  constructed 
on  a  uniform  system  vsdth  that  of  the  Cleveland  Water  Works,  with 
the  approval,  and  under  the  supervision  of  the  Superintendent  of 
the  Cleveland  Water  Works.  The  usual  price  is  from  one-half 
mill  to  one  mill,  plus  35  per  cent,  per  cubic  foot,  depending 
upon  the  amount  of  water  used.  Three  of  the  associations — ^not 
villages — pay  a  uniform  rate  of  one  and  two-tenths  mills  per  foot. 
The  price  in  such  instances  (contracts  with  contiguous  villages), 
under  Section  3,701,  Revised  Statutes,  is  left  entirely  to  mutual 
agreement  of  the  contracting  parties.  On  the  other  hand,  the  city 
is  permitted  to  extend  its  pipes  outside  of  the  city  limits  anywhere, 
to  the  extent  of  four  miles,  upon  the  petition  of  citizens,  and  pri- 
vate citizens  may  under  the  supervision  of  the  Superintendent  of 
the  Water  Works  of  the  city,  lay  their  own  pipes  to  the  city  mains. 
The  city  is  permitted  and  required  in  both  of  these  instances,  to 
furnish  water  to  those  desiring  it,  at  a  rate  not  exceeding  by  more 
than  10  per  cent,  that  charged  in  the  city.  Such  pipes  and  all  ap- 
paratus therewith  connected  are  as  completely  under  the  control 
of  the  Superintendent  of  Water  Works,  as  if  they  were  within  the 
city  limits.  Such  pipes  laid  by  private  citizens  in  case  of  annexa- 
tion, become  the  property  of  the  city,  which  must  pay  a  just  com- 
pensation therefor  (Section  3697,  Eevised  Statutes  1905).  The 
City  of  Cleveland  in  every  case  reserves  the  right  to  discontinue 
the  services  upon  thirty  days'  notice,  without  damage,  except  in  the 
cAse  of  the  village  of  Cleveland  Heights,  which  village  is  to  con- 
struct a  reservoir  and  pumping  station,  where  the  city  must  give 
two  years'  notice  to  discontinue  service.  With  the  exception  of  the 
contract  with  Newburg  Heights  any  village  or  association  agreeing 
to  take  water  may  cancel  the  contract  by  thirty  days'  notice.  New- 
burg  Heights  must  give  six  months'  notice  to  cancel  its  contract.  In 
the  case  of  the  villages,  provision  is  made  by  statute  that,  in  case 

Vol.  II.— 4. 


34  NATIONAL     CIN'IC     FEDERATION. 

of  annexation,  the  pipes  become  the  property  of  the  City  of  Cleve- 
land. By  the  contracts  with  the  associations,  not  villages,  in  case 
of  annexation,  as  soon  as  the  revenue  for  water  from  the  pipes  is 
sufficient  to  pay  6  per  cent,  on  the  cost,  the  city  agrees  to  purchase 
the  pipes  at  their  cost,  less  just  depreciation.  Under  contract  of 
September  38,  1895,  the  city  agrees  to  furnish  water  for  cemetery 
purposes  to  the  Lakeview  Cemetery  free,  in  consideration  of  a  slice 
of  land  presented  by  the  cemetery  to- the  city  for  public  purposes. 

Syracuse.   The  City  of  Syracuse.  While  the  point  has  not  been 
judicially  determined,  it  seems  that  this  right  is  broad  enough  to 
include  future  annexations  to  the  city.     (Laws  of  1889  and  1890.) 
B  13.     Give  statutory  provisions  regarding  nature  of  plant    and 
equipment. 

Chicago  and  Cleveland.   No  provisions. 

Syracuse.  Left  entirely  under  both  the  special  laws  of  1889 
and  1890,  and  the  general  code,  cities  of  the  second  class,  1898,  to 
the  city  government,  except  that  under  the  present  legislation,  laws 
of  1890,  the  size  of  the  conduit  from  Lake  Skaneateles  is  limited  to 
thirty  inches,  as  explained  imder  question  A  3.  This  limitation 
was  made  wholly  in  the  interests  of  the  Erie  Canal,  which  in  1843 
appropriated  the  waters  of  this  lake  as  a  feeder  for  the  canal. 
B  14.  Give  statutory  provisions  regardiag-  extensions,  improve- 
ments and  new  processes. 

Chicago.  By  act  of  April  15,  1873,  amending  the  city  and  vil- 
lage act,  Starr  &  Curtis,  Chapter  34,  Paragraph  443,  cities  have 
full  power  to  construct  and  extend  water  works,  provided  neither 
the  Mayor  or  any  member  of  the  Council  be-  interested  in  the  con- 
tracts, and  that  all  contracts  after  three  weeks'  public  notice  be 
let  to  the  lowest  responsible  bidder.  By  Paragraph  443,  same  chap- 
ter, the  city  may  borrow  money  and  levy  a  general  tax  for  this 
purpose  within  the  general  limitations  of  deixt  and  taxes,  described 
elsewhere  (debt  5  per  cent.,  taxes  2  per  cent.).  By  Paragraph  444, 
of  the  same  act,  the  city  may  acquire  property  within  or  without  the 
city  by  purchase  or  condemnation  for  this  purpose.  Reservoirs, 
hydrants  and  water  mains  for  tire  protection  may  be  provided  by 
special  assessment  on  property  beneiited.  By  Paragraph  447,  the 
revenues  from  water  works  must  be  applied;  first,  to  the  main- 
tenance, construction  and  extension  of  the  water  works,  and  any 
surplus  thereafter  goes  into  the  general  fund.  By  ordinance,  code 
of  1905,  Section  1906,  the  Commissioner  of  Public  Works  is  author- 
ized to  extend  water  mains,  provided  the  owners  of  adjoining  prop- 
erty will  pay  all  of  the  first  cost,  upon  condition  that  such  owners 
be  repaid  in  full  as  soon  as  the  income  from  the  use  of  such  pipes . 
equals  $.10  per  linear  foot  per  annum.  If  the  income  does  not 
justify  such  a  refund  within  two  years,  the  owners  of  the  property 
are  entitled  to  interest  on  their  advance  at  the  rate  of  3^  per  cent. 
By  Section  1909  water  pipes  .that  are  laid  by  special  assessment  are 
to  be  ultimately  paid  for  by  refunding  the  amount  of  special  assess- 
ment, less  10  per  cent.,  provided  the  permanent  income  from  the 
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use  of  such  pipes  amounts  to  lOe.  per  lineal  foot  per  annum.  Such 
refund  is  to  be  made  only  when  and  upon  condition  that  there  is 
money  in  the  water  fund  suiScient  for  that  purpose.  By  Section 
1908  all  extension  of  water  mains,  except  such  as  are  paid  for 
originally  by  adjoining  property  owners,  or  by  special  assessment, 
must  be  authorized  by  the  Council,  upon  the,  recommendation  of  the 
Commissioner  of  Public  Works.  The  Council  fixes  the  size,  location 
and  cost. 

Cleveland.  No  provisions  except  the  plenary  ones  previously 
referred  to,  authorizing  the  city  to  provide  for  a  supply  of  water, 
and  to  levy  and  collect  rates  therefor,  except  in  regard  to  exten- 
sions outside  of  the  city  limits.  By  Section  S431,  Eevised  Statutes, 
such  extensions  may  be  made  as  much  as  four  miles  beyond  the 
city  limits  upon  petition  of  those  desiring  services,  who  must  pay 
the  expense  of  the  extensions,  which  are  to  be  made  under  the  super- 
intendence of  the  engineer  of  the  city  furnishing  the  water.  Such 
city  has  full  charge  and  control  of  pipes  when  laid,  and  maintains 
them  at  its  own  expense.  When  the  territory  containing  such 
pipes  is  annexed  to  the  city,  the  pipes  become  the  property  of  the 
city,  which  must  pay  to  those  who  paid  for  putting  them  down  a 
just  compensation.  Section  2423,  the  city  laying  such  pipes,  has 
as  full  police  power  to  protect  the  water  from  injury  or  pollution, 
and  all  the  property  connected  with  the  works  in  that  territory 
from  injury,  as  if  the  same  were  inside  the  city.  By  Section  2423, 
any  city  may  contract  with  an  adjoining  municipality  to  provide 
such  municipality  and  the  citizens  thereof  with  water,  and  erect  all 
necessary  pipes  and  works  therefor.  By  Section  2425  of  the 
statutes,  any  city  or  village  which  has  established  or  may  hereafter 
establish  water  works  may  enter  into  contract  with  any  contiguous 
city  or  village  to  sell  to  such  city  or  village  for  the  inhabitants 
thereof  any  surplus  water  for  any  purpose  whatever,  upon  such 
terms  as  may  be  agreed  upon  by  the  Board  of  Trustees,  and  con- 
firmed by  the  Council.  Moneys  received  under  such  a  contract  may 
be  used  by  the  city  for  the  construction  and  maintenance  of  water 
works.  Such  contracts  may  not  exceed  twenty  years,  nor  are  such 
contracts  permitted  with  cities  or  villages  not  contiguous.  (Wright 
vs.  Kennedy  Heights,  1  C.  C.  New  Series,  195,  and  25  C.  C,  409.) 
By  Section  2426,  such  contiguous  village  or  city  contracting  for 
water  may  pay  for  the  same  in  the  same  manner  as  it  would  pay 
for  constructing  and  operating  its  own  works.  By  Section  2428, 
when  a  contiguous  city  or  village  is  annexed  to  the  city  with  which 
it  has  a  contract  to  supply  it  with  water,  such  contract  is  thereby 
termiaated.    See  also  answer  to  question  B  3  (a). 

Syracuse.   Left  entirely  to  city  government. 

B  15.     Give  statutory  provisions  regarding  the  price  of  service,  ar- 
rangement of  charges,  discount,  deposits,  etc. 
Chicago.    The  statutes,  City  and  Village  Act,  April  10,  1872, 
as  amended,  Starr  &  Curtis,  Chapter  24,  leave  these  matters  en- 
tirely to  be  regulated  by  ordinance. 
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Cleveland.  Under  the  old  charter  6f  Cleveland  (Eevised 
Statutes  1545-37),  the  Director  of  Public  Works  "shall  have  the 
care,  management  and  administration  of  the  water  -works,  and  the 
supply  and  distribution  of  the  water,  and  tjie  collection  of  water 
rents."  The  language  of  the  new  code  (1902)  is  decidedly  am- 
biguous. By  Section  7,  Paragraph  15,  the  city  is  given  power  to 
provide  for  a  supply  of  water  by  constructing  water  works,  and  by 
Section  141,  the  director  of  public  service  shall  have  the  manage- 
ment of  all  municipal  water,  lighting  and  heating  plants.  These 
two  sections  are  supposed  to  take  the  place  of  earlier  legislation, 
and  to  give  the  city,  through  the  Department  of  Public  Works,  the 
power  to  construct,  repair,  extend,  maintain  and  operate  the  works ; 
to  levy  the  necessary  water  rates,  and  to  collect  the  same.  Un- 
fortunately the  new  act  is  very  much  briefer  than  the  old,  and  the 
city  is  compelled  to  infer  from  the  avowed  intention  of  the  Legis- 
lature to  codify  all  the  municipal  law  that  it  has  all  the  powers 
given  under  the  previous  code.  For  instance,  under  the  earlier 
legislation,  there  was  a  separate  water  fund.  The  new  act  con- 
tains no  provision  except  that  by  Section  7,  Paragraph  15,  th^ 
city  is  empowered  "to  apply  moneys  received  as  charges  for  water 
to  the  maintenance,  construction,  enlargement  and  extension  of 
the  works,  and  to  the  extinguishment  of  any  indebtedness  created 
therefor."  I  imderstand  that  in  recent  j^ears  under  this  provision, 
the  city  has  required  the  Water  Works  Department  to  carry  its  own 
debt.  Formerly  as  an  offset  to  this,  the  water  works  made  a 
charge  for  the  water  furnished  to  the  city  departments;  but  tliis 
appearing  to  be  contrary  to  the  act  of  May  7,  1879,  was  discon- 
tinued. Under  the  old  code  the  power  of  fixing  the  rates  was  taken 
from  the  Council,  and  placed  in  the  board  having  charge  of  the 
works.  The  new  code  is  silent  on  this  point.  The  best  legal  opinion 
here  is,  however,  that  under  the  new  code  the  Board  of  Public  Ser- 
vice, and  not  the  Coimcil  has  the  legal  right  to  determine  the  rates, 
and  all  other  matters  referred  to  under  this  'question.  The  old  code 
provided  that  the  acts  of  the  board  should  have  the  force  of 
ordinances  when  not  in  conflict  therewith.  By  Section  3417,  Eevised 
Statutes  (Paragraph  463,  of  Ellis's  Municipal  Code,  Edition  of 
1903),  it  is  provided  "that  no  charge  shall  be  made  by  the  trustees 
or  board"  for  extinguishing  fires,  fire  department  purposes,  cleaning 
of  market  houses,  or  for  the  use  of  public  school  buildings,  or  for 
the  use  of  any  public  buildings  of  the  corporation,  or  for  hos- 
pitals or  asylums  or  charitable  institutions.  This  section  was  held 
constitutional  in  Gallipolis  vs.  Trustees,  2  li".  P.  161.  It  was  held 
to  apply  to  State  institutions  as  well  as  municipal. 

Syracuse.  Code  of  1898,  Section  110*,  the  Commissioner  of 
Public  Works  prescribes  rules  and  regulations  for  the  use  of  water, 
which,  when  approved  by  the  Common  Council,  have  the  effect  of 
ordinances.  With  the  consent  of  the  Board  of  Estimate  and  Ap- 
portionment, he  establishes  water  rates,  or  annual  charges.  This 
section  authorizes  water  rates  on  lots  as  well  as  buildings.  Water 
rates  are  a  lien  upon  real  estate  as  any  other  taxes  are.     It  is  the 


GENERAL     HISTORY     AND    LEGISLATION.  37 

Commissioner's  duty  to  make  out  a  water  rate,  or  assessment  roll 
by  wards,  upon  each  lot  or  building  reached  by  the  pipes.  He  must 
give  a  public  hearing  or  hearings  on  the  assessment.  The  Common 
Council  then  levies  these  rates,  which  are  collected  with  the  ordinary 
taxes.  Such  water  rents  can  be  collected  from  such  lands  and 
buildings  only  as  can  be  served  by  the  water  pipes.  By  Chapter  75, 
laws  of  1906,  the  levying  of  water  taxes  where  there  is  no  use  of 
water,  is  separated  frora  the  fixing  of  water  rates  for  the  use  of 
water,  and  turned  over  to  the  Board  of  Assessors,  to  whom  the 
Commissioner  of  Public  Works  must  furnish  the  necessary  data.  By 
Section  8  of  this  act,  the  water  taxes  on  pi-operty  within  reach  of 
the  mains,  and  which  pays  nothing  for  the  use  of  water,  is  to  be 
$.05  per  lineal  foot.  Special  provision  is  made  for  unplatted  land 
and  corner  lots,  and  a  rebate  is  given  where  water  is  taken  before  the 
end  of  the  year  for  which  the  tax  is  paid.  This  tax  goes  to  the 
water  fund.  By  the  same  section,  the  Commissioner  of  Public 
Works  makes  estimate  in  detail  of  the  entire  cost  of  sprinkling 
water  and  the  flushing  of  the  streets,  and  (his  cost  is  assessed  pro 
rata  per  lineal  foot  on  the  property  benefited  by  such  works.  By 
the  rules  now  in  force,  adopted  January  1,  1903,  Eule  53,  bills  at 
schedule  rates  (unmetered  water)  are  payable  at  the  treasury  semi- 
annually in  advance.  If  schedule  or  semi-annual  meter  bills  are 
paid  before  July  15  and  January  15,  respectively,  a  discount  of  5 
per  cent,  is  given.  If  not  paid  within  thirty  days  from  date,  the 
city  reserves  the  right  to  turn  off  the  water.  The  bureau  sends 
bills  to  the  consumers,  but  does  not  employ  collectors.  By  Eule  54, 
bills  for  metered  water  for  other  than  domestic  use,  are  payable 
monthly.  Monthly  meter  bills  are  not  subject  to  discount;  but 
if  not  paid  by  the  15th,  3J  per  cent,  is  added  for  each  fifteen  dayi? 
or  fraction  thereof,  and  the  right  is  reserved  to  cut  off  the  water 
after  the  fifteenth  of  the  month.  By  Eule  59,  water  turned  off  for 
non-payment  will  not  be  turned  on  until  all  bills  and  fines  are 
paid.  By  Eule  70,  there  is  no  rebatement  for  a  period  of  less  than 
three  months  where  water  is  turned  off  by  request.  No  permit  for 
new  service  or  alteration  of  any  existing  untnetered  service  will  be 
granted,  except  accompanied  by  an  order  for  the  installation  of  a 
meter. 

Following  will  be  found  a  statement  of  the  water  rates  as  they 
existed  in  1880  under  the  Syracuse  Waterworks  Company ;  the  rates 
charged  by  the  water  company  in  1885,  and  which  were  continued 
by  the  Water  Board  after  the  "acquisition  of  the  plant  in  1892  until 
1896,  and  the  present  rates,  which  have  been  in  force  since  1896 : 
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1880. 

SYRACUSE  WATER  COMPANY. 

E.  W.  Leavenworth,  Prept. 

Edwaed  Hi  Bbown,   Sec'y  and   Supt. 

Table  of  Rates. 
DWELLINGS. 
Front  Width  Stories  in  Height, 

of  Building.        1            1%              2             2^  3  4  5 

Under  25.    .     7.50          9.00         12.00         13.50  15.00  18.00  21.00 

25  to  30....  10.50        13.00        15.00        16.50  18.00  21.00  24.00 

30  to  35....   13.50        16.00        18.00        19.50  21.00  24.00  27.00 

35  to  40. . . .  16.50        19.00         21.00        22.50  24.00  27.00  30.00 

40  to  45....   21.00         24.00         25.50         27.00  28.50  31.50  34.50 

45  to  50....   25.50        28.00         30.00        31.50  33.00  36.00  39.00 

MISCELLANEOUS  OR  EXTRA'  RATES. 

Bathing  Tubs. 

Private  Houses,  one  tub o  nn 

Each  additional  tub 3.00 

In  Hotels ?6.00  to  8.00 

In  Barber  Shops  and  Bathing  Houses,  each 12.50 

Bakembs,  for  each  barrel  of  flour  used  daily,  $.5  per  annum,  with 
additional  charge  for  steam  engines. 

Babbeb  Shops. 

Ist   chair 6.00 

2d    chair ." 4.00 

Bach  after 2.00 

BnAOKSMiTHs'  Shops. 

One   fire 10.00 

Each   additional - 5.00 

Beeweeies,  Distilleries,  Rectifiers,  &c.,  subject  to  special  rates, 
or  by  meter  measurement. 

Building  Pukposes. 

Laying  Stone,   per  perch , 2c 

Brick,  per  thousand .* 6c 

Plastering,  100  yards 20c 

Dwellings. 

Dwellings  occupied  by  more  than  one  family,  subject  to  spe- 
cial rates  (stores  in  dwellings  charged  extra). 

FouNDBiES,   Machine   Shops,   Manufactories,   &c.,   subject   to   spe- 
cial rates  or  meter  measurement. 

Fountains. 

V„  of  an  inch  delivery $12.00 

%       "  "  "       .• 25.00 

U,      "  "  "       75.00 

%      "  "  "       :* 150.00 

Not  to  run  over  4  hours  per  day  without  special  permission. 

Hotels,  Taverns  and  Boarding  Houses  subject  to  special  rates. 

Locomotives    65.00 

Mechanics'  Shops. 

Not  exceeding  10  hands $10.00 

And  each  additional  hand 1.00 

Offices,  from  ; $5.00  to  10.00 

Pbinting  Offices  (engines  not  included),  from,. $10.00  to  25.00 

Saloons  and  Eating  Houses,  from $10.00  to  50.00 

Stables. 

Livery,  Omnibus,  Horse-car,  up  to  20  stalls,  each 2.50 

Bach  additional  stall 2.00 

Stables — Hotel  (special  rate). 

"         Private,  with  water  for  washing,  &c 6.00 

And  for  each  horse  over  two 2.00 

For  cart  and  work  horses,  and  cows,  each, 1.50 
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Steam  Engines. 

Steam  Engines,  per  horse  power,  up  to  25  horse  power 6.00 

If  about  that,  to  100 5.00 

If  above  100  horse  power 4.00 

Stobes. 

Stores  other  than.  Grocery,  Provision,  Liquor  and  Drug  Stores  10.00 

Drug  Stores,  from $15.00  to  25,00 

Grocery,  Provision  and  Liquor,  from $10.00  to  35.00 

Hose  Bibs. 

Street  "Washers.  The  right  to  attach  a  hose  of  not  more 
than  %  of  an  inch  orifice,  for  washing  windows,  sprinkling 
streets  or  gardens,  or  for  use  in  stables,  or  any  other  pur- 
pose in  addition  to  the  charge  for  other  uses,  not  less  than  $6, 
and  the  use  of  same  shall  be  limited  to  one  hour  a  day. 

Ueinals. 

Urinals  in  private  houses^  each $  3.00 

In  Stores,  Banks  and  Offices,  each ,. 5,00 

In  Hotels  and  Boarding  Houses,  each 8.00 

In  Blocks  and  Saloons,  each r 6.00 

If  the  flow  is  constant,  to  be  charged  doijble  prices — orifices 
not  to  exceed  the  —  part  of  an  inch. 

Water  Closets. 

In  Private  Houses,  each $  5.00 

In  Stores,  Banks  or  Offices 5.00 

In  Hotels  and  Boarding  Houses 8.00 

In   Blocks   and    Saloons 6.00 

Closets  supplied  by  ordinary  faucets  or  draw  cocks,  not  al- 
lowed. 

Metbb  Rates. 

100    gallons    or   less    daily 40c  per  1000 

100         "         to        200     "     35c    "     1000 

200         "  "  500     "     30c     "     1000 

500         "         "      1,000     " 25c    "     1000 

1,000         "         "      5,000     " 20c    "     1000 

5,000         "         "    10,000     " 15c     "     1000 

Above  10,000,  ten  cents  per  thousand  gallons. 

1885. 
SYRACUSE  WATER  COMPANY. 
DwiGHT  H.  Beuce,  Prest. 
'  I  ■  Bdwaed  H.   Beown,   Sec'y  aqd   Supt. 

Table  of  Rates. 

Dwellings.  Per  annum. 

Two  stories  $10.00 

All   others    12.00 

Bathing  Tubs. 

•        Private  houses,  one  tub 4.00 

Bach  additional  tub 2.00 

In  hotels $5.00  to    7.00 

In  barber  shops  and  bath-houses,  each $8.00  to  10.00 

Bakeeies    , Meter. 

Baebbb  Shops. 

First  chair  -. 5.00 

Each  after   2.00 

Blacksmiths'  Shops. 

One  fire  7.00 

Each  additional 3.00 

Beewbeies    Meter. 

Building  Pueposes. 

Laying  stone,  per  perch 2c 

Laying  brick,  per  thousand 6c 

Plastering,  100  yards « 20c 
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FoTJKDRiEs   •■ Meter. 

Fountains.  . 

V„  of  an  inch  delivery *  °-"" 

ii        i(  *(  ((  15. uu 

]J       „  „  „       ."■    ■      50.00 

^     „        .,        ,-     '.'.V.'.'.'.'.'.'.'.'.'.'.'.'.'.'.'.'^'.'.'. 100.00 

Not  to  run  over  4  hours  a  day  without  special  permission. 

Hotels  a3nt)  BoABDiifG  Houses. 
To  be  rated  or  metered. 

Mechanics'  Shops.  -mnn 

Not  exceeding  10  hands i'nn 

And  each  additional  hand 1-"" 

Offices,  from •_ ?5-00  to  15.00 

Pbinting  Offices   (engines  not  included),  froni flO.OO  to  18.00 

Saloons  and  Bating  Houses,  from 110.00  to  40.00 

Stables. 

Livery,  Omnibus,  Horse-car,  per  stall f  2.00 

Hotel,  special  rates. 

Private,  with  water  for  washing,  etc.,  1  horse 3.00 

And  for  each  horse  over  one 2.00 

For  Cart  and  Work  Horses 1-50 

Steam  Engines. 

Steam  Engines,  per  horse  power -. ?  4.00 

Stobes,  from    , $10.00  to  20.00 

Hose  Bibs. 

Street  Washers.  The  right  to  attach  a  hose  of  not  more  than 
%  of  an  inch  orifice,  for  washing  windows,  sprinkling  streets 
or  gardens,  or  for  use  in  stables,  or  any  other  purpose  in  addi- 
tion to  the  charge  for  other  uses,  not  less  than  $6.00. 

When  unaccompanied  by  inside  use  for  domestic  purposes, 
the  charge  will  be  $10.00. 

The  use  of  all  hose  is  limited  to  one  hour  per  day,  and 
persons  using  are  only  allowed  to  sprinkle  in  front  of  their 
own  premises  and  one-half  of  the  street  opposite  their  prem- 
ises. 

Umnals. 

In  private  houses,  each $  2.00 

In  stores,  banks  and  offices,  each , 5.00 

In  hotels  or  boarding  houses,  each 5.00 

Each  additional   ', 3.00 

In  blocks  and  saloons,  each $5.00  to  10.00 

If  the  flow  is  constant  the  rate  to  be  special. 

Wateb  Closets. 

In  private  houses,  each ^ $  5.00 

Bach  additional 3.00 

In  stores,  banks  and  oflaces 5.00  ' 

Each  additional   4,00 

In  hotels  and  boarding  houses $6.00  to  10.00 

In  blocks  and  saloons $5.00  to  10.00 

Closets  siisplied  iy  ordinary  faucets  or  drawcocks  not  allowed. 

Metek  Rates. 

500   gallons   or   less   daily 25c  per  1000 

500         "        to     3,000     "     

3,000         "         "      5,000     "     

5,000        "         "    10,000     "     

10,000        "        "    20,000     "     

20,000        "         "    30,000     "     

30,000        "        "    50,000     "     . . .  . 


20c  ' 

'  1000 

15c  ' 

'  1000 

10c  ' 

'  1000 

8c  ' 

'  1000 

7c  • 

■  1000 

6c  ' 

'  1000 
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present  rate  sheet. 

Mbtbb  Rates. 
At  least  $5.00  per  annum  must  be  paid  for  each  family  supplied, 
who  will  be  allowed  3,600  cubic  feet  of  water;  any  excess  to  be  paid  for 
at  the  rate  made  by  quantity  used,  as  per  established  rates,  shown  by 
monthly  consumption.  The  minimum  charge  for  any  service  is  |5.00 
per  annum. 

Monthly  Metbe  Rates. 

(In  cubic  feet.)  Per  100, 

1,900  or  less .^ 14       cts. 

1,900  to    2,400,  inclusive,  lump  sum,  $2.65. 

2,400  to     6,000,  inclusive , 11      cts. 

6,000  to    8,300,  inclusive,  lump  sum,  $6.60. 

8,300  to  14,400,  Inclusive ' 8      cts. 

14,400  to  17,700,  inclusive,  lump  sum,  $11.50. 

17,700  to  21,000,  inclusive GVz  cts, 

21,000  to  27,300,  inclusive,  lump  sum,  $13.65. 

27,300  to  40,000,  inclusive ; 5      cts.. 

40,000  to  57,100,  inclusive,  lump  sum,  $20.00. 

57,100  and  up 3%  cts. 

"Water  used  on  the  following  named  servicss  must  be  metered: 
Saloons,  retaurauts,  drug  stores,  bakeries,  dental  offices  with  fountain 
jet,  photograph  galleries,  printing  offices,  laundries,  breweries,  soda 
water  manufacturers,  etc.,  factories,  foundries,  fountains,  livery  stables, 
steam  engines,  motors,  greenhouses,  business  blocks,  elevators  (elevator 
registers  not  allowed),  fire  services,  barber  shops  with  baths,  urinals, 
mechanic  shops,  air  pumps. 


SCHEDULE  RATES. 

Dwellings.  Per  annum. 

For  faucet  use  only,  for  each  family $  5.00 

'The  charge  for  each  family  to  remain  the  same  whether 
or  not  there  is  more  than  one  faucet  in  the  building. 
For  each  family  supplied  with  water  from  any  fixture  connected 

with  the  waterworks 5.00 

In  case  of  stable  on  premises  not  supplied  with  water  from 
fixtures  therein,  an  additional  charge  will  be  made  for  same 
if  not  supplied  from  well  on  premises.  Any  one  who  allows 
others  to  obtain  water  from  their  fixtures  without  authority 
from  the  Bureau  of  Water  will  be  charged  extra  for  all  such 
use. 

Watek  Closets, 

For  one  in  a  one-family  house $  5.00 

For  each  additional  in  one-family  house 1.00 

For  one  in  building  occupied  by  two  or  more  families,  for  each 

family    5.00 

For  one  in  store,  bank  or  oiflce 5.00 

For  each  additional  in  store,  bank  or  office 1.00 

Water  closets  supplied  by  ordinary  faucets  or  drawcocks 
and  all  styles  of  anti-freezing  closets  not  allowed  except  on 
metered  services. 

Bath  Tubs. 
For  one  or  two  for  one-family  use , $  4.00 

Hose  Attachments. 

Accompanied  by  inside  use $  6.00 

When  unaccompanied  by  inside  use  for  domestic  purposes  the 

charge  will  be 10.00 

The  use  of  all  hcse  is  limited  to  three  hours  per  day,  and 
persons  using  are  only  allowed  to  sprinkle  in  front  of  their 
own  premises. 
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Peivate  Stables. 

For  one  horse,  with,  water  for  washing  vehicles ?  3.00 

For  each  additional  horse •.- 2.00 

For  each  cart  or  work  horse f-^^ 

For  each  cow l-^" 

An  additional  charge  for  the  use  of  water  in  gtables  when  it  is 
unaccompanied  hy  the  use  of  water  in  dwelling  on  premises, 
of   : .: 5.00 

Stoees. 
For  faucet  use  only $10.00 

Chukches  and  Lodges. 
For  faucet  use  only $10.00 

Foe  Bttilding  Pubposes. 

For  laying  one  cord  or  six  perch  of  stone $     -12 

For  plastering,  100  square  yards -20 

For  laying  hrick,  per  thousand *. 06 

For  concrete,  per  cubic  yard ; 03 

Barber  Shops. 

For  one  chair * $  5.00 

For  each  additional  chair .- 2.00 

Blacksmith  Shops. 

For  one  fire $  7.00 

For  each  additional  fire 3.00 

Offices. 
For  each  oflBce  supplied  with  water  from  faucet  in  general  use  in 

building ?  5.00 

For  faucet  in  oflice , 10.00 

Special  Rates. 

Charitable  Institutions — Regular  meter  rates  with  90  per  cent.  dis. 
count. 

Schools,  other  than  public  schools — Flat  meter  rate  of  3%  cents  per 
100  cubic  feet. 

Church  Motors— Regular  meter  rates  with  90  per  cent,  discount. 

B  16.     Give  statutory  provisions  regarding  character  and  quality  of 
service. 
Chicago.    Under  the  city  and  village  act  of  Apr.  10,  1873,  as 
amended,  Starr  &  Curtis,  Ch.  24,  this  is  left*entirely  to  be  regulated 
by  ordinance. 

Cleveland.  I  have  been  unable  to  find  any  reference  to  this 
matter  either  in  the  present  code  or  in  earlier  legislation. 

Syracuse.  Left  entirely  to  the  discretion  of  the  city  govern- 
ment (Charter,  1898,  Sees.  109-110). 

B  17.  Give  statutory  provisions  regarding  performance  of  public 
work  by  contract  or  direct  employment. 
Chicago.  General  City  and  Village  Act,  as  amended  by  Act 
of  Apr.  15, 1873,  and  Act  of  May  14, 1879,  permits  cities  to  provide 
water  for  public  and  private  use  by  the  erection,  construction  and 
maintenance  of  a  system  of  water  works,  "provided  that  all  con- 
tracts for  the  erection  or  construction  of  such  works  shall  be  let  to 
the  lowest  responsible  bidder,"  after  three  weeks'  public  notice. 
The  Act  of  May  27,  1881  (Laws  of  1881,  p.  157),  entitled  "An  Act 
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to  aid  cities  owning  or  operating  waterworks  to  secure  an  additional 
or  better  supply  of  pure  water,"  authorizes  the  city,  through  its 
Public  Works  Department,  to  enlarge  or  extend  its  source  of  supply 
from  wells  by  lease,  purchase  or  construction,  and  pay  for  the  same 
out  of  the  earnings  of  the  water  works,  and  not  otherwise.  Ex- 
penditure under  this  act  requires  a  popular  vote,  and  a  majority  of 
all  votes  cast  at  the  election.  Apparently  this  is  a  general  act 
passed  to  meet  the  local  needs  of  some  town  or  city  unlmown,  and 
applies  to  water  from  wells  only.  Nothing  is  said  in  the  act  about 
doing  the  work  by  contract.  Apparently  the  act  does  not  apply  to 
Chicago,  except  to  Norwood,  annexed  to  Chicago  Nov.  7,  1893,  and 
supplied  with  water  by  the  city  from  wells.  In  the  ease  of  Chicago 
vs.  Hanreddy,  102  111.  App.,  14,  confirmed  in  201  111.,  24,  the  right 
of  the  city  to  do  any  sort  of  public  work  or  to  make  any  kind  of 
public  improvement  by  direct  labor  where  the  estimated  cost  exceeds 
$500,  is  emphatically  denied.  Sec.  50,  Art.  9,  requiring  public 
competitive  bids,  with  letting  to  the  lowest  responsible  bidder,  was 
declared  to  be  in  full  force,  and  was  not  'repealed  by  the  Act  of 
June  14,  1897,  providing  for  local  improvements.  Notwithstand- 
ing this  decision,  the  Chief  Engineer  of  the  water  works  states  that , 
all  pipe  extensions  are  made,  not  by  contract,  but  by  direct  employ- 
ment, except  where  the  same  are  paid  for  by  special  assessment.  By 
the  statutes  (^.ct  of  Apr.  10,  1872,  Art.  9,  Sec.  50),  all  work  paid 
for  by  special  assessment  must  be  done  by  contract.  Under  the 
decision  in  the  Hanreddy  case,  it  is  clearly  incumbent  upon  the 
city  to  do  all  pipe  extension  costing  more  than  $500  by  publicly 
advertised  competitive  contracts. 

Cleveland.  Sec.  45  of  the  Municipal  Code  provides  that  no 
contract  involving  the  expenditure  of  money  and  no  ordinance  or 
resolution  for  the  expenditure  of  money  shall  be  made  until  the 
auditor  (or  clerk,  as  the  case  may  be,)  has  certified  to  Council  that 
unappropriated  funds  are  in  the  treasury  to  meet  such  obligation. 
Contracts  for  furnishing  water  to  the  corporation  are  specifically 
exempt.  It  is  impossible- to  decide  the  relation  of  this  provision  to 
the  old  law,  as  one  cannot  tell  how  much  of  the  old  law  was  repealed 
by  the  new  code  as  being  inconsistent  with  it.  For  instance,  under 
the  old  law  it  was  held  that  the  requirement  of  the  auditor's  certifi- 
cate did  not  apply  to  a  contract  payable  out  o:fr  any  fund  not  raised 
by  taxation. 

This  raises  the  whole  question,  which  has  not  yet  been  adjudi- 
cated, as  to  whether  the  new  code  establishes  a  separate  water  fund. 
Sec.  143  of  the  code  requires  the  Board  of  Public  Service,  when 
any  expenditure  exceeds  $500  (the  expenditure  first  to  be  ordered 
by  Council)  to  let  the  contract  to  the  lowest  and  best  bidder  after 
advertisement.  The  language  of  the  section  is  somewhat  vague, 
and  has  been  generally  interpreted  by  the  department  in  Cleveland 
not  to  include  the  expenditure  for  labor.  The  department,  there- 
fore, in  practice  habitually  purchases  material  for  pipe  extensions 
by  publicly  advertised  contract,  and  does  the  work  by  direct  labor. 
I  am  informed  by  the  department  that,  in  case  of  constructing  tun- 
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nels  and  buildings,  or  in  making  other  extraordinary  expenditures 
for  construction,  the  whole  thing  would  naturally  be  let  by  con- 
tract. This  interpretation  of  the  department  has  never  been 
judicially  ruled  upon.  It  iS  the  opinion  of  the  law  officers  of  the 
city  that  the  money  from  the  water  works  is  to  be  legally  considered 
a  distinct  and  separate  fund,  to  be  devoted  to  the  various  purposes 
of  the  water  works  only,  except  as  provided  by  Sec.  43  of  the  code, 
which  apparently  provides  that  money  from  any  special  fund  may, 
upon  resolution  of'  the  Council,  duly  advertised,  and  submitted  in 
the  form  of  a  petition  to  the  Court  of  Common  Pleas,  by  order  of 
the  court,  after  public  heariag,  be  transferred  to  other  funds.  Any 
person  has  the  right  to  appeal  to  the  Circuit  Court  from  the  decision 
of  the  Court  of  Common  Pleas,  and  the  case  may  be  further  ap- 
pealed to  the  Supreme  Court.  While  the  water  receipts  are  con- 
sidered a  special  fund,  and  the  works  are  supposed  to  be  self-sup- 
porting, the  city  has  no  right  to  issue  bonds  depending  on  the  re- 
ceipts of  the  water  department  only,  but  uses  the  general  credit  of 
the  city  for  this  purpose.  There  seems  to  be  no  statutory  prohibi- 
tion on  the  city's  using  its  general  taxing  power  in  support  of  the 
>  water  works.  I  find  no  evidence  that  it  has  done  so  in  recent  years, 
although  it  uses  the  general  credit  of  the  city  in  the  form  of  bond 
issues  for  extraordinary  improvements  stad  extensions.  There 
were  outstanding  on  Dec.  31,  1905,  $46,000  of  5  per  cent,  bonds, 
and  $4,220,000  of  4  per  cent,  bonds ;  a  total  of  $4,266,000.  The  tax 
levy  for  the  current  year  (Ordinance  No.  2943  A,  Sec.  5)  has  a  tax 
of  .0476  of  a  mill  on  the  dollar  for  placing  the  connections  for 
private  service  pipes,  for  which  the  property  owners  must  pay,  on 
streets  about  to  be  improved.  The  city  frequently,  to  save  delay  to 
the  street  work,  has  to  advance  this  money,  which  it  afterward 
assessed  against  the  property  on  which  the  connections  are  placed. 

Syracuse.     Answered  under  B  8. 
B  18.     Give  statutory  provisions  regarding  letting  of  public  con- 
tracts. 

Chicago.  Under  the  provisions  of  the  statutes  cited  in  the 
answer  to  B  17  above,  the  matter  is  regulated,  by  Sees.  1845-1856  of 
the  revised  ordinances  of  Chicago  (ed.  of  1905)  which  require  (Sec. 
1847)  that  the  contracts  shall  be  let  by  the  Commissioner  of  Public 
Works  and  approved  by  the  Mayor,  after  public  advertisement,  if 
the  amount  involved  is  more  than  $500 ;  provided,  that  the  contract 
may  be  let  by  the  Commissioner  without  the  approval  of  the  Mayor 
by  a  two-thirds  vote  of  the  Council;  but  all  contracts  relating  to 
public  works  must  be  authorized  by  the  City  Council. 

Cleveland.  By  Sec.  143  of  the  Municipal  Code  the  Board  of 
Public  Service  makes  a  written  contract  after  not  less  than  two  or 
more  than  four  consecutive  weeks  of  advertisement  in  a  newspaper 
of  general  circulation  in  the  city.  The  bids  must  be  publicly 
opened  and  read,  and  the  Board  has  the  right  to  reject  all  bids.  A 
part  of  the  bids  may  be  rejected  for  collusion  without  rejecting  the 
others.      All  modifications  of  the  contract  must  be  in  writing, 
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signed  by  both  parties ;  that  is,  in  the  form  of  a  supplementary  con- 
tract. If  the  work  embraces  both  labor  and  materials,  they  must 
be  separately  stated  in  the  bids.  By  Sec.  144  of  the  Municipal  Code 
the  Board  of  Public  Service  executes  all  contracts  made  by  it,  and 
must  deposit  a  copy  of  each  contract  with  the  auditor.  The  Board 
is  required  to  keep  a  record  of  its  proceedings;  acts  by  majority 
vote,  and  the  members  are  pr9hibited  from  being  interested  in  any 
contract  made  by  the  Board. 

Syracuse.    Answered  under  B  8. 
B  19.     Give  statutory  provisions  regarding  the  issuance  of  bonds. 

Chicago.  Under  the  General  City  and  Village  Act  of  Apr.  10, 
1872,  this  matter  is  left  absolutely  to  the.  city  government,  pro- 
vided the  bonds  be  issued  for  any  lawful  purpose,  and  that  the  total 
indebtedness  does  not  exceed  the  constitutional  limitation  (Consti- 
tution of  1870,  Art.  9,  Sec.  12)  of  5  per  cent,  of  the  assessed  valu- 
ation at  the  latest  assessment  for  county  and  State  purposes.  See 
also  answer  to  B  3  (c) ;  and  also  constitutional  amendment  re- 
referred  to  under  B  7. 

Cleveland.  Answered  under  B  7. 

Syracuse.  Answered  under  questions  A 13  and  B  6. 
B  20,     Give  statutory  provisions  regarding  use  of  income  or  any 
portion  thereof. 

Chicago.  By  Starr  &  Curtis,  Chapter  24,  Paragraph  447,  all 
receipts  from  the  water  works  are  to  be  kept  in  a  separate  fund,  and 
applied  to  the  erection,  construction  and  operation  of  the  works, 
and  the  payment  of  interest  and  principal  of  bonds.  If  there  be  a 
surplus  above  these  needs,  such  ^irplus  is  at  the  disposal  of  the 
Common  Council  for  general  municipal  purposes. 

Cleveland.  This  matter  is  left  extremely  vague  by  the  new  code. 
The  only  reference  to  it  is  in  Section  7,  Paragraph  15,  which 
authorizes  the  city  to  apply  moneys  received  for  charges  for  water 
to  the  maintenance,  construction,  enlargement  and  extension  of  the 
works,  and  to  the  extinguishment  of  any  indebtedness  created 
therefor.  In  view  of  the  fact  that — so  far  as  I  can  find  out — the 
policy  of  this  State  has  for  decades  been  to  have  a  separate  water 
fund,  and  never  to  use  the  water  receipts  for  any  other  purpose 
than  for  the  water  works,  it  seems  a  fair  inference  that  the  receipts 
may  be  used  only  for  the  extension  and  operation  of  the  works, 
and  paying  the  principal  and  interest  of  debt  created  for  such 
purposes.    See  also  answer  to  question  B  17. 

The  present  Corporation  Counsel  states  to  me  orally  that  the 
only  form  in  which  the  separate  water  fund  has  come  up  in  Cleve- 
land in  recent  years,  is  that  in  case  of  the  Annexation  of  territory. 
In  case  of  annexation,  the  water  pipes  of  the.  annexed  territory  be- 
come the  property  of  the  city  of  Cleveland.  As  a  sort  of  compensa- 
tion for  the  water  distributing  system  annexed,  the  City  of  Cleve- 
land has  paid  the  debt  of  the  annexed  territory  out  of  the  water 
fund. 
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Syracuse.  It  is  required  (Laws  of  1889,  Chapter  291,  Section 
33)  that  the  water  board  fix  the  rates  for  water,  "including  a  just 
annual  rate  to  be  paid  by  the  city  at  large  on  account  of  the  use 
of  water  for  municipal  purposes ;"  and  that  the  receipts  for  water 
be  kept  in  a  separate  fund.  By  Section  33,  the  water  fund  is  to 
be  used  for  maintenance  and  operation,  interest  on  the  water  debt, 
and  the  payment  of  the  cost  of  necessary  extensions  and  additions, 
and  for  the  purchase  and  payment  of  principal  of  the  water,  bonds. 
I  am  clearly  of  the  opinion  that  this  law,  which  has  never  been  re- 
pealed, did  not  contemplate  that  any  surplus  from  the  water  works 
should  ever  be  used  for  other  purposes,  but  that  when  the  receipts 
were  more  than  ample  for  the  above  purposes,  the  water  rates 
should  be  reduced.  Until  the  distributing  system  was  virtually  com- 
plete, extensions  were  made  by  new  loans  under  the  law.  When  the 
receipts  began  to  be  more  than  ample  for  current  charges,  the  habit 
of  charging  the  city  for  water  for  municipal  purposes  ceased.  This 
charge  had  amounted  at  the  beginniag  of  public  ownership  to 
$26,000  annually;  in  later  years,  to  $60,00'0.  In  1903  the  Water 
Department  turned  into  the  general  treasury  to  lighten  taxation, 
$36,224.76.  No  portion  of  the  water  bonds  becomes  due  until  1930, 
except  the  $80,000  remaining  unpaid  of  the  last  $100,000  exten- 
sion loan.  Five  thousand  dollars  of  this  $80,000  must  be  paid 
each  year.  Under  the  law  it  would  seem  that  the  surplus  income, 
which  is  now  available,  ought  to  be  applied  to  the  purchase  of 
bonds  in  the  open  market,  or  to  the  accumulating  of  a  sinking  fund 
to  pay  the  priucipal  of  the  bonds,  or  to  a  fund  for  laying  a  second 
conduit  to  Lake  Skaneateles.  The  surplus  earnings  cannot  be 
legally  used  for  lightening  the  burden  of  general  taxation. 
B  21.     G-ive  statutory  provisions  regarding  depreciation. 

This  matter  is  not  mentioned  in  the  case  of  any  one  of  the 
cities. 

B  33.     G-ive  statutory  provisions  regarding,  sinking  funds. 

Chicago.  The  constitution  of  1870  (Article  9,  Section  13)  re- 
quires that  any  city  creating  any  indebtedness  shall,  before  the  date 
or  time  of  doing  so,  provide  for  the  collection  of  an  annual  tax 
sufficient  to  pay  the  interest  on  such  debt  as  it  falls  due,  and  to 
pay  the  principal  within  30  years. 

Cleveland.  There  is  no  provision  for  a  separate  sinking  fund 
for  bonds  issued  for  water  works  purposes,  as  these  bonds  are  part 
of  the  general  debt  of  the  city,  although  there  is  an  attempt  in  prac- 
tice to  make  the  Water  Works  Department  carry  its  own  debt.  The 
appropriation  for  the  current  half-year  for  interest  from  the  water 
fund  is  $90,000.  By  Section  101  of  the  code,  every  municipal  cor- 
poration having  outstanding  bonds  is  authorized,  in  addition  to  all 
other  taxes  authorized,  to  levy  an  annual  tax  sufficient  to  pay  the 
interest  and  to  provide  a  sinking  fund  large  enough  to  meet  the 
principal  when  due.  The  sinking  fund  levy  for  the  current  year  is 
three  mills  on  the  dollar.     (Ordinance  No.  3943  A.) 
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Syracuse.  By  Section  96,  Act  of  1898,  thirty  per  cent,  orthe 
revenue  from  other  sources  than  municipal  taxation  shall  be  paid 
into  a  sinking  fund  for  the  extinguishment  *of  the  city's  debtj  and 
by  Section  69,  such  fund  shall  be  in  the  custody  of  the  Comptroller 
under  the  Board  of  Estimate  and  Apportionment,  and  the  ordinances 
of  the  city. 

B  33.     Give  statutory  provisions  regarding  the  audit  of  accounts. 

Chicago.  The  general  city  and  village  act  (April  10,  18'i'3), 
Article  6,  Paragraph  74,  authorizes  the  Council,  by  ordinance  with 
two-thirds  vote  of  all  Aldermen  elected,  to  create  offices,  prescribe 
their  duties,  and  provide  for  their  election,  *or  appointment  by  the 
Mayor,  with  confirmation  by  the  Council.  The  Department  of 
Public  Works  is  created  by  Section  1836  of  the  revised  municipal 
ordinances,  and  placed  in  charge  of  the  wat^r  works.  Section  1843 
of  the  code  requires  that  the  records  of  this  office  shall  be  open  to 
examination  by  the  Comptroller,  Finance  Committee,  and  any 
member  of  the  Council,  at  all  times.  Under  the  same  statute 
(Article  2,  Section  11)  the  Mayor  has  the  power  to  examine  the 
records  of  any  agent  or  officer  of  the  city.  The  methods  of  ac- 
counting for  all  departments  of  the  city  are  prescribed,  and  placed 
in  charge  of  the  Comptroller,  by  Section  47  of  the  revised  municipal 
code  of  1905.  Section  51  of  the  code  requires  monthly  jSnancial 
reports  from  all  departments  of  the  city  to  be  made  to  the  Comp- 
troller upon  request  of  the 'Comptroller ;  and  Section  28  requires 
the  Comptroller  to  require  all  officers  charged  with  the  receipt  or 
expenditure  of  revenues,  or  with  the  authority  to  incur  expenses, 
to  make  monthly  statements  in  writing,  under  oath,  showing  in  de- 
tail such  expenses,  and  to  file  the  same  in  his  office. 

Cleveland.  By  Section  133  of  the  Municipal  Code  the  city 
Auditor — elected  for  a  term  of  three  years — is  required  to  audit 
the  books  of  all  departments  at  the  end  of  each  fiscal  year.  He 
prescribes  the  form  of  keeping  accounts  and  making  reports  for  all 
departments,  and  inspects  and  revises  the  same  at  pleasure.  When 
any  person  ceases  to  be  an  officer  at  any  tipie  for  any  reason,  the 
Auditor  audits  his  accounts,  and  when  any  claim  is  presented  to 
the  Auditor,  he  may  examine  any  person  under  oath  concerning  such 
voucher  or  claim. 

These  powers  of  the  Auditor  are  apparently  subject  to  "  An  act 
to  create  a  bureau  of  inspection  and  supervision  of  public  officers, 
and  to  establish  a  uniform  system  of  public  accounting,  auditing 
and  reporting  under  the  administration  of  the  Auditor  of  State," 
approved  May  10,  1903,  and  amended  April  23,  1904.  This  act  re- 
quires that  all  accounts  of  public  officers,  general  and  local,  shall  be 
kept  on  forms  prescribed  by  the  State  Auditor;  and  Section  4  of 
the  act  especially  requires  that  the  accounts  of  public  service  in- 
dustries shali  be  so  kept  as  to  show  the  true  cost.  Section  8  re- 
quires the  State  Auditor,  or  any  person  authorized  by  him,  to  ex- 
amine the  financial  affairs  of  any  public  office  and  officer  at  least 
once  a  year.     He  is  permitted  to  make  such  examination  at  any 
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tinfe.  The  State  Auditor  is  required  to  call  for  detailed  reports 
from  every  taxing  district  and  public  institution  once  a  year,  the 
said  reports  to  be  made  within  thirty  days;  after  the  close  of  the 
fiscal  year.  The  Auditor  has  unlimited  power  to  take  testimony 
under  oath,  and  examine  books  and  papers.  The,  expenses  of  such 
audit  are  to  be  paid  by  the  taxing  district. 

Soon  after  the  passage  of  the  act  of  1902,  the  examiners  of  the 
State  Auditor  spent  several  weeks  examining  the  municipal  ac- 
counts of  all  departments  of  the  City  of  Cleveland,  and  made  a 
considerable  report  thereon.  I  cannot  find  that  any  change  in  the 
method  of  bookkeeping  of  the  Water  Department  was  brought 
about  thereby,  or  that  any  subsequent  extensive  examination  has 
been  made  by  the  State  Auditor.  I  believe  that  annual  reports  by 
the  different  city  departments  are  made  to  the  State  Auditor  by 
filling  out  very  brief  printed  blanks  furnished  by  the  Auditor. 

Syracuse.  By  the  laws  of  1898,  Section  48,  the  Mayor  is  given 
the  power,  through  himself  or  his  agents,  at  any  time,  without  no- 
tice, to  examine  any  of  the  city  accounts,  and  to  administer  oaths  to 
witnesses  and  to  take  affidavits.  Laws  of  1905,  Chapter  705,  as 
amended  by  Chapter  59  of  the  acts  of  1906,  provide  for  annual  re- 
ports to  the  State  Comptroller  by  the  city  Comptroller  of  cities  of 
the  second  class  within  60  days  after  the  close  of  each  fiscal  year. 
Section  2  authorizes  the  State  Comptroller  to-  prescribe  the  form  of 
reports,  which  must  contain:  (1)  a  statement  of  the  receipts  from 
all  sources;  (2)  a  statement  of  disbursements ;  (3)  a  detailed  state- 
ment of  the  indebtedness;  (4)  a  statement  of  the  costs  of  owner- 
ship and  operation,  and  the  income  of  each  and  every  public  service 
industry  owned  or  operated;  and  (5)  any  further  information  re- 
quired by  the  Comptroller.  Section  5  of  the  act  requires  the  State 
Comptroller  to  have  the  accounts  of  every  fiscal  officer  of  the 
municipality  examined  after  this  act  goes  into  effect,  and  as  often 
after  the  first  examination  as  the  Comptroller  deems  necessary.  The 
State  Comptroller  is  authorized  (Section  6)  to  appoint  for  the  pur- 
pose a  chief  accountant  and  not  to  exceed  two  examiners;  the 
first  to  receive  a  salary  of  $2,500  and  his  necessary  expenses,  and 
the  examiners,  $5.00  a  day  each,  and  expenses.  The  State  Comp- 
troller, Chief  Accountant,  and  each  examiner  has  the  right  to  ad- 
minister oaths,  compel  the  attendance  of  witnesses,  and  the  giving 
of  testimony.  False  swearing  in  such  cases  is  perjury.  The  reports 
of  such  examiners  shall  be  open  to  public  inspection.  The  original 
act  appropriated  $10,000  a  year  for  the  purposes  of  the  act. 
B  34.     Give  statutory  provisions  regarding  publication  of  reports. 

Chicago.  N"o  statutory  provisions.  Municipal  Code,  Section 
1860,  requires  the  Commissioner  of  Public  "Works  on  or  before 
May  1st  in  each  year,  to  present  to  the  City  Council  "a  report  show- 
ing the  receipts  and  expenditures,  and  entire  work  of  the  depart- 
ment during  the  previous  fiscal  year."  Section  1861  (municipal 
code)  requires  that  within  three  months  of  the  beginning  of  the 
fiscal  year  the   Commissioner  of  Public  Works  shall  present  in 
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detail  to  the  Comptroller,  to  be  by  the  Comptroller  laid  before  the 
Council,  estimates  setting  forth  in  detail  the  needed  expenditure  for 
repairs  and  improvements  for  the  current  year,  so  far  as  the  same 
are  to  be  paid  for  out  of  the  general  fund. 

Although  the  statutes  do  not  require  the  publication  of  any 
reports  by  the  "Water  Bureau  or  by  the  Department  of  Public 
Works,  of  which  the  "Water  Bureau  is  a  part,  and  although  the 
ordinances  do  not  require  the  publication  of-  such  a  report,  it  has 
been  the  custom  since  the  first  public  water  commissioners  were 
established  in  1851  for  the  city  to  publish  an  aimual  report  in  re- 
gard to  the  water  works  of  the  city ;  and  until  the  Board  of  Public 
"Works  was  established  by  act  of  February  18,  1861,  the  "Water 
Commissioners  made  a  semi-annual  report  which  was  published. 
Section  1883  of  the  code  of  Chicago  provides  that  the  Superin- 
tendent of  "Water  shall  pay  over  the  moneys  received  by  him  daily 
to  the  treasurer,  and  make  a  report  to  him  with  the  designated  ac- 
count to  which  the  moneys  paid  over  belong. 

Cleveland.  Section  5  of  the  act  referred  to  under  B  23  re- 
quires the  substance  of  the  annual  reports  made  to  the  State  Auditor 
to  be  published  in  an  annual  volume  of  comparative  statistics,  and 
submitted  by  the  Auditor  to  the  Governor  for  transmittal  to  the 
Legislature  at  the  next  regular  session,  or  to  a  special  session  when 
required. 

Section  58  of  the  ordinances  (edition  of  1896,  latest)  requires 
the  Director  of  Public  Works  (under  the  new  code,  the  Board  of 
Public  Service)  to  make  an  annual  report  to  the  Council  setting 
forth  the  operation  and  business  of  his  department  for  the  year.  I 
find  no  statutory  or  ordinance  requirements  that  this  should  be 
published,  but,  as  a  matter  of  fact,  each  of  the  three  grand  divisions 
under  the  Board  of  Public  Service,  of  which  the  water  works  is 
one,  publishes  an  elaborate  annual  report.  The  water  works  report 
for  the  year  ending  December  31,  1905,  makes  a  printed  volume  of 
426  pages,  apart  from  the  special  sanitary  report  of  300  pages.  Pull 
reports  of  the  Cleveland  water  works  have  been  published  each 
year  from  the  foundation  of  the  works,  and,  in  fact,  all  the  prelim- 
inary committee  reports  and  engineers'  reports  were  published  before 
the  works  were  started. 

Syracuse.  "Under  the  laws  of  1898,  Section  68,  the  Comptroller 
is  required,  on  or  before  January  1st,  to  publish  in  book  or  pam- 
phlet form,  verified  by  oath,  a  full,  accurate  statement  in  detail  of 
the  financial  condition  of  the  city.  Under  Section  3,  Chapter  705, 
of  the  laws  of  1905,  the  State  Comptroller  is  required  to  publish 
"the  substance"  of  the  reports  required  by  the  provisions  of  that 
act.  See  also  answer  to  B  23. 
B  35.     Give  statutory  provisions  regarding  salaries  paid. 

Chicago.  "Under  the  statutes  this  is  left  entirely  to  the  Council. 

Cleveland.  By  Section  117  of  the  code  the  Council  fixes  the 
salaries  of  the  members  of  the  Board  of  Public  Service.  The  mem- 
bers of  this  board  are  elected  for  terms  of  two  years,  and  their 
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salaries  cannot  be  increased  or  diminished  during  their  terms.  By 
Section  145  of  the  code,  and  Section  129  as  amended  April  7,  1904, 
this  board  has  the  sole  right  of  employiag  all  persons  performing 
service  under  the  board.  It  fixes  the  compensation  of  all  such 
persons,  and  "no  person  shall  be  removed  except  for  cause  satis- 
factory to  such  directors,  or  a  majority  of  them."  It  was  decided 
in  the  case  of  Kelly  vs.  Cincinnati,  7  N".  P.  360,  that  the  board  can- 
not delegate  the  power  of  removal;  but  that  one  of  its  superin- 
tendents having  large  numbers  of  men  under  him  may  temporarily 
suspend  one  of  his  men  for  insubordination  or  dereliction  of  duty, 
until  he  reports  the  same  to  the  board  and  the  board  acts.  By  resolu- 
tion of  the  board,  Ko.  1573  (1905),  the  pay  for  laborers  was  fixed 
at  22c.  per  hour  or  $1.76  per  day  of  eight  hours;  of  foremen  or 
inspectors,  at  42c. ;  teams,  44c. ;  plumbers,  50c. ;  electricians,  43|c. ; 
carpenters,  40c. ;  meter  installers,  27.5c. ;  caulkers,  25c. ;  watchmen, 
$2  per  day,  except  as  otherwise  provided. 

Syracuse.  Under  the  Laws  of  1898,  Sec.  98,  of  Ch.  182,  the 
Board  of  Estimate  and  Apportionment  has  the  authority  to  fix  the 
salary  and  compensation  of  all  city  oflBcers  and  employees,  except 
as  othervsise  provided  in  this  act.  This  clause  covers  all  salaries  in 
the  water  bureau.  Such  salaries  and  compensation,  after  the  £.rst 
instance,  must  be  determined  before  the  election  or  appointment, 
and  shall  not  be  changed  during  the  term  for  which  one  is  elected 
or  appointed.  Since  the  Civil  Service  Law  went '  into  effect  the 
provision  on  changing  the  salary  without  the  change  of  the  incum- 
bent, would  seem  not  to  apply  to  those  imder  the  Civil  Service  Law. 
All  of  the  employees  in  the  water  bureau,  except  the  superintendent 
and  the  cashier,  are  iinder  the  Civil  Service  Law. 

The  following  is  a  copy  of  a  statement  by  Mr.  H.  B.  Myron, 
Chief  Examiner  and  Secretary  of  the  Civil  Service  Board,  under 
date  of  August  25,  1906 : 

"Enclosed  you  will  find  a  rough  draft  of  the  positions  in  the 
Water  Department,  as  shown  by  the  official  roster  for  the  year  1901. 
Enclosed  you  will  will  also  find  a  true  copy  of  the  official  roster  of 
the  "Water  Department  for  the  year  1906. 

"According  to  the  roster  for  the  year  1901  there  were  about  68 
employed  regularly  in  the  department.  Among  this  number  were 
16  watchmen.  On  the  roster  for  the  year  1906  you  will  not  find 
many  watchmen.  There  are,  however,  in  the  employ  of  the  Water 
Department,  at  least  six  or  eight  laborers  who  are  doing  work 
similar  to  the  work  performed  by  persons  who  were  designated  as 
watchmen  in  1901.  The  persons  to  whom  I  refer  are  employed  in 
shifts,  and  are  ready  to  respond  to  any  complaint  of  a  break  or  leak 
in  the  water  mains. 

"I  simply  call  your  attention  to  this  one  point  in  order  to  show 
you  that  a  comparison  of  the  records,  copied*  of  which  are  enclosed, 
would  not  necessarily  show  the  exact  difference  in  the  working  force 
of  the  Water  Department  for  the  years  1901; -and  1906. 

"I  also  desire  to  inform  you  that  all  those  who  appear  on  the 
roster  for  the  year  1906  are  now  in  the  employ  of  the  department. 
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As  to  whether  or  not  all  persons  who  appear  on  the  roster  for  the 
year  1901  were  all  employed,  I  am  unable  to  state.  I  shall  try  to 
get  this  information  for  you,  however,  if  you  desire  it." 

Roster  of  Positions  in  Bureau  of  Water,  1901. 


Superintendent. 

Assistant   Superintendent  and 

Supply  Agent. 
Cashier. 

Cliief  Inspector  of  Meters. 
General  ledger  bookkeeper. 
Assistant  engineer. 
General  foreman.       , 
Bookkeeper.  ' 

Frontage  tax  clerk. 
Assistant  general  foreman. 
Meter  and  hydrant  repairer. 
Gatekeeper. 
Stockkeeper. 

Assistant  meter  repairer. 
On  and  off  service. 
On  and  off  service. 
Vacancy  (?)  inspector. 
Vacancy  (?)  inspector. 
Trench  inspector, 


Plumber. 

General  inspector. 
Foreman  and  Inspector — 3. 
Watchman. 
Meter  reader — 7. 
Clerk  repair  department. 
Schedule  clerk. 
Schedule  clerk. 
Clerk  and  timekeeper. 
Clerk. 

Meter  clerk. 
Service  clerk. 
Meter  reader  and  setter. 
Foreman  hydrant  repairs. 
Service  box  inspector. 
Janitors — 2 
Watchmen — 16. 
Valve  repairers— 4. 
Hydrant  repairers — 3. 
Total — 68. 


Roster  for  the  Water  Department,  August,  1906. 


Name. 

Title  of  Position. 

Date 

of  App't. 

Salary. 

John  F.  Delaney 

Superintendent. 

Jan. 

1, 1904 

$2,600  annually 

John  Venner. 

Chief  Inspector. 

Jan. 

1, 1892 

2,500 

J.  G.  Butler. 

Cashier. 

Jan. 

1, 1892 

1,600 

L.  0.  Morgan. 

Bookkeeper  and  Clerk 

Feb, 

1, 1895 

1,500       " 

William  Eddy. 

Bookkeeper  and  Clerk 

July 

1, 1894 

1,500       " 

F.  M.  Wakefield 

Clerk. 

Oct. 

5, 1895 

1,100 

Benj.  Round. 

Ass't  Gen.  Foreman. 

May 

1, 1899 

1,020 

Wm.  F.  Jones. 

Clerk  Repair  Dept. 

June 

20, 1895 

1,000 

Thomas  Mack. 

Schedule  clerk. 

May 

1, 1899 

1,000 

William  Daley. 

Clerk  &  stenographer. 

Aug. 

27, 1892 

900 

E.  L.  Doming. 

Schedule  clerk. 

Feb. 

17, 1892 

1,000 

John  H.  Horton. 

General  inspector. 

May 

9,  1901 

840       " 

William  Connery 

.  Meter    &   Hydrant    re- 

pairer. 

May 

2, 1892 

840 

Wm.  H.  Keefer. 

Hydrant  repairer. 

June 

20, 1892 

840        " 

Geo.  Whiteman. 

Foreman. 

Mar. 

5, 1900 

840       " 

Jacob  Listman. 

Meter  reader. 

June 

14, 1894 

840 

Wm.  H.  Jones. 

Meter  reader. 

Aug. 

27, 1895 

840       " 

Samuel  D.  Frey. 

Meter  reader. 

Dec. 

20, 1897 

840        " 

George  F.  Sax. 

Meter  reader. 

Feb. 

1, 1898 

840 

Wm.  G.  Jenkins. 

Meter  reader. 

Mar. 

10,  1902 

840 

C.  F.  Rathbun. 

Meter  reader. 

Mar. 

10, 1902 

840 

Louis  D.  Korb. 

Meter  reader. 

Mar. 

1, 1904 

840        " 

Daniel  Hummell. 

Meter  reader. 

Jan. 

23, 1905 

840 

F.  B.  Drumma. 

Meter  reader. 

Jan. 

2, 190G 

840 

Grace  Smith. 

Clerk. 

Apr. 

27, 1892 

820 

Elsie  S.  Smith. 

Clerk. 

Dec. 

30, 1895 

820       " 

Edward  Conron. 

Gatekeeper. 

July 

1, 1890 

750       " 

John  H.  Venner. 

Clerk. 

Jan. 

1, 1896 

720 

H.  B.  Tibbitts. 

Meter  reader  &  setter. 

Apr. 

1, 1898 

720 

H.  C.  Hammond. 

Clerk. 

May 

9, 1902 

720 

Patrick  Coyne. 

Watchman. 

July 

1,1894 

720        " 

F.  F.  Morris. 

Watchman. 

Jan. 

1, 1900 

720       " 

Date  @f  App't. 

Salwry. 

Jan. 

1, 1900 

12fy  annually 

July 

2, 1894 

720 

Sept. 

23, 1895 

720 

Mar. 

12, 1900 

720 

Mar. 

2,  IDOO 

3.00  per  day 

Jan. 

18, 1906 

3.00  per  day 

Mar. 

5, 1900 

2.00  per  day 

Mar. 

5, 1900 

1.75  per  day 

Mar. 

5, 1900 

1.75  per  day 
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name.  Title  of  Position. 

Thomas  Foran.      Watchman. 
Daniel  W.  Ehle.    Watchman. 
Frank  Buies.         Watchman. 
Wm.  J.  Preston.    Watchman  &  Janitor. 
Michael  McGraw.  Plumber. 
John  F.  Keefe.      Plumber. 
John  T.  Harrison.  Gate  valve  repairer. 
Charles  Brand.      Hydrant  repairer. 
Ed  Atherton.         Gate  valve  repairer. 

While  there  is  much  dispute  as  to  the  effect  of  the  Civil  Ser- 
vice Law  on  the  Water  Department,  and  while  the  enclosed  list 
showing  the  date  of  appointment  of  each  member  of  the  Water 
Bureau,  except  the  laborers,  will  throw  some  light  on  the  question, 
perhaps  it  is  just  to  remark  that  during  the  six  years  of  Mayor 
McGuire's  administration  there  can  be  but  little  doubt  that  the  pay- 
roll was  padded,  chieiiy  with  laborers,  in  all  the  departments  of 
government  employing  large  numbers  of  laborers,  such  as  the 
Water  Department. 

An  examination  of  the  water  reports  will  show  that  during  the 
term  of  the  succeeding  Mayor,  Kline,  the  payroll  of  this  bureau 
was  reduced  about  $18,000  a  year. 

It  is  said  that  during  the  last  year  of  Mayor  McGuire's  incum- 
bency the  Post  Standard  published  a  list  of  85  names  of  laborers  in 
the  Water  Department  that  had  never  reported  to  the  office  for 
work,  and  that  the  padding  of  the  rolls  w^  so  extensive  that  the 
Superintendent  of  Water  refused  to  sign  them,  but  permitted  his 
assistant  to  sign  them  for  him ;  and  that  Mayor  Kline  later  refused 
to  reappoint  this  Superintendent  on  the  ground  of  these  stuffed 
payrolls,  saying  that  he  would  not  permit  him  to  hide  behind  his 
assistant. 

The  facts  show  that  at  present  the  force  is  reasonably  stable  in 
the  department,  with  the  exception  of  the  laborers;  but  the  Civil 
Service  Law  has  not  been  able  to  prevent  the  regular  and  systematic 
assessment  of  Water  Bureau  employees  for  campaign  purposes.  I 
believe  the  scale  of  assessment  to-day  is  5  per  cent,  on  all  salaries 
above  $1,000,  and  3  per  cent,  on  those  below  that  sum,  with  entire 
exemption  of  anybody  who  does  not  receive  more  than  $1.50  per 
day.  This  is  Eepublican  practice.  Democratic  practice  was  to  as- 
sess everybody  on  the  payroU,  including  the  scrubwomen. 

The  Council  under  present  statutes  has  no  authority  in  the 
matter  of  salaries  of  water  employees — Prior  vs.  City  of  Eochester, 
166  N.  Y.,  548.  When  an  officer's  salary  is  fixed,  if  it  be  withheld, 
he  can  recover  it — Grant  vs.  Eochester,  175  N.  Y.,  473 :  French  vs. 
Eochester,  175  N".  Y.,  474. 

B  26.     Give  statutory  provisions  regarding  wages  to  day  laborers. 

Chicago,  Apparently  this  is  left  under  the  ordinances  (Ee- 
vised  Code  of  Chicago,  1905,  Sec.  1838)  to  the  Commissioner  of 
Public  Works,  who  has  the  power  to  appoint  and  dismiss  all  officers 
and  employees.  Under  Sec.  1837,  he  shall  have  the  management 
and  control  of  all  matters  and  things  pertaining  to  the  department. 
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Cleveland.  By  Sec.  145  of  the  Municipal  Code  the  Board  of 
Public  Service  appoints  and  removes,  if  need  be,  and  fixes  the  com- 
pensation of  every  person  employed  in  any'  capacity  in  the  service 
of  the  department. 

Syracuse.     Answered  under  B  35,  above. 
B  27.     Give  .statutory  provisions  regarding  hours  of  labor  of  day 
laborers. 

Chicago.  Under  the  Act  of  March  5,  1867,  eight  hours  consti- 
tute a  day's  work  in  the  absence  of  special  contract.  No  further 
statutory  limitation. 

Under  the  revised  ordinances  (1905),  Sec.  1936,  the  eight-hour 
day  is  established  "upon  all  work  performed  under  any  contract 
entered  into  with  the  City  of  Chicago."  Under  Sec.  1937  of  the 
ordinances  the  working  day  consists  of  eight  hours  between  6  A.  M. 
and  6  P.  M.,  but  this  provision  does  not  apply  to  "any  department 
or  workshop  where  constant  operation  is  necessary."  Employees  of 
the  city  who  come  under  the  eight-hour  regulation  are  paid  at  the 
rate  of  pay  and  a  half  for  overtime. 

Cleveland.  Where  no  agreement  is  made,  a  day's  work  (in 
mechanical,  manufacturing,  and  mining  businesses)  shall  consist 
of  eight  hours  (Revised  Statutes,  See.  4364-63).  The  statute  of 
April  16,  1900,  undertook  to  establish  an  eight-hour  day  for  labor- 
ers, workmen  and  mechanics  working  for  the  State  or  any  subdi- 
vision thereof,  and  for  any  contractor  constructing  public  works  for 
the  State  or  any  minor  division  thereof.  On  December  3,  1903,  in 
The  City  of  Cleveland  vs.  The  Clements  Brothers'  Construction 
Company,  the  Supreme  Court  declared  the  act  unconstitutional, 
under  Sees.  1  and  19  of  Art.  1  of  the  Constitution. 

Syracuse.  By  the  Laws  of  1897  (Ch.  415,  Par.  3,  as  amended 
by  Laws  of  1899,  Ch.  567,  and  of  1900,  Ch.  398),  eight  hours  con- 
stitute a  day's  labor.  This  law  applies  to  the  State  and  municipal 
corporations,  and  to  contractors  working  for  the  same.  By  the  same 
statute  preference  is  given  to  citizens  of  the  State  of  New  York, 
and  only  citizens  of  the  United  States  may  be  employed. 
B.  38.     Give  statutory  provisions  regarding  pensions  to  employees. 

Chicago.  By  General  Act  of  May  16,  1905,  applying  to  cities 
of  more  than  100,000  population,  a  pension  fund  for  employees  in 
water  works  only,  who  draw  more  than  $65  a  month,  is  created  and 
placed  in  the  hands  of  a  Board  of  Trustees  consisting  of  the  Mayor, 
the  Comptroller  and  four  employees  contributing  to  the  fund, 
elected  by  the  contributing  employees  for  terms  of  two  years,  after 
the  first  term.  The  funds  for  such  pensions  are  to  be  derived 
wholly  by  retaining  a  portion  of  the  wages  or  salary  (gifts  and 
bequests  excepted,  the  contribution  of  each  to  be  determined  by 
the  Board  of  Trustees;  provided,  that  the  amount  be  not  less 
than  1  nor  more  than  3  per  cent,  of  the  annual  pay  of  the  con- 
tributor. The  trustees  determine  the  amount  of  benefits  within  the 
maximum  of  50  per  cent,  of  the  salary  or  wages  at  the  time  of  re- 
tirement.    Employees  50  years  old,  who  have  contributed  to  the 
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fund  for  10  years,  and  have  been  for  20  years  connected  with  the 
•water  works  may  retire  on  a  pension  of  50'  per  cent,  of  their  last 
monthly  pay.  The  widow  and  minor  children,  in  case  of  death  of 
the  father,  shall  receive  a  total  of  one-half  the  pension  of  the  father 
so  long  as  the  widow  remains  unmarried,  and  the  children  are  under 
18  years  of  age.  Upon  the  death  of  a  contributor  who  is  not  en- 
titled to  benefits  by  length  of  service,  his  widow  or  minor  children 
are  entitled  to  $300,  and  if  there  be  no  widow  or  minor  children, 
$300  may  be  spent  by  the  trustees  for  burfal  expenses.  One  who 
has  contributed  five  years  may  receive  a  pension  for  two  years  upon 
retiring  for  a  disability.  A  contributor  for  five  years,  upon  dis- 
missal or  resignation,  may  receive  half  that  he  has  contributed.  If 
one  who  has  contributed  for  13  years  is  dismissed  or  resigns,  he 
may  continue  the  necessary  payments  until  he  becomes  entitled  to 
retire  on  a  pension.  Such  pension  fund  is  entirely  exempt  from  at- 
tachment. Under  this  act  the  trustees  have  been  chosen,  and  the 
system  organized. 

Cleveland.  No  statutory  provisions  for  pensions  to  employees 
of  the  water  works.  Ohio  statutes  authorize^,  pension  funds  for  fire- 
men, policemen,  sanitary  policemen,  and  school  teachers  only. 

Syracuse.     No  provisions. 
B  29.     Give  statutory  provisions  regarding  strikes. 

Chicago.  By  an  Act  of  August  2,  1896,  amended  by  Act  of 
April  IS,  1899,  and  Act  of  May  11,  1901,  a  board  of  voluntary  arbi- 
tration for  all  labor  controvCTsies  is  established,  but  without  special 
provisions  for  city  employees.  By  the  earlier  acts  this  board  could 
deal  with  strikes  or  lockouts  only  upon  request  of  one  or  both 
parties;  but  by  the  amendment  of  1901  the  board  may,  upon  its  own 
initiative,  investigate  strikes  and  publish  the  results  of  its  findings. 
These,  however,  have  no  binding  force;  but  for  the  purpose  of  in- 
vestigation the  board  can  compel  the  attendance  of  witnesses.  The 
decisions  of  this  board  have  binding  force  in  case  only  that  both 
parties  to  the  controversy  have  asked  the  intervention  of  the  board. 
Even  then  either  party  may  withdraw  from  the  decision  after  six 
months,*  with  due  notice.  WhUe  such  settlement  is  binding,  the 
court  is  prohibited  from  enforcing  the  decision  by  imprisonment. 

Cleveland.  I  find  nothing  bearing  directly  on  the  subject  of 
strikes;  but  by  Sec.  5601  of  the  Eevised  Statutes,  any  person  having 
any  controversy,  except  such  as  may  involve-  the  title  of  real  estate, 
may  submit  such  controversy  to  the  arbitration  of  any  person  or 
persons  agreed  upon,  and  "may  make  such 'submission  riie  of  any 
court  of  record  in  the  State."  Unless  the  municipality  is  disabled 
by  positive  law,  it  may  be  a  party  to  such  arbitration.  Springfield 
vs.  Walker,  43  0.  S.,  543. 

There  is  also  a  State  Board  of  Arbitration,  appointed  under 
the  Act  of  Peb.  10,  1885,  amended  in  1893  and  again  in  1895,  and 
again  in  1897.  This  seems  to  be  an  entirely  yoluntary  affair,  and  to 
be  unimportant.  Sec.  13  requires  the  Mayor  or  Probate  Judge  to 
notify  the  Board  of  Arbitration  when  any  strike  or  lockout  is  seri- 
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ously  threatened,  or  begun.  The  board  may"  also  act  on  its  own  ini- 
tiative, and  if  the  employer  concerned  employs  more  than  35  persons 
in  one  line  of  business  the  board  shall  undertake  to  bring  about  an 
amicable  settlement. 

Syracuse.  No  legislation  bearing  especially  on  strikes  of  city 
employees.  General  legislation  on  mediation  and  arbitration — Laws 
of  1897,  Ch.  415,  Art.  10.  So  far  as  I  can  find  out  these  laws  have 
never  been  invoked  in  the  case  of  difficulty  between  a  municipality 
and  its  employees. 

B  30.      Give   statutory  provisions   regarding   citizenship   of   em- 
ployees. 

Chicago.  By  Act  of  June  1,  1889,  persons  paid  from  public 
funds,  directly  or  indirectly,  including  those  working  for  contractors 
on  public  work,  must  be  citizens  of  the  United  States,  or  those  who 
have  declared  their  intention  of  becoming  such.  The  failure  to  take 
out  final  naturalization  papers  for  three  months  after  one  is  entitled 
to  do  so  forfeits  one's  rights  to  such  employment.  Under  the  Civil 
Service  Law  (Act  of  March  20,  1895,)  applicants  for  positions  in 
the  classified  service,  which  service  includes  all  persons  connected 
with  the  water  works  below  the  Commissioner  of  Public  Works, 
must  be  citizens  of  the  United  States. 

Cleveland.     N"o  provisions. 

Syracuse.  Laws  of  1897,  Ch.  415,  Par.  13,  as  amended  by 
Laws  of  1903,  Ch.  454,  preference  is  to  be  given  to  citizens  of  the 
State  of  New  York,  and  only  citizens  of  the  United  States  shall  be 
employed. 

B  31.     Give  statutory  provisions  regarding  other  important  mat- 
ters. , 

Chicago.  Starr  &  Curtis  (1896),  Ch.  82,  Par.  24,  gives  the 
workmen  or  the  furnisher  of  material  for  public  improvements  a 
lien  on  the  payment  due  the  contractor,  and  in  case  of  city  work  it 
is  made  the  duty  of  the  city,  upon  due  proof  of  claim,  to  pay  for 
such  material  or  labor  out  of  funds  due  or  to  become  due  to  the  con- 
tractor. Sec.  1854  of  the  revised  ordiuanaes  of  Chicago  requires 
the  Commissioner  of  Public  Works  in  letting  contracts  to  insert 
provisions  in  accordance  with  this  act,  and  to  retain  not  less  than  15 
per  cent,  of  the  contract  price  until  he  is  satisfied  that  the  con- 
tractor has  paid  for  all  material  and  labor  for  the  work.  Sec.  1855 
requires  the  Commissioner  of  Public  Works  to  cease  payment  on  a 
contract  until  the  contractor  has  paid  the  sums  due  for  all  labor 
and  material,  and  pay  for  the  same  himself  out  of  any  money  due 
the  contractor. 

Cleveland  and  Syracuse. 

B  32.     Are  the  laws  relating  to  the  construction  and  operation  of 

works  applicable  to  municipal  and  private  plants  alike  ? 
B  33.     If  there  are  any  differences,  state  them. 

Chicago.  Private  companies  construct  their  works  and  operate 
under  ordinance  contracts  with  the  city,  and  are  left  free  to  do  what 
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they  want  with  their  income  under  the  contract.  The  funds  of 
the  public  water  works  are  reserved  for  operation  and  extensions, 
while  any  surplus  goes  into  the  general  fund. 

Cleveland.  No  differences,  so  far  as  I  understand  the  ques- 
tion. 

Syracuse.     The  Laws  of  1897,  Ch.  415,  Sec.  3,  as  amended  by 
Laws  of  1899,  Ch.  567,  and  of  1900,  Ch.  298,  give  the  right  to 
laborers  on  private,  but  not  on  public  (muhicipal  or  State),  works, 
to  contract  out  of  the  eight-hour  day.     Under  the  Laws  of  1897, 
Ch.  415,  Par.  14,  stone  used  in  municipal  work,  except  paving 
blocks  and  crushed  stone,  must  be  dressed  in  the  State. 
B  34.     If  any  State  board,  commission,  or  other  authority  has  con- 
trol or  supervision  over  municipalities  as  regards  water- 
works, give  statutory  provisions  relating  to  its  powers  and 
functions. 

Chicago.     No  provisions. 

Cleveland.  Sees.  409  to  425  of  the  Eevised  Statutes  require 
the  State  Board  of  Health  to  respond  promptly  when  called  upon 
by  the  local  Board  of  Health  "  to  investigate  and  report  upon  the 
water  supply,  sewerage,  disposal  of  excreta,-  heating,  plumbing,  or 
ventilation  of  any  place  or  public  building,  m&  no  city,  village,  cor- 
poration, or  person,  shall  introduce  a  public  water  supply  or  system 
of  SCI  erage,  or  change  or  extend  any  public  water  supply  or  outlet 
of  any  system  of  sewerage  now  in  use  unless  the  proposed  source  of 
such  water  supply  or  outlet  for  such  sewerage  system  shall  have 
been  submitted  to  and  received  the  approval  of  the  State  Board  of 
Health."  By  Sees.  409-427,  E.  S.,  the  State  Board  of  Health  is 
required  to  examine  and  report  annually  the?  condition  of  all  public 
water  supplies. 

For  the  powers  of  the  State  Auditor  over  the  reports  and  ac- 
counts of  the  Water  Works  Department,  see  answer  to  B  23. 

Syracuse.  Ko  such  board  except  that  the  State  Board  of 
Health,  imder  Ch.  25  of  the  general  laws,  Art.  2,  Sec.  25,  has  the 
right  to  inquire  upon  complaint  or  upon  its  own  initiative  concern- 
ing nuisances  or  causes  of  danger  or  injury  to  life  or  health  within 
the  municipality.  They  have  the  right  to  enter  all  premises  where 
nuisances  or  conditions  dangerous  to  life  or  health  are  known  or 
believed  to  exist.  They  act  at  their  own  peril  as  to  abuse  of  dis- 
cretion: Kent  vs.  Village  of  ISTorth  Tarrytown,  23  Misc.  N".  Y.,  86. 
By  the  same  act  the  board  may  make  health,  rules  and  regulations, 
and  provide  penalties  for  the  violation  thereof,  and  may  perform 
all  the  functions  of  a  local  Board  of  Health,  when  there  is  no  local 
Board  of  Health,  and  they  have  general  supervision  over  local 
Boards  of  Health.  The  Laws  of  1893,  Ch.  661,  Sec.  7,  as  amended 
by  Laws  of  1903,  Ch.  468,  authorize  the  State  Board  to  protect  from 
contamination  all  public  supplies  of  potable  water  and  their  sources, 
and  to  impose  suitable  penalties  for  noncompliance. 
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B  35.     What  have  been  the  effects  of  this  supervision  ? 

Chicago . 

Cleveland.  The  State  Board  of  Health  has  made  a  vigorous 
fight,  under  its  limited  powers  in  the  matterj  to  compel  the  filtering 
of  water,  and  in  addition  to  prevent  so  milch  sewage  from  flowing 
into  the  lake.  (See  An.  Eep.,  1903,  pp.  170-180.)  In  1894  the 
board  refused  to  approve  the  sewer  system  for  the  west  side  of 
Cleveland  on  the  ground  that  it  would  pollute  the  water  supply. 
Upon  renewed  application,  by  a  decided  majority  it  refused  again 
March  27,  1895,  unless  the  city  water  was  filtered.  The  residt  was 
a  conference  between  the  Board  and  the  Chamber  of  Commerce  of 
Cleveland,  at  which  the  State  Board  agreed  to  accept  the  recom- 
mendations of  a  board  of  experts  of  national  reputation,  to  be  ap- 
pointed. The  board  of  experts,  duly  appointed,  recommended  the 
new  five-mUe  tunnel,  and  a  sewer  system  emptying  10  mUes  to  the 
east.  The  board  kept  to  its  promise,  and  approved  the  plan, 
although  it  says  that  the  pumping  station  to  flush  the  river  included 
as  part  of  the  recommendation  of  the  experts  has  never  been  built. 
The  board  admits  that  the  effect  of  the  new  tunnel  has  not  yet  been 
determined,  but  insists  that  the  water  ought  to  be  filtered.  The 
board,  in  its  report  of  1903,  says  that  it  gave  its  consent  with  "de- 
cided reluctance,"  and  declares  that  in  any  foreign  city  a  typhoid 
epidemic  as  large  as  Cleveland's  "would  be  heralded  as  a  disgrace- 
ful sensation  on  both  sides  of  the  water."  In  the  five  years  begin- 
ning with  1898  there  were  906  deaths,  repregenting  probably  11,335 
cases. 

Syracuse.  Soon  after  the  Act  of  1893  the  State  Board  of 
Health  adopted  a  complete  code  for  the  protection  of  the  waters  of 
Skaneateles.  The  Water  Board  of  the  City  of  Syracuse  approved 
the  rules.  Judging  by  the  clipping  from  the  Syracuse  Journal  of 
August  31,  1906,  which  is  in  part  as  follows :  "Syracuse  water  sup- 
ply befouled  by  filthy  waste.  Eules  and  regulations  of  the  State 
Board  of  Health  promulgated  10  years  ago  violated  every  day  along 
the  shores  of  Skaneateles  Lake.  'The  water  from  Skaneateles  Lake, 
which  we  drink  every  day,  is  contaminated  water,'  said  a  local 
physician  to  the  Journal  to-day.  These  are  the  facts:  that  all  the 
waste  matter  from  the  toilet  rooms  and  thei  slops  from  the  kitchen 
at  the  hotel  at  the  head  of  Skaneateles  Lake  flow  directly  into  the 
lake ;  that  outhouses  for  the  convenience  of  .those  who  occupy  prop- 
erty along  the  shores  of  the  lake  stand  over  little  brooks  which  carry 
the  contents  of  these  outhouses  into  the  lake ;  that  during  the  sum- 
mer season  men  and  women  and  boys  and  girls  bathe  in  the  lake  on 
both  the  eastern  and  western  shores  along  g^lmost  its  entire  length 
from  Skaneateles  village  to  Fair  Haven ;  that  it  is  from  this  body 
of  water  that  the  people  of  Syracuse  obtain  their  water  for  domestic 
purposes" ;  and  also  to  judge  from  my  own  observation  on  the  spot, 
these  rules  seem  to  be  largely  disregarded.  There  is  no  regular 
continuous  inspection  or  control  of  the  watershed.  There  are 
numerous  villages  and  many  summer  cottages,  and  at  least  one 
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large  hotel  immediately  on  the  shore,  while  the  lake  is  a  favorite 
summer  resort  with  several  large  steamers  ruimuig  on  it. 
B  36.     Does  the  municipality  make  regular* reports  to  State  boards 
or  commissions  as  to  the  results  of  operation  ? 

Chicago.     ISfo. 

Cleveland.  Yes.  Eeports  to  the  State  Auditor  and  to  the 
State  Board  of  Health,  on  very  brief  printed  blanks  furnished  by 
these  departments  (from  1  to  3  pages). 

Syracuse.    Yes.     See  answer  to  B  23. 
B  37.     Is  there  any  authority  not  connected  with  the  municipality 
itself  which  examines  the  water  and  character  of  the  ser- 
vice? 

Chicago.  No.  The  city  itself  makes'  'daiLy  analyses  of  the 
water  and  publishes  the  results. 

Cleveland.     See  answer  to  B  34. 

Syracuse.  Not  regularly.  The  State  Board  of  Health,  upon 
request  of  the  city,  if  the  city  will  pay  the  expenses  thereof,  or  if 
the  State  Board  have  available  funds  of  its  own,  will  undertake 
the  work  and  make  a  special  examination.  It  is  needless  to  say 
that  usually  both  these  bodies  are  short  of  funds  for  the  purpose. 
B  38.     Are  the  results  of  such  examinations  published  ? 

Chicago.     Answered  under  B  37. 

Cleveland.    Yes. 

Syracuse.    Usually. 

B  39.     If  Judicial  or  administrative  orders  have  been  issued  by 
State  authorities  relative  to  the  municipal  water  works 
state  them  and  give  source  and  date  of  issue. 
Chicago,  Cleveland  and  Syracuse.     Nothing  except  in  regard 

to  the  State  Board  of  Health  explained  under  B  35. 

B  40.     Has  the  municipality  unrestricted  power  as  regards  its  own 
plant  ? 

(a)  To  fix  rates  charged  for  water  ? 

(b)  To  fix  rates  charged  for  meters,  appliances,  etc.  ? 

(c)  To  raise  money  by  taxation  to  defray  current  expenses  ? 
Chicago.     The  city  has  the  power  to  fix  rates  for  water,  meters, 

etc.,  except  that  under  the  Act  of  Apr.  19,  1S99,  as  amended  by  the 
Act  of  May  18,  1905,  the  rates  must  be  higfi  enough,  together  with 
the  taxes  provided  for  in  this  act,  to  meet  i)perating  expenses  and 
pay  the  principal  and  interest  of  the  bonds,  also  to  make  necessary 
extensions  and  repairs. 

The  city  may  levy  taxes  to  defray  current  expenses,  but  sub- 
ject to  severe  restrictions;  namely,  to  the  total  maximum  of  5  per 
cent,  for  all  taxing  bodies  of  the  territory,  and  next  by  the  2  per 
cent,  limit  for  aU  municipal  purposes — Act  of  Apr.  10,  1872,  as 
modified  by  an  Act  of  Apr.  19,  1899,  as  amended  by  an  Act  of  May 
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18,  1905,  as  modified  by  the  Constitutional  A-mendment  of  1904. 
See  also  answer  to  B  7. 

Cleveland.  The  city  has  unlimited  power  over  the  rates  for 
water  meters,  appliances,  etc.,  and  also  unlimited  power,  under  the 
following  conditions,  to  levy  taxes  for  current  expenses.  Under 
Sec.  9  of  the  Municipal  Code  the  city  has  the  special  power  to  levy 
and  collect  taxes.  By  See.  33  taxes  may  be  levied  "for  the  purposes 
of  paying  the  expenses  of  the  corporation,  constructing  all  improve- 
ments authorized,  and  the  exercising  of  the  general  and  special 
powers  conferred  by  law."  The  Legislature'  is  the  judge  of  what  is 
a  public  purpose  (Walker  vs.  Cincinnati,  21  0.  S.,  14) .  Sec.  33  of 
the  Municipal  Code  fixes  the  maximum  rate  of  taxation  at  10  mills 
on  the  dollar.  The  city  for  the  current  year  levies  the  maximum 
of  10  mills.  The  following  taxes,  amounting  for  the  current  year 
to  3.5  mills,  are  outside  of  the  10-mill  limitation:  sinking  fund  and 
interest,  3  mills ;  firemen's  pension,  .223  of  a'mill ;  police  relief  fund, 
.35  of  a  mill;  sanitary  police  pension  fund,  .038  mill.  The  city  has 
nothing  to  do  with  levying  State,  county,  and  school  taxes,  all  of 
which  are  necessarily  in  addition  to  the  above  total  of  13^  miUs. 
By  Sec.  34  of  the  code,  taxes  beyond  the  limit,  and  apparently  to 
any  extent,  may  be  levied  for  any  lawful  pur.pose  if  the  levy  be  au- 
thorized by  a  popular  vote  of  two-thirds  of  those  voting  on  the 
proposition,  the  election  for  such  purpose  being  duly  authorized  and 
held  xinder  an  ordinance. 

Syracuse.  The  city  has  full  power  over  the  rates  for  water, 
meters,  and  appliances. 

Its  power  in  regard  to  taxation  has  ney.er  been  ruled  upon  by 
the  courts.  Most  of  the  officers  about  the  City  Hall  declare  that 
the  department  is  carried  on  exclusively  under  the  special  legisla- 
tion, chiefly  the  Acts  of  1899  and  1890,  and  that  this  legislation 
does  not  authorize  such  taxation.  My  own  opinion  is  that  the  gen- 
eral legislation  for  cities  of  the  second  class,  with  its  amendments, 
is  not  in  conflict  with  the  special  legislation  referred  to,  and  gives 
ample  power  to  the  city  to  construct,  enlarge,  maintain  and  operate 
water  works  by  general  taxation,  in  case  it  desired  to  do  so.  The 
revenues  of  the  bureau  have  been  such  hitherto  as  to  prevent  the 
need  of  such  taxation.  I  think  this  is  a  fair  inference,  although  the 
point  was  not  specifically  ruled  upon,  from  the  decision  in  Alvord 
vs.  The  City  of  Syracuse,  163  1^.  Y.,  160,  where  the  court  said  ia 
speaking  of  the  year  1899 :  "The  expense  of  the  acquisition,  main- 
tenance and  extension  of  the  water  works  and  plant  was  charged  on 
the  whole  city,  the  city  being  remunerated  by  rates  levied  upon  the 
consumers  of  water."  The  supplying  of  wafer  has  time  and  agaia 
been  declared  by  the  New  York  courts  to  be  a  "city  purpose"  under 
the  New  York  statutes,  and  rights  are  given'  the  city  to  levy  taxes 
for  city  purposes. 
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C— PUBLIC  SUPERVISION  OF  PRIVATE   COMPANIES. 

This  schedule  applying  to  private  coijipanies  only,  does  not 
apply  to  Chicago,  Cleveland,  and  Syracuse, 
C  1.     Date  of  incorporation  of  company. 
C  2.     Place  of  incorporation  of  company. 
C  3.     Was  incorporation  under, 

(a)  General  law,  or  (b)  special  legislative  act,  or  (c)  admin- 
istrative order,  or  (d)  other  method? 

Indianapolis.  The  company  was  ineoi|)orated  at  Indianapolis 
Apr.  23,  1881,  under  a  general  act  of  Peb._  4,  1881.  This  is  sup- 
posed to  be  the  only  company  ever  organized  under  that  act.  The 
previous  company,  which  went  iuto  bankruptcy,  was  incorporated 
Oct.  1869  under  an  Act  of  March  6,  1865. 

New  Haven.  The  company  was  organized  at  New  Haven  in 
1849,  under  a  special  charter.  Act  of  1849. 

C  4.  For  what  length  of  time  was  original  incorporation  to  be  ef- 
fective ? 

Indianapolis.     Fifty  years. 

New  Haven.     Perpetual;  no  time  mentioned. 

C  5.  If  this  duration  has  since  been  extended  or  decreased,  state 
when,  how,  for  what  period  of  time,  and  reasons  therefor. 

Indianapolis.  As  the  Act  of  Feb.  4,  1881,  gives  the  company 
the  rights  and  privileges  and  imposes  upon  it  the  duties  and  obliga- 
tions of  the  old  company,  I  consider  that  the  charter  of  the  present 
company  expires  in  50  years  from  the  date  of  the  first  charter  in 
1869.  The  counsel  and  other  officers  of  the.  company  claim  for  the 
company  a  life  of  50  years  from  the  Act  of  1881,  There  certainly 
is  no  specific  mention  of  a  time  limit  in  the  charter  of  1881. 

New  Haven.    — - — . 

C  6.  Was  the  power  of  alteration  or  amendment  of  this  original 
charter  reserved  to  the  State  ? 

Indianapolis.     ISTo. 

New  Haven.    Yes,  by  Par,  11. 
C  7.     State  succinctly  the  powers  conferred  by  this  charter. 

Indianapolis.  The  charter  was  limited  to  50  years.  The  city 
was  authorized  to  take  as  much  stock  in  the- company  as  it  pleased. 
The  company  had  the  right  to  enter  upon,  survey,  and  take  by  con- 
demnation such  land  and  property  as  was  necessary.  The  city  was 
compelled  to  grant  street  locations  and  a  gjte  for  the  works,  and 
permitted  to  subject  the  company  to  reasonable  regulation  as  to  the 
use  of  the  streets,  charging  and  collecting  of  tolls  and  the  rates,  both 
public  and  private,  to  be  charged;  provided,  that  "no  restrictions 
shall  be  imposed  by  said  Common  Council  which  will  prevent  such 
company  realizing  upon  its  capital  stock  an  annual  dividend  of  10  per 
cent,  after  paying  the  costs  of  all  necessary  repairs  and  expenses." 
The  city  had  the  right  to  purchase  all  the  property,  rights  and  fran- 
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chises  of  the  company  after  35  years,  the  price  to  be  fixed  by  joint 
arbitration  by  a  board  of  five.  The  city  waa  given  the  right  to  pur- 
chase on  the  same  terms  before  the  end  of  the  25  years,  if  the  com- 
pany earned  more  than  10  per  cent,  anmiallyj,  in  addition  to  -J  of  1 
per  cent,  annually  for  the  reserve  or  contingent  fund.  By  See.  11  the 
company  was  required  to  submit  to  the  city  and  publish  in  the  news- 
papers for  10  successive  days  a  financial  report  of  the  condition  and 
operation  of  the  company.  Under  ordinan.ce  contract  of  Jan.  3, 
1870,  the  city  has  the  right  to  purchase  at  any  time  on  six  months' 
notice,  and  if  the  company  fails  to  keep  this  contract,  it  forfeits  all 
the  rights,  or,  at  the  discretion  of  the  city,  all  claims  of  payment 
for  water  used  by  the  city.  Under  amended  ordinance  of  January 
34, 1870,  such  forfeiture  is  to  take  place  only  by  judgment  of  a  com- 
petent court;  provided,  that  "the  right  of  such  city  to  purchase 
such  works  shall  accrue  immediately  if,  at  the  end  of  twelve  years 
from  the  time  of  organization  of  such  company,  or  at  the  expiration 
of  any  year  thereafter,  it  shall  appear  that  such  company  has  im- 
posed and  collected  such  rates  or  charges  for  the  supply  of  water  as 
shall  have  caused  the  average  annual  income  or  dividends  of  such 
company  on  its  capital  stock  to  exceed  10  per  cent.,  after  paying 
the  cost  of  all  necessary  repairs  and  expenses,  and  exclusive  of  -J  of 
1  per  cent,  per  annum,  which  may  be  set  apart  or  reserved  as  a 
surplus  or  contingent  fund."  The  company  had  the  right  to  fix  its 
own  rates  within  these  limits. 

New  Haven.  The  right  to  be  a  corporation,  with  the  usual 
powers  of  such  body,  for  the  purpose  of  supplying  the  City  of  ISTew 
Haven  with  pure  water  for  domestic  and  public  uses.  The  capital 
stock  was  to  be  $100,000  to  $200,000,  par  $50 ;  at  least  $50,000  to 
be  subscribed  before  organization.  No  limit  on  the  dividends;  the 
stock  to  be  paid  as  and  when  directors  determine.  The  company 
had  the  right  to  open  the  streets,  alleys,  etc.,  of  New  Haven,  and 
to  lay,  repair,  and  maintain  pipes  without  the  consent  of  the  city 
authorities;  the  right  to  acquire  any  lands  and  right  of  way  by  vol- 
untary agreement;  the  power  to  acquire  a  right  of  way  over  the 
property  of  private  persons  through  the  intervention  of  the  court. 

C  8.     What  were  the  limitations  specified  in  the  original  charter, 
particularly  as  regards,   (a)  the  area  to  be  served,  (b) 
stock  to  be  issued,  (c)  bonds  to  be  issued,  (d)  dividends 
to  be  paid,  (e)  prices  to  be  charged,  (f)  sources  of  sup- 
ply, (g)  purity  of  water,  (h)  location  of  wires,  (i)  audit 
of  account,  (J)  taxation,  (k)  compensation  for  franchises, 
(1)    publication  of  reports,    (m)   making  of  returns  to 
governmental  authorities,   (n)    other  important  matters? 
Indianapolis.     The  company  was  to  serve  the  city  of  India- 
napolis;  might  issue  $500,000  in  stock  (Certificate  of  incorporation, 
1881;  amount  imlimited  in  act  of  1865).    Bonds  not  mentioned  m 
charter,  but  under  the  laws  of  the  time,  could  be  issued  at  the  dis- 
cretion of  the  company;  dividends  were  limited  to  10  per  cent., 
under  penalty  of  forfeiture.    The  price  could  be  regulated  by  the 
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city,  but  not  so  as  to  yield  less  than  10  per  cent,  dividend,  with  ^ 
per  cent,  annually  for  contingent  fund.  iSTo  mention  of  the  matters 
under  (g)-(k)  inclusive.  The  company  ^as  required  to  publish 
annual  reports  under  oath  ten  successive  days  in  the  newspapers 
before  the  annual  meeting.  No  other  returns.  The  company  was 
authorized  to  take  by  condemnation  "all  such  real  estate  as  shall 
be  necessary  to  carry  on  the  business,  and  forward  the  objects  and 
purposes  of  said  company."  This  clause  was  meant  to  include 
reservoirs  and  water  sources,  as  well  as  rea,l  estate  for  other  pur- 
poses. 

New  Haven.  The  company  was  to  serve  the  territory  of  the 
City  of  New  Haven;  to  issue  not  to  exceed  $200,000  of  stock.  No 
mention  was  made  of  bonds,  but  under  Connecticut  jurisprudence 
corporations  not  specifically  limited  had  unliinited  borrowing  power. 
There  was  no  restriction  on  dividends,  nor  on  prices,  nor  as  re- 
gards sources  of  supply,  and  no  provisions  for  audit;  no  mention 
of  taxes  or  compensation  for  franchises,  or  making  returns,  or 
publishing  reports.  The  water  was  to  be  "pure,"  and  the  books 
of  the  company  to  be  open  to  the  inspection  of  the  stockholders. 
C  9.  Have  any  changes  ever  been  made  ia  the  original  charter  as 
regards  powers  and  limitations  of  the  company?  State 
how,  when,  to  what  extent,  and  for  what  reasons. 

Indianapolis.  None,  except  as  previously  noted — under  the  act 
of  February  4,  1881,  authorizing  new  incorporation  with  the  same 
powers  as  under  the  previous  act. 

New  Haven.  By  amendment  in  1851,  the  company  was  given 
the  right  to  take  water  from  any  stream  below  a  point  where  the 
same  was  used  for  mills;  to  construct,  marutain,  and  repair  the 
necessary  reservoirs,  canals  and  tide-gates;  to  abolish  existing,  and 
prevent  the  creation  of  future  nuisances  affecting  their  interests, 
and  to  exercise  the  right  of  eminent  domain  through  the  interven- 
tion of  the  court  for  the  acquiring  of  any  private  property  needed 
for  their  purposes.  The  amendment  of  1856  permits  increase  of 
share  capital  to  $450,000,  with  loans  at  not  exceeding  7  per  cent., 
to  the  amount  of  one-half  the  capital  paid  in,  and  invested  by  said 
company.  Certificate  imder  oath  of  the  ampunt  of  capital  paid  in 
and  investment  of  the  company  to  be  made  to  the  State  ComptroUer. 
Under  this  act,  Section  3,  and  under  another  amendment  passed 
1857,  the  company  was  given  the  right  to  change  certain  highways 
to  accommodate  their  reservoir.  These  provisions  were  repealed 
June  33,  1860,  before  the  company  acted  under  them.  The  act  of 
June  23,  1860,  authorized  the  company  to  condemn  certain  public 
roads,  bridges  and  lands  in  the  Town  of  Hamden,  provided  that 
the  company  at  its  own  expense  provided  other  roads  and  lands  to 
the  satisfaction  of  the  Selectmen.  Section  1  of  this  act  authorized 
the  company  to  establish  such  public  hydrants  at  such  places  as  it 
wished,  to  lay  pipes  to  any  house  or  buildipg  with  the  consent  of 
the  owner,  and  to  "regulate  the  use  of  the  said  water  within  and 
without  said  city,  and  establish  the  prices  or  rents  to  be  paid  there- 
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for."  This  is  the  first  mention  of  the  price  of  water  for  public  or 
private  use.  Section  8  gave  the  company  the  power  to  prevent 
waste  and  stealing  of  water,  and  the  right  of  entry  on  private  prop- 
erty served  for  this  purpose.  Section  9  reqiiired  anybody  who  wan- 
tonly injured  the  water  or  property  of  the  company  or  committed 
any  nuisance  in  connection  therewith,  to  pay  triple  the  damages. 
The  amendment  of  June  10,  1863,  declared  that  the  company  had 
already  spent  $400,000  on  the  work,  and  authorized  a  total  bond 
issue  of  $200,000.  The  amendment  of  June "30,  1866,  gave  the  com- 
pany the  same  rights  in  East  Haven  as  in  Wew  Haven.  The  amend- 
ment of  June  2,  1861,  authorized  a  total  share  capital  of  $1,000,000, 
and  a  total  bond  issue  not  to  exceed  one-half  of  the  share  capital, 
and  not  to  ezceed  $500,000.  The  amendment  of  June  22,  1876,  in- 
creased the  number  of  directors  from  seven  to  nine.  The  amend- 
ment of  March  19,  1880,  authorized  a  total  share  capital  of 
$1,500,000,  to  be  paid  in  cash  or  its  equivalent,  and  required  that 
the  new  shares  should  be  offered  to  existing  stockholders.  This  is 
the  first  prohibition  of  stock  watering  or  stock  dividends.  The 
amendment  of  1882  is  an  entire  departure  from  American  legisla- 
tive methods  so  far  as  they  have  come  under  my  observation.  It 
confirms  a  certain  contract  between  the  company  and  city  and  tovra 
of  N"ew  Haven,  making  that  contract  an  amendment  to  the  com- 
pany's charter,  and  also  of  the  city's  charter.  Section  2  of  the  act 
specifically  enables  the  city  or  any  person  or  persons  to  maintain 
suitable  action  in  the  courts  to  obtain  damages  from  the  company 
under  the  stipulations  of  the  contract.  This  new  method  of  legis- 
lation seems  since  to  have  become  chronic  in  Connecticut.  The 
amendment  of  March  19,  1889,  authorizes  a  maximum  share  cap- 
ital of  $2,000,000,  new  shares  to  be  offered  to  existing  shareholders, 
not  below  par,  on  terms  determined  by  stockholders.  The  bond 
issue  is  not  to  exceed  $1,000,000,  and  not  to  exceed  one-half  of  the 
sum  "actually  expended  in  the  construction  or  purchase  of  its 
works."  The  amendment  of  1895  authorized  the  consolidation 
with  the  Fair  Haven  company  as  explained  elsewhere.  The  amend- 
ment of  April  5,  1897,  authorized  an  increase  of  the  share  capital, 
to  be  paid  in  cash  or  its  equivalent,  to  a  maximum  of  $3,000,000. 
By  Section  2  of  this  act,  the  limitation  of  the  bonds  of  the  com- 
pany to  one-half  the  amount  invested  in  the  works  disappears,  and 
the  bonds  are  limited  to  one-half  the  capital  stock  then  outstand- 
ing. By  amendment  of  April  23,  1897,  the  company  was  given  the 
same  rights  in  the  town  of  Branford  that  it  had  in  the  City  of  ISTew 
Haven,  provided  the  town  of  Branford  approved  this  act  by  popular 
vote,  and  that  any  corporation  which  has, .  or  may  obtain  at  the 
present  session  of  the  Legislature,  the  right  to  supply  such  town 
with  water,  gives  its  consent.  By  the  amendment  of  May  13,  1897, 
the  State  Board  of  Health,  after  notice  to  the  Mayor  of  Kew  Haven, 
and  the  Selectmen  of  any  town  affected,  and  after  public  hearing, 
is  .given  the  power  to  regulate  or  prohibit  fishing,  skating  and, boat- 
ing on  the  waters  of  the  company;  such  notice  not  to  affect  any 
existing  rights  of  the  company.    Orders  to  be  enforced  by  injunc 
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tion  at  the  suit  of  the  company,  penalty  $25.00,  provided,  further, 
that  the  company  pay  proper  damages  for  tibe  injury  of  any  vested 
interests  in  these  waters  injured  by  this  act;  such  damages  to  be 
determined  as  the  damages  for  taking  lands  .and  water  rights  by  the 
company.  By  amendment  of  June  1,  1903,  to  the  charter  of  the 
Kew  Haven  Water  Company,  and  also  of  the  charter  of  the  City  of 
New  Haven,  the  contract  between  these  two  parties,  dated  Febru- 
ary 17,  1902,  is  confirmed,  and  made  part  of  their  respective  char- 
ters, also  a  certain  stipulation,  dated  February  17,  1902,  given  by 
the  New  Haven  Water  Company  to  the  City  of  New  Haven,  was 
made  part  of  the  charter  of  the  company,  whenever  the  city  chooses 
to  exercise  the  option  therein  referred  to.  This  stipulation  is  ex- 
plained more  fully  hereafter.  By  amendment  of  June  22,  1905,  the 
company  was  authorized  to  lay  its  mains  and  supply  water  for  public 
and  domestic  use  in  the  towns  of  Bethany,  Woodbridge,  Branford, 
Cheshire,  Hamden,  North  Haven,  Prospect,  North  Branford  and 
Milford,  provided  that  where  any  other  company  is  lawfully  en- 
gaged in  supplying  water  to  any  one  of  such  towns  or  its  inhab- 
itants, the  written  consent  of  such  company  shall  be  obtained  by 
the  'New  Haven  company  from  such  company,  before  it  begins 
operations  in  such  town.  In  1864,  the  company  obtained  from  the 
Legislature  a  special  act  under  the  form  of  a  general  act,  requiring 
written  permission  from  the  company  to  enable  any  one  to  fish  in 
any  of  the  reservoirs  of  the  company.  Thig  provision  was  carried 
into  the  provisions  of  the  general  fishing  laws,  acts  of  1901,  Chapter 
140,  Section  51.  (See  General  Statutes  1902,  Section  3163.)  The 
penalty  under  the  act  of  1864  was  $7.00  or  ten  days  imprisonment. 
C  10.  What  fees  were  required  at  the  time  of  incorporation? 
Indianapolis.  None. 

Netu  Haven.  None.  If  any,  they  were  purely  nominal  fees 
meant  to  compensate  for  ,the  clerical  expense  of  recording.  A 
notice,  October  21,  1903,  from  the  Secretary  of  State,  that  the  ac- 
ceptance by  the  company  of  the  act  of  June  1,  1903,  was  received, 
bears  this  legend,  "Fee  for  recording  $1.00,  please  remit."  The 
company  is  not  aware,  and  I  can  find  no  evidence  that  even  such 
nominal  fees  were  required  in  1849  when  the  company  was  in- 
corporated. „ 

C  11.     Was  any  payment  made  during  the  past  year  to  anv  local  oi 
State  government  for  privilege  of  incorporation?" 
Indianapolis.     None. 
New  Haven.    None. 

C  12.     What  State  authorities  have  power  to  supervise,  regulate 
or  control  the  operations  of  the  company  ? 

No  such  restrictions  upon  the  Indianapolis  company. 
The  New  Haven  company  is  subject  to  a  mild  regulation  of 
the  Legislature,  and  the  State  Board  of  Health. 
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C  13.  Give  references  to  statutes  providing  for  such  supervision. 
C  If.  Give  references  to  the  general  State  laws  -which  relate  to 
water  works  and  water  companiesi 
Indianapolis.  Under  the  general  munfcipal  corporation  act  in 
force  April  15,  1905,  Section  53,  Paragraph  31,  the  Council  has 
power  to  regulate  the  making  of  connections  with  water  and  other 
pipes,  and  to  compel  owners  of  property  to  make  such  connections 
before  streets  are  improved.  By  Paragraph  36,  the  Council  has 
power  to  license  and  regulate  the  supply,  distribution  and  consump- 
tion of  water,  and  to  regulate  the  laying  of  mains  and  pipes ;  to  fix 
the  price  by  contract  or  franchise,  and  to  compel  the  performance 
of  contracts  for  the  extension  of  mains.  By  Section  54,  the  Coun- 
cil has  the  right  to  investigate  and  examine  into  "the  affairs  of  any 
corporation,  firm,  or  person  in  which  the  city  may  be  interested,  or 
with  which  it  may  have  entered  into  a  contract,  or  may  be  about 
to  do  so."  Such  investigation  carries  the  power  to  compel  the  pro- 
duction of  books  and  papers,  with  appeal  to  the  court  to  enforce  the 
same.  One  may  be  compelled  to  testify  against  himself  in  such 
cases.  Under  Section  93,  Paragraph  9,  the  Board  of  Public  Works 
of  the  city  has  the  power  to  contract  for  a  supply  of  water  for  pub- 
lie  or  private  uses,  and  to  fix  the  terms  and  conditions  of  such  sup- 
ply. By  Section  93,  Paragraph  8,  the  Board  of  Public  Works,  un- 
der direction  of  an  ordinance  for  the  purpose,  which  ordinance  must 
have  been  aproved  by  popular  vote,  may  buy  all  the  necessary 
lands  and  materials;  construct  and  operate  water  works,  or  may 
purchase  and  hold  stock  in  corporations  organized  for  this  purpose. 
Section  139,  gives  the  Board  of  Public  Works,  under  the  limita- 
tions already  noted,  complete  charge  of  the  financial  and  physical 
operation  of  the  works.  The  by-laws  and  regulations  of  the  Board 
for  this  purpose,  so  far  as  not  in  conflict  with  the  constitution  and 
laws,  have  the  force  of  ordinances.  Officers  and  employees  must,  so 
nearly  as  may  be,  be  chosen  on  the  bi-partisan  principle ;  that  is,  not 
more  than  one-half  from  any  one  party.  The.  Board  must  make 
monthly  financial  reports  to  the  Comptroller,  and  an  annual  re- 
port, which  must  be  published  with  the  Comptroller's  report  (Sec- 
tion 88-2).  Moneys  must  be  turned  over  to  the  treasurer  weekly, 
and  receipts  therefor  filed  with  the  Comptroller,  and  the  Board 
may  make  contracts  for  the  erection  of  works,  purchase  of  ma- 
chinery, and  the  manufacture  and  laying  of  pipes,  and  for  other 
work,  materials,  or  supplies  in  connection  with  the  work.  Such 
contracts  must  be  ratified  by  the  Council.  "The  City  Council  may 
through  a  committee  investigate  the  management  of  the  water 
works  at  any  time,  and  must  do  so  at  least  once  a  year.  Contracts 
for  the  work  to  be  done  for  the  Water  Works  Department  must  be 
let  to  the  lowest  responsible  bidder,  after  two  weeks'  public  notice. 
Such  contracts  must  be  ratified  by  the  Common  Council.  The 
Council  has  the  power  to  levy  a  general  annual  tax  of  not  exceeding 
$.50  for  paying  for  the  construction,  completion,  repairing,  or  re- 
building of  water  works,  paying  interest  and  principal  of  bonds 
issued  for  such  purpose.  The  jurisdiction  qf  the  city  shall  extend 
Vol.  II.— 6. 


66  NATIONAL     CIVIC     FEDERATION. 

teiti  miles  beyond  the  limit  of  the  city  for  the  purpose  of  preventing 
pollution.  "In  addition  to  the  powers  given  in  this  section,  the 
Board  of  Public  Works  in  any  such  city  shall  also  have  and  exer- 
cise all  the  executive  powers  given  in  this  act  in  relation  to  the  pur< 
chase,  or  condemnation,  erection  and  management  of  water  works." 
By  Section  349,  when  any  city  determines  to  erect  water  works,  or 
other  public  utilities  (Section  93,  clause  8)„or  to  purchase  or  lease 
such  works,  it  may  issue  bonds  in  denominations  of  $50  to  $1,000, 
to  run  from  five  to  thirty  years,  not  to  exceed  6  per  cent,  per  annum 
in  such  quantities  as  it  pleases,  and  at  such  prices  not  below  par. 
The  question  of  such  purchase,  erection,  or  lease,  must  be  submit- 
ted to  and  approved  by  popular  vote,  after  which  the  Council  by 
ordinance  shall  approve  -  such  contract  for  -erection,  purchase,  or 
lease  of  the  works.  At  least  twenty  days'  notice  of  such  election 
must  be  given.  By  Section  250,  the  city  niay  take  by  condemna- 
tion the  real  estate,  sources,  etc.,  or  easement  therein,  or  use  thereof, 
necessary  for  the  erection  and  operation  of  such  works.  This  clause 
is  wide  enough  to  include  the  condemnation  of  all  kinds  of  property 
rights.  "'No  such  works  or  plant  shall  be  so  purchased  subject  to 
any  lien  or  incumbrance  already  thereon,  which  indebtedness,  when 
added  to  the  indebtedness  of  such  city  or  town,  would  make  a  sum 
in  excess  of  2  per  cent,  of  the  value  of  the  taxable  property  within 
such  corporation."  By  Section  252,  the  Board  of  Public  Works, 
except  as  otherwise  provided  in  this  act,  has  complete  control,  and 
management  of  the  water  works.  By  Section  253,  the  city  by 
ordiuance  may  contract  with  any  person  or  corporation  to  construct 
and  operate  a  system  of  water  works  for  public  and  private  use.  In 
granting  such  franchise,  the  city  shall  agree  upon  the  .terms  and 
prices  for  both  public  and  private  use  "as  well  as  for  reasonable 
license  fees,  or  other  compensation"  for  the-  franchise  or  privilege. 
By  Section  254,  such  franchises  are  limited  to  twenty-iive  years, 
and  cities  are  authorized  to  buy  and  hold  stock  in  such  companies, 
and  to  borrow  mojiey  for  that  purpose.  There  seems  to  be  no  limit 
to  the  amount  to  be  borrowed  for  such  purposes,  or  to  the  length 
of  the  time  for  such  bonds  to  run.  Bonds  are  not  to  bear  more  than 
6  per  cent,  interest,  and  not  to  be  sold  below  par.  All  such  con- 
tracts are  subject  to  the  confirmation  of  the  Council.  By  Section 
256,  private  water  companies  have  the  right  to  condemn  necessary 
lands  and  waters  within  or  without  the  city  for  their  purposes.  By 
Section  257,  the  city  is  authorized  to  levy  a  general  tax  to  pay 
principal  and  interest  of  money  borrowed  for  the  erection,  pur- 
chase, lease,  completion,  extension,  or  improvement  of  any  water 
works.  The  tax  is  not  to  exceed  $0.50  on  the  $100.00,  with  poll  tax 
of  $1.00.  When  the  city  has  contracted  with  any  private  company, 
or  has  issued  bonds  to  pay  for  stock  in  sucli  company,  it  may  levy 
taxes  to  meet  such  obligations  not  to  exceed  $0.35  on  the  $10'0,  to- 
gether with  poll  tax  of  $1.00. 

New  Haven.  General  Statutes  (1902),  Section  1328,  as 
amended  by  Chapter  28,  Laws  of  1905;  also  Sections  2593-2598  in- 
clusive, and  Sections  2602  and  2603,  and  the  general  amendment 
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to  this  code  of  June  18;  1903.  These  acts  provide  in  general  a  fine 
of  $100.00,  or  six  months,  or  both,  for  polluting  reservoirs  or  sources 
of  any  public  water  supply,  and  prohibit  the  throwing  of  dead 
animals,  or  bathing  in  such  waters.  Special  penalties  for  willful 
pollution.  Under  Section  3596,  local  health  officers,  with  consent 
of  the  county  health  officers,  may  have  samples  of  water  exam- 
ined by  the  State  Board,  at  the  expense  of  the  local  board.  By 
Section  2599,  reservoirs  and  cemeteries  are  not  to  be  located  within 
one-half  mile  of  each  other,  except  the  court  find  that  such 
location  will  not  be  detrimental  to  health.  Section  3602  pro- 
hibits the  washing  of  animals  or  things  in  water  used  for  public 
supply,  or  the  placing  of  any  substances  where  they  will  wash  into 
such  supply,  after  the  local  health  authorities  have  declared  such 
substances  injurious.  Section  3603  authorizes  the  Governor,  on 
application  of  a  town,  borough,  city  or  company,  to  appoint  special 
policemen  to  protect  such  water  supply  from  contamination;  such 
policemen  to  be  paid  by  petitioner.  The  act  of  1903  authorizes 
either  a  company  or  a  municipality  to  enter  premises  on  their  re- 
spective water  sheds,  and  to  abate  nuisances  thereon  at  their  own 
expense.  The  court  may  order  the  removal  of  any  building,  or  en- 
join any  use  of  land  or  building  injurious  to  the  water.  This  act 
allows  any  public  or  private  water  company  to  condemn  according 
to  law  any  land  necessary  to  protect  their  water  supply.  The  reg- 
ular procedure — through  appraisers  appointed  by  the  court — as  in 
the  case  of  expropriation,  must  be  follovs^ed.  'So  other  general 
legislation  is  applicable  to  this  company,  eicept  Section  4169,  Ee- 
vised  Statutes  of  Connecticut  (1903),  Chapter  104  (Laws  of  1901), 
which  provides  that  when, either  a  public  or  private  water  company 
has  a  lien  on  real  estate  for  water  rents,  such  lien  shall  continue  not 
more  than  a  year,  except  the  party  having  the  lien  give  such  notice 
before  the  end  of  the  year  as  is  required  for  the  extension  of  tax 
liens.  Such  notice  extends  the  lien  for  two  years  with  interest  at 
the  rate  of  6  per  cent,  until  the  sum  is  paid. 

C  15.     Give  references  to  the  special  laws  relating  to  this  water 
company. 
Indianapolis.    Act  of  March  6,  1865,  and  act  of  February  4, 
1881. 

New  Haven.    Answered  under  C  9. 
C  16.     Give  statutory  provisions  regarding  size  and  location  of 
plant. 

C  17.     Area  to  be  served. 

C  18.     Give  statutory  provisions  regarding  nature  of  plant  or 
equipment. 

Indianapolis.  No  provisions  except  that  the  company  is  to 
serve  the  City  of  Indianapolis. 

New  Haven.  Wo  provisions  except  the  detailed  one  in  regard 
to  area  to  be  served,  to  be  found  in  the  charter  acts  explained 
under  C  9. 
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C  19.     Give  statutory  provisions  regarding'  extension  of  mains. 
C  30.     Give  statutory  provisions  regarding^  improvements  and  new 
processes. 
No  provisions  in  the  case  of  either  company. 

C  21.     Give  statutory  provisions  regarding  price  of  service,  ar- 
rangement of  charges,  discounts,  deposits,  etc. 

Indianapolis.  By  contract  with  the  ciiiy  these  matters  may  be 
regulated  by  the  city,  provided  that  no  silch  regulation  shall  re- 
duce the  dividends  below  10  per  cent.,  with  provision  for  a  reserve 
fund  of  one-half  of  1  per  cent,  annually.  Prices  for  water  for 
public  use  are  always  regulated  by  such  contract.  The  city,  how- 
ever, in  practice  has  never  undertaken  to  exercise  any  significant 
control  or  influence  by  contract  or  otherwise  over  water  supplied 
for  private  use.  It  was  provided  by  Section  3,  ordinance  of  Janu- 
ary 3,  1870,  that  the  company  might  charge  for  water  "as  much  as 
the  average  price  paid  by  other  cities  of  the  United  States,  and  the 
citizens  thereof  of  like  population,  that  are  supplied  with  as  ef- 
ficient water  works,  unless  a  less  price  may  be  agreed  upon,  but 
the  company  may  not  demand  or  charge  a  greater  price."  The 
prices  within  this  limit  are  to  be  determined  by  a  joint  arbitration 
board  of  five  members,  non-residents,  as  often  as  once  a  year  at 
request  of  either  party.  The  maximum  price  for  fire  hydrants, 
however,  was  to  be  $50.00  at  all  times.  These  meaningless  provis- 
ions have  all  been  dropped  out  of  the  later  contracts,  which  simply 
fii  the  price  for  public  use,  and  leave  the  company  to  fix  the  price 
for  private  use  at  its  discretion. 

The  matters  referred  to  in  C  21-46  following,  are  largely 
regulated  by  contract  with  the  city,  authorized  by  the  general  statute 
of  starch  6,  1865,  and  confirmed  by  the  general  statute  of  February 
.4,  1881. 

New  Haven.  The  prices  are  to  be  fixed  by  the  company,  save  as 
regulated  by  contract  with  the  city.  The  whole  subject  of  the  eon- 
tract  between  the  city  and  the  company,  and  the  general  history 
of  the  company  is  dealt  with  in  a  supplement  to  this  report. 

C  22.     Give  statutory  provisions  regarding  .character  and  quality 
of  service. 

Indianapolis  and  New  Haven.  Eegulated  entirely  by  ordinance 
contracts. 

C  23.     Give  statutory  provisions  regarding  issuance  of  stock. 

Indianapolis.  At  discretion  of  company,  up  to  the  charter 
maximum  of  $500,000. 

New  Haven.    Answered  under  C  9. 
C  24.     Give  statutory  provisions  regarding  issuance  of  bonds. 

Indianapolis.  Under  the  general  act  of  February  4,  1881,  rate 
limited  to  6  per  cent. ;  time,  amount  and  price,  not  regulated.  Bonds 
may  be  given  the  right  of  vote.     This  applies  only  to  water  com- 
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panies  organized  to  buy  out  under  the  law  another  company  which 
is  sold  at  foreclosure  sale. 

New  Haven.    Answered  under  C  9. 
C  35.     Give  statutory  provisions  regarding  depreciation. 

Indianapolis.  I^ot  mentioned  by  name.  The  company  is  au- 
thorized to  meet  "the  costs  of  all  necessary  repairs  and  expenses" 
before  reckoning  its  dividends.  ■ 

New  Haven.   Not  mentioned. 

C  26.  Give  statutory  provisions  regarding  amount  and  use  of 
profits. 

Indianapolis.  The  charter  evidently  requires  reduction  of 
charges  when  earnings  exceed  operating  expenses,  10  per  cent,  divi- 
dend, and  ^  per  cent,  annually  for  surplus. 

New  Haven.  No  provisions  except  in  contract  explained  un- 
der C  21. 

C  27.     Give  statutory  provisions  regarding  dividends  to  be  paid. 

Indianapolis.  The  city  is  authorized  to  regulate  charges  and 
operations  of  the  company  provided  such  regulation  does  not  re- 
duce dividends  below  10  per  cent.,  plus  ^  per  cent,  annually  for 
surplus.  The  city  has  the  right  of  immediate  purchase  at  ar- 
bitrated price  if  the  company  earns  or  pays  above  10  per  cent. 

New  Haven.  No  provisions,  except  in  contract  as  explained 
under  C  21. 

C  28.  Give  statutory  provisions  regarding  compensation  for  fran- 
chises. 

C  29.     Give  statutory  provisions  regarding  audit  of  accounts. 

No  provisions  in  the  case  of  either  company  on  these  matters. 
C  30.  Give  statutory  provisions  regarding  examination  and  in- 
spection of  records. 

Indianapolis.    No  specific  provisions.    See  answer  to  C  14. 

New  Haven.  Books  of  company  to  be  open  to  the  stockholders. 
C  31.     Give  statutory  provisions  regarding  publication  of  reports. 

Indianapolis.  Section  11  of  the  charter  (March  6,  1865,)  is  as 
follows :  "Such  company  shall  annually,  at  least  10  days  before  the 
election  of  directors^  make  out  a  full  and  cbmplete  exhibit  of  all 
the  operations  of  the  company  during  the  current  year,  containing 
an  accurate  account  of  all  the  receipts  and  disbursements  thereof, 
also  showing  the  amount  of  capital  stock  actually  paid  in,  the 
amount  paid  out  during  the  year  in  the  construction  and  repair  of 
the  works,  the  amount  paid  out  in  the  ordinary  expei^ses  of  the 
company,  classifying  the  expenditures  and  giving  the  amount  paid 
out  under  each  classification,  as  the  same  appears  on  the  books  of 
the  company ;  the  amount  collected  from  such  city,  and  the  amounts 
collected  from  individuals  for  water  supply  5  the  amount  placed  to 
the  credit  of  the  reserve  fund;  the  amount  of  dividends  declared, 
and  the  amount  of  such  dividends  drawn;  which  exhibit  shall  be 
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verified  by  the  oath  of  the  president  and  secretary,  and  published  in 
some  public  newspaper  of  general  circulation  in  such  city  10  days 
successively  before  such  annual  meeting." 

It  would  appear  that  the  reports  actually  published  by  the 
company  are  not  in  the  detail  anticipated  by  the  statute,  and  are 
of  no  particular  value  to  the  public. 

New  Haven.  No  publication  required,  and  none  made,  in  fact. 
C  32.  Give  statutory  provisions  regarding  settlement  of  claims 
for  injuries  or  death. 

Indianapolis.     See  answer  to  C  35. 

New  Haven.  Eevised  Statutes  (1903)',  Section  1094,  fix  the 
limit  of  damages  for  death  by  negligence  at  $5,000.  Section_1136 
provides  for  the  distribution  of  damages  for  injury  or  death  if  the 
death  occurs  during  the  pending  of  the  suit.  In  that  case,  by  Sec- 
tion 399,  half  goes  to  the  husband  or  widow^  and  half  to  the  lineal 
descendants.  If  there  be  no  descendants,  all  goes  to  the  husband  or 
widow;  if  no  husband  or  widow,  to  the  heirs  as  in  the  case  of  a 
person  dying  intestate.  An  amendment  of  June  9,  1903,  to  Section 
1119,  requires  an  action  for  damages  for  injury  to  the  person  or  to 
personal  property  caused  by  negligence,  to  be  brought  within  one 
year  of  the  injury  or  negligence  complained  of.  Acts  of  1903, 
Chapter  193,  declare  that  pending  actions  for  personal  injury  shall 
not  lapse  because  of  the  death  of  the  injured  party,  or  of  the  person 
causing  the  injury,  but  in  that  case  the  damage  shall  be  limited 
to  $5,000,  and  the  action  must  be  brought  within  one  year  of  the 
neglect  complained  of.  Section  4702  of  the  general  statutes  re- 
quires the  master  to  employ  reasonable  care  in  providing  a  safe 
place  and  instrumentalities,  and  competent  colaborers,  and  to  ap- 
point a  vice-principal  whose  default  shall  be  the  default  of  the 
master. 

C  33.     Give  statutory  provisions  regarding  wages  to  day  laborers. 
No  provisions  in  either  case. 

C  34.     Give  statutory  provisions  regarding*  hours  of  labor  of  day 
laborers. 

Indianapolis.  No  provision  except  that  by  Section  629  of 
Statutes  of  1905,  a  penalty  of  from  $10  to*  $100  a  day  is  imposed 
for  employing  a  child  less  than  14  years  of  age  more  than  eight 
hours  a  day. 

New  Haven.  No  special  provisions  for  water  companies.  Under 
the  general  statutes  of  1902,  Section  4693,  eight  hours  constitute 
a  legal  day  unless  otherwise  agreed. 
C  35.     Give  statutory  provisions  regarding  employers'  liability. 

Indianapolis.  ^By  acts  of  1893  (P.  294)  every  corporation  ex- 
cept municipal  corporations  is  liable  to  its  employees  for  injury  if 
the  employee  is  in  the  exercise  of  due  care  and  diligence. 

(1)  If  the  injury  is  from  defects  in  the  condition  of  apparatus, 
machinery,  etc.,  due  to  the  negligence  of  the  corporation  or  of  any 
person  entrusted  with  keeping  the  property  in  good  condition. 
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(2)  When  the  injury  is  from  the  negligence  of  any  one  to  -whom 
the  injured  party  is  subject. 

(3)  When  the  injury  comes  from  the  act  or  omission  of  any 
person,  done  or  made  in  obedience  to  the  rules  or  regulations  of 
the  corporation,  or  in  obedience  to  the  particular  instructions  given 
by  any  person  delegated  with  the  authority  of  the  corporation. 

(4)  Where  the  injury  results  from  the  negligence  of  a  co- 
employee  or  fellow-servant  engaged  in  the  common  service  of  the 
corporation,  such  person  obeying  the  order  at  the  time  of  the  injury 
of  one  having  authority  to  direct. 

To  recover,  employees  injured  must  be  free  from  contributory 
negligence:  Perigo  vs.  The  Indianapolis  Co.,  21  Ind.  App.  338. 
Damages  shall  be  measured  by  the  injury  sustained,  unless  death 
results  from  the  injury.  In  case  of  death,  damages  are  limited  by 
other  statutes.  By  Section  285,  Burns'  Revised  Statutes  of  In- 
diana (1901),  the  amount  of  damages  in  case  of  death  is  limited 
to  $10,000,  for  the  exclusive  benefit  of  the  widow  or  widower,  or 
children,  or  next  of  kin.  The  action  must  be  brought  within  two 
years  after  the  accident.  By  the  Acts  of  1899  (P.  405),  Section 
285a,  judgments  for  personal  injury  survive  the  death  of  the 
claimant.  By  Section  294  actions  for  damages  by  accident  must 
be  brought  within  two  years.  By  Section  299,  action  for  damages 
in  case  of  death  must  be  brought  within  18  months  after  death. 

New  Raven.   Explained  under  C  32. 
C  36.     Give  statutory  provisions  regarding  'strikes. 

Indianapolis.'  'So  provisions. 

New  Haven.    There  seems  to  be  no  legislation  on  strikes. 

Section  1296  (Eevised  Laws,  1902)  fixes  a  penalty  not  to  ex- 
ceed $100,  or  imprisonment  not  more  than  six  months,  for  in- 
timidating or  threatening  anyone  and  preventing  him  from. doing 
any  legal  thing.  This  section  applies  to  boycotting.  It  has  been 
decided  that  to  threaten  an  employer  if  he  keeps  a  certain  person 
within  his  employ  is  within  the  prohibition — 55  Connecticut,  70 
and  71. 

Sections  1297  and  1298  prohibit  employers  from  requiring 
their  workmen  to  abstain  from  joining  labor  unions,  and  from 
blacklisting  employees. 

C  37.     Give    statutory   provisions    regarding   citizenship   of    em- 
ployees. 

Indianapolis.'  Under  the  new  general  municipal  act  (April  15, 
1905),  Section  94,  the  Board  of  Public  Works  has  general  super- 
vision over  the  streets,  alleys,  and  public  grounds  of  the  city.  It 
may  have  work  thereon  done  by  direct  labor  or  by  contract  at  its 
discretion,  except  such  as  is  paid  for  by  special  assessment  in  whole 
or  in  part.  When  contracts  are  made  for  this  purpose,  they  must 
stipulate  under  proper  penalty  that  the  contractor  will  give  prefer- 
ence to  residents  of  the  county  and  city. 

New  Haven.     ISTo  provisions. 
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C  38.     Give  statutory  provisions  regarding  conditions  under  which 
employees  labor. 
No- provisions  in  either  case. 
C  39.     Give  statutory  provisions  regarding  other  important  matters. 

Indianapolis.  No  provisions  except  in  regard  to  purchase. 
See  answer  to  C  7. 

New  Haven.  By  an  "act  concerning  corporations"  (Laws  of 
1903,  Chapter  194,  Section  37),  every  corporation  having  capital 
stock,  except  such  as  are  specifically  exempted  by  this  section  (the 
exception  does  not  include  water  companie's),  must  report  to  the 
Secretary  of  State : 

(1)  The  names  and  addresses  of  officers  and  directors; 

(3)  The  amoimt  of  outstanding  capital  stock  not  fully  paid, 
with  the  amount  due  thereon; 

(3)  The  location  of  its  principal  ofiBee; 

(4)  The  name  of  the  person  or  agent  on  whom  legal  process 
may  be  served. 

After  this  is  recorded  by  the  Secretary*  of  State,  it  is  certified 
to  the  town  clerk  concerned,  and  twice  a  year  the  town  clerk  re- 
ports to  the  Secretary  of  State  the  names  of  all  corporations  whose 
returns  have  been  filed  with  the  clerk.  The  "Secretary  of  State  then 
reports  to  the  Attorney  General  the  names  of  corporations  which 
have  failed  to  file  their  certificates  with  the  town  clerk,  and  the 
Attorney  General  collects  the  penalty  of  $100. 

C  40.  What  means  have  been  provided  for  the  enforcement  of  the 
above  provisions  (C  16-39)  ? 
Indianapolis.  It  is  uncertain  how  far  the  rights  of  investiga- 
tion given  to  cities  under  the  act  in  force  April  15,  1905,  apply  to 
companies  previously  chartered  under  the  general  law.  For  tliese 
provisions  see  answer  to  C  14. 

New  Haven.    The  provisions  are  insignificant. 
C  41.     Are  they  adequate  or  inadequate? 

Indianapolis.  The  only  attempts  at  supervision  or  control  have 
been  made  by  the  city,  not  xmder  the  statute,  but  under  its  ordinance 
contract  with  the  company. 

New  Haven.  . 

C  42.     Describe  defects  in  remedies  and  penalties. 

Indianapolis.  'No  effective  control  can  be  exercised  over  cor- 
porations until  the  public  has  greater  authority  to  prescribe  the 
methods  of  keeping  accounts  and  of  records,  and  of  making  reports, 
and  until  there  is  a  thorough  and  frequent  audit  of  accounts  and 
publication  of  reports— not  such  as  are  published  at  present  by  this 
company,  but  such  as  show  the  condition  and  operation  of  the  com- 
pany. 

New  Haven.   . 
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C  43.     If  any  other  State  board,  commission,  or  other  authority  has 
control  or  supervision  over  water  works  companies,  give 
statutory  provisions  relating  to  its  powers  and  functions. 
C  44.     If  judicial  or  administrative  orders  have  been  issued  by 
State  authorities  relative  to  water  companies,  state  them, 
and  give  source  and  date  of  issue. 
1^0  provisions  in  either  ease. 
Por  Now  Raven  see  the  answer  to  C  14. 
C  45.  What  have  been  the  effects  of  this  supervision  ? 

Indianapolis.    There  is  no  supervision  except  by  the  city,  and 
that  does  not  relate  to  operation  of  the  company,  but  chiefly  to  the 
opening  of  the  streets,  with  some  tendency  |n  the  last  two  years  to 
exercise  some  control  over  the  sanitary  quality  of  the  water. 
New  Haven.   . 

C  46.  "What  powers  of  supervision  over  the  construction  and  opera- 
tion of  the  plants  of  private  companies  does  the  city 
possess  ? 

Indianapolis.  For  the  powers  of  the  city  over  the  water  com- 
pany under  the  act  in  force  April  15, 1905,  see  answer  to  C  14. 

Cities  in  Indiana  had  the  right  to  establish  their  own  water 
works  before  the  general  law  of  March  6,  1865,  under  which  the 
original  Indianapolis  company  was  organized;  and  also  had  very 
wide  powers  of  supervision  over  private  companies.  This  super- 
vision has  been  exercised  chiefly  by  contract^  with  the  company  for 
10-year  periods.  The  first  contract  ordinance  is  dated  January  3, 
1870,  amended  January  34,  1870 ;  renewed  June  37,  1887,  for  three 
years;  renewed  again  January  6,  1893,  and  again  August  19,  1901. 

New  Haven.  The  city  has  no  powers  over  these  matters,  ex- 
cept the  right  of  control  and  regulation  over  the  streets.  This  right 
of  control  and  regulation  over  the  streets  cannot  be  construed  as 
a  right  to  impose  conditions  or  burdens  on  the  company  for  the  use 
of  the  streets.  By  the  revised  ordinances  (July  19,  1905),  Section 
470,  streets  may  be  opened  only  by  a  permit  from  the  Director  of 
Public  Works.  He  is  required  to  exact  a  bond  to  put  the  streets  in 
order  and  pay  any  damages.  By  Section  4^3  the  fee  for  a  permit 
is  $1.00.  The  company  regularly  pays  this,  and  estimates  that  its 
fees  for  street  openings  amount  to  from  $150  to  $350  a  year.  The 
fee  is  probably  illegal.  The  Supreme  Court  of  Connecticut  in  44 
Conn.,  105,  ruled  that  such  fees  could  not^  legally  be  higher  than 
the  amount  necessary  to  compensate  the  city  for  the  expense  of 
issuing  the  permits,  and  clearly  intimated  that  50c.  a  permit  was 
probably  a  maximum  legal  charge.  This  dictum  was  in  a  case  of 
the  New  Haven  Water  Company  against  the  attempt  of  New  Haven 
to  lay  a  graduated  license  tax  on  the  company  for  opening  the 
streets.  This  graduated  fee,  as  levied,  ran  from  $1  up  to_$50  for 
opening  a  paved  street,  with  $10  for  every"  900  ft.  of  pipe  laid. 
The  court  ruled  that  this  was  clearly  in  excess  of  the  power  granted 
the  city.    Section  473  requires  the  work  to  be  done  under  the  Di- 
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rector  of  Public  "Works,  and  forbids  the  refilling  of  any  opening 
except  under  his  supervision,  or  that  of  an  assistant.  Section  475 
permits  pavement  with  cement  or  concrete  fiiundation  to  be  opened 
by  the  Department  of  Public  Works  only,  the  expense  to  be  charged 
to  those  asking  the  opening.  By  Section  477  the  permit  of  any 
corporation  to  open  the  streets  will  be  revoked  if  the  corporation 
becomes  indebted  to  the  city.  The  city  derives  this  power  over  the 
streets  from  Paragraph  (c),  Section  137  of  the  city  charter,  which 
gives  the  Council  power  "to  make,  maintain  and  regulate  public 
hydrants,  and  provide  the  same  with  water;  to  protect  the  same 
from  injury,  and  prevent  the  unnecessary  waste  of  water,"  and  from 
Paragraph  (i),  same  section,  "to  regulate  and  prohibit  the  excava- 
tion of  streets,  highways  and  public  grounds  for  public  and  private 
purposes,  and  the  regulation  of  any  work  or'  thing  therein,  whether 
temporary  or  permanent,  or  under  the  surface  thereof,  the  moving 
of  public  buildings  thereon,  and  to  regulate  the  laying  of  gas  and 
water  pipe  in  the  streets  of  said  city."  In  the  case  just  cited,  the 
court  decided  that  the  provision  giving  the  city  power  over  the 
streets  could  not  by  implication  repeal  the  specific  provision  in  the 
company's  charter  giving  the  company  the  right  to  lay  pipes  in  the 
streets.  In  other  words,  that  the  clause  coiild  not  infringe  on  the 
rights  of  the  companj',  and  confined  the  city  to  reasonable  regula- 
tion of  the  company  in  the  exercise  of  its  legal  rights.  The  same 
principle  was  maintained  in  Welch  vs.  Hotchkiss,  39  Conn.,  143. 

C  47.     What  provision  has  the  city  made  for  the  exercise  of  its 
powers  of  supervision? 

Indianapolis.  Under  the  statute  in  force  April  15,  1905,  Sec- 
tion 93,  all  powers  of  supervision  over  public  works  and  public 
utilities,  except  such  as  relate  strictly  to  sanitary  affairs,  are  placed 
entirely  in  the  Board  of  Public  Works.  This  board  does  not  seem 
to  have  made  any  serious  attempts  at  regulation. 

New  Haven.    City  has  no  power. 
C  48.     How  frequently  and  with  what  efficiency  does  the  city  ex- 
ercise its  powers  of  supervision  ? 
Indianapolis.   Only  when  new  pipes  are  to  be  laid,  or  new  works 
established. 

New  Haven.  The  city  has  no  powers. 
C  49.     Has  the  company  resisted  the  enforcement  of  the  legal 
provisions  regulating  and  providing   for   public    super- 
vision ? 

Indianapolis.  No ;  because  it  is  a  matter  of  contract  with  the 
city.  It  is  not  impossible  that  friction  may  arise  should  the  city 
undertake  to  enforce  the  powers  of  investigation  granted  by  the 
general  municipal  act,  in  force  April  15,  1905,  Section  54. 

New  Haven.  K"o  occasion  for  resistance.  The  company  has 
successfully  resisted  the  levying  of  an  illegal  fee  for  opening  the 
streets  (see  answer  to  C  46)  ;  and  has  also.* resisted  in  the  courts, 
but  in  vain,  the  assessment  for  purposes  of  taxation  placed  upon 
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its  property  by  the  City  of  New  Haven.  (New  Haven  Water  Co. 
Ts.  City  of  New  Haven,  appeal  from  the  Board  of  Belief  on  the  as- 
sessment of  1900.  Superior  Court  of  New  Haven  County;  case 
entered  April,  1901,  decided  April  18,  1903.  Judgment  for  the 
defendant.) 

C  50.     If  80,  has  the  position  of  the  company  been  upheld  by  the 
courts  ? 

C  51.     Wliat  provisions  have  been  found  im|)ossible  of  enforcement, 
and  why? 

Both  questions  answered  elsewhere. 

C  52.     What  taxes  are  paid  to  State  autherities?    Explain  fully 

(a)  Basis  of  levy, 

(b)  Method  of  assessment, 

(c)  Principles  of  valuation, 

(d)  Rate  of  taxation, 

(e)  Method  of  collection, 

(f)  Disposition  of  receipts, 

(g)  Other  important  matters. 

Indianapolis.  The  company  pays  nothing  to  the  State  except 
an  annual  general  property  tax.  The  assessments  are  made  for  all 
purposes  by  township  assessors.  (There  are  three  townships  wholly 
or  partly  in  Indianapolis;  six  other  tovmships  and  four  villages  in 
Marion  County.)  The  assessments  are  equalized  by  a  County  Board 
of  Eeview,  and  again  equalized  by  the  State  Tax  Commission  and 
certified  to  the  County  Auditor,  who  certifies  the  assessment  to  the 
City  Clerk.  The  State  tax  rate  is  fixed  by  statute,  and  levied  on 
this  assessment.  Por  1905  the  tax  was  12c.  on  the  hundred  dollars 
of  assessed  valuation;  also  a  State  school  tax,  11.6c.;  a  benevolent 
institution  tax  of  5c. ;  an  educational  institution  tax  of  2.75c.  The 
township  assessors  are  required  to  assess  the  property  at  its  fair 
cash  value ;  the  personal  property  each  year,  and  real  estate  once  in 
four  years.  The  assessors  are  elected  once  in  four  years.  Property 
owners,  as  a  basis  for  the  assessment,  make  sworn  returns  to  the 
assessor,  who  has  the  right  to  examine  the  owners  or  any  other  per- 
son under  oath,  and  to  view  the  property,  tod  fix  the  value  at  his 
own  discretion  (Acts  of  1903,  P.  345). 

Water  companies,  by  an  act  of  1903  (P.  55),  and  certain  other 
corporations,  have  to  make  additional  statements  to  those  required 
of  individuals,  on  forms  prescribed  by  the  State  Auditor,  to  fur- 
nish a  basis  for  valuing  the  franchises,  and  for  the  assessing  of  the 
capital  stock  by  the  county  board.  Failure  to  make  these  special 
returns  is  subject  to  $100  a  day  penalty.  In  addition  to  the  town- 
ship assessor,  there  is  elected  once  in  four  years  for  each  coimty 
a  county  assessor.  He  is,  in  fact,  the  tax  inquisitor.  He  must  keep 
his  ofifice  open  throughout  the  year.  All  township  assessments  are 
submitted  to  him,  and  he  has  the  right,  with  the  consent  of  the 
county  board,  to  examine  records  outside  the  county,  and  even  out- 
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side  the  State,  with  the  view-  to  discovering!  omitted  property.  He 
has  all  the  power  of  the  township  assessor  for  administeriag  oaths, 
and  for  inspecting  books,  papers  and  premises.  He  places  his  own 
valuation  on  such  property.  This  right  extends  to  additions  of 
omitted  property  after  the  taxes  have  been  equalized.  He  is  espe- 
cially required  to  instruct  township  assessors  in  their  duties. 

By  the  acts  of  1903  (P.  65)  there  is  created  a  County  Board  of 
Review,  consistiug  of  the  County  Assessor,  the  County  Auditor  and 
the  County  Treasurer,  and  two  free-holders  appointed  by  the  Judge 
of  the  Circuit  Court.  The  township  assessors  perform  their  labors 
between  March  1st  and  May  15th.  The  board  equalizes  and  adjusts 
all  individual  assessments  at  discretion,  eicept  those  on  railroad 
track  and  rolling  stock  of  railroads,  but  no  property  shall  be  added 
or  the  list  of  assessments  raised  without  notice  to  the  persons  af- 
fected. The  board  may  examine  persons  on  oath,  and  compel  the 
attendance  of  witnesses,  books  and  papers.  The  board  is  author- 
ized to  subtract  indebtedness  from  credits  listed.  Although  the 
board  deals  with  individual  assessments,  i^  also  equalizes  the  as- 
sessments as  between  townships.  The  board,  may  even  set  aside  the 
assessment  of  the  whole  county,  and  orde^  a  new  one,  and  may 
order  the  individual  assessors  to  increase  or  lower  their  assessments. 
In  counties  with  more  than  30,000  population  the  annual  session 
shall  not  exceed  20  days,  except  ia  years  when  real  estate  is  as- 
sessed. The  session  in  counties  with  more  than  50,000  popiilation 
may  last  45  days. 

There  is  also  a  State  Board  of  Tax  Commissioners,  consistiug 
of  the  Governor  as  chairman,  the  Secretary  of  State  and  the 
Auditor  of  State  ex-oiScio,  and  of  two  paid  members,  not  more 
than  one  from  any  one  political  party,  appointed  for  four  years 
by  the  Governor.  This  board  performs  three  distinct  kinds  of  func- 
tions. It  has  unlimited  power  to  send  for  persons,  books  and  papers  ; 
to  administer  oaths,  and  make  investigations.  It  has  a  general 
supervision  over  the  whole  matter  of  assessing  and  collecting  taxes. 
It  makes  the  original  assessment  of  the  track  and  rolling  stock  of 
railroads  on  the  basis  of  sworn  returns  made  by  the  owner  to  the 
County  Auditor.  It  equalizes  the  assessment  among  counties,  and 
it  acts  as  a  Board  of  Appeal  on  action  taken  by  the  County  Board 
of  Eeview.  Any  township  or  county  assessor,  any  member  of  the 
County  Board  of  Eeview,  or  any  aggrieved  party,  may  appeal  to  the 
State  board  from  the  action  of  the  county  board.  The  assessments, 
as  finally  equalized  by  the  State  board,  are  certified  to  the  State 
Auditor,  and  by  him  certified  to  the  County  Auditor,  who  extends 
all  taxes  to  which  property  is  subject,  and  turns  over  the  tax 
duplicates  to  the  County  Treasurer,  who  acts  as  collector  in  India- 
napolis (in  cities  of  the  first  class  which  ar^e  county  seats). 

By  the  acts  of  1897  (P.  141),  Section  149,  the  County  Auditor 
is  required,  after  due  notice  to  interested  pa*rties,  to  assess  and  add 
to  the  assessment  lists  any  omitted  property.  The  writ  of  man- 
damus lies  against  the  County  Auditor  for  this  purpose,  on  the  rela- 
tion of  any  State  officer,  of  the  State  Boar.d  of  Tax  Commission- 
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ers,  or  of  any  taxpayer  in  the  county.     Either  party  may  call  for 
a  Jury  in  such  cases. 

By  the  acts  of  1903  (P.  55),  Section  74,  the  special  return  of 
franchises  and  capital  stock  made  by  corporations  to  the  assessor  is 
turned  over  to  the  County  Board  of  Eeview,.  which  determines  their 
value.  If  the  value  of  the  capital  stock  so  determined  exceeds  the 
value  of  the  tangible  property,  the  excess  is  taxed.  Where  no  tangi- 
ble property  is  found,  the  capital  stock  is  assessed  at  its  cash  value. 
If  the  franchise  is  of  greater  value  than  the  capital  stopk,  the 
franchise  is  assessed  at  its  full  value,  and  no  assessment  is  made  on 
the  capital  stock. 

In  Indianapolis-  (cities  of  the  first  class  which  are  county 
seats)  the  County  Treasurer  acts  as  both  city,  State  and  county 
collector,  collecting  all  dues,  licenses  and  taxes  paid  by  the  citizens 
of  Indianapolis  for  all  purposes;  except  (1)  a  tax  on  navigation 
companies  by  the  Act  of  March  7,  1901,  Sections  23  and  25 ;  and 
(2)  an  excise  tax  of  1  per  cent,  on  the  capital  stock  of  certain  cor- 
porations (Acts  of  1903,  P.  82,  Section  1).  All  taxes  except  road 
taxes  are  payable  in  two  installments,  on  the  first  Monday  in  May 
and  the  first  Monday  in  ISTovember.  If  the  first  installment  is 
not  paid  when  due,  the  whole  amount  becomes  delinquent,  with  a 
penalty  of  10  per  cent,  on  the  first  installment.  If  the  taxes  still 
remain  delinquent  on  the  first  Monday  in  ISTovember,  6  per  cent. 
is  added  to  the  delinquency  on  the  May  installment,  and  10  per  cent, 
on  the  installment  due  in  November.  (Acts  of  1897,  P.  153,  Sec- 
tion 153). 

Taxes  are  turned  over  by  the  collector  to  the  disbursing  of- 
ficers of  the  bodies  for  which  the  taxes  are  levied.  In  the  ease 
of  Indianapolis,  the  County  Treasurer,  who  collects  all  the  taxes, 
with  the  exceptions  named,  acts  as  both  city  and  county  treasurer. 
The  funds  of  these  two  bodies,  therefore,  lie  in  his  hands  until  ap- 
propriated and  spent  by  the  city  and  county  respectively.  The  taxes 
fall  due  in  two  installments,  on  the  first  Monday  in  May,  and  the 
first  Monday  in  November.  The  County  Treasurer  must  pay  over 
the  money  due  the  State  by  June  15th,  and  by  January  1st. 

New  Haven.  The  State  of  Connecticut  has  the  inherent  power 
of  taxation.  It  has  not,  however,  for  many  years,  laid  any  direct 
State  property  taxes.  Were  it  to  do  so,  Judging  by  analogy,  the 
property  tax  would  doubtless  be  levied  and  collected  much  as  sim- 
ilar taxes  are  levied  and  collected  for  local  purposes.  The  State 
does  levy  a  franchise  tax  on  certain  kinds  of  corporations,  but  not 
on  water  companies. 
0  63.    What  taxes  are  paid  to  local  authorities?    Explain  fully 

(a)  Basis  of  levy, 

(b)  Method  of  assessment, 

(c)  Principles  of  valuation, 

(d)  Bate  of  taxation, 

(e)  Method  of  collection, 

(f )  Disposition  of  receipts, 

(g)  Other  important  matters. 
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Indianapolis.   For  1905,  the  following  cjoimty  rates : 
General  purposes,   29c.  Citt  Taxes: 

Sinking  fund,  4c.  City  schools,  47c. 

Repairing  gravel  roads,  4.65c.  City  library,  4c. 

Center  Township,  Ic.  Industrial  school,  5c. 

Wayne  Township.  2c.  Kindergarten,  Ic. 

Warren  Township,  3c.  General  city  tax,  81c. 

PooB  Relief:  Police  pension  fund,  Ic. 

Center  Township,  Ic.  Firemen's  pension  fund.  Ic. 

Wayne  Township,  2c.  City  sinking  fund,  2c. 

Warren  Township,  Ic.  Totai  Locai.  Taxes: 

Center  Township,  J1.8165. 
Wayne'  and  Warren  Townships, 
each  2c.  higher. 

These  are  the  rates  in  the  three  towiships  which  coTer  the 
major  portion  and  more  important  parts  of*  Indianapolis. 

The  water  company  pays  general  property  taxes  on  such  por- 
tions of  its  property  as  lie  outside  these  thiee  important  townships. 
The  company  has  property  in  some  villages*  and  townships  outside 
the  city.  These  each  have  their  rates  of  t^ation;  that  is,  Center 
Township,  total  local,  $1.0365;  total  state  and  local,  1.35;  Broad 
Eipple,  total  local,  1.0865 ;  total  state  and  local,  1.40 ;  and  Wash- 
ington Township,  total  local,  .8665;  total  state  and  local,  1.18. 

The  total  taxes  paid  by  the  company  to  the  city,  county  and 
State  in  1905,-  were : 

In  the  City  of  Indianapolis $39,193.49 

Center  Township  outside  the  city 1-35 

Broad  Ripple  Village  outside  the  city 155.40 

Washington  Township  outside  the  city 78.10 

Total  taxes  $39,428.34 

In  addition  to  these  taxes,  the  company  paid  in  1905  special 
assessments  of  $1,729.44.  These  consisted  of  four  separate  side- 
walk assessments,  one  assessment  for  opening  a  new  street,  and  one 
sewer  assessment.   See  also  D  52. 

New  Raven.  This  company  pays  no  tp,xes  to  any  authorities, 
except  the  ordiaary  property  tax  to  the  localities  in  which  its  prop- 
erty is  located.  A  large  portion  of  its  property  is  situated  in  the 
outlying  towns,  which  levy  and  collect  tases  from  the  company 
very  much  as  the  city  of  New  Haven  levies  a,nd  collects  taxes  on  the 
property  within  its  limits.  [ 

The  taxes  paid  by  the  company  since  IBOI  are  as  follows : 

Amounts  paid  city  for  opening  streets,  estimated  $150  to  $250  per 
year. 

Outside 
Taxes  Paid.  Total.  City.  Towns. 

1901 $17,508.50  $9,294.88  $8,213.62 

1902 $20,381.75  $11,030.71  $9,351.04 

1903 $19,852.26  $11,369.82  $8,482.44 

1904 ■ $23,010.64  $12,294.28  $10,716.36 

1905 $22,098.28  $12,567.02  $9,531.26 

1906 $1?,368.32 

Eecently  the  functions  of  the  town  of  New  Haven  were  trans- 
ferred to  the  City  of  New  Haven,  and  the.  taxing  bodies  unified. 
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(Act  of  December  7,  1897.)  There  are  still  two  small  school  dis- 
tricts and  three  recently  annexed  wards  of  the  city  which  make  ex- 
ceptions to  this  rule,  but  these  exceptions  p,re  not  essential  for  our 
present  purpose.  Property,  real  and  personal,  is  assessed  annually 
at  its  full  value  under  the  statute,  and  the  tax  rate  fixed  annually 
by  the  City  Council  and  approved  by  the  Mayor.  The  Council,  how- 
ever, is  limited  in  its  action  by  the  Board  of  Finance.  This  board 
when  it  gets  into  full  operation  will  consigt  of  the  Mayor  (who  is 
chairman),  one  Alderman  elected  annually  by  the  Aldermen,  and 
six  citizens  who  are  not  to  hold  other  office  in  the  city.  The  board 
is  to  be  non-partisan.  The  citizen  members  appointed  by  the  Mayor 
are  to  serve  two  years,  three  to  be  appointed  each  year.  All  mem- 
bers serve  without  pay.  The  board  is  to  meet  each  week  and  at 
other  times  on  call  of  the  Mayor.  In  the  month  of  November  it 
makes  an  estimate  of  the  amount  of  money  needed  to  run  the  city 
for  the  next  calendar  year  and  the  rate  of  taxation  necessary  to 
produce  this  sum.  ■  The  board  must  give  notice  to  each  department 
and  virtually  a  public  hearing  to  the  officers  of  each  department  on 
the  needs  of  the  department.  Bach  department  submits  estimates 
to  the  Board  of  Finance  in  October  of  each  year.  The  estimates 
of  the  board  are  submitted  to  the  Council  the  first  week  in  Decem- 
ber, and  withia  five  days  thereafter  published  once  in  each  daily 
paper  in  New  Haven.  The  Council  can  change  any  item  in  these 
estimates,  including  the  rate  of  taxation,  only  by  two-thirds  vote, 
but  the  Council  cannot  even  then  increase  any  item  of  appropriation 
or  the  rate  of  taxation,  or  reduce  any  iteni  relating  to  the  interest 
or  principal  of  the  municipal  debt,  nor  may  the  Council  make  ap- 
propriations beyond  the  estimated  income.  By  Section  45  of  the 
charter  the  Board  of  Finance  may  order  the  discounting  at  current 
rates  of  interest  of  taxes  assessed  and  not  yet  payable.  By  an 
amendment  of  April  19,  1905,  a  tax  committee,  consisting  of  the 
Mayor,  Comptroller,  Corporation  Counsel,  one  Alderman  elected  by 
the  Aldermen,  and  three  citizens  appointed  by  the  Mayor,  has  the 
right  to  order  the  compromise  and  settlement  of  any  existing  claims 
for  taxes  or  assessments,  but  no  deduction  or  abatement  shall  be 
made  on  the  ground  that  the  property  was  assessed  too  high.  By 
Section  591  a  special  tax  may  be  laid  after  the  same  manner  as  the 
regular  taxes  when  the  Board  of  Finance  deems  it  necessary.  By 
Section  593  the  Mayor  and  Board  of  Aldermen  may  abate  the  taxes 
"assessed  against  persons  who  are  poor  and  unable  to  pay."  The 
order  of  abatement  must  be  signed  by  at  least  five  members  of  the 
Board.  There  is  a  bi-partisan  Board  of  Assessors  consisting  of  five 
members,  with  five-year  terms,  one  going  out  each  year,  appointed 
by  the  Mayor.  In  October  of  each  year  each  taxpayer  hands  in  a  list 
of  his  property,  real  and  personal,  subject  to  taxation,  with  the  value 
thereof,  under  oath.  The  assessors,  taking  these  lists  as  a  basis, 
attempt  to  fix  the  true  value  oJ  the  property,  including  that  of  any 
unlisted  items,  so  far  as  they  have  knowledge.  They  may  add  10 
per  cent,  to  the  value  if  the  owner  fails  to  list  the  property.  From 
such  assessment  the  taxpayer  may  appeal  to  the  City  Board  of  Ke- 
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lief.  This  board  is  bi-partisan,  appointed  by  the  Mayor,  term  three 
years,  one  member  going  out  each  year.  From  the  action  of  the 
Board  of  Eelief  the  taxpayer  has  the  right  of  appeal  to  the  Superior 
Court.  The  board  has  the  right  to  add  to  the  list  of  taxable  per- 
sons or  property,  or  subtract  from  it,  but  not  the  right  to  increase 
the  valuation  of  any 'person  without  giving  him  the  privilege  of 
being  heard.  The  board  is  prohibited  from  reducing  the  list  of  any 
resident  of  the  State,  unless  he  will  voluntarily  be  sworn  and  answer 
all  questions  in  regard  to  the  list,  or  of  ahy  non-resident  of  the 
State,  unless  he  or  his  agent  will  be  sworn  and  answer  questions. 
Appeals  to  the  Board  of  Eelief  must  be  entered  during  the  first 
twenty  days  of  January.  Appeals  from  the  Board  of  Eelief  to  the 
Superior  Court  may  be  taken  within  two  mohths.  By  Section  2359, 
Eevised  Statutes  (1902),  the  State  Board  of  Equalization,  con- 
sisting of  the  State  Treasurer,  Comptroller  and  Tax  Commissioner, 
is  authorized  to  equalize  the  assessments  between  towns,  but  as  this 
provision  is  intended  primarily  to  furnish  a  basis  for  levying  State 
and  county  taxes,  the  board  does  not  act,  inasmuch  as  no  State  and 
county  taxes  are  now  laid.  Under  Sectioji  2413,  General  Laws 
(1902),  the  Governor  appoints  a  Tax  Commissioner,  with  the  ap- 
proval of  the  Senate,  term  four  years.  This  Commissioner  is  also 
a  member  of  the  State  Board  of  Equalization.  His  duties  are  to 
visit  the  different  towns  and  investigate  their  methods  of  assessing 
and  collecting  taxes.  He  has  a  large  power  of  summoning  wit- 
nesses, compelling  testimony  and  the  production  of  books  and 
papers.  He  reports  annually  to  the  State  Board  of  Equalization 
and  bi-annually  to  the  Governor.  The  theory  is  that  of  a  general 
property  tax,  and  that  each  item  of  property  is  assessed  at  its  fair 
cash  value.  In  theory  the  assessment  of  all  property,  real  and  per- 
sonal, is  annual.  As  a  matter  of  fact,  the  real  estate  list  undergoes 
a  general  revision  rarely.  Additions  and  omissions  for  cause  are 
made  each  year,  but  so  far  as  I  can  find  out  the  last  general  revision 
of  the  real  estate  list  was  in  1901.  There  seems  to  be  no  legal 
maximum  of  taxation  in  T^Tew  Haven.  The  constitution  is  an  old 
one,  and  the  Legislature  doubtless  considers  that  it  has  protected  the 
taxpayer  by  the  complex  procedure  cited  above. 

The  annual  city  tax  rates  for  the  past  five  years  have  been  as 
follows : 

1902 ...12f  mills. 

1903 ...13i  mills. 

1904 ....13^  mills. 

1905 13i  mills. 

1906... ....14    mills. 

Under  the  new  charter,  special  act  of  June  20.  1899,  and 
amendments  thereof,  the  Mayor  issues  his  warrant  to  the  City  Col- 
lector for  the  collection  of  all  taxes. ,  Taxes  ^are  a  personal  debt  and 
are  a  lien  against  the  real  estate  on  which  they  are  levied.  By 
Section  6  of  the  City  Charter,  the  City  Collector  is  elected  by  popu- 
lar vote  on  the  first  ^Monday  of  October  for  a  two  years'  term 
(amendment  of  July  6,  1905).     All  taxes  and  money  due  the  city 
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are  payable  at  the  Collector's  office.  Until  the  current  year  taxes 
were  payable  July  1,  with  no  penalty  until  after  September  1. 
Beginning  with  1906  taxes  are  due  April  1st  of  each  year,  with 
penalty  if  not  paid  before  August  1st. 

By  Section  33  the  Collector  must  pay  OTer  to  the  City  Treasurer 
before  three  o'clock  each  day  the  moneys  collected  by  him  in  the 
twenty-four  hours  then  ended.  If  taxes  are  not  paid  by  August 
1st,  they  bear  interest  at  9  per  cent,  annually  from  the  time  they 
become  due.  (Section  150,  as  amended  June  21,  1905.)  By  Sec- 
tion 32  the  Collector  must  report  to  the-  Assistant  Corporation 
Counsel  on  the  first  Monday  in  September  all  taxes  and  assessments 
which  have  remained  unpaid  for  a  year,  9,nd  the  Assistant  Cor- 
poration Counsel  must  proceed  to  collect  them.  By  Section  2391, 
General  Statutes  of  1903,  all  collectors  are  to  give  reasonable  notice 
of  the  time  and  place  of  receiving  the  taxes.  The  money  when  col- 
lected remains  in  the  city  treasury  with  the  exception  of  the 
amount  apportioned  to  the  two  small  school  districts  (the  Westville 
School  District  and  the  South  School  District),  subject  to  be  paid 
out  on  the  warrant  of  the-proper  disbursing  ofiicers.  The  amount 
apportioned  to  these  two  small  school  districts  is  turned  over  to 
them.  The  present  charter  of  ISTew  Haven  is  a  highly  consolidated 
one.  The  Collector  collects  all  public  moneys  collected  in  the  terri- 
tory, and  the  City  Treasurer  is  the  custodian  and  disbursing  officer 
of  local  funds  for  all  purposes,  except  for  the  two  small  school  dis- 
tricts referred  to. 

C  54.  If  water  companies  are  taxed  differently  from  other  cor- 
porations and  other  property,  state  how  and  to  what  ex- 
tent. 

Indianapolis.  Taxed  the  same  as  other  domestic  corporations, 
except  railroads,  freight  lines,  building  and  loan  associations,  and 
bants.    (Act  of  1901,  Page  87,  Section  4.) 

New  Haven.     The  company  pays  no  taxes,  except  the  general 
property  tax.     Water,  companies  are  not  subject  to  the  special  cor- 
poration tax  paid  by  several  kinds  of  corporations  in  Connecticut. 
C  55.     What  fees  or  licenses  are  paid  to  the  State  or  local  authori- 
ties? 

Indianapolis.     None. 

New  Haven.     None,  except  for  permits  for  opening  streets, 
explained  elsewhere. 
C  56.     Is  the  company  subject  to  assessment  for  local  improve^ 

ments? 
C  57.     Are  such  assessments  actually  levied  ? 

Indianapolis.  The  city  of  Indianapolis  has  for  years  relied 
upon  special  assessments  for  benefits  for  maMng  most  of  her  public 
street  improvements.  Under  the  new  Municipal  Act  (1905,  April 
15),  Sections  108  to  138,  the  city  is  authorized  to  levy  special  as- 
sessments for  almost  everything,  from  levees  to  lamp  posts.  The 
Indianapolis  Water  Company,  according  to  the  statement  furnished 
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me  by  the  president  and  secretary  of  the  company,  has  paid  for  the 
seven  years  ending  with  1905,  special  assessments  of  $7,659.37'. 

New  Haven.  Under  Sections  78  to  85  of  its  charter,  the  city, 
under  the  customary  legal  restrictions  as  to  procedure  and  -with  the 
right  of  appeal  to  the  court,  may  levy  special  assessments  for  laying 
out  any  square,  park,  street,  highway,  bridge,  walk,  removing  snow, 
ice  or  sleet  from  the  sidewalk,  establishing  any  building  line  or  dis- 
continuing any  highway,  laying  out  and  repairing  sidewalks,  curbs 
or  gutters,  and  street  sprinkling.  I  am  iafarmed  by  the  officers  of 
the  company  that  it  owns  but  little  property  other  than  part  of  one 
reservoir  and  its  distributing  system  in  New  !Haven,  and  that  while 
its  property  is  subject  to  special  assessment  the  same  as  all  other 
real  property,  no  such  assessments  have  been  levied  on  it  for  many 

years. 

D— FRANCHISES  OF  PRIVATE  COMPANIES. 

D  1.     Does  a  municipality  have  power  to  grant  franchises  to  water 

companies  ? 

D  3.     How  was  the  power  conferred? 

Chicago.  Yes,  by  the  General  City  and  Village  Act,  April 
10,  1873;  also  Act  of  April  9,  1873. 

Cleveland.  Yes,  by  the  general  law.  Section  45  Municipal 
Code  and  Section  3551  Eevised  Statutes.  However,  it  is  scarcely 
conceivable  that  a  municipality  owning  its  own  water  works  would 
care  to  introduce  a  competing  private  company.  So  far  as  I  can 
find  out  no  city  in  Ohio  has  ever  attempted  to  do  so,  but  the  city 
having  specific  authority  to  introduce  a  private  water  company  and 
to  contract  with  the  same  for  the  supply,  and  having  the  right  even 
under  certain  limitations  to  permit  competition  hetween  private 
water  companies,  reasoning  from  analogy  I  believe  that  the  city 
might  lawfully  grant  a  private  company  the  right  to  compete  with 
its  own  works  by  the  same  method  and  procedure  by  which  com- 
petition among  private  companies  may  be  introduced.  The  law 
declares  that  a  second  company,  when  one  company  is  in  operation, 
may  be  introduced  if  the  proposition  is  approved  by  popular  vote. 

Syracuse.  Yes,  Syracuse  is  a  city  of  the  second  class,  and  by 
the  general  law  applicable  to  such  cities  (paws  of  1898,  Chapter 
183),  such  power  is  granted.  Originally  this  power  was  granted  to 
Syracuse  by  special  legislation  as  described  under  A  3. 

Indianapolis.    Yes,  general  law,  April  15,  1905,  Section  354. 

New  Haven.  Ko. 
D  3.  State  fully,  step  by  step,  the  procedure  which  must  be  fol- 
lowed and  the  requirement®  whic^i.  must  be  mert  in  the 
initiation,  consideration,  enactment  and  renewal  of  fran- 
chises ;  also  source  of  each  provision,  whether  statute,  city 
charter  or  ordinance. 

Chicago.  Under  the  General  City  and  Village  Act,  April  10, 
1873  (Starr  &  Curtis,  edition  of  1896,  Chapter  34,  Article  10,  Para- 
graph 177,  Volume  1,  Page  786,  Section  3)  :    "The  City  Council  or 
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Board  of  Trustees  shall  have  power  to  make  all  needful  rules  and 
regulations  concerning  the  use  of  water  supplied  by  the  water  works 
of  said  city  or  village,  and  to  do  all  acts  an*d  make  such  rides  and 
regulations  for  the  construction,  completion,  management  or  control 
of  the  water  ■works  and  for  the  levying  and  collectingi  of  any  water 
taxes,  rates  or  assessments  as  the  said  City  Council  or  Board  of 
Trustees  may  deem  necessary  or  expedient."  Under  Paragraph 
175,  same  act.  Section  1 :  "The  City  Council  shall  have  the  power 
to  authorize  any  person,  or  private  corporation  to  maintain  the  same 
(water  works)  at  such  rates  as  may  be  fixed  by  ordinance  and  for  a 
period  not  exceeding  thirty  years;  also  to  prevent  the  unnecessary 
waste  of  water,  to  prevent  the  pollution  of  the  water  and  injuries 
to  such  wells,  pumps,  cisterns,  reservoirs  or  water  works."  For  the 
carrying  out  of  these  plenary  powers,  there  are  no  specific  statutory 
requirements  or  regulations  by  ordinance.  Under  the  General  City 
and  Village  Act  (Starr  &  Curtis,  Chapter  24:,  Article  3,  Page  4^), 
all  ordinances  and  all  propositions  to  creatfe  any  liabilities  against 
the  city  or  for  the  appropriation  or  expenditure  of  any  of  its  money 
must  be  passed  by  a  majority  of  all  the  members  elected,  on  a  yea 
and  nay  vote,  and  any  one  member  may  require  the  yeas  and  nays 
on  any  other  proposition.  Paragraph  48'  requires  a  two-thirds  yea 
and  nay  vote  to  pass  an  ordinance  over  the  Mayor's  veto.  Para- 
graph 65 :  All  ordinances  making  any  appropriation  shall,  within 
one  month  after  passage,  be  published  and  shall  not  take  effect  until 
ten  days  after  so  published.  Paragraph  92*  forbids  the  Council  to 
make  any  contract  or  incur  expense,  "whether  the  object  of  the  ex- 
penditure shall  have  been  ordered  by  the  City  Council  *  *  *  or  not, 
unless  an  appropriation  shall  have  been  previously  made  concerning 
such  expense,  except  as  herein  otherwise  expressly  provided."  Eules 
of  Order  of  Business,  City  of  Chicago  (Edition  1897),  Eule  42: 
A  member  desiring  a  yea  and  nay  vote  must  call  for  it  "previous 
to  any  vote  on  the  question."  By  Rule  46,  unless  by  unanimous 
consent,  all  ordinances  and  other  matters  brought  before  the  Coun- 
cil shall  be  referred  to  the  proper  committee,  "and  only  acted  upon 
by  the  Council  at  a  subsequent  meeting  on  the  report  of  the  com- 
mittee having  the  same  in  charge."  By  Eiile  48,  standing  and  se- 
lect committees  to  whom  matters  are  referred  "shall,  in  all  cases, 
report  in  writing  at  least  once  in  each  month,  unless  further  time 
be  granted  by  a  vote  of  the  Council,  the  state  of  facts  with  their 
opinion  thereon."  By  Rule  49,  committees  are  required  to  report 
some  definite  proposition  or  ordinance.  Rule  50  requires  that  no 
order  or  resolution  involving  directly  or  indirectly  the  expenditure 
of  money  and  no  ordinance  (except  ordinances  from  the  Depart- 
ment of  Public  Works  for  local  improvements)  shall  be  acted  upon 
until  published,  "and  then  only  finally  acted  upon  at  a  subsequent 
meeting."  Rule  52  permits  the  suspension  of  any  and  all  these 
rules  by  two-thirds  vote  of  the  Aldermen  present.  A  quorum  of  the 
Council  consists  of  a  majority  of  all  the  members  elected. 

CUvdmid.     Answered  under  B  8  and  D  1. 
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Syracuse.  Laws  of  1898,  Chapter  182,  as  amended,  Laws  of 
1903,  Chapter  177,  and  of  1904,  Chapter  454,  Section  19 :  Such 
grants  are  made  by  ordinance.  No  ordinance  shall  be  passed  on 
the  day  on  which  it  is  introduced,  except  by  unanimous  consent. 
No  franchise  ordinance  shall  be  passed  by;  less  than  three-fourths 
recorded  yea  and  nay  vote  of  a,ll  the  members  of  the  Council,  and 
"the  ordinance  must  provide  for  a  disposition,  under  proper  regula- 
tions for  the  protection  of  the  city,  at  public  auction,  after  public 
notice  for  at  least  three  weeks,  to  the  highest  bidder." 

The  omission  of  any  one  of  these  steps  maies  the  ordinance  null 
and  Toid.  The  ordinance  must  also  be  approved  by  the  Board  of 
Estimate  and  Apportionment.  Franchises  are  limited  to  fifty  years. 
Additional  grants  to  companiesi  already  in  joperation  may  be  made 
by  the  Council  without  advertisement  and  without  sale  to  the  high- 
est bidder,  and  "upon  such  terms  as  the  interests  of  the  city  may  re- 
quire." Such  additional  grants,  however,  require  the  approval  of 
tile  Board  of  Estimate  and  Apportionment.  AH  ordinances  require 
the  approval  of  the  Mayor,  unless  passed  over  his  veto  by  as  large 
an  afErmative  vote  as  the  original  ordinance  required  for  passage, 
and  not  less  than  three-fourtis  of  all  the  members  (Section  21). 
By  Section  20,  every  ordinance,  after  it  is  passed  by  the  Council, 
must,  unless  vetoed,  receive  the  approval  of  the  Mayor,  be  signed  by 
the  Clerk,  and  enrolled  and  promulgated  according  to  law.  If  an 
ordinance  imposes  a  penalty  or  forfeiture  for  the  violation  thereof, 
it  shall  be  published  at  least  three  times  each  week  for  two  succes- 
sive weeks  in  the  official  newspapers  of  the  tity. 

Indianapolis.  Under  the  Greneral  Act  of  April  15,  1905,  Sec- 
tions 253  and  254,  the  city  has  the  right  to  contract  for  the  water 
supply,  the  contract  to  be  drawn  by  the  Board  of  Public  Works. 
The  Council  has  no  power  to  amend  or  alter  the  contract,  but  must 
approve  the  contract  by  ordinance  to  make  it  binding.  Such  con- 
tracts cover  both  the  private  and  public  supply.  The  city  is 
directed  to  make  all  necessary  regulations  and  restrictions  of  the 
works  and  other  property,  and  to  provide  for  the  terms  on  which 
water  shall  be  supplied,  "as  well  as  for  license  fees  or  other  reason- 
able compensation."  Previous  grants  are  specifically  legalized.  The 
term  of  water  franchises  is  limited  to  twenty-five  years,  and  the  city 
is  authorized  to  become  a  part  owner  by  purchase  or  subscription  of 
stock  and  to  borrow  money  and  issue  bonds  to  pay  for  the  same,  the 
rate  of  such  bonds  not  to  exceed  6  per  cent,  ftnd  the  bonds  not  to  be 
sold  below  par.  No  period  is  fixed  for  such  loans.  By  Section  93 
(same  act),  Paragraph  9,  the  Department  of  Public  Works,  at  least 
three  months  before  the  expiration  of  any  "^ch  contract  or  fran- 
chise, shall  advertise  for  bids  in  some  newspaper  of  general  circula- 
tion in  the  city,  at  least  once  a  week  for  two  'successive  weeks.  The 
Board  of  Public  Works  (Section  91)  is  a  bi-partisan  or  multi-par- 
tisan Board  of  three  members  appointed  by  the  Mayor,  and  salaried. 
All  votes  which  are  not  unanimous  must  be  by  yea  and  nay  and  be 
recorded.  The  meetings  of  the  Board  are  public.  Under  the  rules 
of  procedure  of  the  Common  Council,  adopted  November  2,  1903, 
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the  regular  meetings  of  the  Board  are  held  on  the  first  and  third 
Mondays  of  each  month.  The  clerk  must  present  each  member 
with  a  printed  copy  of  the  proceedings  within  ten  days  lafter  each 
meeting.  Rule  2,  Section  3 :  Ordinances  when  introduced  are  read 
by  title,  which  must  show  the  subject  matter  of  the  ordinance;  then 
referred  to  the  proper  committee  or  considered  in  Committee  of  the 
Whole.  No  ordinance  shall  be  passed  the  day  it  is  introduced,  ex- 
cept by  unanimous  consent.  By  Section  4,  an  ordinance  must  be 
read  through  at  its  second  reading,  the  next  question  being  on 
engrossment.  After  engrossment  no  amendments  are  permitted 
except  by  unanimous  consent,  save  to  strike  out.  All  matters  re- 
ferred to  committees  must  be  reported  out  in  writing  not  later 
than  at  the  second  regular  meeting,  unless  otherwise  ordered.'  A 
rule  that  Ho  ordinance  shall  pass  or  be  read  the  third  time  on  the 
same  day  on  which  it  was  introduced,  unless  the  rule  be  suspended 
by  two-thirds  vote,  cannot  be  annulled  or  repealed  by  a  majority 
vote.  An  ordinance  so  passed  under  a  suspension  by  mere  majority 
of  such  a  rule  is  void.  (Swindell  vs.  The  Slate,  143  Ind.  153;  The 
State  vs.  Swindell,  146  Ind.  527.) 

Eule  4 :  Motions  to  reconsider  can  be  made  by  one  only  who  voted 
with  the  majority,  but  unless  the  motion  to  reconsider  be  made  at 
the  original  meeting  at  which  the  vote  was  taken,  notice  of  the  in- 
tention to  make  it  later  must  be  given  at  that  meeting. 

By  Eule  1,  and  also  by  Section  48,  Act  of  1905  :  Motions  to  adopt 
ordinances  or  to  engross  must  receive  a  majority  of  the  whole  Coun- 
cil. By  the  same  act,  a  two-thirds  vote  is  defined  as  two-thirds  of 
all  the  members  elected  to  the  Council.  By  Rule  2,  Section  2, 
ordinances  must  be  passed  by  roll-call  and;  two  members  may  ask 
the  roll-call  on  any  question.  By  the  Municipal  Act  of  1905,  Sec- 
tion 85,  it  is  expressly  provided  that  whereas  contracts  in  general 
are  prohibited  before  an  appropriation  is  made  for  carrying  them 
out,  contracts  for  the  public  water  supply  are  exempt  from  this  pro- 
vision. Section  53,  Paragraph  36,  expressly  authorizes  the  Council 
to  heense  and  regulate  the  supply,  distribution  and  consumption  of 
water,  'and  to  fix  by  contract  or  franchise  the  prices  thereof,  and  to 
regulate  the  laying  of  mains  and  pipes,  and  designate  the  streets 
and  alleys  through  which  the  same  shall  be  laid  and  maintained, 
and  to  compel  the  performance  of  contracts  for  the  extension  of 
such  mains  and  pipes  and  the  supply  of  water,  upon  any  street. 
With  unanimous  consent,  an  ordinance  may  be  passed  on  the  day 
it  is  introduced  provided  two-thirds  of  the  whole  Council  be  pres- 
ent (Section  52,  of  the  Act  of  April  15,  1905).  By  the  same  sec- 
tion, the  Mayor  has  a  general  veto  which  may  be  overcome  by  t-wo- 
thirds  vote  of  the  Council. 

New  Haven.  ISTeither  under  the  general  laws,  nor  under  the 
special  charter  of  New  Haven,  has  the  city  the  right  by  any  specific 
provision  to  grant  a  water  franchise  in  the  ordinary  acceptation 
of  the  term.  The  New  Haven  Water  Company,  as  explained  else- 
where, gets  its  rights  to  lay  pipe  and  furnish  water  in  New  Haven 
directly  from  the  Legislature.     It  always  appeals  directly  to  the 
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Legislature  for  any  modification  of  these  riglits,  asking  an  amend- 
ment to  its  charter.  As  previously  explained,  the  city  has  the  mere 
police  supervision  and  regulation  of  th^  operations  of  this  company. 
By  Section  133,  Paragraph  C  of  the  Charter,  the  Council  is  given 
the  right  "to  make,  maintain  and  regulate  public  hydrants  and  to 
provide  the  same  with  water ;  to  protect  the.  same  from  injury,  and 
to  prevent  an  unnecessary  waste  of  water."  By  Paragraph  I  of  the 
same  section,  the  Council  is  given  the  right  "to  regulate  the  lay- 
ing of  gas  pipes,  water  pipes  and  drains  for  public  or  private  pur- 
poses in  the  streets  of  said  city."  These  are  all  the  provisions  bear- 
ing on  the  water  supply,  except  that  the  Legislature,  as  fully  ex- 
plained elsewhere,  has  from  time  to  time  approved  specific  contracts, 
including  the  one  now  in  force  between  the  water  company  and 
the  city.  The  above  charter  provisions  aaid  similar  ones  for  other 
cities  have  been  habitually  construed  by  the  Connecticut  courts  as 
giving  the  city  the  right  to  contract  for  the  public  water  supply.  ( See 
opinion  of  Corporation  Counsel  Daggett,  of  January  3,  1903.)  The 
stringent  provisions  of  the  charter  on  contracts  in  general  (Charter, 
Section  156),  especially  exempt  the  contracts  for  furnishing  light, 
water  or  telephone  service;  that  is,  do  not  require  competitive  bids 
and  public  advertisement  on  the  ground  that  "the  supplies  or  work 
needed  can  only  be  furnished  by  one  party."'  (Opinion  of  Corpora- 
tion Counsel  Daggett,  December  23,  1901.) 

It  seems,  therefore,  that  the  city,  having  no  express  legislative 
authority  to  make  such  contracts  and  making  them  under  implied 
powers,  has  the  greatest  liberty  in  its  method  of  procedure.  Ac- 
cording to  general  municipal  law,  any  contract  would  have  to  be 
approved  by  the  Board  of  Aldermen,  subject  to  the  rules  of  proce- 
dure of  that  Board,  and  the  contract  would  probably  be  subject  to 
the  charter  provision  (Section  129)  requiring  that  no  by-law  or 
ordinance  should  be  passed  until  after  it  had"  been  printed  for  exam- 
ination, referred  to  a  suitable  committee,  and  reported  after  a  public 
hearing.  Other  votes,  resolutions  and  measures  of  the  Council 
(except  reports  on  special  assessments)  shall  not  be  put  on  their 
passage  except  by  unanimous  consent,  untif  reported  on  by  a  com- 
mittee after  a  public  hearing,  and  until  the  report  of  the  committee 
has  been  twice  read  to  the  Board,  and  the  second  reading  must  be 
at  least  a  week  after  the  first.  The  printing"  may  be  dispensed  with 
and  second  reading  take  place  on  the  same  day  as  the  first,  if  the 
Mayor  sends  a  special  message  to  the  Board  declaring  that  imme- 
diate action  is  necessary.  Every  such  vote,  resolution  or  measure 
after  the  report  by  the  committee  shall  he  printed  at  the  request  of 
one-fifth  of  the  members  present,  except  when  the  Mayor,  ae  ex- 
plained above,  asks  immediate  action.  All  ordinances  must  be  pub- 
lished at  least  three  times  in  every  daily  newspaper  in  the  city,  and 
shall  not  go  into  effect  until  one  week  after  passage.  By  the  rules 
of  the  Board,  Section  10,  one-fifth  of  the  members  present  may  call 
for  a  yea  and  nay  vote.  By  Section  17,  every  member  present  must 
vote  unless  excused.  By  Section  20,  a  two-jtMrds  vote  is  necessary 
to  suspend  a  rule,  and  to  amend  or  repeal  d.  rule  requires  notice  at 
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the  preyious  meeting  and  a  majority  of  the  whole  Board.  By  Sec- 
tion 36,  all  orders  or  resolutions  shall  have  .two  readings.  By  Sec- 
tion 30,  'Committees  must  report  on  all  matters  referred  to  them 
within  four  weeks  or  ask  for  further  time.  By  Section  31,  no  com- 
mittee reports,  except  minority  reports,  will  be  received  unless  the 
memhers  of  the  committee  have  actually  met  together  to  consider 
the  matter.  i 

D  4.  Give  legal  provision  with  source  of  each,  defining  the  powers 
of  the  city  regarding  the  alienation  of  municipal  fran- 
chises. 

Chicago.  Starr  &  Curtis,  Chapter  24,,  Article  3,  Paragraph 
43,  requires  a  yea  and  nay  vote,  "provided  it  shaU  require  two-thirds 
of  all  the  aldermen  elected  to  sell  any  city  or' school  property."  See 
also  D  13.  The  forfeiture  of  a  franchise  under  the  clause  per- 
mitting forfeiture  for  violation  of  contract  requires  judicial  pro- 
ceedings.    (Foster  vs.  The  City  of  Joliet,  27  Fed.  Eep.,  899.) 

Cleveland.  It  has  heen  decided  that  in  the-absenee  of  restrain- 
ing clauses  the  city  may  dispose  of  any  property  which  it  has  the 
right  to  acquire.  (ISTewark  vs.  Elliot,  5  0.  S.,  114;  Eeynolds  vs. 
Stark,  5  Ohio,  204.) 

By  Section  9,  Municipal  Code,  the  city  has  the  right  "to  sell  or 
leasfe  public  property.  By  Section  23,  Municipal  Code,  the  city 
may  "sell  or  lease  any  real  estate  or  (to)  sell  any  personal  property 
belonging  to  the  corporation  when  such  real  estate  or  personal  prop- 
erty is  not  needed  for  any  municipal  purpose."  I  find  no  cases  of 
the  sale  of  water  works,  but  in  the  case  of  Thompson  vs.  Nemeyer, 
59  Ohio  State,  486,  it  was  decided  that  a  city  could  sell  its  gas 
works,  under  this  clause. 

By  Section  24,  Municipal  Code,  an  ordinance  for  the  sale  of 
real  estate  requires  a  two-thirds  vote  and  approval  of  the  Board  of 
Public  Service.  It  must  be  advertised  for  five  consecutive  weeks 
and  sold  to  the  highest  bidder.  The  Board  may  reject  any  or  all 
bids,  but  in  such  a  case  must  readvertise. 

By  Section  122,  Municipal  Code,  "no  ordinance  or  resolution 
granting  a  franchise  or  creating  a  right  or  involving  the  expendi- 
ture of  money  or  the  levying  of  any  tax  or  for  the  purchase,  lease, 
sale  or  transfer  of  property  shall  be  passed  unless  the  same  shall 
have  been  read  on  three  different  days."  This  rule  may  be  sus- 
pended by  three-fourths  vote.  All  ordinances  require  a  yea  and  nay 
recorded  vote,  and  a  majority  of  all  the  members  elected  to  the 
Council.    (Kerlin  Bros.  vs.  Toledo  (1901),  8  F.  P.,  67.) 

Syracuse.     Answered  under  D  3. 

Indianapolis.  'No  special  provision  on  this  subject.  The  city 
may  sell  any  of  its  real  or  personal  property  by  vote  of  the  Coimcil, 
but  no  real  estate  may  be  sold  except  by  two-thirds  vote,  and  in  any 
case  if  the  property  is  worth  more  than  $100  it  must  be  appraised 
by  three  freeholders  appointed  by  the  Circuit  Court.  (Act  of  1905, 
Section  53,  Paragraph  50.) 
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New  Haven.  As  explained  under  D  3;  the  city  has  no  power 
over  franchises. 

D  5.     Give  legal  provisions,  with  source  of  each,  defining  the 
powers  of  the  city  regarding  methods  of  disposing  of  fran- 
chises. 
Chicago.     Answered  under  D  3. 
Cleveland.     Answered  under  D  4  and  B  8. 
Syracuse.     Answered  under  D  3. 

Indianapolis.  Answered  under  D  4,  except  the  ambiguous 
phrase  requiring  advertisement  for  bids  cited  under  D  3,  and  found 
in  the  Act  of  1905,  Sec.  93,  Par.  9.  The  paragraph  is  the  one  that 
authorizes  the  city  to  contract  with  any  company  or  individual  for 
the  supply  of  water  for  public  and  private  purposes,  through  the 
Department  of  Public  Works,  vnth  the  approval  of  the  contract  by 
the  Council.  The  paragraph  covers  electricity,  heat,  gas,  etc.,  and 
at  the  end  has  the  proviso :  "And  provided  further  that  the  Depart- 
ment of  Public  Works,  at  least  three  months  Wore  the  expiration  of 
any  such  contract  or  contracts  which  are,  or  may  hereafter  be  in 
force,  shall  by  publication  once  each  week  for  two  successive  weeks 
in  a  newspaper  of  general  circulation  in  such  city,  give  notice  that 
it  will  receive  bids  for  such  supply"  (of  gas,  steam  or  electric  light, 
heat  or  power). 

New  Haven.     Answered  imder  D  4. 
D  6.     What  are  the  legal  provisions,  with  some  of  each,  delimiting 
the  powers  of  the  city  as  to  the  insertion  of  clauses  in  fran- 
chises regarding  streets  to  be  utilized  by  company  ? 
Chicago.     Under  the  general  acts  of  Apr.   9  and  10,   1872, 
cities  are  given  ftd.1  power  to  purchase  or  condemn  land,  erect  and 
operate  their  own  works,  and  to  "authorize  any  person  or  private 
corporation  to  construct  and  maintain  the  same"  for  both  public  and 
private  use,  for  a  period  not  exceeding  30  years.     Under  the  de- 
cisions of  Illiaois  courts  the  city  is  left  free  to  make  such  conditions 
as  it  sees  fit,  so  long  as  it  acts  within  this  provision,  and  the  com- 
pany does  not  exceed  its  charter  rights. 

This  answer  covers  all  the  foUovnng  .questions  down  to  and 
including  D  31. 

Starr  &  Curtis  (1896),  Ch.  24,  Art.  5,  Par.  63  (13),  gives  the 
Council  specific  power  to  regulate  the  laying  of  water  pipes. 

Cleveland.  The  city  has  the  right  merely  to  regulate  and  con- 
trol, but  not  to  exact  compensation.  (2  N.  P.,  37,  new  series,  1904, 
The  City  of  Columbus  vs.  The  Columbus  Gfas  Company.) 

This  case  turns  on  the  theory,  which  would  apply  equally  to 
water  companies,  that  although  the  city  holds  the  fee  of  the  streets, 
it  holds  the  streets  in  trust  for  the  use  of  all  the  people,  and  has  no 
authority  therein  which  it  can  lease,  sell,  or  otherwise  dispose  of  as 
a  source  of  revenue.  Such  a  grant  is  not  a  license  for  which  pay- 
ment may  be  required,  and  the  right  of  the  city  to  attach  conditions 
to  the  grant  rests  entirely  on  the  police  power.     If  any  sum  of 
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money  can  be  exacted  under  such  a  grant,  such  payment  must  be 
considered  as  a  repayment  to  the  city  of  the  cost  of  supervising  the 
company. 

Syracuse.  Under  the  Laws  of  1890,  Ch.  566,  Art.  7,  being 
Ch.  40  of  the  general  laws,  as  amended  by  the  Laws  of  1893,  Ch. 
617,  the  consent  of  the  city  is  required  to  give  entrance  to  a  water 
company.  By  the  Laws  of  1898,  Ch.  172,  the  City  Council,  with 
the  approval  of  the  Board  of  Estimate  and  Apportionment,  has  the 
right  to  grant  franchises ;  and  under  Art.  5  of  Ch.  182  of  the  Laws 
of  1898,  the  Commissioner  of  Public  Works  is  placed  in  charge  of 
the  streets.  It  is  plain  from  these  provisions,  as  well  as  from  the 
decision  in  84  App.  Div.,  K.  Y.,  71,  Rochester  and  Lake  Ontario 
Water  Co.  vs.  City  of  Rochester,  that  the  city  has  complete  power  in 
granting  franchises  to  designate  the  streets  to  be  used. 

The  same  is  true  in  regard  to  the  matters  contained  in  the 
three  following  questions,  D  7,  8  and  9. 

Indianapolis.  The  city  has  unlimited  power  in  this  particular. 
Act  of  1905,  Sec.  53,  Par.  36,  and  Sees.  253  and  254.) 

The  same  .answer  applies  to  questions  D  7,  8,  9  and  10. 

New  Haven.     Answered  under  D  4.  / 

D  7.     Ditto  regarding  nature  of  plant  and  equipment? 

D  8.     Ditto  regarding  construction  of  extensions? 

D  9.     Ditto    regarding    adoption    of    improvements    and    new 
processes  ? 

Chicago.  All  three  matters  may  be  n\ade  the  subject  of  con- 
tract ordinance. 

Cleveland.     Answered  under  D  6. 

Syracuse.     Answered  under  D  6. 

Indianapolis.     Answered  under  D  6. 

New  Raven.     Answered  under  D  4. 
D  10.     Ditto  regarding  duration  of  grants? 

Chicago.     Thirty  years.     See  answer  to  D  6. 

Cleveland.  Grants  are  unlimited,  but  the  right  of  the  city  to 
contract  for  supply  of  service  is  limited  to  10  years.  (Sec.  45  of 
the  Municipal  Code.) 

Syracuse.  Grants  limited  to  50  years.  (Laws  of  1898,  Ch. 
182,  Sec.  19.) 

Indianapolis.     Limited  to  25  years.     (Acts  of  1905,  Sec.  354.) 

New  Haven.     Answered  under  D  4. 
D  11.     Ditto  regarding  forfeiture  of  franchises  ? 

Chicago.  Forfeiture  under  the  contract  ordinance  requires 
judicial  proceedings,  and  cannot  be  effected  by  mere  ordinance. 
(See  answer  to  D  4.) 

Cleveland.  In  the  absence  of  express  legislative  provisions  the 
forfeiture  of  the  franchise  can  only  be  established  by  judicial  action. 
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and  cannot  be  inquired  into  collaterally  (Bank  vs.  Eenick,  15  0., 
333).  The  above  case  refers  to  the  corporate  franchise,  and  not  to 
the  relations  of  the  company  to  the  city.  The  Ohio  law  makes  a 
sharp  distinction  between  the  right  of  a  corporation  to  occupy  the 
streets,  which  is  subject  alone  to  police  power  regulation  of  the  city, 
and  a  contract  between  the  city  and  the  cqmpany  for  the  supply  of 
service.  Such  a  contract  may  contain  any  conditions  mutually 
agreeable  to  the  parties,  and  not  in  conflict  with  the  statutes. 

Syracuse.  The  statutes  cited  in  the  answer  to  D  6  leave  the 
matters  covered  under  D  11,  13  and  13  at  the  discretion  of  the 
city.  The  charter  of  the  only  company  that  ever  furnished  water 
in  Syracuse  (Act  of  Apr.  15,  1849),  the  Syracuse  Water  Company, 
made  special  provisions  for  such  forfeiture,  and  for  the  city's  taking 
over  the  company  and  operating  it,  in  cas6  of  forfeiture. 

Indianapolis.  The  matter  is  not  mentioned  in  the  statute,  but 
it  is  plain  from  the  sweeping  character  of  the  language  (Sec.  253, 
Act  of  1905),  that  the  city  can  provide  for  forfeiture  in  a  contract 
ordinance.  Even  under  the  old  law,  which  was  much  less  sweeping, 
such  a  provision  is  made  by  the  ordinance  of  Jan.  3,  1870,  amended 
by  ordinance  of  Jan.  34,  1870. 

The  terms  on  which  the  city  can  buy  the  Indianapolis  Water 
Company  are  determined  by  its  charter,  and  confirmed  by  contract 
ordinance,  before  explained. 

New  Haven.  This  matter  is  provided  for  in  the  perpetual 
contract  signed  Feb.  17,  1903,  and  confirmed  by  the  Legislature  in 
1903.  Sec.  14  of  the  contract  provides  specifically  that  the  contract 
shall  not  be  voided  except  in  accordance  with  the  specific  provisions 
of  the  contract  itself. 

The  general  character  of  this  contract  is  explained  in  a  sup- 
plementary report  on  this  company. 

D  12.     Ditto  regarding  time,  method  and  terms  of  acquisition  of 
plant  by  city? 

Chicago.  It  is  customary  for  cities  in  Illinois  to  provide  for 
purchase  of  a  plant.  In  addition  to  the  foregoing  statutes,  a  gen- 
eral act  of  Apr.  33,  1899,  explained  more  fully  elsewhere,  gives  the 
city  the  right  to  construct  or  purchase,  and  provides  means  therefor. 
The  Act  of  June  19,  1893,  amended  by  Act  of  Apr.-24, 1899,  author- 
izes the  purchase  or  lease  of  existing  works,  and  fixes  the  mode  of 
acquiring  works  under  these  acts.  The  Act  of  Apr.  19,  1899,  au- 
thorizes either  the  purchase  or  construction  of  water  works,  and  the 
levying  and  pledging  of  a  tax  therefor  and  the  operation  of  the 
works  thereafter.  The  Act  of  Apr.  19,  1899,  is  still  further 
amended  by  the  Act  of  May  18,  1905. 

Cleveland.  The  city,  under  powers  previously  noted,  having 
the  right  to  establish  its  own  works  when  there  are  no  private 
works,  or  in  competition  with  the  private  works,  and  to  regulate 
the  price  of  water  furnished  (E.  S.  2474),  the  law  evidently  con- 
templates that  the  plant  of  a  private  company  shall  not  be  pur- 
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chased  save  by  voluntary  sale.  It  is  doubtful,  therefore,  how  far 
conditions  of  sale  can  be  introduced  into  a  fi-anchise  grant. 

See  also  the  answer  to  D  6. 

Syracuse.     Answered  under  D  11. 

Indianapolis.  Under  the  Act  of  1905,  Sec.  249,  the  city  may 
purchase,  lease  or  erect  water  works  by  first  submitting  the  question 
by  order  of  the  Council  to  a  popular  vote,  if  the  vote  be  favorable 
to  the  proposition.  An  ordinance  must  then  be  passed  approving 
such  a  contract  or  resolution.  The  city  may  pay  for  such  works  by 
the  issue  of  bonds,  denominations  of  from  $50  to  $1,000,  period  not 
less  than  five  nor  more  than  thirty  years,  rate  not  above  6  per  cent., 
not  to  be  sold  below  par,  "and  such  city  or  town  may  from  time  to 
time  negotiate  and  sell  so  many  of  such  bonds  as  may  be  necessary 
for  any  such  purposes."  By  Sec.  357,  to  meet  the  principal  and  in- 
terest of  such  bonds,  the  city  may  levy  an  annual  tax  of  50c.  on  the 
hundred  dollars,  and  of  $1  on  each  poll.  These  taxes  are  in  addi- 
tion to  the  general  tax  levy  for  city  purposes,  which  is  limited  to 
90c.  in  cities  of  the  first  class.  Art.  13,  Pax.  1  of  the  Constitution 
(1851)  limits  municipal  indebtedness  to  3  per  cent,  of  the  tangible 
property. 

New  Haven.     This  matter  is  provided  for  in  the  contract. 
D  13.     Ditto  regarding  disposition  of  plant  thus  acquired  ? 

Chicago.  Under  the  statutes  cited  above  the  city  has  full 
power  to  operate.  Under  the  Act  of  Apr.  10,  1873  (Starr  &  Curtis, 
Ch.  24,  Art.  3,  Par.  43),  a  two-thirds  vote  of  the  Aldermen  is  re- 
quired to  sell  any  city  or  school  property.  Pnder  an  Act  of  March 
32,  1889,  a  city  may  sell  any  real  or  personal  property  by  ordinance 
by  a  three-fourths  vote,  but  before  the  sale,  the  ordinance  must  be 
published  in  a  daily  or  weekly  paper  of  the  city,  if  such  there  be, 
for  60  days,  and  if  there  be  no  such  paper' in  the  city,  it  must  be 
published  in  a  paper  of  general  circulation  in  the  nearest  city.  The 
ordinance  must  set  forth  at  what  meeting  the  bids  will  be  opened 
(they  must  be  opened  at  a  regular  meeting).  The  bids  must  be 
advertised  for  60  days.  It  requires  a  three-fourths  vote  to  accept  a 
bid,  while  a  majority  vote  may  reject  any  bid. 

Cleveland.  Under  the  powers  previously  explained,  the  city 
has  full  power  to  operate  its  plant  irrespective  of  the  time  and 
manner  of  acquiring  it. 

Syracuse.     Answered  under  D  11. 

Indianapolis.  The  city  has  full  power  to  operate  through  its 
Board  of  Public  Works  (Act  of  1905,  Sec.  353).  By  act  approved 
March  6,  1905,  any  city  or  town,  whether  under  a  general  or  special 
charter,  may  sell  its  water  works  or  other  public  utilities  in  the  fol- 
lowing manner,  and  upon  the  following  conditions :  First,  the  sale 
must  not  be  made  at  less  than  the  appraised  value,  to  be  fixed  by 
three  disinterested  freeholders,  residents  ctf  the  county  but  non- 
residents of  the  city  or  town,  appointed  by  the  Judge  of  the  Circuit 
Court.     The  ordinance   or  resolution  providing  for  the  sale,  in- 
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eluding  in  full  the  proposed  contract  of  salfe*,  shall  be  published  in 
a  newspaper  of  general  circulation  at  least  thirty  days  before  the 
sale.  Upon  the  petition  of  100  freeholders,  and  resident  taxpayers 
within  these  thirty  days,  the  question  of  sale  must  be  submitted 
to  the  qualified  voters.  The  sale  is  to  be  carried  out  if  the  proposi- 
tion have  a  majority  of  the  votes  cast  on  this  subject  at  a  general  or 
special  election.  If  there  be  a  newspaper  published  in  the  place, 
notice  of  such  election  shall  be  given  in  two  successive  weekly  issues. 
Otherwise,  notices  must  be  posted  for  at  least  15  days.  The  notices 
must  inform  the  voters  where  they  can  obtain  free  printed  copies  of 
the  ordinance.  If  the  vote  is  at  a  regular  election,  this  proposition 
must  be  placed  on  the  ofEcial  ballot.  At  a  special  election  for  this 
purpose  the  ballots  must  be  printed  by  the  City  or  Town  Clerk  in 
such  a  form  that  the  voter  may  vote  yes  or  no.  The  proceeds  of 
such  sale  go  into  the  general  fund. 

New  Haven.     No  provisions. 

The  same  answer  applies  to  D  14,  15  and  16  following. 

D  14.     Ditto  regarding  consent  of  abutting  property  owners  to  use 
of  streets? 
Chicago.     No  consent  required. 

Cleveland.  No  consent  required.  Street-car  franchisee  are 
subject  to  entirely  different  legislation,  and  require  the  consent  of 
abutting  property  owners.     (Municipal  CodlSj  Sec.  30.) 

Syracuse.     No  consent  required. 

Indianapolis.     No  consent  required. 

New  Haven.     No  consent  required. 

D  15.     Ditto  regarding  period  within  which  construction  must  be 
begun? 

Chicago.     May  be  regulated  by  contract  under  general  power. 

Cleveland.  Cities  are  permitted  to  make  police  power  condi- 
tions only  for  permitting  the  company  to  do  business  in  the  city. 
In  making  contracts  for  service  they  can  fix  such  conditions  as  are 
not  contrary  to  law.  Sec.  3550  of  Eevised  Statutes :  "A  company 
organized  for  the  purposes  of  supplying  *  *  *  the  inhabitants 
of  a  city  *  *  *  ^^ith  water,  may  sell  and  furnish  any  quantity 
of  water  for  such  or  other  purposes,  and  such  companies  may  lay 
conductors  *  *  *  foj.  conducting  wat^r  through  the  streets, 
alleys,  lanes  and  squares  in  such  city,  with  the  consent  of  the  mu- 
nicipal authorities  of  the  city  *  *  *  a,nd  under  such  reasonable 
regulations  as  they  (the  city)  may  prescribe."  The  regulation  re- 
ferred to  may  be  such  only  as  to  protect  the  public  and  reimburse 
the  city  for  expenses  of  inspection.  (Columbus  vs.  Columbus  Gas 
Co.,  2  N.  P.  (Ohio),  new  series,  37.) 

Syracuse.    The  city  has  full  power  in  this  matter. 

Indianapolis.  Matters  referred  to  under  this  and  the  follow- 
ing question,  D  16,  are  not  specifically  mentioned,  but  under  the 
general  laws  they  may  clearly  be  dealt  with  by  contract  ordinance. 
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Mew  Haven.  This  and  the  following  question,  D  16,  do  not 
apply  to  the  City  of  New  Haven,  which  does  not  grant  franchises. 

D  16.     Ditto  regarding  period  within  which  the  plant  must  be  com- 
pleted ? 

Chicago.     May  be  regulated  by  contract  under  general  law. 

Cleveland,  Syracuse,  Indianapolis  and  New  Haven.  Answered 
under  D  15. 

D  17.     Ditto  regarding  monopoly  rights  or  competitive  plants  fur- 
nishing the  same  or  competing  services  ? 
Chicago.     Under  the  general  powers  the  city  may  bind  itself 
not  to  compete  and  not  to  authorize  competi-tion,  but  cannot  divest 
itself  of  its  power  to  regulate  rates. 

Cleveland.  The  decisions  in  Ohio  are  uniformly  against  the 
power  of  the  city  to  grant  monopoly  privileges.  (State  vs.  Hamil- 
ton, 47  0.  S.,  63.)  An  ordinance  granting  an  exclusive  privilege  is 
void— Hamilton  vs.  Gas  Co.,  8  IsT.  P.  (Ohfo),  319;  also  the  State 
vs.  Cincinnati  Gas  Light  &  Coke  Co.,  18  0.  S.,  262. 

Syracuse.  The  city  has  no  right  to  grknt  monopoly  privileges 
to  a  water  company — Syllabus  to  Syracuse  Water  Co.  vs.  City  of 
Syracuse,  2  cases,  116  JST.  Y.,  167:  "The  municipal  corporation 
could  bind  itself  by  such  contracts  only  as  it  was  authorized  by 
statute  to  make.  It  has  no  power  to  grant  exclusive  privileges  to 
put  mains,  pipes  and  hydrants  in  its  streets*  nor  can  it  lawfully  by 
contract  deny  to  itself  the  right  to  exercise  the  legislative  powers 
vested  in  its  Common  Council." 

Indianapolis.  The  city  is  prohibited  from  granting  an  ex- 
clusive franchise  for  water.  In  granting  the  franchise  to  the  pres- 
ent company  it  expressly  reserved  the  right  "to  construct  and  operate 
works  for  itself,  or  to  charter  another  company  to  construct  and 
operate  works  in  said  city."  (Ordinances  of  Indianapolis,  1904, 
Sec.  4021.) 

Citizens  Gas  &  Mining  Co.  vs.  The  Towii  of  EUwood,  114  Ind., 
338  (1888) :  "We  very  much  doubt  *  *  *  whether  the  Legis- 
lature could,  even  if  it  so  desired,  grant  exclusive  privileges  to  any 
corporation,  but  we  have  no  such  question  before  us,  for  it  is  very 
clear  to  our  minds  that  the  Legislature  did  not  intend  to  authorize 
municipal  corporations  to  make  special  gran'ts."  See  also  Crowder 
vs.  Town  of  Sullivan,  128  Ind.,  486. 

New  Haven.     The  city  is  compelled,  under  the  present  eon- 
tract,  to  take  water  from  the  company ;  save  that  the  city  has  the 
right  to  drive  wells  for  supplying  parks,  etc.,  but  not  to  distribute 
water  through  mains  for  either  public  or  private  use. 
D  18.     Ditto  regarding  rates  to  be  charged  ? 

Chicago.  The  city  has  the  right  to  fix  Just  and  reasonable 
rates  for  charges  (Gen.  Statute,  June  6,  1891).  The  question  of 
reasonableness  is  subject  to  review  by  the  Circuit  Court  of  the 
district  in  which  the  city  is  situated.    It  would  seem  by  the  decisions 
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,of  the  courts  that  the  city  cannot  by  contract  divest  itself  of  its 
right  to  regulate.  (Cain  vs.  City  of  Wyoming,  104  App.  (HI.), 
543 ;  also  the  Eogers  Park  Water  Co.  vs.  Fergus,  178  111.,  571.  The 
same  case,  180  U.  S.,  624.) 

Cleveland.  By  Sec.  2478  of  the  Eevised  Statutes,  the  city  is 
given  the  right  to  regulate  the  price  for  both  public  and  private  use 
by  ordinance;  also  to  fix  the  meter  rent.  By  See.  45  of  the  Mu- 
nicipal Code,  the  city  may  enter  into  a  ten-year  contract  with  a 
company  for  furnishing  water  for  public  use. 

Syracuse.  Under  the  statutes  cited  in  the  answer  to  D  6,  the 
city  doubtless  has  complete  power  over  the  matters  referred  to  in 
questions  D  18,  19,  20. 

Indianapolis.  The  rates  are  at  the  discretion  of  the  city,  ex- 
cept that  by  Sec.  139  of  the  Act  of  1905  the  city  is  forbidden  to 
make  any  charge  for  water  from  publicly  owned  works  for  ex- 
tinguishing fires,  for  supplying  and  furnishing  connections  for  fixe 
purposes,  for  the  cleaning  of  market  houses  or  streets,  and  for  the 
use  of  public  buildings,  parks  and  other  grounds  belonging  to  the 
city,  for  the  flushing  out  of  sewers,  or  for  other  sanitary  purposes. 
Under  the  Municipal  Act  of  Apr.  15,  1905,  Sec.  93,  Par.  9,  the 
Board  of  Public  Works  is  authorized  to  contract  with  any  person  or 
company  for  the  supply  of  water  for  publife  and  private  uses,  and 
"to  fix  the  terms  and  the  conditions  and  the  prices  to  be  charged  for 
the  same." 

New  Haven.  The  matter  is  covered  by  Article  5  of  the  present 
contract,  but  as  explained  in  a  supplementary  report,  the  contract 
provision  is  meaningless.  Apart  from  this  clause,  the  city  has  no 
right  to  regulate  prices,  and  the  Stats  has,  in  fact,  never  attempted 
to  do  so,  except  to  confirm  the  specific  provision  on  prices  in  the 
contracts  of  1892  and  1902.  (See  opinion  "of  Corporation  Counsel 
Daggett,  Feb.  13,  1902.) 

D  19.     Ditto  regarding  character  and  quality  of  service? 

D  20.     Ditto  regarding  right  of  city  to  regulate  operation  ? 

Chicago.     Both  matters  proper  subjects  of  contract. 

Cleveland.  The  city  can  act  in  these  matters  only  within  the 
police  power. 

Syracuse.    Answered  under  D  18. 

Indianapolis.  The  city  by  contract  ordinance  has  virtually  un- 
limited power  to  regulate  the  quality  of  the  service  and  the  operation 
of  a  private  water  plant.  The  cit7  is  equally  free  in  regard  to  a 
publicly  owned  plant,  except  as  regards  the  strictly  financial  opera- 
tions of  the  public  plant. 

New  Haven.  The  dty  has  no  power  apart  from  the  contract. 
Paragraph  6  of  the  contract  is  as  f  oUows  ?  "Said  company  agrees 
to  use  all  reasonable  efforts  to  supply  the  city  and  its  inhabitants 
with  pure  and  wholesome  water,  it  being  understood  that  plans  for 
the  filtration  of  the  Lake  Whitney  supply  are  now  under  considera- 
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tion  by  the  company."     The  Lake  Whitney  supply  is  now  (August, 
1906)  filtered. 

D  21.    Ditto  regarding  taxation? 

Chicago.  Taxation  is  so  restricted  by  the  constitution  that 
the  city  has  no  power  over  it  in  this  connection. 

Cleveland.    Entirely  outside  the  powers  of  the  city. 

Syracuse.  Constitutional  and  statutory  provisions  on  this 
point  are  very  meagre.  The  matter  has  not  been  judicially  deter- 
mined. I  think  it  plain,  however,  that  in  so  much  as  the  subject  of 
taxation  rests  on  laws  distinct  from  the  city  charter,  which  make 
aU  property  not  exempt  by  the  statute  liable  to  taxation,  the  city 
would  have  no  right  to  exempt  a  company  or  any  of  its  property 
from  taxation.  It  is  not  impossible  that  for  a  fair  equivalent  the 
city  might  agree  to  hold  the  company  harmless  for  any  or  all  taxes. 
It  is  not  likely,  however,  that  the  powers  granted  the  city  by  the 
Legislature  over  the  streets  would  enable  the  city  to  exact  a  fran- 
chise tax,  compensation  for  franchise,  the  paving  of  streets,  or  any- 
thing else  that  the  court  would  view  as  a  compensation,  direct  or 
indirect,  for  the  use  of  the  streets.  Under  present  legislation  the 
power  of  the  city  is  limited  to  a  reasonable  regulation  with  a  view 
to  protect  the  interests  of  the  city. 

Indianapolis.  The  constitution  of  Indiana,  Sec.  193,  requires 
taxation  to  be  uniform  and  equal,  with  assessment  for  taxation  of 
all  property,  except  such  as  is  especially  exempted  by  statute,  be- 
cause used  for  municipal,  educational,  literary,  scientific,  or  chari- 
table purposes.  Under  the  general  tax  laws  (Acts  of  1891,  P.  199, 
Sec.  3),  "all  property  within  the  jurisdiction  of  this  State  not  ex- 
pressly exempted  shall  be  subject  to  taxation."  This  clause  pro- 
hibits the  city  from  granting  an  exemption  to  taxation  by  franchise 
or  contract. 

New  Haven.  The  company,  under  the  contract  (approved  by 
the  Legislature)  is  partially  exempt.  The  city  gets  free  water  for 
public  use  (Sec.  10),  but  in  case  any  other  than  property  taxes  are 
ever  laid  on  the  company,  the  city  has  the  option  of  bearing  the 
burden  of  such  taxes  for  the  company,  or  of  paying  for  water  for  fire 
protection,  $30  per  hydrant;  and  for  other  purposes,  the  lowest 
meter  rate  less  25  per  cent. 

D  22.     Ditto  regarding  compensation  for  franchises,  including  all 
free  services? 

Chicago.  I  have  no  doubt  that  under  the  general  power  of  the 
city  it  could  exact  compensation,  and  contract  for  free  services. 

This  answer  applies  also  to  D  33  and  34. 

Cleveland.  Compensation  is  prohibited.  The  city  has  no 
right  to  demand  free  service  in  lieu  of  compensation. 

Syracuse.     Answered  under  D  31. 

IndiamapoUs.  Under  Sec.  353,  Act  of  1905,  the  city  is  given 
a  free  hand  to  deal  in  its  franchise  grants  with  free  services.  "In 
granting  such  franchises,  such  city  or  town  shall  also  provide  for 
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the  terms  on  wMeli  such  water,  gas,  steam,  electricity,  or  other 
element,  and  such  drainage  and  sewerage  connections  shall  be  sup- 
plied to  the  city  or  town  and  to  its  inhabitants,  as  well  as  for  reason- 
able license  fees  or  other  compensation  to  be  paid  to  such  city  or 
town  for  any  such  franchise  and  privilege." 

New  Raven.     The  city  has  no  right  to  demand  payment  for  the 
franchise,  and  the  State  has  not  chosen  to  do  so.     Free  services  are 
dealt  with  in  the  supplementary  report. 
D  33.     Ditto  regarding  paving  of  streets? 
D  34.     Ditto  regarding  removal  of  mains  from  streets  ? 

Chicago.     Answered  under  D  33. 

Cleveland.  As  a  police  regulation  the  company  may  be  made 
to  bear  the  expense  of  putting  the  streets  in  order,  but  no  burden  or 
condition  which  is  in  essence  compensation  for  the  use  of  the  streets 
can  be  required.  The  company  may  lay  pipes  under  reasonable 
regulations  (Sec.  3550,  E.  S.).  In  so  miich  as  street  fraH'Chises 
are  granted  without  time  lunit,  it  would  appear  that  the  city  has  no 
right  to  require  the  removal  of  the  mains.  By  ordinance  of  Dec. 
10,  1904,  the  City  of  Cleveland  permitted  the  American  Steel  and 
Wire  Company  to  lay  pipes  from  the  lake  to  *its  own  works  for  fur- 
nishing water  exclusively  for  its  own  use,  and  fixed  very  severe  con- 
ditions for  laying  the  pipes,  and  reserved  the  right  to  have  the 
pipes  removed  from  the  streets  at  the  expense  of  the  company  at  any 
time,  but  such  conditions,  apparently,  could  not  be  imposed  upon 
a  water  company. 

Syracuse.  See  answer  to  D  31.  ISTo  specific  provisions  in  re- 
gard to  removal  of  mains.  It  would  appear  doubtful  if  such  a 
stipulation  eould  be  brought  under  the  term  "reasonable  regula- 
tion," as  the  pipes  would  do  no  harm  in  the  streets.  The  city  has 
the  right  to  lay  its  own  pipes,  or  to  authorize  another  company  to 
lay  pipes,  to  meet  the  needs  of  the  city. 

Indicmapolis.  While  paving  is  not  mentioned,  it  is  plain  that 
the  language  of  Sec.  353,  cited  in  part  in  the  answer  to  D  23,  might 
be  made  to  cover  paving.  The  same  theory  applies  to  removal  of 
street  mains. 

New  Haven.  The  city  has  no  power  in  these  matters.  The 
company's  charter  requires  it  to  put  the  streets  in  order  when  it 
opens  them. 

D  35.     Ditto  regarding  issuance  of  stocks  and  bonds  ? 

Chicago.  This  matter  is  regulated  by  the  general  incorpora- 
tion law.  Probably  beyond  the  power  of  the  city.  (See  answer  to 
D  35  for  Indianapolis.) 

Cleveland  and  Syracuse.  Probably  beyond  the  powers  of  the 
city. 

Indianapolis.  The  question  raises  a  do.ubtful  legal  point.  It 
is  probable  that  the  city  by  contract  with  the  company,  under  Sec. 
353,  Act  of  1905,  might  limit  the  company  in  these  matters,  so  long 
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as  such  contract  did  not  in  fact  limit  the  ability  of  the  company  to 
perform  any  of  its  public  duties. 

New  Haven.     Beyond  the  power  of  the  city. 
D  36.     Ditto  regarding  examination  of  records  ? 
D  37.    Ditto  regarding  audit  of  accounts  ? 
D  28.     Ditto  regarding  publication  of  reports  ? 

Chicago.  The  matters  referred  to  in  D  26,  27  and  28  may 
clearly  be  made  the  subject  of  contract  by*  the  city.  In  practice 
these  matters  are  not  covered  by  contracts. 

Cleveland.  No  such  powers.  Probably  such  provisions  might 
be  inserted  in  a  contract  with  the  company  for  the  supply  of  water, 
but  not  in  the  franchise  or  grant  to  use  the  'streets. 

Syracuse.  Never  ruled  on  by  the  courts.  Apparently  such  a 
provision  would  be  construed  as  a  reasonable  regulation.  Under 
the  charter  of  the  only  water  company  ever  operating  in  Syracuse, 
the  company's  records  were  open  to  inspection. 

Indianapolis.  Under  Sec.  253  (Act  of  1905),  the  city  clearly 
has  the  right  to  contract  on  these  matters  so  long  as  the  terms  of 
such  contract  are  within  the  charter  powers  of  the  public  service 
corporation  concerned,  and  do  not  violate  the  general  laws.  The 
matter  is  not  dealt  with  in  the  general  municipal  corporation  act, 
save  in  the  broad  and  sweeping  language  of  tiiis  section. 

New  Haven.     These  matters  are  beyond  the  power  of  the  city. 
See  answer  to  G  39. 
D  29.     Ditto  regarding  returns  to  public  ailiihorities  ? 

Chicago.  See  answer  to  D  26.  By  Act  of  May  10, 1901,  every 
corporation  must  make  an  annual  report  to  the  Secretary  of  State 
within  the  month  of  February,  and  pay  a  fee  of  $1  for  filing  the 
same.  The  report  is  not  required  to  contain  information  of  value. 
The  act  probably  originated  in  an  attempt  to  enforce  the  tax  and 
anti-trust  laws. 

Cleveland.    See  answer  to  D  26. 

Syracuse  and  Indianapolis.     See  answer  to  D  26. 

New  Haven.     See  answer  to  C  39. 
D  30.     Ditto  regarding  transfer  of  franchise  to  third  parties? 

Chicago.     Answered  under  D  26. 

Cleveland.  Beyond  the  power  of  the  city,  but  such  a  company 
under  the  State  law  may  consolidate  with  and  thereby  transfer  its 
franchise  to  any  electric  lighting  company,  natural  or  artificial  gas 
company,  coke  company  or  water  company  doing  business  or  incor- 
porated and  organized  for  the  purpose  of  doing  business  in  the  same 
municipal  corporation,  in  the  manner  provided  for  the  consolidation 
of  railroad  companies. 

Syracuse.    Answered  under  D  26.    However,  under  the  old  leg- 
islation provisions  were  inserted  in  the  franchise  granted  March  23, 
1885.     This  franchise  never  went  into  operation,  but  apparently  no 
Vol.  II.— 8. 
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one  suggested  at  the  time  that  this  provision  was  illegal  or  im- 
proper. In  so  much  as  the  laws  of  Xew  York  authorize  under  cer- 
tain conditions  the  sale  of  the  property  rights  and  franchises  of  one 
corporation  to  another  (E.  C.  Harrison,  The*Xew  York  Corporation 
Law,  1906,  Page  311,  Article  2,  Paragraphs:  32  and  33,  and  Classi- 
fied Corporation  Laws  of  all  the  States,  M.  IJ.  Overland,  Page  287, 
edition  of  1906),  it  would  seem  probable  that  the  city  might  bind 
the  company  by  franchise  contract  not  to  exercise  such  rights. 

Indianapolis.     Answered  under  D  26. 

New  Haven.  Section  13  of  the  contract  gives  the  city  the  right 
to  purchase  the  property  of  the  company  in  accordance  with  Section 
8  of  the  contract  if  the  company  sells  its  property  or  franchises, 
becomes  a  member  of  a  trust  or  syndicate,  or  at  any  time  has  a 
Board  of  Directors,  a  majority  of  whom  are  not  residents  of  New 
Haven. 
D  31.     Ditto  regarding  labor  clauses? 

Chicago.     Answered  under  D  26. 

Cleveland.     Answered  under  D  26. 

Syracuse.  It  is  doubtful  if  the  courts  would  uphold  any 
clauses  not  specifically  authorized  iDy  statute.! 

Indianapolis.     Answered  under  D  26. 

New  Haven.  The  city  has  no  power  iji  the  matter  under  the 
statute,  and  the  subject  is  not  touched  upon  iti  the  contract. 

D  32.  Ditto  regarding  other  important  matters,  including  renewal 
of  franchises? 

Chicago.     Answered  under  D  26. 

Cleveland.  So  far  as  I  understand  the  jurisprudence  of  Ohio 
the  theory  is  that  the  city  cannot  fix  terms  and  conditions  in  a  water 
franchise  grant  (transportation  companies  are  under  a  different 
code).  In  theory  franchises  are  unlimited  in  time  and  companies 
are  subject  to  competition  either  by  the  city  or  other  private  com- 
panies, and  the  city  has  the  right  to  purchase  the  property  by  volun- 
tary agreement;  to  make  10-year  contracts  for  the  supply  of  water 
for  public  use,  and  in  the  absence  of  contraot  has  the  right  to  regu- 
late the  price  for  both  public  and  private  use  at  any  time. 

Syracuse.  Such  franchises  are  limited  under  the  Laws  of 
1898,  Chapter  189,  to  50  years.  The  last  part  of  Section  19,  Chap- 
ter 182,  Laws  of  1898,  reads  as  follows :  "No  such  franchise  shaU 
be  granted  or  be  operated  for  a  period  longer  than  50  years.  The 
Common  Council  may,  however,  grant  to  the  owner  or  lessees  of  an 
existing  franchise  under  which  operations  are  being  actually  car- 
ried on,  such  additional  rights  or  extensions  in  the  street  or  streets 
in  which  the  said  franchise  now  exists,  upon  such  terms  as  the  in- 
terests of  the  city  may  require,  with  or  without  sale  or  advertise- 
ment, as  said  Common  Council  may  determine ;  provided,  however, 
that  no  such  grant  shall  be  operated  unless  subsequently  approved 
by  resolution  of  the  Board  of  Estimate  and  Apportionment,  and 
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also  by  the  Mayor."  This  clause  certainly  gives  very  wide  power 
to  the  city  government  to  make  terms  and  conditions  in  granting 
additional  rights  to  a  company  in  operation,  especially  where  the 
company  has  the  right  to  operate  in  every  street  in  the  city,  Imt  the 
clause  still  leaves  the  matter  in  doubt  as  tb  an  actual  renewal  or 
extension  of  the  franchise  beyond  the  period  of  50  years.  On  the 
whole,  I  think  it  probable  that  stipulations  determining  the  condi- 
tions of  renewal  at  the  end  of  50  years  are  not  permissible  in 
original  grants. 

Indianapolis.  The  renewal  of  franchises  is  to  be  dealt  with 
apparently  as  the  granting  of  a  new  franchise  and  subject  to  the 
same  limitations  except  as  covered  by  the  vague  language  on  ad- 
vertising for  bids  (Act  of  1905,  Section  93,  Paragraph  9),  cited 
in  answer  to  question  D  3. 

New  Haven.  I  trust  that  I  have  already  made  it  plain  that 
the  city  has  no  power  over  franchises,  and  that  the  whole  (relation 
of  the  city  to  the  company  is  that  of  the  general  police  power  of 
regulating  the  operations  of  the  company,  which  has  a  perpetual 
franchise  from  the  State.  The  only  other  relations  of  the  city  to  the 
company  are  determined  by  the  existing  perpetual  contract,  signed 
February  17,  1902,  and  confirmed  by  special  legislative  act  in  1903. 

D  33.     What  remedies,  penalties  and  means  of  enforcing  the  above 
provisions  have  been  provided  ? 

D  34.     Are  they  efEeetive  ? 

Chicago.  There  is  really  nothing  to  enforce  as  the  city  is  left 
free  to  do  exactly  as  it  pleases  without  State  supervision.  Its  only 
means  of  enforcing  its  contract  rights,  as  In  the  case  of  the  Rogers 
Park  private  company,  is  resort  to  the  couri^s  or  appeal  to  the  State 
to  forfeit  the  charter  by  Judicial  process. 

Cleveland.  Question  does  not  apply.  The  city  enforces  its 
police  regulations  against  the  company  in  the  same  manner  that  it 
exercises  its  police  powers  toward  others. 

Syracuse.  The  question  does  not  apply  as  no  company  has 
rights  in  the  city. 

Indianapolis.  Nearly  all  the  above  prdvisions  are  found  in  the 
General  Municipal  Law  of  April  15,  1905.  The  Indianapolis 
Water  Company,  the  subject  of  this  report,  is  acting  under  a  general 
charter  granted  in  1865,  amended  in  1881,  and  under  a  contract 
ordinance  made  with  the  city  in  1901,  before*  the  present  legislation 
was  passed.  The  provisions  of  the  charter  and  the  ordinance  under 
which  the  company  is  acting  are  fully  set  forth  elsewhere  in  this 
report.  It  may  be  incidentally  remarked,  however,  that  although 
the  legislation  of  1905  is  supposed  to  be  a  complete  revision  of  the 
laws  relating  to  municipalities,  the  provisions  of  the  Act  of  1905 
are  not  widely  different,  so  far  as  the  matters  touched  on  in  this  re- 
port are  concerned,  from  the  previous  legislation  which  was  very 
favorable  to  the  municipality  and  'opened  the  gates  very  wide  for 
either  public  ownership  or  for  the  control  of  the  water  company  by 
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contract.     Sections  16  and  17  of  the  present  contract  (1901)  be- 
tween the  city  and  the  company,  approved  August  19,  call  for  good 
potable  water,  to  be  determined  by  two  chemists  selected,  one  by  the 
company  and  one  by  the  city,  and  with  the  Tight  to  appoint  a  third 
in  case  the  two  disagree.     The  franchise  of*  January  3,  1870,  Sec- 
tion 1,  called  for  "pure,  filtered  and  wholesome  water."     Analy- 
,   sis  of  the  water  is  tq  be  made  whenever  the  Board  of  Public  Works 
and  the  Board  of  Public  Health  and  Charities  shall  require  it.     The 
city  took  no  efEeetive  steps  to  determine  the  character  of  the  water 
or  enforce  these  provisions  of  the  contract  until  the  unprecedented 
flood  of  March  9,  1904,  brought  widespread  sickness,  general  alarm 
and  great  public  agitation  for  improvement  of  the  water  supply. 
This  resulted  in  the  elaborate  investigation  of  the  joint  commis- 
sion, composed  of  George  W.  Fuller,  C.  E.  Ferguson  and  B.  J.  T. 
Jeup,  report  made    in    print    (46    pageSj    October    26,    1904). 
This  investigation  included  every  phase  of  the  water  supply,  in- 
cluding the  sources  and  a  chemical  and  bacterial  analysis.     The 
commission  made  16  specific  recommendations  (pages  35  and  36), 
which  so  far  as  they  seem  significant  have  since  been  carried  out. 
The  city  has  also,  since  this  report  was  made,  undertaken,  through 
its  Health  Department  to  make  daily  analyses  of  the  water  on  its 
own  account.     This  had  not  been  done  befcwre.     The  contract  with 
the  company  seems  adequate  to  protect  the  public  interest  save  only 
the  question  of  price  to  private  consumers,  and  since  the  agitation 
of  1904  and  1905  seems  to  be  well  enforced. 

New  Haven.  Determined  wholly  by  the  contract,  which  is 
dealt  with  ia  a  supplementary  report.  Section  362  of  the  city 
ordinances  authorizes  the  Board  of  Aldermen  to  appoint  one  m 
more  inspectors  of  water  meters,  with  authority  to  inspect  and  test 
meters  on  application  of  users,  provided  that  48  hours'  notige  be 
given  to  the  company.  Apparently  the  users  are  to  pay  for  the  in- 
spection, and  the  tariff  to  be  fixed  by  the  Board  of  Aldermen.  In 
regard  to  this  clause,  the  City  Clerk  says:  "Very  few  meters  are 
in  use  in  New  Haven,  and  so  far  as  I  am  able  to  learn  no  inspectors 
have  been  appointed  or  asked  for."  The  remedies  have  never  been 
tried.  They  appear  on  their  face  to  be  inefffective. 
D  35.  If  defective  in  any  regard  and  the  provisions  are  not  en- 
forced, state  in  what  respects,  and  give  reasons. 

Chicago.  See  answer  under  B  12.  "fhe  question  does  not 
apply  to  local  conditions  except  as  regards  the  franchise  of  the 
Rogers  Park  Water  Company.  Under  this  contract  (with  the 
Rogers  Park  Company)  two  important  legal  pases  have  been  pressed 
to  courts  of  last  resort,  and  another  is  now  pending.  In  the  first, 
John  B.  Fergus  vs.  The  Rogers  Park  ^V ater  Company,  was  involved 
the  question  of  the  right  of  the  City  of  C^hicago  to  regulate  the  rates 
for  the  use  of  water  in  the  face  of  a  thirty  years'  contract,  dating 
from  November  12,  1888,  attempting  to  fii  the  rates  for  the  whole 
period.  The  court  upheld  the  right  of  the  citv  to  regulate  the  rates 
notwithstanding  the  contract.     The  original  contract  of  this  com- 


GENERAL     HISTORY     AND     LEGISLATION.  101 

pany  was  made  by  the  Village  of  Rogers  Park,  at  that  time  an  in- 
dependent municipality,  to  whose  rights  and  obligations  the  City  of 
Chicago  succeeded  on  April  4, 1893,  when  Eogers  Park  was  annexed 
to  Chicago.  The  second  ease,  that  of  the  Eogers  Park  Water  Com- 
pany vs.  The  City  of  Chicago,  was  one  in  which  the  company  con- 
tested the  particular  rate  for  water  fixed  by  the  City  of  Chicago. 
This  involving  no  federal  question,  was  carried  to  the  Supreme 
Court  of  Illinois,  and  decided  in  favor  of  the  company  on  the 
ground  that  the  particular  rate,  which  was  the  same  as  that  charged 
in  the  other  portions  of  Chicago,  was  unreasonably  low.  On  June 
12,  1905,  the  Rogers  Park  Water  Company  filed  a  bill  with  the 
Circuit  Court  of  Cook  County  to  restrain  tl|e  City  of  Chicago  from 
entering  with  its  water  pipes  the  territory  of  the  Rogers  Park  Com- 
pany and  from  the  levying  of  a  special  assessment  for  such  water 
pipes,  the  company  claiming  an  exclusive  privilege  for  that  ter- 
ritory under  the  original  contract  ordinance  of  Kovember  12,  1888. 
The  case  is  now  pending  in  the  Appellate  Court  of  Illinois.  Since 
this  report  was  written  (about  August,  1906),  the  Mayor  of  Chicago, 
through  his  police  force,  took  violent  possession  of  the  Rogers  Park 
Water  Company,  stopped  the  pumps  of  the  company,  connected  the 
pipes  of  that  company  with  the  pumps  of  the  Chicago  Water  Works, 
and  has  since  been  furnishing  water  from  the  public  pumping 
stations  of  Chicago  through  the  distributing  system  of  the  Rogers 
Park  Company.  This  high  handed  proceeding  was  taken  on  the 
avowed  ground  that  the  water  furnished  by  the  Rogers  Park  com- 
pany was  so  unsanitary  that  a  great  epidemic  of  disease  was  threat- 
ened in  that  territory.  As  explained  elsewhere,  under  the  f rafichise 
of  that  company  the  city  had  the  right  to  purchase.  The  company 
will  doubtless  press  its  suits  for  damages  for  the  violent  taking  by 
the  city, 

Cleveland.     . 

Syracuse.     Answered  under  D  33. 

Indianapolis.  The  chief  difficulty  since  1905  with  the  water 
situation  at  Indianapolis,  does  not  seem  to  be  with  the  charter  of 
the  water  company,  or  with  the  legal  powers  of  the  city  over  the 
company,  or  with  the  contract  between  the  city  and  the  company,  or 
even  with  the  machinery  or  methods  of  enforcing  the  contract,  but 
with  the  25,000  polluted  surface  wells  still  in  use  in  the  city,  accord- 
ing to  the  report  of  the  Joint  Comrpission,  f)ctober  26,  1904,  pages 
31  to  32.  Although  the  Board  of  Health  has  officially  condemned 
many  of  these  wells  in  the  last  eight  years,  there  is  no  evidence  that 
such  condemned  wells  have  gone  out  of  use.  The  exact  extent  of 
the  powers  of  the  city,  under  present  law,  to  compel  the  discon- 
tinuance of  the  use  of  the  wells  is  in  doubt.  Paragraph  7,  Section 
53,  Act  of  1905,  gives  the  Council  power  "to  declare  what  shall 
constitute  a  nuisance,  to  prevent  the  same,  to  require  its  abatement, 
authorize  the  removal  of  the  same  by  the  proper  officers,  and  to 
provide  for  the  punishment  of  the  person  or  persons  causing  or 
suffering  the  same."     This  act,  with  sections  213  and  214,  defining 
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the  powers  of  the  Department  of  Health  and  Charities,  may  possi- 
bly give  the  city  sufficient  power  to  prevent'  the  use  of  these  wells. 
However  that  may  be,  the  great  number  of  voters  using  the  wells, 
together  with  large  real  estate  interests,  have  been  able  so  far  to 
bring  sufficient  political  pressure  on  the  Council  to  prevent  the  pas- 
sage of  any  ordinance  compelling  the  discontinuance  of  the  wells 
in  question,  and  the  connecting  of  the  property  on  which  the  wells 
are  situated  with  the  city  water  works. 

New  Haven.    . 

D  36.     Give  complete  list  of  all  water  franfchises  now  in  force. 

Chicago.  The  only  water  franchise  in  Chicago  is  that  of  the 
Rogers  Park  Water  Company,  granted  November  12,  1888,  by  the 
Village  of  Rogers  Park,  for  thirty  years,  in  form  exclusive  (the 
matter  is  now  in  litigation),  for  the  then  ter.ritory  of  the  Village  of 
Rogers  Park,  about  one  and  a  half  square  miles  on  the  lake  shore, 
now  the  northeast  portion  of  the  City  of  Chicago. 

Mileage  of  mains  of  the  company,  December,  1904,  22.364. 
A  manuscript  report  of  T.  C.  Phillips,  Engineer  of  Water  Pipe 
Extension  (of  Chicago),  February  26,  1906,  says  that  there  are  23.3 
miles,  of  which  nearly  80  per  cent,  is  six  inch,  the  remainder 
nearly  equally  divided  between  four,  eight  and  ten  inch.  The 
whole  property  of  the  Rogers  Park  plant  is  estimated  by  the  En-  ' 
gineering  Department  of  Chicago  at  about  $234,000.  This  in- 
cludes, however,  more  than  $23,000  for  pa'^ement  which  has  been 
put  down  since  mains  were  laid.  The  Chief  Engineer  objects 
decidedly  to  this  item. 

Cleveland.     No  franchises. 

Syracuse.     No  franchises. 

Indianapolis.  The  only  water  franchise  in  Indianapolis  is  that 
of  the  Indianapolis  Water  Company,  granted  January  3,  1870, 
amended  by  contract  of  August  19,  1901,  for  the  City  of  Indiana- 
polis, by  implication  for  fifty  years.  As  no  period  is  mentioned  in 
the  franchise,  the  franchise  probably  funs  for  the  life  of 
the  corporation,  which  is  fifty  years  froin  the  date  of  incor- 
poration, October,  1869.  The  franchise  is  specifically  competitive, 
and  applies  to  all  the  streets  of  Indianapolis.  This  apparently 
means  the  streets  of  any  territory  annexed  to  the  city.  The  dangers 
from  perpetual  franchises  were  supposed  to  be  obviated  by  the  ex- 
press provision  that  the  city  rq^erved  the  right  either  to  grant  a 
franchise  to  any  other  company  or  to  build  its  own  water  works, 
which  at  that  time,  under  the  statute,  it  had  the  right  to  do,  and 
also  by  the  provision  that  the  prices  for  both  public  and  private 
use  should  in  no  case  be  higher  than  the  average  price  in  the  United 
States  for  water  from  as  efficient  works,  ,and  should  be  subject 
within  these  limitations  to  adjustment  as  often  as  once  a  year  by 
either  agreement  or  arbitration,  at  the  request  of  either  party  to  the 
contract.  It  was  expressly  provided  that  under  no  circumstances 
should  the  prices  be  higher  than  those  mentioned  above,  and  in  the 
case  of  the  hydrant  rental,  in  no  case  should  that  exceed  $50  per 
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hydrant  per  annum;  and  the  further  safeguard  was  proyided  that 
the  city  might  purchase  the  property  and  franchise  of  the  company 
on  six  months  notice  at  any  time  by  voluntary  agreement,  or  in  case 
of  disagreement  at  a  price  to  be  fixed  by  a  joint  board  of  five  dis- 
interested non-residents.  Tlie  city  even  reserved  the  right  to  re- 
fuse to  buy  after  such  Board  of  Arbitra!tion  had  been  appointed, 
and  had  made  its  report.  In  any  case  no  value  was  to  be  placed  on 
the  franchise.  The  company  was  forbidden  to  sell  to  any  person 
or  corporation,  except  the  dty,  without  giving  the  city  the  option 
of  buying  on  the  same  terms  offered  to  others.  The  purchase  con- 
tract was  further  made  subject  to  approval  by  popular  vote. 

New  Haven.  The  only  water  franchise  in  New  Haven  is  that 
of  the  New  Haven  "Water  Company,  granted  by  the  Legislature  in 
the  charter  of  the  company,  special  act,  1849,  and  amendments 
thereto. 

See  also  answer  to  C  7,  C  9,  and  A  14.  The  charter  is  per- 
petual, with  option  of  purchase.  It  is,  however,  highly  doubtful' if 
the  act  under  which  the  method  of  purchase  is  provided,  that  of 
1881,  is  now  in  force.  (See  opinion  of  Corporation  Counsel,  Feb- 
ruary 13,  1902,  City  Year  Book,  1901,  Page  674).  Be  that  as  it 
may,  the  'act  is  inadequate,  and  the  city  could  not  purchase  without 
additional  powers  from  the  Legislature.  The  franchise  is  not  ex- 
clusive in  form,  but  under  contract  and  the  stipulation,  both  of 
February  17,  1903,  it  is  doubtful  if  the  city  could  either  compete 
or  authorize  any  one  else  to  compete.  The  city  certainly  must  take 
public  water  from  this  company,  and  carinot  itself  distribute  water 
through  mains  to  private  consumers.  The  franchise  covers  all  the 
streets  of  New  Haven  as  well  as  the  other  towns  mentioned  under 
C  9.  The  street  mileage  of  the  city  is  substantially  two  hundred 
miles. 

D  37.  Following  the  designation  used  ii  the  preceding  question, 
state  for  each  franchise  the  conditions  upon  which  fran- 
chise may  be  declared  forfeited. 

Chicago  (Rogers  Park) .  Forfeiture  for  failure  to  supply  qual- 
ity or  quantity  of  water  called  for  for  one  year,  and  after  notice 
from  the  village  that  either  the  quality  or  the  quantity  is  not  in 
accordance  with  the  ordinance. 

.  Cleveland.  Questions  D  37  to  D  60  inclusive,  do  not  apply  to 
the  conditions  in  Cleveland,  where  there  are  no  water  franchises. 

Syracuse.  Questions  D  37  to  D  58  inclusive,  do  not  apply  to 
conditions  in  Syracuse  as  there  are  no  water  franchises  in  force. 

Indianapolis.  By  the  original  ordinance,  January  3,  1870, 
construction  was  to  begin  in  90  days,  five  miles  of  pipe  to  be  laid 
and  connected  with  the  works  within  a  year,  and  in  twenty-seven 
months  fifteen  miles  of  pipe  were  to  be  laid.  The  franchise  was  to 
be  forfeited  if  by  lack  of  care  or  diligence  the  company  failed  to 
fulfill  these  requirements,  or,  having  fulfilled  them,  should  fail  to 
furnish  water  for  36  consecutive  hours  at  the  rates  provided  in  the 
ordinance.     The  city  reserved  the  option  of  declaring  forfeited, 
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instead,  all  the  hydrant  rentals  for  one  year.  Nothing  was  said  io 
this  ordinance  about  how  the  fact  of  forfeiture  should  be  deter- 
mined. By  the  amended  ordinance  of  January  24,  1870,  this  mat- 
ter was  cleared  up  by  the  provision  that  no  forfeiture  of  the  fran- 
chise or  hydrant  rental  should  take  place  except  by  judicial  declara- 
tion by  a  court  of  competent  jurisdiction.  This  was  probably  the 
law  under  the  original  ordinance. 

New  Haven.  Not  the  franchise,  but  the  contract  with  the 
company  can  be  annulled,  or  forfeited,  only  in  the  manner  provided 
in  the  contract  itself.  By  Paragraph  2,  if  the  works  become  iaade- 
quate  and  the  company  shall  not  "use  all  reasonable  means  to  re- 
store said  works  to  a  proper  state  of  efficiency,"  the  contract  be- 
comes liable  to  annullment.  This  clause  would  naturally  require 
judicial  determination.  By  Section  8,  in  case  of  a  failure  of  the 
company  to  fulfill  its  contract  in  respect  to  the  supply  or  quality 
of  water  for  public  or  private  use  (the  contract  does  not  require  the 
company  to  lay  any  pipes),  the  city  has  the  right  to  purchase  the 
works  and  franchises  of  the  company  in  the  manner  provided  for  in 
the  Act  of  1881  (which  apparently  and  according  to  the  allegations 
of  the  officers  of  the  company  is  no  longer  in  force),  at  a  i^vc  valu- 
ation, including  the  value  of  the  franchise,  determined  by  appraisers 
appointed  by  the  court.  The  clause  also  applies  in  case  the  com- 
pany refuses  to  abide  by  the  price  fixed  by  arbitration  (Section 
6).  Such  failure  of  the  company,  however,  must  be  judi- 
cially determiaed,  and  the  city  must  "commence  to  take  steps  for 
such  purchase  withia  four  months  from  such  judicial  determination 
or  refusal."  By  Section  9  the  method  of  proceeding  for  annulling 
the  contract  is  set  forth.  By  Section  11  the  city  is  given  the  right 
to  purchase  the  property  and  rights  of  the  company  at  the  end  of 
25  years  from  February  20,  1902,  and  at  the  end  of  any  succeeding 
period  of  25  years,  at  a  fair  valuation,  to  be  determined  iu  the 
manner  provided  for  ia  the  Act  of  1881.  Under  Section  13,  if  the 
company  transfer  its  franchise,  have  a  Board  of  Directors,  the 
majority  of  which  do  not  reside  in  New  Haven,  or  if  the  company 
become  a  member  of  a  trust  or  syndicate,  the  city  has  the  right  to 
purchase  in  the  manner  provided  for  in  Section  8.  Section  14 
expressly  declares  that  notwithstanding  any  breach  of  the  contract 
neither  party  has  the  right  to  annul  or  set  it  aside,  except  in  accord- 
ance with  the  terms  of  the  contract  as  I  have  just  explained  them. 

D  38.     In  like  manner,  state  for  each  the  time,  method  and  terms 
of  acquisition  by  the  city. 

Chicago  {Rogers  Farh) .  Section  8  gives  the  city  the  right  to 
purchase  after  10  years,  and  at  the  expiration  of  any  five  years 
thereafter,  with  six  months'  previous  notice;  value  to  be  fixed  by 
arbitration  of  three  persons.  Payment  for  franchise  expressly  pro- 
vided for.     Payment  to  be  made  within  60  days  after  the  award. 

Cleveland.    See  D  37. 

Syracuse.     See  D  37. 


GENERAL     HISTORY     AND     LEGISLATION.  105 

Indianapolis.  The  city  has  the  right  to  purchase  at  any  time 
on  six  months'  notice  at  a  price — if  a  voluntary  agreement  cannot 
be  reached — to  be  determined  by  a  joint  board  of  arbitration  of  five 
non-residents.  The  city  has  the  right  to  reject  the  purchase  after 
the  arbitration.  The  company  is  forbidden  to  sell  to  anybody  ex- 
cept the  city  without  first  giving  the  city  the  option  to  purchase  at 
the  same  price.  Any  purchase,  including  the  terms  of  purchase, 
must  be  ratified  by  popular  vote,  and  no  value  is  to  be  placed  upon 
the  city  franchise  of  the  company.  (Section  7  of  the  ordinance  of 
January  3,  1870,  confirmed  by  Section  15  Of  the  contract,  signed 
December  31,  1900,  approved  by  ordinance  August  19,  1901.) 

New  Haven.     Answered  under  D  37. 

D  39.  In  like  manner,  state  for  each  the-  method  by  which  the 
plant  thus  acquired  may  be  utilized. 
Chicago  (Rogers  Park).  Under  the  General  Act  of  April  10, 
1873,  the  city  has  full  authority  to  operate  and  is  not  even  required 
to  pass  an  ordinance  authorizing  operation.  (Springfield  vs.  The 
People,  137  111.,  660.) 

Cleveland  and  Syracuse.     Answered  iinder  D  37. 
Indianapolis.     Answered  under  D  13. 

New  Haven.     No  provisions..     The  power  to  purchase,  how- 
ever, probably  implies  the  power  to  operate,  sell  or  lease. 

D  40.     In  like  manner,  state  for  each  whether  the  consent  of  abut- 
ting property  owners  was  required  before  pipes  could  be 
laid. 
Chicago  (Rogers  Park).     No,  although  the  pipes  may  be  laid 
by  special  assessment. 

Cleveland  and  Syracuse.     Answered  under  D  37. 
Indianapolis.     No. 
New  Haven.     No. 

D  41.  In  like  manner,  state  for  each  the  period  within  which  the 
construction  had  to  be  begun. 
Chicago  (Rogers  Park).  Ordinance  to  be  accepted  within  60 
days.  Company  to  spend  at  least  $5,000  for  work  and  material 
before  December  31,  1888;  work  to  commence  within  60  days 
after  the  ordinance  is  in  effect. 

Cleveland  and  Syracuse.     Answered  under  D  37. 

Indianapolis.    Ninety  days.     (Section  4,  ordinance  of  January 
3,^1870.) 

New  Haven.     No  restriction. 
D  43.     In  like  manner,  state  for  each  the  period,  within  which  the 
plant  had  to  be  completed. 

Chicago  (Rogers  Park) .    Work  to  be  completed  within  a  year 
after  it  was  begun. 

Cleveland  and  Syracuse.     Answered  under  D  37. 
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Indianapolis.  The  works  and  15  miles  of  pipe  to  be  com- 
pleted within  twenty-seven  months.  (Section  i,  ordinance  of  Janu- 
ary 3,  1870.) 

New  Haven.     ^STo  restrictions. 
D  43.     In  like  manner,  state  for  each  the  provisions  regarding  the 
rates  to  be  charged. 
Chicago  (Rogers  Park).     The  following  rates  for  the  whole 
length  of  the  franchise  were  agreed  upon : 

Tariff  Of  Water  Rates,  Rogers  park,  III. 

Barber  shops,  first  chair • *  ^-^^ 

Barber  shops,  each  additional  chair •'■J'" 

Bath  bouse,  public,  each  tub ?7.00  to  15.00 

Bath  house,  private,  each  tub ' °-*^^ 

Bath  house,  boarding  house,  each  tub ^.00 

Blacksmith  shops,  one  fire , ■ ^jl^ 

Blacksmith  shops,  each  additional  fire 3.00 

Boarding  and  lodging  houses  and  furnished  rooms,  per  room 1.00 

Boarding  schools,  per  room •• 1-0^ 

Butcher  shops  (engines  and  boilers  extra) $7.00  to  15.00 

Dental  office ?6.00  to  10.00 

Drug  stores ?10-00  to  25.00 

Dwelling  houses,  five  rooms  or  less  for  family. .  .• 6.00 

Dwelling  houseSj  each  additional  room , 1.00 

Bating  houses 10-00  to  25.00 

Fountains,  flowing  not  exceeding  three  hours  per  day  during  the 
season  from  1st  of  April  to  1st  of  November,  one-sixteenth 

inch  orifice   , 8.00 

Fouutains,  one-eighth  inch  jet  for  the  season,  as  above 10.00 

Hose  for  sprinkling  streets,  including  washing  and  sprinkling 
sidewalks,  the  outside  of  buildings,  per  lineal  front  foot,  busi- 
ness houses,  per  season  of  six  months 15.00 

Same  as  foregoing,  private  houses,  per  front  foot 10.00 

Hose   for  sprinkling  lawns   of  sixty-six  feet  frontage    (5c.   each 

extra   front  foot) 5.00 

Hotels,  per  room 1.00 

Livery,  sale  and  feed  stables,  per  single  stall,  including  washing 

carriages 3.50 

Private  stables,  one  horse,  including  carriage  washing 3.00 

Private  stables,  each  additional  animal 1.50 

Stores  not  specified  otherwise,  twenty-two  feet,"  or  less,  first  floor.     7.00 

Stores,  each  additional  floor , 3.50 

Stores,  each  additional  front  foot 50 

Urinals,  in  hotels,  boarding  houses,  saloons. 6.00 

Urinals,  in  blocks,  manufacturing  establishments 4.00 

Urinals,  in  private  houses  , 3.0B 

Urinals,  in  stores,  banks  and  offices 3.00 

Urinals  with  constant  flow,  special  rates. 
Wash  basins,  stationary,  each  after  the  first,  in  private  family 

(first  basin  free)   ; 3.00 

Water  closets,  private,  per  bowl 3.00 

Water  closets,  public,  per  bowl 5.00 

Yard  hydrants,  at  dwelling  or  boarding  house  rates. 

All  persons  not  satisfied  with  the  schedule  rates  can  have 
the  privilege  of  putting  in  a  water  meter  at  their  own  ex- 
pense. 

Meter  Rates. 

Less  than  300  gallons  per  day,  per  100  gallons. J.050 

300  to  400  gallons  per  day,  per  100  gallons '.  .045 
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400  to  1,000  gallons  per  day,  per  100  gallons 040 

1,000  to  3,000  gallons  per  day,  per  100  gallons 035 

3,000  to  5,000  gallons  per  day,  per  100  gallons 030 

5,000  gallons  and  upward,  per  100  gallons 025 

10,000  gallons  and  upward,  per  100  gallons 020 

Rates  for  all  other  purposes  that  may  be  applied  for  not  named  in 
the  foregoing  schedule  of  maximum  rates  will  he  fixed  by  estimation  or 
meter,  at  the  option  of  the  grantee  or  assigns. 

Gleveland  and  Syracuse.    Answered  under  D  37. 

Indianapolis.  Kot  higher  (public  a4d  private)  than  those 
charged  by  as  efficient  works  on  the  average  tliroughout  the  United 
States.  Fire  hydrants  in  no  case  above  fifty  dollars  each  per  annum. 
Within  these  limits,  to  be  determined  by  voluntary  agreement  with 
the  right  of  either  party  to  demand  readjustment  by  voluntary 
agreement  or  by  arbitration — joint  board  of  five  disinterested  non- 
residents— as  often  as  once  a  year. 

New  Haven.  Under  Section  5  of  the'  contract  the  company 
agrees  that  rates  shall  be  "fair  and  reasonable."  If  the  city  at  any 
time  does  not  consider  the  rates  fair  and  reasonable,  it  may  apply  to 
the  highest  court  of  original  Jurisdiction  to  appoint  a  committee  of 
arbitrators  (Section  9),  and  have  the  rfttes,  fixed  not  oftener  than 
once  in  five  years.  Eates,  however,  shall  not  be  fixed  by  the  ar- 
bitrators which  will  not  furnish  enough  money  to  pay  the  operating 
costs,  "including  interest  on  indebtedness,  and  all  labor,  material, 
salaries,  damages,  renewals,  or  extensions,  repairs  and  replacement 
of  plant  and  all  taxes;"  and,  in  addition,  the  present  rate  (8  per 
cent.)  on  existing  share  capital,  and  a  reasonable  return,  not  ex- 
ceeding 8  per  cent.,  on  additional  capital  invested  in  the  plant.  The 
arbitrators  may  require  all  services  to  be  metered  and  the  findings 
of  the  arbitrators  must  be  approved  by  the  court.  The  rates  agreed 
upon  in  the  contract  to  start  with,  which  rates  the  company  agreed 
should  never  be  raised,  were  as  follows : 

Fifth — Said  Company  agrees  that  the  rates  for  water,  to  be  charged 
to  all  consumers  of  water  in  said  city,  shall  at  all  times  be  fair  and 
reasonable;  and  if  said  City  of  New  Haven  shall  at  any  time  consider 
the  rates  so  charged  for  water  to  be  unreasonable,  and  the  city  and  the 
company  cannot  agree  with  reference  thereto,  the  matter  shall  be  sub- 
mitted to  arbitration  as  hereinafter  provided.  It  is  agreed,  however, 
that  said  arbitrators  shall  not  fix  a  rate  for  water  which  shall  leave  to 
said  company  an  income  insuflBcient  to  provide  means  with  which  to 
pay  its  operating  costs,  including  interest  on  indebtedness,  and  all 
labor,  material,  salaries,  damages,  renewals,  or  extensions,  repair  and 
replacement  of  plant,  and  all  taxes,  together  with  a  sum  sufficient  to  pay 
the  present  rate  of  dividend  upon  its  present  capital  stock,  and  a  reason- 
able return  upon  such  other  capital  as  shall  in  the  future  bo  invested  in 
additions  or  extensions  of  the  plant  of  the  company  not  exceeding  the 
present  rate  of  dividend.  Said  arbitrators  may-  provide  that  any  class 
or  classes  of  service  shall  be  paid  for  by  meter  and  not  by  fixture  rates. 
Said  arbitration,  when  confirmed  by  the  court  appointing  the  arbitra- 
tors, shall  be  final  and  conclusive  upon  the  parties  as  to  the  rates  to  be 
paid  for  water,  for  a  period  of  at  least  five  years  from  the  date  of  said 
arbitration  report.  Said  water  company  agrees  that  whenever,  in  the 
opinion  of  its  directors,  its  income  exceeds  the  Sum  required  to  properly 
care  for  the  above  mentioned  purposes,  it  will,  from  time  to  time,  as  It 
may  be  able,  without  the  necessity  of  arbitration,  reduce  its  rates  for 
water  to  the  inhabitants  of  the  City  of  New  Haven. 
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The  rates  to  be  charged  by  the  New  Haven  Water  Company  to  the 
consumers  of  water  in  the  City  of  New  Haven,  except  as  said  rates 
may  be  changed  as  above  provided,  from  and  after  May  1st,  1902,  are 
shown  by  the  following  schedule,  and  said  rates  shall  at  all  times  be 
as  low  as  therein  shown,  or  lower : 

Schedule. 
Annual  Water  Rates  of  the  New  HaveA  Water  Company. 

1.  Sinks,  Bowls  and  Faucets:  ,  c  An 

For  each  dwelling  occupied  by  one  family,  for  sink  use $  &.ou 

This  $5  rate  shall  include  any  number  of  ordinary  household 
sinks  and  the  use  of  water  for  any  other  household  pur- 
poses not  otherwise  rated  below. 
Occupied  by  one  family,  additional  for  all  set-tubs  or  set- 
bowls  (either  or  both)  , -^^ 

Occupied  by  two  families,  sink  use  for  eacji  family 4.50 

Occupied  by  two  families  or  more,  additio;ial  for  all  set-tubs 
or  set-bowls  (either  or  both)   for  each  family 50 

2.  Dwellings  occupied  by  two  families  or  more,  all  using  same 

sink,  for  each  family *-00 

For  any  greater  number  of  families,  or  separate  occupants, 
such  rates  as  may  be  fixed  by  the  directors. 

3.  Large  boarding  houses , .  $10.00  and  upwards. 

4.  Hotels   25.00     " 

5.  Stores  and  warehouses 5,00     " 

Offices    3.00     "  ;| 

6.  Fish  markets  and  saloon  sinks 6.00     " 

7.  Photograph  galleries    10.00 

Meters  only  for  running  streams. 

8.  Barber  shops 6.00     " 

9.  Water  Closets  and  Urinals: 

Water  closets  for  one  family,  first  closet $  3.00 

Each  additional  closet  for  same  family. . . .  2,00 
Water  closet  used  by  more  than  one  family 

additional 1.00  for  each  family. 

Boarding  houses,  first  closet 5.00 

Each  additional  closet , .  3.00 

Hotels,  first  closet , .  6.00 

Each  additional  closet 4.00 

Restaurants  and  saloons,  first  closet. s  5.00  and  upwards. 

Each  additional  3.00 

Restaurant  and  saloon  urinals  (self-closing), 

first 4. CO  and  upwards. 

Each  additional   ,.  3.00 

Outside  closets   5.00  and  upwards. 

10.  Bath  Tubs: 

Bath  tub  for  one  family 3.00 

Each  additional  for  the  same  family...:..  2.00 

Boarding  houses,  first  tub 5.00 

Each  additional   3,00 

Hotels  and  public  bath  rooms,  first  tub 6.00 

Each  additional   4.00 

11.  Beer  pumps 5.00  and  upwards. 

12.  Bottle   washers    3.00  and  upwards. 

The  above  rates  do  not  include  the  use  of  hose  for  any  purpose. 

13.  Hose  (hand  use  only) : 

Street  use,  30  feet  front  or  less $  3.00 

Each  additional  lineal  foot i 08 

Lawns  and  gardens,  frontage  of  30  feet  oij  less .........      2!oO 

30  to  50  feet 3.00 

50  to  60  feet 4.00 

60  to  75  feet 5.00 

75  to  100  feet 6.00 
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For  each  additional  hose  fixture  for  the  same  frontage 1.00 

Revolving  sprinklers  of  any  kind,  movable  fixtures  or  hose 
used  in  any  other  way  than  by  hand,  for  use  of  four  hours 

or  less  per  day 10.00 

Flowing  fountains  on  measured  service  only. 

14.  Stables: 

Private  stables,  including  carriage  washing,  one  horse 3.00 

Each  additional  horse 2.00 

Livery  stables,  each  horse 2.00 

Cow  stables,  each  cow 1.00 

15.  Bakeries: 

For  the  daily  average  use  of  flour,  in  a&dition  to  fixtures 
rates,  per  barrel 3.00 

16.  Steam  use;   . . 

Stationary  Engine,  from  1  to  10  h.p.,  each  h.p 6.00 

from  10  to  50  h.p.,  each  h.p 5.00 

from  50  to  100  h.p.,  each  h.p 4.00 

above  100  h.p ,^ 3.00 

17.  Building  Purposes: 

Brick,  per  thousand    (plain)    .05 

Brick,  per  thousand  (including  plastering)    .10 

Plastering,  per  100  yards 30 

Stone  work,  each  barrel  of  lime    .06 

Stone  work,  each  barrel  of  cement   .03 

18.  In  all  cases  where  water  is  required  for  purposes  not  speci- 

fied above,  the  rates  shall  be  fixed  by  the  Board  of  Di- 
rectors. 

Meter  Rates. 

Ou.  Ft.     Gal. 
1.  134  cubic  ft.   (1,000  gallons)   or  less  per  day,  per  100..     13%c     .018c 
134  cubic  ft.  to  400  cubic  ft.    (1,000  to  3,000  gallons) 

per  day,  per  100  lOVaC     .014c 

400  cubic  ft.  (3,000  gallons)  and  over  per  d:ay,  per  100    07%c    .01c 
All  metered  water  will  be  charged  for,  whether  used  or  wasted,  and 
a  minimum  charge  per  quarter  of  $2  will  be  made  on  all  metered  ser- 
vices where  the  consumption  of  water  is  less  than  the  above. 

If  a  meter  gets  out  of  order  and  fails  to  register,  the  consumer  will 
be  charged  at  the  average  daily  consumption  as  shown  by  the  meter 
when  in  order. 

All  meters  are  set  by  the  water  company,  and  a  proper  charge  may 
be  made  for  the  work.  All  damage  to  the  meter  will  be  charged  to  the 
owner  or  occupant  of  the  premises,  and  in  addition  to  the  service-rate 
a  yearly  rental  of  one  dollar  for  each  five-eighths  will  be  collected, 
larger  sizes  in  proportion. 

Any  consumer  may,  subject  to  the  regulations  of  the  company,  be 
put  upon  a  metered  service,  if  he  shall  so  desire. 

And  said  company  agrees  that  if  ever  it  shall  violate  any  of  Its 
promises  or  stipulations  in  this  article  contained,  said  city,  or  any  per- 
son Injured  by  such  violation,  shall  be  entitled  to  recover  from  said 
company  the  damages  sustained  by  such  person  by  such  violation;  and 
in  case  of  judgment  in  favor  of  the  plaintiff  in  any  suit  brought  in  such 
case  in  the  name  of  said  city,  the  damages  shall  be  fixed  at  not  less 
than  twenty  dollars. 

The  company  reserves  the  right  in  the  contract  to  put  any 
consumer  who  desires  it  on  the  metered  service,  and  to  charge  $2 
per  quarter  where  the  consumption  is  less  than  that  named  in  the 
meter  schedule  above.  The  company  sets  meters  and  makes  a 
"proper  charge"  therefor,  and  in  addition  to  the  water  rate  makes 
an  added  charge  of  $1  for  each  f,  and  larger  sizes  in  proportion. 
The  company  agrees  in  case  it  violates  the  price  stipulations,  upon 
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conviction  to  pay  the  aggrieved  party  not  less  than  $20  damages  in 
any  case,  and  the  actual  damage  whatever  it-  may  be. 
D  a.     In  like  manner  state  for  each  the  provisions  regarding  (a) 
source  of  supply,  (b)  purity  of  water,  (e)  pressnre,  (d) 
other  elements  of  service. 

Chicago  (Rogers  Pari-}.  Source,  Lake  Michigan;  the  water  to 
be  good,  wholesome,  clear  water,  fit  for  culinary  and  drinking 
purposes,  to  be  filtered  bv  the  most  modem  and  acceptable  process. 
The  pressure  was  to  be  ■sufficient  to  throw  water  through  100  feet 
of  5^-inch  hose  and  l-iach  nozzle  from  each  of  six  different 
hydrants,  not  located  on  the  same  main,  to  ,!\.  height  of  ninety  feet 
above  the  level  of  the  ground  at  the  Chicago  and  Xorthwestem 
Railway  depot,  when  the  air  is  still."  See  D  47  for  requirement  as 
to  pressure  of  40  pounds  per  square  inch. 

Cleveland  and  Syracuse.    Answered  tmder  D  3?. 

Indianapolis.  Section  3,  ordinance  of  January  3,  1870,  as 
amended  January  24,  1870:  water  to  be  from  wells,  dug  as  near 
White  Eiver  as  practicable,  but  not  connected  with  the  river,  that 
the  water  might  be  naturally  filtered  through  gravel  in  its  natural 
place,  "provided  the  same  can  be  so  obtaiued;""  the  city  to  be  the 
judge  of  when  sufficient  effort  had  been  made  by  the  company 
in  this  matter.  The  latest  ordinance  contract,  approved  August 
19,  1901,  makes  no  mention  of  the  sources,  but  as  a  substitute 
makes  more  careful  provision  for  testing  the  purity'.  By  Section  1, 
ordinance  of  1870,  the  water  is  to  be  "  pufe,  filtered  and  whole- 
some water."  This  phrase  is  probably  to  be  interpreted  in  con- 
nection with  the  provisions  in  Section  3  for  "natural  filtering  or 
percolation  through  the  gravel  in  its  natural  place.'"  Under  the 
contract  of  August  10,  1901  (Section  16),  "good,  potable  water.'" 
By  Section  17  all  questions  of  purity  are  to  be  settled  by  two  chem- 
ists who  have  the  right  in  case  of  disagreement  to  appoint  a  third, 
whose  judgment  "shall  be  accepted  as  conclusive  evidence  of  the 
degree  of  purity  of  said  water;"  the  expense  to  be  divided  equally, 
and  an  analysis  to  be  made  at  any  time  upon  the  request  of  the 
Board  of  Public  Works  and  the  Board  qf  Public  Health  and 
Charities.  By  the  ordinance  of  January  3,  1870,  the  pressure  is  to 
be  "capable  of  throwing  eight  streams  at  ence  one  hundred  feet 
vertically  through  a  one-inch  nozzle,  and  shaU  supply  that  quantity 
of  power  for  the  extinguishment  of  fire  when  emergency  shall  re» 
quire,  under  regulations  to  be  prescribed  by  the  Conmion  Council." 
The  contract  of  June  27,  1887,  added  to  the  foregoing  the  follow- 
ing :  "Said  pressure  and  power  to  be  furnished  within  six  minutes 
from  the  time  when  an  alarm  of  fire  is  sounded  from  any  fire-alarm 
box  located  on  (the)  or  within  one  square  of  the  lines  of  water 
pipes."'  This  provision  was  confirmed  by  the  agreement  of  January  6, 
1892.  The  same  provision  is  in  the  contract  of  August  19,  1901.  By 
the  ordinance  of  Januar}'  3,  1870  (Section  4),  at  least  fifteen  mile's 
of  mains  were  to  be  laid  within  twenty-seven,  months,  while  Section 
5  required  the  laying  of  additional'mains  by  order  of  the  City 
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Council,  provided  that  there  be  one  fire  hydrant  on  the  average  of 
every  one  thousand  feet  of  pipe  so  extended,  to  be  paid  for  by  the 
city  at  the  rate  provided  for  in  the  ordinapce,  not  to  exceed  fifty 
dollars.  By  the  contract  of  June  37,  1887,  the  city  agreed  to  order 
not  more  than  seven  thousand  feet  of  mains  the  first  year,  six  thou- 
sand five  hundred  the  second  and  third  each ;  the  city  to  pay  $50  for 
a  fire  hydrant  for  each  five  hundred  feet.  This  was  a  three-year  con- 
tract at  the  end  of  which  the  old  provision  of 'January  3,  1870,  on  ex- 
tension of  mains,  was  to  be  revived.  In  fact,  all  the  provisions  of 
that  ordinance  were  to  be  in  force.  The  company  was  to  furnish  and 
place  at  its  own  expense  the  fire  hydrants.  By  the  contract  of  Janu- 
ary 6,  1892,  Section  7,  the  city  had  the  right  to  order'not  to  exceed 
twenty  thousand  feet  of  new  mains  each  year,. with  one  fire  hydrant 
furnished  and  placed  by  the  company,  at  its  own  expense,  to  each 
five  hundred  feet  of  pipe,  the  price  to  be  $^.  By  the  contract  ap- 
proved August  19,  1901,  the  city  has  the  right  to  order  not  to  ex- 
ceed forty  thousand  feet  of  mains  per  year,  one  hydrant  to  be  fur- 
nished, placed  and  maintained  at  the  expense  of  the  company,  for 
each  five  hundred  feet  of  mains,  while  the  price  to  be  paid  by  the 
city  was  reduced  to  $45  per  hydrant  per  annum.  By  and  since  the 
ordinance  of  December  17,  1883,  the  compan}'  has  been  authorized 
to  employ  at  its  own  expense  a  competent  man  to  attend  all  fires 
to  see  that  the  fire-plugs  are  properly  opened,  and  to  have  a  general 
supervision  of  the  fire-plugs,  and  to  see  that,  the  ordinances  on  the 
use  of  water  during  fires  are  Dot  violated ;  such  man  to  be  under  the 
direction  of  the  Chief  Fire  Engineer  or  his  assistant  at  fires.      . 

New  Haven.  Xo  provision  on  source.  The  water  to  be  "pure 
and  wholesome."   Pressure  not  mentioned. 

D  45.     In  like  manner  state  for  each  the  provisions  regarding 
plant  and  equipment. 

Chicago  (Rogers  Park).  Mains  to  be  ample,  and  from  12 
inches  to  4  inches,  of  the  best  cast-iron  pipe,  tested  at  the  foundry 
to  300  pounds,  and  tested  before  works  are  accepted  to  135  pounds. 
No  single  stretch  of  4-inch  pipe  to  be  longer  than  800  feet.  Sixty 
hydrants  on  the  first  five  miles  of  mains  to  be  located  by  the  city. 
Pumps  capable  of  1^  million  gallons  per  day  at  the  beginning. 
Steel  stand-pipe  not  less  than  18  feet  in  diarneter,  with  top  100  feet 
above  the  ground.  The  company  agrees  to  extend  mains  when  called 
upon  to  do  so  by  the  village,  in  stretches  of  not  less  than  500  feet  at 
one  time,  provided  that  one  customer  per  hundred  feet  agrees  to 
take  water  at  the  established  rates  for  two  years. 

Cleveland  and  Syracuse.    Answered  under  D  37. 

Indianapolis.  By  ordinance,  January  3,  1870,  Section  3,  the 
pumps  and  machinery  were  to  be  "the  Holly  System,  with  all  its 
latest  improvements,  in  its  best  and  most  efficient  form."  Capacity, 
6,000,000  gallons  per  day.  The  pumps  and  machinery  to  be  erected  un- 
der the  supervision  of  the  Holly  Manufacturijig  Company.  Although 
the  company  was  not  required  to  propel  the.  pumps  and  machinery 
by  steam,  it  was  required  to  have  and  keep  in  constant  readiness 
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not  less  than  two  steam  engines  for  that  purpose,  to  be  used  in  case 
of  emergency.  It  was  to  cause  as  little  inconvenience  as  possible 
in  the  construction  of  its  works  and  laying  of  its  pipes;  not  to  in- 
fringe upon  or  injure  the  rights  or  privileges  of  the  gas  company  or 
other  public  works  ("including  other  water  works  built  by  the 
city").  It  was  to  restore  the  streets  to  as' good  order  as  that  in 
which  it  found  them,  and  be  responsible  for  aU  injury  to  persons 
and  property;  to  hold  the  city  harmless  foi;  suits  on  that  account, 
and  to  defend  and  settle  suits  brought  against  the  city  on  account 
of  the  construction  and  operation  of  the  works.  In  case  the  com- 
pany refused  to  restore  the  streets,  the  city  had  the  right  to  do  it 
at  the  company's  expense. 

New  Haven.   ISTp  provisions. 

^D  46.  In  like  manner,  state  for  each  the  rights  reserved  to  the 
city  to  regulate  operation. 

Chicago  {Rogers  Park).  'So  rights  to  regulate  formally  re- 
served. The  Legislature  (Act  of  1891)  and  the  courts  have  estab- 
lished and  confirmed  the  right  to  regulate  prices  withia  reasonable 
limits,  irrespective  of  any  formal  reservation. 

Cleveland  and  Syracuse.  Answered  under  D  37. 

Indianapolis.  ISTo  provisions,  save  in  regard  to  the  manner 
of  opening  and  closing  the  streets. 

New  Haven.  ISTo  provisions,  except  in  the  contract,  as  ex- 
plained under  D  43. 

D,  47.     In  like  manner,  state  for  each  the  provisions  as  to  taxation. 

Chicago  (Rogers  Parle).  Municipalities  in  Illinois  have  no 
right  to  interfere  with  taxation,  which  must  be,  under  the  constitu- 
tion and  the  statutes,  uniform.  The  original  ordinance,  November 
12,  1888,  provided  for  the  annual  payment  on  the  part  of  the  vil- 
lage to  the  company  for  fire  protection  of  $575  per  mile  for  the  first 
five  miles,  and  $400  per  mile  for  all  additional  mileage,  and  to 
pay  for  the  first  ten  years  all  municipal  or  village  taxes  assessed 
against  the  company.  "The  rental  (for  fire  hydrants)  shall  begin 
at  such  time  as  the  said  grantee  or  assigns  shall  begin  to  maintain 
continuously  a  pressure  of  40  pounds  per  square  inch."  The  pay- 
ment of  such  rental  is  to  be  discontinued  during  all  periods  when 
the  company  is  failing  to  supply  quality  and  quantity  of  water 
provided  for  in  the  ordinance. 

Cleveland  and  Syracuse.   Answered  under  D  37. 

Indianapolis.  So  far  as  I  can  determine,  this  is  a  matter 
which,  by  the  general  tax  laws  of  Indiana,-  is  removed  from  the 
power  of  the  city. 

New  Haven.    Answered  under  D  21. 
D  48.     In  like  manner,  state  for  each  the  provisions  as  to  com- 
pensation, including  all  free  services. 

Chicago  (Rogers  Park).  Xo  compensation,  except  the  free 
steam   (See  D  57) ;  unless  part  of  the    service    which    the    city 
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ostensibly  received  for  tlie  hj^drant  rentals  might  be  considered  as 
compensation — water  from  the  hydrants  to  be  Tised  for  extinguish- 
ing fires,  and  for  flushing  severs  and  gutters.  For  flushing  sewers, 
not  more  than  60  gallons  per  day  each  for  10  hydrants  per  mile; 
for  flushing  gutters,  not  more  than  two  hydrants  open  at  once,  and 
no  hydrant  opened  oftener  than  twice  a  week  for  20  minutes  at  a 
time.  There  was  to  be  free  water  for  two  drinking  fountains,  with 
supply  pipes  ^  inch  in  diameter,  and  one-  jet  fountain,  -J  inch 
orifice,  in  each  public  school  and  at  the  village  offices.  The  fire  en- 
gine house  was  to  have  free  water.  The  village  was  to  furnish  the 
fountains  and  fixtures,  to  make  the  connections,  and  keep  the 
hydrants  in  condition. 

Cleveland  and  Syracuse.    Answered  under  D  37. 

Indianapolis.  By  contract  approved  August  19,  1901,  no 
provision  for  compensation,  but  free  water  for  a  fountain  for  each 
of  eight  parks  (by  name),  "and  one  in  each  ward  park  when 
erected,  during  each  contract."  Also,  not  to  exceed  30,000  gallons 
per  month  for  each  engine  house,  each  reel  house,  each  station 
house,  and  the  city  dispensary;  400,000  gallons  per  month  for 
police  headquarters;  also  the  necessary  water  for  flushing  and 
cleaning  public  sewers  and  improved  streets,  and  filling  the  public 
cisterns  within  reach  of  the  line  of  pipes-;  also  water  for  public 
latrines  when  constructed  under  streets ;  water  for  Tomlinson  Hall, 
and  market  houses  up  to  500,000  gallons  per  month;  for  the  city 
hospital  up  to  600,000  gallons  per  month;  up  to  100,000  gallons 
per  day  for  public  baths,  when  established.  Water  for  sprinkling 
lawns  and  roadways  in  parks,  up  to  5,000,000  gallons  per  month. 
In  addition,  water  from  the  canal  through  a  4-inch  pipe  laid  and 
maintained  by  the  city  for  the  lily  pond  iH  Eiverside  Park;  and 
finally,  water  for  the  hose  to  be  used  by  the  fire  department  in 
sprinkling  the  streets  adjacent  to  their  stations.  Provided,  that 
water  used  in  excess  of  the  respective  amounts  mentioned  above,  is 
to  be  paid  for  by  the  city  at  5e.  per  thousand  gallons;  the  com- 
pany to  furnish  and  maintain  meters,  and  payment  to  be  quarterly. 

New  Haven.  Under  the  existing  contract,  all  public  water  is 
to  be  free,  except  under  the  contingency  provided  for.  See  answer 
to  D  21. 

D  49.     In  like  maimer,  state  for  each  the  provisions  as  to  street 
paving. 

Chicago  (Rogers  Park).  [N'o  provisions.  It  is  simply  required 
that  the  streets  shall  be  restored  to  their  former  condition  when 
opened ;  the  company  to  hold  the  city  harmless  for  injury  by  reason 
of  the  violation  of  this  section. 

Cleveland  and  Syracuse.    Answered  under  D  37. 

Indianapolis.  ISTo  provision,  ezcept  that  the  streets  when 
opened  shall  be  restored  to  their  former  condition. 

New  Haven.  The  city  has  no  power  in  *the  matter.  The  com- 
pany's charter  requires  it  to  restore  the  street?  to  good  order  when  it 
opens  them. 
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D  50.     In  like  manner,  state  for  each  the  provisions  regarding  re- 
moval of  mains. 
D  51.     In  like  manner,  state  for  each  the  provisions  as  to  exam- 
ination of  records. 
D  52.     In  like  manner,  state  for  each  the  pjovisions  as  to  audit  of 

accounts. 
D  53.     In  like  manner,  state  for  each  the  provisions  as  to  publica- 
tion of  reports. 
D  54.     In  like  manner,  state  for  each  the  provisions  as  to  returns 
to  public  authorities. 

There  are  no  provisions  in  any  of  the  cities  bearing  on  these 
subjects,  except  the  meaningless  provisions  for  reports  by  the  Indian- 
apolis company  explained  under  D  31,  and  the  limited  returns  of  the 
same  company  explained  under  D  52  (c) . 

D  55.  In  like  manner,  state  for  each  the  provisions  as  to  transfer 
of  franchises  to  third  parties. 

Chicago  {Rogers  Parh).  The  original  franchise  was  granted 
ISTovember  12,  1888,  to  H.  E.  Keeler,  his  successors  or  assigns.  The 
company  was  not  organized  until  1889.  Apparently  unlimited 
transfer  of  the  franchise  would  be  permitted  under  the  contract 
ordinance,  as  the  contract  was  drawn  with  the  express  understand- 
ing that  it  was  to  be  assigned. 

Cleveland  and  Syracuse.    Answered  under  D  37. 

Indianapolis.  By  the  contract  ordiuance  of  January  3,  1870, 
Section  7,  the  company  was  prohibited  from  selling  its  property  and 
franchise  to  anybody  except  the  city  until  it  had  offered  them  to 
the  city  at  the  same  price  that  it  offered  them  to  others.  For  the 
provisions  of  the  new  mimicipal  act  of  1905,  see  answer  to  D  30. 

New  Haven.  The  city  has  no  authority  in  the  matter,  except 
under  the  contract,  as  explained  in  the  answQr  to  D  30. 

D  56.     In  like  manner,  state  for  each  the  provisions  as  to  labor. 
No  provisions  for  any  of  the  cities. 

D  57.  In  like  manner,  state  for  each  the  provisions  as  to  other 
important  matters,  including  renewals. 

Chicago  {Rogers  Parle).  The  company  agrees  to  furnish  steam 
for  one  or  more  air  compressors  up  to  10  H.P.  apparently  free ;  and 
power  above  this  for  such  purposes  at  $75  per  H.P.  per  annum. 

It  was  expressly  provided  that  the  village  should  lay  an  unre- 
pealable  annual  tax  to  meet  the  payments  by  the  city  to  the  water 
company,  and  that  the  ordinance,  upon  acceptance  by  the  company, 
should  be  a  contract. 

As  the  contract  was  made  for  the  full  period  permitted  by  law, 
nothing  is  said  about  renewals,  or  the  disposition  of  the  plant  at 
the  end  of  the  period,  imless  Article  8,  authorizing  the  purchase 
of  the  works  by  the  village  at  the  expiration'  of  the  first  ten  years, 
or  at  the  expiration  of  any  subsequent  five-year  period,  would  give 
the  city  upon  due  notice,  at  the  end  of  the  last  five-year  period, 
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the  right  to  purchase  the  works.  In  that  ease,  such  purchase  would 
certainly  be  optional  with  the  city,  if  permitted.  The  evident  ex- 
pectation of  the  village  was  that  it  would  purchase  the  works  under 
the  contract  before  the  end  of  the  concession.  There  is  no  doubt 
that  the  City  of  Chicago,  the  successor  of  the  village  of  Rogers 
Park,  can,  at  the  end  of  the  thirty-year  period,  if  it  desires  to  do 
so,  extend  its  own  works  to  the  territory,  without  purchasing  the 
property  of  the  Eogers  Park  Company. 

Cleveland  and  Syracuse.   Answered  uncjer  D  37. 

Indianapolis.  By  Section  11  of  the  ordinance  of  January  3, 
1870,  it  was  expressly  provided  that  the  ordinance  should  take  ef- 
fect only  when  accepted  by  the  Water  Works  Company  of  India- 
napolis. In  case  that  company  did  not  accept  in  writing  within 
thirty  days,  it  was  open  to  any  other  company,  organized  or  to  be 
organized,  to  accept  the  ordinance  with  all  of.  its  powers  and  limita- 
tions. 

The  subject  of  renewals  is  not  specifically  touched  upon  in  the 
franchise.  The  subject  matter  is  covered  by  the  provisions  on  price 
arbitration  for  both  public  and  private  water,  annually,  if  de- 
sired, and  by  the  right  to  purchase  it  any  time  on  six  months'  notice. 
The  general  law  of  April  15,  1905,  appears  to  require  advertise- 
ment for  bids  at  the  expiration  of  any  franchise,  but  the  language 
is  very  ambiguous.  The  provision  is  not  significant  for  India- 
napolis, in  so  much  as  the  franchise  rujis  to  the  end  of  the  charter  of 
the  company.  The  city  has  specifically  reserved  the  right,  before 
the  end  of  the  franchise,  to  admit  other  companies,  or  to  build  its 
own  works  in  competition.  It  ought,  perhaps,  to  be  remarked  that, 
while  the  general  features  of  the  original  franchise  ordinance 
(January  3,  1870)  are  still  in  force,  with  their  arbitration  clauses 
for  water  for  private  use,  these  clauses  have  so  far  remained  a 
dead  letter.  The  last  three  contracts,  at  least,  those  of  1901,  1893 
and  1887,  have  made  no  mention  of  supply  for  private  use ;  but  have 
been,  by  their  titles,  contracts  for  the  public  use  only.  While  the 
city  has  undoubted  legal  right,  both  imder  its  ordinance  of  1870, 
and  under  the  general  municipal  act  of  April  15,  1905,  within  the 
limits  fixed  by  the  charter  of  the  company,  to  interfere  with  and 
regulate  the  price  of  private  consumers,  it  has  never  attempted  to 
do  so,  but  has  left  the  company  free  to  fix  its  own  prices,  which 
have  never  been  approved  by  ordinance,  or  questioned  by  the  city. 

New  Haven.  The  city  has  no  power  to  grant  franchises.  The 
company's  charter  is  perpetual,  and  the  existing  contract  with  the 
city  is  also  perpetual. 

D  58.     Has  the  municipality  experienced  difficulty  in  forcing  com- 
panies to  live  up  to  the  terms  of  their  franchises  ? 

Chicago  (Rogers  Parle) .  The  company  seems  to  have  lived  up 
pretty  well  to  the  contract  as  the  company  interprets  it,  although 
there  is  a  question  as  to  whether  or  not  the  water  is  the  good 
wholesome  water  required  by  the  ordinance.  It  is  taken  from  the 
lake  very  near  to  the  shore,  and  passed  through  what  is  said  to  be 
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a  very  imperfect  filter.  The  water  is  frequently  reported  unsafe  by 
the  city  authorities.  The  company  admits  .that  it  is  not  equipped 
to  furnish  an  adequate  supply,  and  cannot  be  so  equipped  without 
rebuilding  and  extending  the  works,  which  it  hesitates  to  do  untH 
it  can  determine  the  intention  of  the  citv  in  regard  to  purchasing 
the  plant.  In  1899  the  city  voted  to  purcfiase  the  plant,  and  notified 
the  company  to  appoint  an  arbitrator,  which  the  company  did.  The 
city  seems  to  have  been  frightened  at  the  jfossibility  of  paying  for 
the  franchise,  and  dropped  the  matter.  It  his  three  times  since  that 
appointed  committees  to  consider  the  matter  of  purchase.  The 
commissioner  of  public  works  very  recently  gave  orders  to  have 
the  plant  appraised.  The  company  declares  "its  willingness  to  sell 
to  the  city  not  only  at  the  times  designated  in  the  ordinance,  but 
at  any  time,  and  to  have  the  price  fixed  by  arbiration.  (See  let- 
ter dated  March  14,  1906,  from  X.  A.  Partridge,  counsel  for  the 
company,  to  E.  F.  Dunne,  Mayor  of  Chicago*.)  Mr.  Partridge  in- 
forms me  orally  that  since  this  letter  was  written  the  city  has  ap- 
pointed an  additional  committee,  consisting  of  the  Mayor  and 
chairman  of  tlie  finance  committee,  to  take  up  the  matter  of  pur- 
chase. 

As  explained  elsewhere,  the  matter  took  on  a  new  phase  when 
the  city,  about  August,  1906,  took  forcible  possession  of  the  works 
on  the  alleged  ground  that  the  public  health  was  menaced  by  the 
character  of  the  water  supplied.  I  understand  that  the  City  of 
Chicago  has  since  furnished  the  water  from  its  own  works  through 
the  distributing  system  of  the  company,  and  that  the  legal  rights 
of  the  respective  parties  in  the  case  are  now  in  the  hands  of  the 
courts. 

Cleveland.   N"o  franchise  in  force. 

Syracuse.  No  franchises  in  force.  When  there  were,  the  city 
had  great  difficulty  in  making  the  company  .live  up  to  their  terms, 
explained  under  A  3. 

Indianapolis.  There  has  been  no  particular  difficulty  where 
the  language  of  the  franchise  was  plain  and  specific.  There  is  no 
doubt  that  the  purity  of  the  water  furnished  until  after  the  agita- 
tion of  1904,  the  completion  of  the  filter  system  since,  and  the  wall- 
ing out  of  the  intake  from  the  river  by  a  cemeted  wall  since  that 
time,  was  below  the  franchise  requirements.  This  has  all  been 
changed  as  the  result  of  the  flood  and  agitation,  the  investigation, 
and  Ihe  subsequent  improvement  of  the  plant  and  the  service  of 
the  company.  The  company  seems  to-day  to  be  living  up  to  the 
franchise  requirements,  to  be  furnishing  a  sufficient  supply  of  good 
water,  and  to  be  giving  general  satisfaction. 

New  Haven.   The  city  has  no  power  in  the  matter. 

D  59.     State  what  provisions  it  has  not  been  able  to  enforce,  and 

why. 

Chicago  {Rogers  Pari).  There  seems  to  have  been  no  diffi- 
culty, except  on  the  points  previously  explained.  It  is  probable 
that  the  water  furnished  by  the  Eogers  Park  company  has  been 
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below  the  standard  called  for  by  the  ordinance,  but  the  City  of  Chi- 
cago has  not  raised  the  question,  and  doubtless  refrained  from  do- 
ing so  because  the  city  itself  was  furnishing  water  a  considerable 
portion  of  the  time  which,  if  not  as  bad  as  the  Eogers  Park  water, 
was  decidedly  unsanitary.  The  Eogers  Park  company  has  always 
alleged  that  its  water  was  as  good  as  the  Chibago  water. 

Cleveland  and  Syracuse.  The  question  does  not  apply. 

Indianapolis.  ISTo thing,  save  the  matters  referred  to  under 
D  58.  The  defects  there  referred  to  seem  to  have  been  due  to  a 
general  indifEerence  and  ignorance  of  the  public  as  to  the  quality 
and  danger  of  the  water  until  1904.  As  soon  as  the  public  mani- 
fested any  serious  interest  and  laiowledge,  or  desire  for  better 
water,  the  company  at  once  began  to  build  effective  filters,  to  test 
the  raw  and  the  filtered  water  both  chemically  and  bacterially,  and 
as  soon  as  practicable  thereafter  succeeded  in  obviating  the  diffi- 
culty. 

New  Haven.    . 

D  60.    What  remedies,  penalties  and  means  of  enforcing  the  above 
provisions  (D  37-57)  have  been  provided  ? 

Chicago  (Rogers  Parle).  Under  the  system  in  Illinois  of  ar- 
ranging these  matters  by  contract  ordinance,  a  resort  to  the  courts 
is  about  the  only  means  of  enforcing  the  contracts.  The  city  has 
resorted  to  the  courts  frequently,  as  elsewhere  explained.  About 
the  only  means  adopted  by  the  city  to  find  out  whether  or  not  the 
company  is  keeping  the  contract,  is  the  daijy  analysis  of  the  water 
made  by  the  city  health  department.  Explanation  is  given  under 
D  59  why  the  city  so  long  hesitated  to  act  on  the  reports  of  the 
Department  of  Health  as  to  the  sanitary  quality  of  the  water. 

Cleveland  and  Syracuse.  . 

Indianapolis.  The  means  of  enforcing  'such  provisions  as  there 
are  have  been  perhaps  sufficiently  set  forth  under  previous  ques- 
tions. There  have  been  no  penalties  prescribed,  save  that  of  for- 
feiture, and  no  attempt  has  been  made  on  the  part  of  the  city  to 
resort  to  that  extreme  measure.  The  city  has  quite  recently  ar- 
ranged for  regular  tests  by  the  city  of  the*  water.  It  is  doubtful 
if  they  have  yet  provided  sufficient  means,*  equipment  and  ability 
for  this  work. 

New  Haven.  . 

D  61.     How  much  deliberation  has  usually  been  given  in  the  grant- 
ing or  renewal  of  franchises? 

Chicago.  Ho  water  franchises  have  ever  been  granted  by  the 
City  of  Chicago.  The  private  water  company  chartered  in  1836  was 
permitted  by  the  Legislature  to  occupy  the  streets  without  any 
reference  to  the  consent  of  the  city.  It  is  probable,  however,  that 
the  charter  was  granted  at  the  desire  of  the  citizens  of  Chicago. 
See  James's  "Early  Charters  of  Chicago,"  Part  II.,  P.  96,  as  fol- 
lows :  "There  is  no  evidence  that  there  was  any  objection  on  the  part 
of  the  community,  or  on  the  part  of  the  Board  of  Trustees  (of  the 
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village — the  first  city  charter  was  not  granted  until  the  next 
year.)  to  this  granting  away  to  a  private  company  of  the  right  to  use 
the  public  streets.  Specific  granting  of  this  right  by  the  Legis- 
lature in  the  incorporation  of  the  company  implied  that  no  power 
was  given  to  the  Board  of  Trustees  to  grant  'such  privileges  over  the 
streets  of  the  town."  The  trustees  of  this  tihie  had  no  legal  power 
to  establish  a  public  system  of  water  works,  nor  was  the  city  given 
such  power  by  its  first  charter  of  March  4,.  1837. 

It  was  customary  until  the  reform  of  the  Council  in  very  re- 
cent years  to  suspend  the  rules  and  rush  through  franchises  in 
general,  before  the  general  public  knew  that  such  were  proposed; 
but  the  agitation,  especially  on  the  street  car  question,  for  the  last 
few  years,  and  for  the  constitutional  amendment  of  1904,  together 
with  the  general  referendum  act  and  the  ftequent  exercise  of  the 
referendmn  in  fact,  the  improvement  of  the  Council,  and  the  gen- 
erally awakened  public  interest,  has  worked  a  complete  change  in 
this  particular.  So  long  as  these  influences  remain  undiminished, 
it  seems  safe  to  predict  that  no  important  franchises  can,  or  will  be 
passed  without  the  utmost  publicity  long  drawn  out,  and  thorough 
public  discussion.  In  fact,  it  is  highly  ptobable  that  important 
franchises  will  be  submitted  to  a  direct  vote-.of  the  people,  although 
there  be  no  general  law  to  that  effect. 

Cleveland.  This  and  the  remaining  questions  of  this  schedule 
have  no  relation  to  the  history  of  the  water  supply  of  Cleveland. 
It  is  impossible  to  answer  the  question  satisfactorily  in  regard  to 
other  utilities  without  going  into  the  history  of  the  franchises  for 
each  of  these  utilities.  In  general,  whatever  may  have  been  the 
wisdom  of  the  city's  action  in  this  particular,  I  think  it  is  true  that, 
in  recent  years  at  least,  there  has  been  no  lack  of  publicity.  This 
is  notably  true  since  the  Chamber  of  Commerce  began  to  take  an 
active  part  in  all  franchise  fights.  Under  the  new  municipal  code 
I  think  it  safe  to  conclude  that  a  high  degiree  of  publicity  will  be 
maintained.  There  have  been  grea-t  and  notable  scandals  in  re- 
gard, at  least,  to  the  operation  of  the  franchises  in  Cleveland  in 
other  decades,  notably  in  regard  to  the  gas  franchises. 

Syracuse.  In  recent  years  the  citizens  of  Syracuse  have  not 
had  real  cause  to  complain  of  secrecy  or  of  haste  in  granting  fran- 
chises by  the  city  government;  and  there  have  been,  so  far  as  I 
could  find  out,  no  scandals  in  connection  with  such  matters.  The 
newspaper  reporters  and  the  citizens  usually  have  free  access  to 
matters  presented  to  the  Council,  before  they  are  actually  acted 
upon.  It  is  safe  to  say  that  a  high  degree  of  publicity  and  of  public 
discussion  are  assured  by  the  law,  under  the  legislation  of  1898  and 
the  amendments  thereto. 

The  original  drafting  of  franchise  ordinances  is  naturally,  in 
most  instances,  done  by  those  seeking  the  franchises,  but  even  be- 
fore the  new  constitution  went  into  effect,  and  in  the  days  of  private 
water  companies  in  Syracuse,  such  matters  were  pretty  thoroughly 
worked  over  by  the  Council  and  the  Council  committees  and  the 
Corporation  Counsel,  and  often  by  special  .counsel.     See  Council 
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proceedings  of  March  16,  1885,  at  which  meeting  the  city  attorney 
reported  that  he  had  examined  the  pendiMg  ordinance  (Central 
City  "Water  Co.),  and  that  he  recommended  that  the  ordiaance  be 
passed  with  certain  amendments,  which  he  proposed.  These  amend- 
ments were  later  adopted. 

Indianapolis.  In  recent  years  these  ma,,tters  seem  to  have  been 
handled  with  considerable  deliberation  and  great  publicity.  Such 
must  be  the  case  if  the  city  conforms  to  the  recent  statutory  re- 
quirements. Such  matters  are  placed  in  the  hands  of  the  Board  of 
Public  Works.  This  is  a  bi-partisan  or  a  multi-partisan  board  of 
three  members  on  salaries.  They  must  keep  a  record  of  their  pro- 
ceedings, with  a  yea  and  nay  vote  whenever  the  vote  is  not  unani- 
mous. Although  I  find  no  statutory  requirement  to  that  effect,  I 
am  told  that  all  their  meetings  are  public,  and  that  they  hold  public 
hearings  on  all  important  matters.  They  have  the  formulation  and 
signing  of  all  contract  franchises.  These  require  confirmation  by 
the  Council.  They  are  always  published  before  being  acted  upon  by 
the  CouncU.  \ATiile  the  matter  has  not  been  judicially  determined, 
the  right  of  the  Council  to  approve  such  contracts  is  generally  in- 
terpreted not  to  include  the  right  to  alter  or  amend.  Important 
matters  are  usually  under  public  discussion  for  many  months,  and 
sometimes  for  years.  The  case  of  the  last  contract  with  the  water 
company  seems  to  be  typical.  That  was  concluded  by  the  Board  of 
Public  "Works  on  December  31,  3900,  and  approved  by  ordinance 
of  August  19,  1901.  The  previous  contract  with  the  water  com- 
pany expired  January  1,  1897,  but  had  a  provision  that  the  com- 
pany might  act  under  it  until  a  new  contract  was  formed.  The 
Board  of  Public  "Works  seems  to  have  had  the  subject  of  a  new  con- 
tract imder  consideration  for  a  very  long  time. 

New  Haven.  The  city  grants  no  franchises.  Protracted  delib- 
eration has  been  had  in  recent  years  in  making  contracts  with  the 
water  company.     (See  supplementary  report.) 

D  62.     Has  the  exercise  of  the  franchise  granting  powe;r  been  at- 
tended with  public  scandal  and  if  so,  in  what  respect  ? 

Chicago.  Until  about  1897,  when  the  street  car  agitation 
reached  a  climax,  it  was  rare  for  any  important  franchise  to  be 
passed  without  a  scandal.  The  scandals  affected  the  primaries,  the 
elections^  the  jamming  through  of  franchises,  the  attempts  of  the 
companies  to  circumvent  the  Council  through  additional  legisla- 
tion; and  the  belief  was  widespread  that  the  rights  of  the  com- 
panies operating  in  Chicago  were,  not  sometimes,  but  usually  estab- 
lished by  bribing  or  attempting  to  bribe  the  Governor,  the  Legis- 
lature, and  the  Council.    This  happened,  not  rarely,  but  habitually. 

Cleveland.     Answered  under  D  61. 

Syracuse.     Answered  under  D  61. 

Indianapolis.  There  seems  to  have  been  more  or  less  scandal 
in  regard  to  gas  franchises.  The  gas  situation  has  been  in  a 
peculiar  condition  owing  to  the  appearance  and  sudden  disappear- 
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ance  of  natural  gas.  I  was  unable  in  the  time  at  my  disposal  to  get 
at  the  merits  of  the  charges  and  coimtercharges.  The  matter  of 
the  validity  of  the  latest  gas  franchise  was,  during  my  visit,  in  liti- 
gation. Ordinance  of  August  30,  1905,  approving  the  contract  of 
August  25,  1905,  between  the  City  of  India^iapolis,  by  and  through 
its  Board  of  Public  "Works,  and  Alfred  F.  Potts,  Frank  D.  Stalnaker 
and  Lorens  Schmidt.    (Citizens'  Gas  Co.  of  Indianapolis.) 

New  Haven.     The  city  grants  no  franchises.     The  making  of 
the  present  contract  with  the  company  was  accompanied  with  great 
and  protracted  scandals,  as  explained  in  the 'supplementary  report. 
D  63.     How  much  publicity  has  usually  accompanied  the  granting 
or  renewal  of  franchises  ? 

Chicago,  Cleveland,  Syracuse  and  Ifidianapolis.  Answered 
under  D  61. 

New  Haven.  The  State  Legislature  grants  and  modifies  the 
franchises,  and  the  real  moving  forces  at  Hartford  do  not  seek  pub- 
licity. The  more  recent  contracts  between  the  city  and  the  com- 
pany have  been  formed  under  a  high  degree  of  publicity.  It  is  cus- 
tomary, in  all  such  matters,  to  give  public  hearings,  and  to  print 
officially  all  important  propositions,  and  to  give  the  newspaper  re- 
porters access  to  all  important  official  negotiations. 
D  64.     By  whom  are  franchise  grants  usually  drafted  ? 

Chicago.  Before  the  reform  days  (beginning  about  1898)  by 
the  attoiaeys  of  the  private  iaterest  concerned.  Since  that  date,  at 
least  in  important  matters,  if  originally  drafted  by  private  interests, 
they  are  thoroughly  worked  over  in  the  office  of  the  Corporation 
Cotmsel,  and,  where  there  is  great  public  interest,  by  special  counsel 
engaged  by  the  city,  and  that,  too,  after  a  long  consideration  by  a 
standing  committee  of  the  Council,  or  by  special  committees,  con- 
sisting sometimes  of  both  members  of  the  Council  and  other  citi- 
zens. 

It  is  probable  that  franchises  in  Cleveland,  Syracuse  and 
Indianapolis  would  be  drafted  originally  in  the  same  way,  and 
worked  over  in  a  similar  manner  by  the  proper  arm  of  the  city  gov- 
ernment. 

New  Haven.  The  city  grants  no  franchises,  but  deals  with 
contracts  with  the  public  service  corporations  in  substantially  the 
same  manner  as  other  cities  deal  with  franchises. 

SUPPLEMENTARY  REPORT  ON  THE  N^W  HAVEN  WATER 
COMPANY. 

The  history  and  situation  of  this  company  are  so  unique  that 
it  seems  impossible  to  include  all  of  the  information  necessary  for 
the  proper  understanding  of  the  situation  iii  the  schedule.  I  beg, 
therefore,  to  submit,  in  addition  to  the  answers  in  the  schedule,  the 
following  historical  sketch  and  comment  on  the  water  supply  of  ISTew 
Haven. 

As  early  as  1829  we  find  the  citizens  of  New  Haven,  in  city 
meeting  assembled,  voting  aid  to  the  extent  of  $100,000  in  the  shape 
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of  6  per  cent,  bonds  to  the  Parmington  Canal,  on  the  ground  that 
the  canal  would  furnish  an  abundant  supply  of  water  for  public 
use,  and  for  cleaning  the  creek  of  impurities,  -and  especially  for  pro- 
tecting the  city  against  fire.  (From  the  City  Eecords,  Vol.  I, 
p.  284.) 

The  origin  of  the  water  company,  and  the  early  futile  attempts 
to  establish  a  publicly  owned  supply  are  not  without  interest  in  this 
connection.  On  June  1,  1853,  at  a  city  meeting,  a  committee  was 
appointed  to  consider  the  subject  of  a  water  supply.  This  com- 
mittee reported  in  print,  setting  forth  several  alternate  schemes  for 
a  public  water  supply. 

On  March  23,  1853,  a  city  meeting  voted  for  the  first  proposi- 
tion of  the  committee,  namely,  a  supply  from  Mill  Eiver,  by  a  vote 
of  128  to  117,  the  largest  vote  ever  given  at  a  city  meeting  except 
for  the  election  of  officers.  The  issue  of  bonds  for  this  purpose 
was  approved  by  the  city  meeting  by  a  large  majority.  Upon  peti- 
tion of  the  city,  the  Legislature  authorized  the  scheme  and  a  loan 
of  $325,000  for  the  purpose.  The  act  of  the  Legislature  was  ac- 
cepted by  a  city  meeting  of  Jtdy  25,  1853,  by  a  vote  of  1261  to  760. 

The  Board  of  Water  Commissioners  authorized  by  the  act 
organized  in  1853,  and  on  Jan.  2,  1854,  entered  into  a  contract  with 
Eli  Whitney  for  the  necessary  water  rights  and  power  for  $50,000, 
and  an  agreement  that  Mr.  Whitney  should  have  for  power  pur- 
poses the  surplus  water,  which  they  agreed  to  impound  with  their 
dam.  Mr.  Whitney  was  to  take  half  of  his  pay  in  city  bonds.  This 
arrangement  was  reported  to  the  Council  Jan.  18,  1854. 

About  this  time  it  was  discovered  that  the  enabling  act  was  de- 
fective in  that  it  designated  no  person  to  execute  and  issue  the 
bonds.  The  city  meeting  to  deal  with  this  -subject,  called  for  Jan. 
4, 1854,  was  adjourned  until  Feb.  4,  1854.  At  the  adjourned  meet- 
ing, the  opponents  of  the  public  water  scheme  were  in  the  majority. 
The  meeting  ordered  the  Mayor  to  apply  to  the  Legislature  for  an 
amendment  to  the  act,  voted  to  limit  the  outlay  to  $325,000,  and 
ordered  another  vote  of  a  city  meeting  on*  the  whole  proposition. 
April  10,  1854,  the  Council  voted  to  apply  to  the  Legislature 
for  an  amendment  to  the  charter.  At  the  city  meeting  of  June  6, 
1854,  the  city  government  was  instructed  to  withdraw  opposition  in 
the  Legislature  to  the  repeal  of  the  water  act.  This  was  met  by  a 
popular  petition,  largely  signed,  asking  the*  Legislature  to  call  for 
a  report  on  the  water  works  bill.  The  result  was  an  act  of  the  Legis- 
lature resubmitting  the  whole  question  of  a  water  supply  to  a  popu- 
lar vote  and  requiring  a  three-fifths  vote  to  carry  it.  This  popular 
vote  on  July  17,  1854,  resulted  in  voting  the  scheme  down  by  a  ma- 
jority of  608. 

Mr.  Whitney  thereupon  attempted,  through  the  courts,  to  com- 
pel the  specific  performance  of  his  contract,  tthe  rights  of  which  had 
been  specifically  reserved  under  the  Act  of  1854.  The  court  decided 
(Whitney  vs.  The  City  of  Few  Haven,  23  Conn.,  624)  that  specific 
performance  would  be  a  hardship,  and  that  he  had  adequate  redress 
at  law  in  the  form  of  damages.  I  am  told  that  his  suit  for  dam- 
ages resulted  in  the  court  awarding  him  $15;pOO  damages. 
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Meantime  the  ISTew  Haven  Water  Company  had  been  chartered 
in  1849,  and  organized  in  1850  and  1851,  it  having  elected  its  first 
Board  of  Directors  March  8,  1851. 

After  the  failure  to  establish  the  pnblie  water  supply,  the  com- 
pany entered  into  a  contract  with  Mr.  Eli  Whitney's  firm  to  con- 
struct the  works,  July  14,  1859.  Contract  price,  $350,000;  $75,000 
of  which  was  taken  in  stock  by  the  contracting  firm,  and  $25,000  by 
Mr.  Whitney  personally. 

As  soon  as  the  company  showed  an  inclination  to  establish 
water  works  it  was  beset  on  the  right  and  left  by  attempts  at  com- 
petition. The  Board  of  Directors,  in  its  first  annual  report  to  its 
stockholders,  speaks  of  suqh  attempts  in  the  session  of  1860,  and 
declares  that  the  directors  felt  compelled  to  oppose  this,  "and  if  pos- 
sible defeat  its  purpose,  notwithstanding  the  great  expense  they 
were  fuUy  aware  would  be  incurred  in  the  undertaking."  A  similar 
attempt  was  made  in  the  session  of  1861,  and  at  this  session  the  Pair 
Haven  company  obtained  a  charter,  which  prohibited  it  from  sup- 
plying water  in  ISTew  Haven;  but  in  less  than  a  year  this  company 
was  hammering  at  the  doors  of  the  Legislature  for  the  removal  of 
the  prohibition.  In  the  session  of  1862  the  Legislature,  under 
pressure  from  the  !N"ew  Haven  company,  refused  the  Fair  Haven 
company  the  right  to  lay  pipes  through  ISTew  Haven  to  reach  Fair 
Haven.  The  Fair  Haven  company  did  hot  cease  its  eiforts  until, 
in  1867,  it  obtained  the  right  from  the  Legislature  to  compete  with 
the  ISTew  Haven  company  in  'New  Haven ;  provided  the  company  ob- 
tained a  favorable  popular  vote  to  that  effect.  On  September  2, 
1867,  the  popular  vote  was  overwhelmingly  in  favor  of  permitting 
the  competition  (2978  to  116) ;  and  thus  began  the  competition 
which,  as  explained  elsewhere,  was  ended  in  1876  by  the  New 
Haven  company  purchasing  the  Fair  Haven  companj^  and  about 
20  years  later  consolidating  the  two  into  a  single  corporation. 

The  New  Haven  company  had  made  a  desperate  fight  against  this 
competition,  declaring  that  it  was  a  breach  of  faith  on  the  part  of 
the  State,  and,  as  the  directors  expressed  it  (Sixth  Annual  Eeport, 
p.  4)  :  "It  is  a  lamentable  state  of  legislative  morals  when  the  faith 
of  the  State  carries  with  it  no  immunity  from  attacks  within  its 
own  doors."  The  bitterness  of  the  feeling  can  be  realized  if  we 
recall  that  the  first  dividend  paid  by  the  New  Haven  company  was 
of  $1  per  share,  payable  Feb.  1,  1867.  The 'company  had  met  with 
■all  of  the  financial  difficulties  incident  to  the  Civil  War,  and  had 
suffered  bo  much  that  it  stated  (First  Annual  Eeport,  P.  18)  that 
the  contractor  had  to  advance  his  private  means  at  certain  times  to 
prevent  suspension  of  the  work.  At  the  beginning  of  the  second 
year  of  operation,  the  company  was  so  hard  pressed,  having  had 
water  receipts  of  but  $7,359.00  for  the  first  year's  operation,  that  it 
reduced  its  salary  list  from  $5,900  to  $2,200  per  year,  the 'highest 
salary  being  that  of  the  secretary,  $1,000. 

it  would  probably  be  hard  to  find  another  case  of  such  honest, 
permanent  and  skillful  construction  of  a  water  system  at  so  early 
a  date.    The  first  annual  report  of  the  directors  to  the  stockholders 
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deelaies  that,  although,  the  contract  called  for  retuming  to  the 
manufactuxers  any  imperfect  pipe,  the  amount  of  rejected  pipe  was 
so  small  that  it  was  not  worth  retuming  to  the  factory;  and  the 
tenth  annual  report  (P.  6)  states  that  in  fte  history  of  the  com- 
pany no  consumer  has  ever  had  his  supply  temporarily  cut  off  for 
the  purpose  of  repairing  a  main.  The  contract  called  for  a  reser- 
voir of  8,000,000  gals,  capacity :  the  contractors  constructed  one  of 
10,000,000  gals.  The  pumps,  under  the  contract,  were  to  supply 
3,000  gals,  per  minute:  they  were  actually  capable  of  supplying 
3,000  gals.  For  about  ten  years  the  water,  was  pumped  by  water 
wheels.  .During  all  this  period,  the  wheels  never  met  with  any 
accident,  with  a  single  exception,  and  that  was  not  serious  enough  to 
suspend  the  supply  of  water  to  any  individual  consumer. 

After  the  installation  of  the  first  steam  pumps  as  an  auxiliary, 
in  October,  1871,  the  water  wheels  were  taken  up  and  repaired  for 
the  first  time.  The  first  mention  of  relaying  any  pipes  because  the 
pipes  were  too  small  is  made  in  the  tenth  annual  report,  January, 
1878.  The  reservoir  was  originally  constructed  in  sections  so  it 
could  be  cleaned. 

Water  was  first  let  into  the  distributing  mains  Jan.  1,  1862. 
At  "that  time  the  length  of  the  mains  was  17.93  miles. 

In  the  early  days  the  water  was  pumped  directly  into  the 
mains,  and  the  reservoirs  used  only  as  a  reserve  supply.  This  led 
to  the  water  in  the  reservoir  becoming  so  stagnant  that  the  water 
afterwards  was  pumped  through  the  reservoir. 

It  will  be  recalled  that  the  company  got  its  right  to  operate 
in  the  city  without  asking  the  consent  of  the  city,  and  that  the  city 
charter  of  that  time  did  not  specifically  authorize  the  city  to  enter 
into  any  contracts,  but  that  under  Connecticut  law  such  right  was 
considered  incidental  to  the  powers  specifically  granted.  After 
very  long  negotiations  the  company  entered  into  a  contract  with  the 
city  for  supplying  public  water  for  a  period  of  20  years.  The  con- 
tract was  signed  Feb.  7,  1862  (about  five  weeks  after  the  company 
began  to  distribute  water),  ratified  by  Council  February  7,  and  by  a 
city  meeting  February  15,  by  a  vote  of  238. 

This  contract  makes  no  mention  of  the  prices  to  be  charged  to 
private  consumers.  It  binds  the  company  to  furnish  water  for  pub- 
lic purposes  for  a  period  of  20  years,  wherever  the  pipes  of  the 
company  may  at  the  time  be  laid.  The  estimated  amount  of  pipes 
at  that  time  was  16  miles.  The  company  agreed  to  lay  10  miles 
additional  within  six  years,  and  to  pay  actual  damage  for  willful 
neglect  or  refusal  to  furnish  water  under  the  contract,  the  minimum 
damage  ini  case  of  conviction  to  be  $10.  The  city  also  had  the 
right  to  annul  the  contract  for  willful  neglect  or  refusal  of  the 
company  to  furnish  water.  The  city  was  to  establish  its  hydrants 
at  its  own  expense,  the  number  of  hydrants  to  be  left  to  the  dis- 
cretion of  the  city.  The  amount  to  be  paid  the  company  for  public 
water  began  at  $1,089  for  1862,  and  increased  gradually  until  1868, 
fromi  which  time  to  the  end  of  the  contract  the  amount  was  to  be 
$6,000  yearly.     The  city  was  given  the  specific  right  to  purchase 
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the  property  and  franchises  of  the  company  after  10  years  by  paying 
the  amount  the  company  had  expended  on  its  works,  plus  10  per 
cent  annually,  less  the  dividends  actually  paid  by  the  company;  the 
company  agreeing  to  join  in  promoting  legislation  to  enable  the 
city  to  make  such  purchase.  The  city  was  given  the  option  of  re- 
newing the  contract  at  a  price  to  be  fixed,  ih  ease  of  non-agreement, 
by  a  commission  appointed  by  a  judge  of  the  Superior  Court  on 
application  of  the  city,  the  commission  to  ppnsist  of  one  non-resi- 
dent of  the  city,  not  a  stockholder ;  one  resident  of  the  city,  a  stock- 
holder, and  one  resident,  not  a  stockholder. 

The  clause  fixing  a  penal  sum  for  damages  in  case  of  willful 
neglect  or  default  has  been  continued  in  the*  later  contracts,  and  in 
the  later  contracts  applies  to  supply  to  private  individuals,  and  has 
had  a  curious  history, — a  history  which  probably  shows  the  practical 
uselessness  of  such  provisions.  At  the  time  of  the  great  fire  on 
Long  Island  Wharf  in  1886,  the  property  owners  attempted  to  hold 
the  company  responsible,  alleging  that  its  pipes  were  not  adequate 
to  furnish  a  suitable  supply  of  water.  A  letter  of  Sperry  &  Barnes, 
dated  July  10,  1886,  making  claim  under  this  provision,  was  re- 
ferred to  the  counsel  of  the  company,  Mr. — ^(ipw  Judge — Simeon  E. 
Baldwin.  Counsel  Baldwin  replied  that  the  6  in.  main  on  Long 
Island  Wharf  was  laid  in  1878,  and  at  that  time  was  deemed  suffi- 
cient by  the  city,  and  that  the  company  was  hound  to  furnish  water 
only  where  its  mains  were  laid.  He  said  he'  *did  not  think  the  com- 
pany would  be  liable  to  any  private  individual  for  failure  to  furnish 
enough  water  to  put  out  fire  on  his  premises,  "nor  would  you  in 
such  case  be  liable  to  the  city  for  the  $10,000  penalty,  except  for 
willful  default,  and  the  courts  would  want  strong  evidence  of  that." 
Such  is  the  significance  of  the  punitive  damage  clause. 

The  original  contract  of  1862  defined  vpry  narrowly  the  public 
purposes  for  which  water  was  to  be  furnished.  The  growth  of 
population  and  civilization  required  water  for  additional  purposes, 
and  the  annexations  to  the  city  required  the  readjustment  of  the 
relations  between  the  city  and  the  company  to  meet  the  growing 
needs.  These  were  made,  between  1863  and  1878,  by  numerous 
supplementary  contracts,  the  old  contract  reinaining  in  full  force. 

A  considerable  sentiment  in  favor  of  public  ownership  grew  up 
before  the  end  of  the  30-year  period  for  i^hich  the  contract  was 
made.  The  advocates  of  purchasing  the  works  and  franchises  of 
the  company  procured  an  act,  in  conformity  with  the  provision  of 
the  contract,  authorizing  the  company  to  sell  and  the  city  to  purchase 
on  the  conditions  named  in  the  contract  of  Feb.  20,  1862.  The  act 
went  into  considerable  detail  as  to  procedure,  and  especially  as  to 
determining  the  prices  to  be  paid  under  the  stipulations  in  the  con- 
tract, and  required  the  matter  of  purchase*  to  be  submitted  to  a 
popular  vote  on  Nov.  8,  1881.  Among  other  things,  the  act  re- 
quired the  company  to  submit  an  itemized  statement  of  its  inyest- 
ment,  paid-up  capital  stock,  and  the  amount,  it  considered  the  city 
would  have  to  pay  under  the  contract.  It  also  authorized  the  ap- 
pointment of  a  special  investigating  committee  to  be  aided  by  expert 
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accountants,  and  to  have  the  right  tO'  compel  the  attendance  of  wit- 
nesses, to  talce  testimony  under  oath,  and  to  inspect  the  books,  rec- 
ords^ papers  and  vouchers  of  the  company,  with  a  view  to  determin- 
ing what  should  be  paid. 

Sec.  4  of  the  act  authorized  a  city  loan  of  $2,000,000,  at  5  per 
cent.,  for  purchasing  the  works,  and  gave  the  Superior  Court  full 
jurisdiction  over  all  matters  of  dispute  in  carrying  out  the  transfer, 
with  the  necessary  right  of  appeal  on  questions  of  law  to  the 
Supreme  Court. 

Independent  of  this  act  a  joint  special  committee  of  the  Coun- 
cil made  an  elaborate  investigation  on  the  ownership  of  water 
works,  and  in  July,  1881,  submitted  their  report  in  print  to  the 
Council,  recommending  public  ownership. 

The  special  committee  appointed  under  the  Act  of  1881  was  a 
distinguished  one,  with  Professor  Simeon  B*.  Baldwin  at  its  head. 
The  committee  organized  on  June  16,  1881,  jind  reported  on  August 
29,  1881. 

Meantime  the  company,  under  the  statute,  had  reported  to  the 
city,  declaring  that  its  books  had  not  been  kept  with  a  view  to 
furnishing  the  details  specified  in  the  statute,  and  that  the  company 
was  unable  to  do  so ;  but  submitted  a  very  vague  statement,  claim- 
ing under  the  contract  a  total  of  $2,222,236.11.  It  will  be  recalled 
that  they  were  entitled  under  the  contract  .to  a  sum  equal  to  the 
share  capital  actually  paid  in  and  invested  in  the  worJcs,  plus  10 
per  cent,  annually,  less  the  dividends  actually  paid. 

The  special  committee  of  investigation  found  the  sum  due 
under  the  contract  to  be  $1,464,297.16.  They  made  minor  deduc- 
tions from  the  company's  estimate  for  certain  stock  that  was  sub- 
scribed for  in  war  times,  and  never  paid  in,  full,  and  certain  other 
deductions  for  the  stock  paid,  as  they  estimated,  at  a  considerable 
discount,  to  the  contractors  who  built  the  works,  and  also  for  a  few 
thousand  dollars  of  stock  subscriptions  collected  by  a  former  treas- 
urer of  the  company,  and  embezzled  by  him,  on  the  ground  that  this 
sum  was  never  invested  iq  the  works.  The  committee  also  refused 
to  allow  payment  for  some  $20,000  of  engineering  expenses  at  the 
beginning.  It  refused  absolutely  to  allow  the  company  anything 
for  the  $200,000  of  its  stock  paid  for  the  Fair  Haven  company,  on 
the  ground  that  the  city  had  the  right  to  purchase  the  Pair  Haven 
company  on  substantially  the  same  terms  as  it  had  the  ISTew  Haven 
company,  and  that  the  debt  of  $125,000  assumed  by  the  ISTew  Haven 
company  at  the  time  of  the  purchase,  and  in  case  of  purchase  to  be 
assumed  by  the  city,  represented  the  full  value  of  the  Pair  Haven 
company.  But  the  chief  item  of  difference  between  the  estimate  of 
the  company  and  that  of  the  city,  amounting  to  $746,191.88,  con- 
sisted of  compound  interest  at  6  per  cent,  on  the  annual  dividend  of 
10  per  cent,  to  which  they  considered  they  were  entitled.  The  com- 
mittee said  very  properly :  "The  terms  of  the  contract_  give  no 
support  or  color  of  support  to  such  a  charge."  In  submitting  its 
report,  the  company  said  of  this  item:  "In  the  above  claim  we 
have  compoimded  interest  at  the  legal  rate,  which  we  believe  to  be 
equitable  and  in  accordance  with  the  contract." 
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With  such  a  difference,  it  was  iaevitable  that  the  works  could 
not  be  purchased  without  the  intervention  of  the  court.  The  inyes- 
tigating  committee,  however,  found  that  the  income  from  water  had 
increased  in  nine  years  from  $81,04:6  to  $131,576 ;  and  the  operating 
expenses  as  shown  by  the  books  of  the  company  during  these  years 
varied  from  $22,330  to  $40,842  in  1875,  but  had  dropped  to  $29,121 
in  1880.     These  items  omitted  interest. 

The  committee  recommended  immediate  purchase,  declaring 
that  under  the  contract  the  works  could  be  bought  for  very  much 
less  than  they  were  worth  on  the  basis  of  earnings.  The  committee 
estimated  that,  allowing  nearly  $50,000  for  immediate  extension 
and  repairs  to  put  the  system  in  first-class  condition,  bringing  the 
total  cost  up  to  a  million  and  a  half,  the  city  could  at  once  carry 
the  interest  on  the  loan  to  purchase  the  works,  and  set  apart  $36,850 
per  year  for  a  sinking  fund. 

It  was  not  until  Sept.  1,  1881,  that  the  City  Council  ordered 
the  Corporation  Counsel  to  apply  to  the  Superior  Court  for  the  de- 
termination of  the  amount  to  be  paid  the  company.  At  the  same 
time  the  Council  ordered  the  printing  for  general  distribution  of 
3,000  copies  of  the  special  report  of  the  committee.  Such  petition 
was  filed  on  Sept.  15,  1881.  The  Board  of  Appraisers  did  not 
organize  until  Oct.  5,  1881,  about  a  month  before  the  election  to 
vote  on  the  question  of  public  works. 

The  company  had  claimed  that  the  amount  of  capital  stock 
paid  in  was  $1,102,615,  and  that  it  was  aU.  invested  in  the  works. 
The  appraisers  found  that  this  item  should  bfe  $895,005.02,  a  diifer- 
ence  of  $207,609.98.  This  was  a  virtual  refusal  to  allow  anything 
for  the  stock  paid  for  the  Pair  Haven  company,  with  some  addi- 
tional minor  items  excluded.  The  appraisers  also  found  that  no 
compound  interest  as  claimed  by  the  company  was  to  be  paid,  and 
that  the  total  amount  to  be  paid  the  company- was  $895,005.02,  plus 
interest  from  the  date  of  each  payment  on  the  stock,  less  the  $622,- 
925  actually  paid  in  dividends. 

One  of  the  three  commissioners  refused  to  sign  the  report  on 
the  ground  that  the  $200,000  in  stock  paid  fOr  the  Fair  Haven  com- 
pany, with  interest  of  10  per  cent,  on  it  from  the  time  of  issue, 
ought  to  be  included  in  the  amount  to  be  paid  by  the  city. 

The  interest,  less  the  dividends,  would  bring  the  total  sum  to 
be  paid  by  the  city  up  to  about  $1,100,000.  The  stock  was  selling 
on  a  basis  of  about  $1,800,000. 

The  company  made  a  desperate  effort  to  prevent  the  court  from 
approving  the  findings  of  the  commission.  First,  it  entered  a  de- 
murrer on  Sept.  5,  on  the  ground  that  the  city  had  not  exercised, 
and  did  not  propose  to  exercise,  its  right  of  purchase  until  after 
the  election  of  'Nor.  8.  The  report  of  the  appraisers  was  not  sub- 
mitted until  the  2d  of  November,  six  days  before  the  vote  was  to  be 
held  on  ownership.  The  company  then  entered  a  formal  remon- 
strance, and  asked  for  time  to  work  up  its  case.  Judge  Sanford 
ordered  the  company  to  file  its  answer  by  Saturday,  but  said  he 
would  not  hold  court  on  Saturday  or  Monday,  which  woizld  carry 
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the  matter  over  until  after  the  election.  The  remonstrance  of  the 
company  was  based  on  the  exclusion  of  the  stock  paid  for  the  Pair 
Haven  company,  and  on  the  ground  that  &je  appraisers  took  evi- 
dence of  the  cost  of  the  Fair  Haven  works,  whereas  what  the  New 
Haven  company  paid  for  them  ought  to  be  conclusive.  The  com- 
pany also  claimed  in  its  remonstrance  that  the  real  intention  was 
that  the  company  should  be  made  as  well  off' as  if  it  had  actually  re- 
ceived 10  per  cent,  dividends  each  year.  This  was  really  the  inter- 
est claim.  To  back  this  up,  it  introduced  the  original  rejected 
draft  of  this  clause  of  the  contract.  In  the  remonstrance  the  com- 
pany claimed  $1,820,352.49. 

In  the  city's  answer  to  the  remonstrance,  it  alleges  that  the 
Fair  Haven  company  was  bought  in  bad  faith  to  defraud  the  city 
of  its  just  rights,  and,  above  all,  to  prevent  the  city  from  pur- 
chasing the  Fair  Haven  company,  or  making  a  contract  with  it  for 
the  supply  of  public  water. 

Meantime,  not  having  got  a  final  ruling  by  the  court  until 
after  the  election,  the  company  bent  its  energies  to  procuring  an, 
adverse  vote  on  the  proposition  for  the  city  to  purchase  the  com- 
pany. It  was  alleged  that  the  company  spent  large  sums  of  money 
to  carry  this  election.  (See  "Our  Plain  Duty,"  ISTo.  8).  It  is  also 
alleged  that  at  many  of  the  polling  places  it  was  impossible  for 
voters  to  get  any  ballots  in  favor  of  purchase,  the  ballots  for  and 
against  being  different. 

The  vote  was  against  public  ownership :  3198  for ;  5063  against ; 
95  "scattering" ;  majority  against  purchase,  1864. 

Immediately  after  the  election,  on  Nov.  26,  the  company 
entered  another  remonstrance  against  the  court's  approving  the  find- 
ings of  the  appraisers,  on  the  ground  that  the  adverse  popular  vote 
had  decided  the  matter. 

The  city  answered  this  with  the  statement  that  the  election 
settled  nothing  because  the  city  had  about  two  months  yet  to  exer- 
cise its  option  of  purchase  in  before  the  contract  ran  out,  and  because 
the  election  had  been  held  before  the  report  of  the  appraisers  had 
been  fully  known,  and  within  five  days  after  it  was  filed,  and  before 
it  had  been  acted  on  by  the  court;  and  that  the  company  had  pur- 
posely and  willfully  carried  on  a  campaign  to  make  the  people 
believe  that  the  court  would  award  over  $1,800,000,  as  stated  in 
their  first  remonstrance.  The  answer  alleged  also  the  improper  use 
of  large  sums  of  money  "amounting  to  many  thousands  of  dollars," 
for  influencing  public  opinion — "to  bribe,  corrupt,  mislead  and  un- 
duly influence  large  numbers  of  said  freemen  to  vote  against  said 
purchase."  The  city  denied  that  the  vote  was  a  fair  expression  of 
the  choice  of  the  city.  It  also  denied  that  the  vote  was  legally 
taken ;  and  declared  that  no  proper  check  lists  were  kept,  and  "that 
the  officials  in  charge  of  the  ballot  boxes  refused  to  allow  any 
freemen  to  vote  on  the  water  purchase  unless  at  the  same  time 
they  voted  for  representatives,"  and  that  thus  many  voters  were 
deprived  of  their  right  to  vote  on  the  question  who  would  have 
voted  in  favor  of  the  purchase.     The  city  claimed,  therefore,  the 
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right  to  take  another  vote  before  the  contraxst  expired  on  Feb.  20, 
1882. 

The  company  filed  a  petition  with  the  court  to  expunge  the 
city's  answer  from  the  record,  on  the  ground  that  it  was  irrelevant; 
and  further  petitioned  that,  if  the  court  considered  any  of  it 
relevant,  the  charges  of  fraud  and  illegal  action  be  made  more 
specific. 

It  is  plain,  however,  that  after  the  city  election  this  was  a 
purely  legal  squabble  without  any  practical  significance.  The  ques- 
tion of  pulDlic  ownership  was  certainly  for  the  time  settled;  and 
soon  thereafter  the  company  and  the  city  entered  into  negotiations 
with  a  view  to  forming"  another  contract. 

There  is  no  doubt,  as  Prof.  Simeon  ^.  Baldwin  said  in  a 
signed  letter  to  the  Palladium,  Nov.  1,  188],,  that  the  property  and 
franohises  could  be  bought  for  much  less  than  the  earning  capacity 
of  the  company  under  that  contract.  He  saw  very  clearly  that  the 
real  question  at  issue  was  the  value  of  the  franchise,  and  warned 
the  people  that  if  they  did  not  buy  under  this  contract,  under  which 
they  would  not  have  to  pay  for  the  franchise,  they  would  never  have 
another  opportunity  to  buy  the!  property  without  paying'  full  value 
for  the  franchise.  He  said  that  all  the  talk  of  the  company  about 
its  willingness  to  sell  under  a^  future  appraisal  was  a  mere  blind, 
as  the  appraisal  would  include  the  value  of  *the  franchise,  and  that 
the  franchise  was  worth  almost  as  much  as  the  works.  He  declared 
that  the  value  of  the  franchise  was  a  million  dollars.  He  ad- 
vocated public  ownership,  and  stated  that,  "We  have  never  found 
any  difficulty  in  getting  our  best  men  to  take  places  on  our  city 
boards.  One  of  the  most  active  members  of  the  Board  of  Public 
Works  is  also  a  director  of  the  water  company  now,  and  another  of 
their  directors  was  long  on  our  Board  of  Selectmen."  He  further 
predicted  that  the  company  would  soon  be  paying  10  per  cent. 
Professor  Baldwin  knew  a  good  thing  when  he  saw  it.  He  soon 
afterward  became  a  shareholder  of  the  company,  and  also  counsel 
for  the  company. 

On  Dec.  15,  1881,  the  company  entered  into  its  second  genera] 
contract  with  the  city  for  a  supply  of  publip  water  for  a  period  of 
10  years,  and  agreed  on  maximum  prices  to  private  consumers.  It 
bound  itself  to  no  obligations  to  extend  pipe,  but  agreed  to  furnish 
water  to  the  city  and  to  all  the  portions  of  the  Town  of  New  Haven 
within  the  city,  excepting  the  almshouse,  fpr  all  public  purposes, 
at  $16,000  per  annum.  It  agreed  to  renew  this  contract  indefinitely 
for  periods  of  10  years  on  terms  to  be  fixed  in  ease  of  non-agreement 
by 'three  arbitrators,  such  as  were  provided  for  under  the  earlier 
contract.  The  famous  clause  on  punitive  damages  appears  in  this 
contract.  This  city  had  the  right  to  annul  the  contract  for  neglect 
or  for  inadequate  supply  where  the  pipes  were  laid.  The  city  was 
to  establish  its  own  hydrants  at  its  own  expense,  and  to  use  and  con- 
trol them.  The  private  prices  were  never  to  be  higher  than  those 
at  that  time  charged,  with  punitive  damages  of  $30  to  the  plaintiff 
in  ease  of  violation. 
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Probably  the  most  significant  clause  was  No.  6,  which  provided 
that  the  city  might  purchase  the  works  and*  franchises  of  the  com- 
pany at  any  time  at  a  fair  cash  value  to  be  fixed  by  arbitrators,  the 
company  agreeing  to  aid  the  city  in  getting  legislative  permission 
to  make  the  purchase. 

The  company  further  agreed  not  to  force  meters  on  consumers, 
but  to  give  every  consumer  his  choice,  and  bound  itself  to  a  supply 
to  all  consumers  within  reach  of  its  mains,  or  those  who  would  lay 
connections  to  the  company's  mains.  Punitive  damages  of  ^20 
again. 

The  city  agreed  to  drop  the  case  above  referred  to,  pending  in 
the  Superior  Court,  for  the  purchase  of  thecompany. 

This  is  the  contract  in  which  the  strange  stipulation  appears 
for  the  first  time  that  the  company  will  ask  the  Legislature  to  make 
the  contract  a  part  of  its  charter,  and  to  grant  the  citizens  the 
power  of  enforcing  the  stipulations  of  the  contract.  This  was  done 
by  the  Legislature  March  23,  1882. 

It  will  be  seen  by  this  statement  that  the  city  had  no  power  to 
compel  the  company  to  extend  its  mains,  although  the  company  was 
bound  to  give  adequate  supply  where  mains  were  laid.  In  an  opin- 
ion on  this  contract  by  the  Corporation  Counsel,  dated  Nov.  2, 
1886,  he  seems  to  place  great  value  on  the  punitive  damage  clause. 
He  apparently  was  not  familiar  with  the  attempt  of  Sparry  & 
Barnes  to  collect  damages  under  this  clause,  or  the  opinion  of  Pro- 
fessor Baldwin,  counsel  for  the  company,  on  the  interpretation  of 
the  clause,  which  opinion  was  given  the  previous  July. 

The  ten-year  period  of  this  contract  proved  a  profitable  one 
for  the  company,  which  three  years  before  had  reached  a  permanent 
condition  of  8  per  cent,  annual  dividend.  The  receipts  from  the 
sale  of  water  in  1882  were  $145,265.90;  in  1891,  they  were  $233,- 
023,  an  increase  of  about  60  per  cent.  The  property  had  probably 
greatly  appreciated  meantime ;  but  the  excitement  for  public  owner- 
ship when  this  contract  was  made  was  so  great  that  the  public  was 
able  to  have  inserted  in  the  contract  a  clause  which  virtually  made 
the  contract  perpetual;  that  is,  the  city  had  a  perpetual  right  of 
renewal  by  10-year  periods.  But  the  terms  of  purchase  provided 
under  this  contract  were  entirely  different  from  those  under  the  con- 
tract of  1862.  The  contract  of  1862,  afterward  affirmed  by  the 
Legislature  (in  the  Act  of  1881)  limited  the  amount  to  be  paid  to 
the  share-capital  actually  paid  in  and  invested  in  the  works,  plus 
10  per  cent,  per  annum,  less  the  dividends  actually  paid,  or  brought 
the  value  down,  roughly  speaking,  to  the  value  of  the  tangible  prop- 
erty^ without  compensation  for  the  franchisee. 

The  contract  of  1881,  on  the  contrary,  provided  expressly  for  a 
fair  and  just  compensation  for  the  property;  rights  and  franchises, 
thus  assuring  the  company  at  any  time  a  full  compensation  for  the 
franchise,  as  that  compensation  might  be  judicially  determined. 

Things  went  on  very  smoothly  with  the  company  until  near  the 
end  of  1891,  when  the  city  exercised  its  option  under  the  contract 
of  1881,  and  renewed  the  contract  for  another  period  of  10  years. 
Vol.  II.— 10. 


130  NATIONAL     OIVIC     FEDERATION. 

The  new  contract  bore  date  of  Dec.  15,  1891,  and  was  to  expire 
Feb.  20,  1902. 

Tlie  receipts  from  the  sale  of  water  rose  from  $232,023,  in 
1891,  to  $358,908.82,  in  1901,  an  increase  of  about  55  per  cent,  and 
the  general  prosperity  of  the  company  increased  very  greatly. 

As  the>  time  again  drew  near  when  the.  city  had  to  exercise  its 
option  of  renewing  the  old  contract  for  anojiher  period  of  10  years, 
or  making  a  new  one,  all  parties  seemed  inclined  to  a  new  deal. 
The  company,  having  20  years  before  achieved  one  of  its  great 
objects;  that  is,  to  assure  itself  ultimately  the  full  value  of  its 
franchise,  desired  to  be  undisturbed  by  frequent  renewals  of  the 
contract ;  and  having,  in  its  original  charter,  perpetual  rights  in  the 
streets,  and,  in  the  contract  of  1881,  assurance  of  compensation  for 
its  franchises,  was  anxious  for  a  perpetual  contract  for  the  supply- 
ing of  public  water.  Public  sentiment  seemed  to  be  but  little  in 
favor  of  public  ownership,  and  the  radical  element  in  the  com- 
munity— the  opponents  of  the  company — ^who  did  desire  public 
ownership,  were  not  inclined  to  move  before  the  time  for  renewing 
the  old  contract  or  making  a  new  one.  They  insisted  on  certaia 
principles,  however,  in  a  contract,  which  made  it  necessary  to 
abrogate  the  old  contract,  and  principles  which  were  probably  un- 
tenable. They  insisted  first,  last,  and  all  the  time,  on  a  very  short 
contract — three  years  being  the  favorable  term  mentioned,  some- 
times a  single  year — and  absolutely  free  wati3r  for  public  uses. 

The  company,  throughout  its  whole  history,  and  especially 
during  the  last  decade,  had  always  exercised  a  very  large  influence 
on  the  political  life  of  the  community,  and  |iad  never  been  without 
powerful  friends  in  official  positions  in  the  city  government.  In 
fact,  as  far  back  as  the  City  Committee  of  1852,  the  company  had 
three  representatives  out  of  nine  on  the  committee.  When  the  mat- 
ter of  the  contract  first  came  up,  Nov.  11,  1901,  the  president  of  the 
Common  Council,  Mr.  Harkin,  was  an  employee  of  the  water  com- 
pany. Several  other  members  of  the  Council  were  employees  of  the 
company  and  the  Corporation  Counsel  all  through  the  negotiations 
was  the  brother  of  the  secretary  of  the  company.  A  rule  had  been 
passed  the  previous  June  authorizing  the  president  to  appoint  all 
Councilmanic  members  of  joint  special  committees.  The  first  joint 
committee  seems  to  have  been  very  favorable  to  the  company,  and 
somewhat  inefficient — so  much  so  that  the  opposition  alleged  that  the 
public  hearings  they  gave  were  given  before  the  chief  propositions 
on  which  the  committee  depended  had  been  made  by  the  company. 
The  result  was  that  the  committee  was  discharged,  and,  at  the  insti- 
gation of  the  opponents  of  the  company,  the  rule  authorizing  the 
President  of  the  Council  to  appoint  the  Councilmanic  members  was 
rescinded  on  Jan.  28,  1902,  and  a  new  joint  committee  appointed. 

The  new  committee  was  appointed  but  three  weeks  before  the 
old  contract  expired.  They  gave  a  public  hearing  on  Feb.  6,  1902, 
which  was  largely  attended.  The  majority  report  of  the  committee 
alleges  that  every  person  who  desired  to  address  the  committee  was 
heard.     The  opposition  maintained  that  thev  never  had  a  fair  hear- 
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ing.  Peeling,  before  the  second  committee  was  appointed,  was 
already  running  very  high.  The  opposition  had  founded  special 
newspapers  to  carry  on  the  campaign,  and  open  charges  of  fraud, 
corruption  and  bribery  were  rife.  The  company  had  submitted 
three  propositions.  The  first  proposition  *'as  for  a  10-year  con- 
tract, renewable  on  the  same  terms  for  successive  periods  of  10 
years,  at  the  option  of  the  city,  at  $80,000  a  year  for  public  water ; 
private  prices  not  to  be  raised  above  the  then* existing  scale ;  the  city 
to  have  the  right  to  purchase  at  any  time  for  a  just  and  fair  com- 
pensation, to  be  determined  by  arbitrators ;  the  company  not  to  com- 
pel the  use  of  meters ;  to  be  compelled  to  furnish  water,  public  and 
private,  along  its  mains;  the  company  agreeing  to  appeal  to  the 
Legislature  to  make  the  contract  obligatory.  The  second  ofEer  was 
for  a  30-year  contract,  with  free  public  water;  private  rates  not  to 
be  raised  above  the  existing  schedule;  the  city  to  have  the  right  to 
purchase  only  after  a  judicial  determination  that  the  company  had 
violated  the  contract,  and  then  to  pay  a  just  and  fair  compensation, 
to  be  fised  by  arbitrators;  the  company  not  to  compel  the  use  of 
meters.  The  sting  in  this  proposition  was  that  the  city  was  to  hold 
the  company  harmless  for  any  and  all  taxes  other  than  those  at  that 
time  laid.  A  further  right  of  purchase  was  given  at  the  option  of 
the  city  at  the  end  of  the  thirty  years,  if'  the  city  did  not  wish  to 
renew  the  contract  for  another  period  of  £J0  years.  The  effective 
opposition  to  the  company,  however,  so  far  as  it  was  effective,  in- 
sisted first,  last  and  all  the  time,  on  free  water,  which  ruled  out  the 
first  proposition,  and  the  hostility  to  the  exemption  of  the  company 
from  future  taxes  ruled  out  the  second.  It  seemed  probable  from 
the  time  that  these  three  propositions  were  made,  that  the  third, 
with  such  modifications  as  the  opposition  could  force,  would  finally 
be  adopted,  and  such  proved  the  case. 

The  contract  was  finally  authorized  by  both  boards  of  the 
Council  late  at  night  on  February  13,  the  same  night  that  the  new 
"Water  Committee  reported,  and  but  a  single  week  before  the  ex- 
piration of  the  existing  contract.  The  details  of  form  were  left  to 
be  adjusted  by  the  Corporation  Counsel  and  the  Mayor.  The 
motion  to  substitute  the  minority  for  the  majority  report  was  voted 
down,  16  to  35,  the  same  vote  by  which  the  contract  was  authorized. 
The  Board  of  Aldermen  through  the  whole  performance  attracted 
virtually  no  attention  and  rushed  things  through.  The  contract 
was  finally  ofiieially  signed  on  Feb.  17,  1902. 

It  is  in  the  form  of  a  perpetual  contract,  with  free  public  water 
for  all  public  purposes ;  the  cify  to  erect  its  own  hydrants — as  many 
as  it  pleases.  The  city  under  the  fifth  clause  has  the  right  once  in 
five  years  to  have  the  prices  to  private  consumers  fixed  by  arbitra- 
tors. The  terms  of  the  arbitration,  however,  are  such,  it  seems  to 
me,  as  to  deprive  the  arbitration  of  all  significance.  The  price  is 
not  to  be  reduced  by  arbitration  below  what  will  pay  all  the  oper- 
ating costs,  renewals,  extensions,  and  all  and. every  other  kind  of  ex- 
pense, including  interest  on  debt,  funded  and  unfunded,  and,  in 
addition  to  this,  8  per  cent,  dividend  on  existing  share  capital,  and 
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a  reasonable  return,  not  exceeding  8  per  cent,  on  any  additional 
capital  that  may  be  invested  in  additions  or  extensions  of  the  plant. 
Considering  that  the  laws  of  Connecticut  as  to  the  creation  of  debt, 
funded  or  unfunded,  are  somewhat  liberal,  and  that  the  company 
to-day  has  but  half  a  million  of  funded  debt,  and  that  apparently 
on  the  eve  of  being  converted  into  stock,  it  is  plain  that  if  the  com- 
pany so  desires,  it  can  legally  absorb  any  possible  earnings  of  the 
company,  and  thus  nullify  this  clause.  Thfe  city,  if  it  ever  gets  a 
reduction  of  price  under  this  contract,  must  get  it  under  the  sove- 
reign right  of  the  State  to  regulate,  or  must  get  it  under  the  vague 
promise,  without  legal  significance,  of  the  company  contained  in 
the  same  clause,  to  reduce  the  prices  voluntarily,  without  arbitra- 
tion, when  circumstances  justify  it. 

The  contract  gives  the  city  absolutely  n6  power  over  the  quality 
of  the  water.  The  sixth  clause  contains  a  pious  promise  on  the  part 
of  the  company  "to  use  all  reasonable  efforts  to  supply  said  city  and 
its  inhabitants  with  pure  and  wholesome  water."  The  famous 
punitive  damage  clause,  previously  referred  to,  reappears  in  this 
contract.  The  company  agrees  to  sell  to  the  city  at  the  end  of  25 
years,  and  of  each  successive  period  of  25  years,  at  a  fair  compensa- 
tion for  property  and  franchises,  to  be  determined  by  arbitrators. 
It  also  agrees  to  sell  at  any  time  when  it  shall  be  judicially  de- 
termined that  the  company  has  not  kept  the  contract. 

The  city  binds  itself  not  to  distribute  water  through  mains 
itself,  but  to  take  water  from  the  company. 

It  is  expressly  agreed  that  no  failure  to- keep  the  contract  shall 
annul  it  except  in  accordance  with  the  terms,  of  the  contract  itself. 

The  one  other  significant  provision — a  provision  on  which  con- 
cession was  made  from  the  original  proposition,  is  that  the  city 
agrees  to  hold  the  company  harmless  for  any  taxes  other  than  taxes 
on  tangible  property,  and  such  as  are  at  present  laid;  or  in  lieu 
thereof,  to  pay  for  the  public  water  $20  per  hydrant  per  year  for 
fire  purposes,  and  for  other  purposes  the.  lowest  meter  rate  to 
private  consumers,  less  25  per  cent,  thereof. 

The  contract  provided  that  the  city  and  the  company  should 
unite  in  asking  the  Legislature  to  affirm  this  contract  by  making  it 
a  part  of  their  respective  charters.  Such  confirmation  was  obtained 
by  Act  of  June  1, 1903. 

The  opposition  fought  very  bitterly  and  persistently  against 
the  acceptance  of  this  contract  by  the  city,  maintained  regularly  for 
a  long  time  two  newspapers  which  were  founded  for  the  particular 
purpose  of  opposing  this  contract,  and  charged  in  season  and  out  of 
season  that  the  contract  was  bought  through  the  Council  by  fraud 
and  bribery,  and  enormous  expenditures  of  Money  on  the  part  of  the 
company. 

They  made  a  great  outcry  against  what  they  called  the  stock- 
watering  of  the  company,  and  used  the  following  statement,  pre- 
pared by  Mr.  George  M.  Wallace,  in  illustrating  their  point : 
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Unnecessary 

Amount  of 

Per  Cent. 

Increase  or 

Dividends  8 

Dividends 

on  Capital 

Year. 

Water. 

Per  Cent. 

on  Water. 

Less  Water. 

1874 

1875 

....%  11,112 

$      48,000 

$        889 

8V, 

1876 

48,000 

889 

1877 

48,000 

889 

1878 

....     74,436 

72,000 

6,844 

8.8  plus 

%  85,548 

1879 

72,000 

6,844 

1880 

72,000 

6,844 

1881 

....     84,375 

90,000 

13,594 

9.4  plus 

$169,923 

1882 



90,000 

13,594 

1883 

90,000 

13,594 

1884 

s 

90,000 

13,594 

1885 

90,000 

13,594 

1886 

90,000 

13,594 

188f 

90,000 

13,594 

1888 

90,000 

13,594 

** 

1889 

145,381 

112,500 

25,224 

10.3  plus 

$315,304 

1890 



112,500 

25,224 

" 

1891 

112,500 

25,224 

1892 

142,018 

$457,322 

135,000 

86,586 

11      (10.975) 

1893 

135,000 

^6,586 

*' 

1894 



135,000 

36,586 

** 

1895 

135,000 

36,586 

(C 

1896 

159,501 

160,000 

49,346 

11.5  plus 

$616,823 

1897 

160,000 

49,346 

1898 

160.000 

*49,346 

" 

1899 

160,000 

49,346 

" 

1900 

160,000 

49,346 

" 

1901 

281,659 

200,000 

71,878 

12.4  plus 

1902 

$898,482 

$2,957,500 

$672,575 

Filter. . . . 

287,234 

240,000 

94,857 

13.2  plus 

As  a  matter  of  fact,  the  company  has  never  been  guilty  of 
stock-watering  in  the  strict  sense  of  that  term.  The  laws  of  Con- 
necticut require  additional  issues  of  stock  i;o  be  ofEered  at  par  to 
the  stockholders;  but  for  more  than  thirty  years  the  stock  of  this 
company  (par  yalue,  $50)  has  been  much  above  par.  The  con- 
sequence is  that  the  stockholders,  receiving  the  new  issues  at  par, 
have  made  a  large  profit;  and  it  is  true  thjat  the  amount  of  stock 
issued  each  time  has  been  much  larger  than  would  have  been  neces- 
sary to  raise  the  required  funds  if  the  stodk  had  been  sold  at  auc- 
tion. As  will  be  seen  by  Mr.  Wallace's  statement,  the  gain  to  the 
stockholders  in  the  last  thirty  years  has  been  nearly  $2,000,000. 

Mr.  Whitney  informs  me  orally  that  he  is  advised,  both  by  the 
regular  counsel  of  the  company  and  also  by  special  counsel,  that 
under  Connecticut  law  a  stockholder  would  have  the  right  to  re- 
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strain  the  company  from  issuing  stock  at  a  premium ;  that  he — Mr. 
Whitney — considers  it  inadvisable  to  raise  further  capital  by  issuing 
at  par  to  the  stockholders,  and  will  recommend  that  further  im- 
provements be  made  by  the  issue  of  bonds  instead  of  stock,  the  com- 
pany having  the  right  at  present  to  issue  bonds  to  half  the  extent 
of  its  share  capital,  and  having  but  half  a  million  of  bonds  out- 
standing, and  these  convertible  into  stock,  a  conversion  which  is 
likely  to  take  place  soon. 

It  would  seem,  therefore,  that  the  term  stock-watering,  of 
which  the  opponents  of  the  company  m^ade  such  free  use  in 
1901-2,  is  scarcely  applicable  to  the  circumstances,  although  the 
stockholders  have  certainly  had  a  very  rich  'field  under  Connecticut 
laws. 

The  opponents  of  the  company  proved  to  have  force  enough  to 
prevent  the  re-election  of  any  member  of  the  Court  of  Common 
Council  that  supported  the  contract,  with  a -single  exception. 

They  insisted  that  a  public  investigation  of  their  charges  of 
bribery  and  fraud  on  the  part  of  the  company  should  be  had,  and 
finally  succeeded  in  getting  the  City  Attorney  and  the  Assistant 
State's  Attorney  to  hold  a  secret  investigation.  I  regret  exceedingly 
that  I  was  refused  a  sight  of  the  stenographic  report  of  this  inves- 
tigation. The  City  Attorney,  who  conducted  the  investigation, 
however,  talked  very  freely  to  me  about  the  investigation,  and  the 
facts  brought  out.  The  opposition  had  alleged  in  print  that  the 
company  spent  $40,000  to  put  the  contract  through  the  Council  and 
the  Legislature,  and  presented  various  affidavits  to  the  effect  that 
various  members  of  the  Council  had  been  offered  bribes,  and  that 
they  believed  they  had  received  them.  The  City  Attorney  did  not 
deny  that  the  company  had  spent  large  sums  of  money  in  creating 
public  opinion  favorable  to  the  company  and  to  this  particular  con- 
tract. He  denied,  and  probably  correctly,  that  there  was  any  just 
guouhd  for  criminal  prosecution. 

Having  failed  to  prevent  the  passage  of  the  contract  by  the  City 
Council,  and  to  bring  about  any  prosecutions  by  the  proper  law 
officials,  the  opposition  made  a  still  more  vigorous  fight  at  the  State 
capitol.  They  appeared  before  tKe  Legislative  Committee,  demand- 
ing a  legislative  investigation  of  the  contract,  asking  that  action  be 
deferred  by  the  Legislature  until  after  such  investigation,  reiterat- 
ing all  their  charges,  and  furnishing  their  affidavits  so  far  as  the 
Legislative  Committee  would  receive  them.  (The  protestants  seem, 
in  fact,  to  have  received  scant  Justice  at  the  hands  of  the  Legislative 
Committees.)  They  claimed  that  their  documents  were  never  re- 
ceived, and  that  their  opportunity  to  present  the  case  orally  was  a 
farce  because  of  the  limited  time  allowed  them. 

They  then  carried  the  matter  to  the  Governor,  presenting  their 
evidence  there,  and  the  Governor  sent  for  the  Attorney-General,  who 
sat  with  the  Governor  to  hear  the  protests.  They  once  more  de- 
manded a  thorough  investigation  of  the  passage  of  the  contract  by 
the  city,  and  a  veto  of  the  legislative  act.  All  thesei  requests  were 
refused. 
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Chicago.  Water  and  Electricity.  A  distinctive  feature  of 
municipal  employment  in  Chicago  is  the-  conduct  of  the  Civil 
Service.  The  Civil  Service  Law  is  more  tlrastic  in  its  provisions 
than  any  other  similar  lav7  ia  the  country.  It  covers  the  entire 
force  of  all  departments  except  the  head  of  the  department,  who  is 
considered  a  member  of  the  Mayor's  Cabinet. 

Three  commissioners,  appointed  by  the  Mayor  from  the  two 
leading  parties,  have  control  of  the  service.  They  conduct  examina- 
tions, written  and  oral,  for  all  employees  above  the  grade  of  common 
laborers,  and  the  heads  of  departments  are  required  to  appoint  the 
applicant  who  is  certified  by  the  commissioners  as  standing  highest 
in  the  examination.  The  appointing  officer  has  no  discretion  what- 
ever, since  the  Commission  certifies  to  him  only  the  exact  number 
of  names  for  which  he  makes  requisition.  Laborers  are  selected  bv 
lot  after  passing  a  physical  examination.  The  payrolls  of  all 
departments  go  through  the  hands  of  the  Cdmmission  before  reach- 
ing the  Comptroller,  and  any  appointee  not  approved  by  them  is 
struck  ofE  and  the  payment  of  his  wages  out  of  city  fimds  is  illegal. 
The  appointee  is  placed  on  probation  for  six  months,  during  which 
time  his  superior  officer  may  remove  him  on  filing  his  reasons  in 
writing  with  the  Commission.  After  six  months  he  can  be  removed 
only  on  charges  made  by  his  chief  and  approved  by  the  commission- 
ers after  a  public  hearing.  Promotions  also  are  governed  by  the 
Commission,  but  in  this  case  the  appointing  officer  has  a  choice  of 
the  three  names  certified  as  standing  highest  on  the  promotional  ex- 
amination. 

This  radical  form  of  restricting  the  authority  of  the  heads  of 
departments  was  rendered  necessary  by  the  extreme  abuses  of  the 
appointing  power  in  rewarding  political  workers.  That  the  people 
of  Chicago  appreciated  the  gravity  of  the  situation  is  shown  by  the 
referendum  vote  in  1895  of  two  to  one  in  favor  of  the  law.  But  it 
required  several  years  to  bring  the  law  to  its  present  state  of  effi- 
ciency. The  first  commissioners,  exceptionally  able  and  upright 
men,  were  displaced  by  appointees  of  the  succeeding  Mayor  with  the 
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intention  of  breaking  down  the  law  and  resitoring  the  former  prac- 
tices of  political  appointments.  This  culminated  in  the  appoint- 
ment of  a  commissioner  so  disreputable  that  he  finally  was  com- 
pelled to  resign  after  exposures  of  his  i  criminal  record.  Since  that 
time  public  opinion  has  supported  an  eifective  enforcement  of  the 
law,  and,  except  in  a  few  corners  of  the  service,  politicians  do  not 
attempt  either  to  evade  or  violate  it. 

The  wealmesses  of  the  law  are  found  mainly  in  its  dependence 
on  the  character  of  the  Mayor.  A  spoilsman  as  Mayor  can  displace 
efficient  commissioners  by  those  who  will  assist  him  in  giving  posi- 
tions to  his  political  supporters.  This  has  been  done  and  might 
occur  again,  especially  when  a  Mayor  succeeds  one  of  a  different 
party.  Public  opinion,  however,  with  the  intense  interest  which 
has  been  shown  in  the  Civil  Service  in  Chicago,  has  demonstrated 
its  strength  in  restraining  even  such  a  Maycu.-,  as  it  did  when  Mayor 
Harrison  displaced  the  corrupt  commissioners  of  his  first  two  ad- 
ministrations by  the  efficient  commissioners  of  his  third  and  fourth 
administrations. 

Another  wealoieas  is  the  failure,  or  inability,  of  the  Commis- 
sion '  to  maintain  eligible  lists,  especially  to  imeet  large  additions  to 
the  force  in  any  department.  The  law  requires  advertisement  of 
two  weeks,  and  the  staff  of  the  Commission  is  inadequate  to  handle 
more  th^n  three  or  four  examinations  a  weel?,  so  that  in  the  case  of 
skilled  labor  two  months  are  usually  required  to  prepare  an  eligible 
list.  If  the  Commission  is  unable  on  this  account  to  certify  names 
to  the  appointing  officer  it  grants  permission  to  make  "temporary" 
appointments  for  sixty  days,  as  he  sees  fit.  The  officer  may  make 
■'emergency"  appointments  in  cases  of  accident,  etc.,  but  he  must 
notify  the  Commission  within  five  days  oif  penalty  of  having  his 
appointees'  pay  held  up.  These  temporary  and  emergency  appoint- 
ments are  good  only  for  sixty  days  at  the  futthest,  but  the  Commis- 
sion may  renev/  the  permit.  When  an  examination  is  finally  held 
the  temporary  incumbent  may  stand  a  bette'r  chance  of  leading  the 
others  on  account  of  the  experience  he  has  gained  in  the  position. 
Here  is  evidently  a  field  for  a  corrupt  Comm'ission  to  permit  evasion 
of  the  law.  Unquestionably  there  is  a  goodly  number  of  remuner- 
ative positions  now  held  by  those  who  originally  came  in  as  "sixty- 
day  men,"  during  the  regime  of  the  debauched  Commission.  But 
no  evidence  was  found  that  during  the  last  five  years  this  large  op- 
portunity of  evasion  has  been  used.  The  subject  frequently  comes 
before  the  public  and  arouses  much  speculation  and  frequent  asser- 
tions. This  led  to  an  investigation  in  May,  1906,  on  a  resolution 
adopted  by  the  Council,  which  showed  that  of  the  13,000  municipal 
employees  there  were  150  at  that  time  holding  "sixty-day  appoint- 
ments." The  number  increases  largely  when  much  construction 
work  is  going  on.  The  Electricity  Department,  with  an  appropri- 
ation of  $500,000,  made  in  April,  1906,  increased  its  force  rapidly 
from  the  permanent  number  of  425  to  a  temporary  number  of  about 
1,000.  The  eligible  lists  were  quickly  exhausted,  as  were  fresh  ex- 
amination lists  as  soon  as  posted,  so  that  in  order  to  push  the  works 
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there  were  at  one  time  as  high  as  225  mechanics  and  laborers  hold- 
ing temporary  appointments  on  permits  from  the  Civil  Service  Com- 
mission. One  reason  for  the  rapid  exhaustion  of  the  lists  in  case 
of  these  temporary  appointments  is  the  fact  that  workmen  on  the 
list  have  permanent  jobs  elsewhere.  Another  reason  is  the  one 
already  stated  of  the  inadequate  staff  of  the  Commission. 

Considerable  inquiry  revealed  only  one  class  of  labor  where 
Aldermen  are  able  to  put  their  adherents  to  work,  namely,  the 
teamsters  in  the  "Water-Pipe  Extension  Department,  and  in  the 
Street  Department.  But  it  turned  out  tha;t  the  teamster  is  hired 
along  with  his  team  and  wagon,  and  is  therefore  really  a  con- 
tractor, exempt  from  the  Civil  Service  Law. 

The  Commission,  in  March,  1906,  devised  an  effective  plan  for 
checking  the  sixty-day  appointments.  Th*e  year  is  divided  into 
sixty-day  periods,  and  all  permits  to  make  such  appointments  in  all 
departments  are  made  to  terminate  on  the  same  day.  This  avoids 
intricate  records,  and  the  Commission  starts  each  period  with  a 
clean  slate. 

The  law  covers  promotions,  and  the  Commission  holds  exam- 
inations for  the  purpose.  These  are  limited  to  the  next  lowest 
grade,  provided  two  applicants  register,  but  if  only  one  registers  the 
Commission  may  go  lower  down.  A  defect  in  the  scheme  is  that 
the  grades  are  based  on  the  amount  of  compensation  and  not  the 
duties,  and  the  Commission  is  considering  the  difBcult  problem  of 
revising  the  classification  on  the  basis  of  duties.  Another  defect  is 
the  certification  of  three  names  instead  of  the  one  name  standing 
highest.  Instances  were  noted  where  this,  leeway  was  taken  ad- 
vantage of  to  exercise  political  preference. 

Exceptional  safeguards  are  thrown  around  the  examinations. 
They  are  made  practical,  and  means  are  taken  to  insure  public  con- 
fidence in  their  integrity.  Questions  for  the  written  examination, 
in  one  case,  are  made  out  by  the  head  of  the  department,  in  other 
cases  by  outside  parties  known  to  be  versed  in  practical  work  of  sim- 
ilar character.  A  device  has  been  worked  out  which  prevents  identi- 
fication of  the  applicant.  This,  of  course,  ig  impossible  in  the  case 
of  the  oral  examinations.  The  examiners  are  selected  after  the 
papers  are  written.  There  are  always  three  examiners,  one  a  repre- 
sentative of  the  trade  union  concerned,  and  two  private  employers. 
Inquiry  among  trade  xmionists  showed  perfect  confidence  in  the 
honesty  of  the  examinations,  and  the  Secretary  of  the  Commission 
states  that  there  has  never  been  complaint  of  discrimination  from 
the  non-union  element.  After  the  law  was*  adopted  in  1895  trade 
unionists  held  back  from  the  examinations  on  account  of  distrust, 
but  now  they  take  the  examinations  with  others.  The  applicant 
rated  highest  by  the  three  examiners  gets  the  appointment. 

The  following  table  shows  results  of  examinations  in  1905  per- 
taining to  the  Electricity  and  Water  Departijients : 
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Civil   Service  Examinations,   1905.' 

E  a}aminat,ion 
Regarding  Expe- 
rience and  Duties. 

Kind  of  Examination.      When  Held. , Ntmlher ^ , « ^ 

Ex-  Ex- 

amined.  Passed,  amined.    Passed. 

Aerial  Linemen Mar.  21  28  20  23  15 

Aerial   Linemen Oct.     3  32  28  32  28 

Interior  Wiremen Aug.     2  28  1  28  1 

Interior  Wiremen Nov.  23  10  2  16  2 

Arc  Lamp  Trimmers May     9  69  20  69  20 

Stationary  Firemen Apr.  14  100  60  100  60 

Coal  Passers Apr.  12  124  108  124  108 

As  regards  unionism,  these  Civil  Service  rules,  of  course,  secure 
the  appointment  both  of  unionists  and  non-unionists.  Yet  in  both 
the  Water  and  Electricity  Departments  practically  all  of  the  ap- 
pointees who  are  not  members  soon  join  the  unions.  This  is  on 
account  partly  of  the  strong  trade-union  sentiment  in  Chicago  and 
partly  of  the  protection  of  their  rights  under  the  law  which  the 
unions  represent  themselves  as  able  to  give  to  their  members.  Trade- 
union  agents  say  it  is  easier  to  get  civil  service  appointees  to  join 
than  it  is  to  get  "hold-overs" — the  latter  rely  on  the  politicians  who 
gave  them  the  jobs  before  the  Civil  Service  Law  became  effective. 
In  this  way  the  Electrical  and  Water  Departments  are  "open  shop" 
rather  than  "closed  shop,"  but  in  practice  they  are  "union  shop." 
In  the  case  of  sixty-day  appointments  it  is  possible  for  the  "closed 
shop"  rule  to  prevail,  depending  on  the  inclinations  of  the  head 
of  the  department,  as  is  the  practice  under  the  present  City  Elec- 
trician. Of  his  own  accord  he  has  entered  into  a  written  agreement 
with  the  electrical  workers'  unions,  an  agreement,  however,  which 
is  binding  only  on  himself  personally.  It  amounts  to  an  under- 
standing that  he  will  call  on  union  headquarters  for  electricians 
whenever  the  Civil  Service  Commission  cannot  certify  eligibles,  and 
that  he  will  recommend  to  the  Municipal  Council  the  adoption  of 
the  scale  of  wages.  It  is,  of  course,  not  binding  on  the  Council,  but 
has  been  adopted  and  included  in  the  Budget.  The  agreement  is 
as  follows : 

This  agreement,  made  and  entered  into  this  15th  day  of  June,  1905, 
to  become  operative  this  15th  day  o(  June,  1905,  between  the  Depart- 
ment of  Electricity,  City  of  Chicago,  William  Carroll,  City  Electrician, 
party  of  the  first  part,  and  Local  Union  No.  9,  International  Brother- 
hood of  Electrical  Workers,  party  of  the  second  part;  said  agreement  to 
be  binding  on  both  parties  until  the  15th  day  of  June,  1906. 

1.  Eight  hours  shall  constitute  a  day's  jvork,  between  the  hours 
of  8  a.  m.  and  5  p.  m.  In  case  of  emergency,  journeymen  shall  work 
as  long  as  physically  able,  and  if  there  are  not  enough  Union  Men 
available  to  work,  they  shall  work  with  other  journeymen. 

2.  Bight  hours  shall  constitute  a  day's  work  for  all  classes  except 
the  employees  who  are  paid  by  the  month. 

3.  All  time  over  eight  hours  per  day  shall  be  paid  for  at  the  rate 
of  time  and  one-half,  and  shall  be  designated  as  overtime.  Sundays 
and  legal  holidays,  when  work  is  performed,  shall  be  paid  for  at  the 
rate  of  double  time.  New  Year's,  Lincoln's  Birthday,  Washington's 
Birthday,  Decoration  Day,  Fourth  of  July,  Labor  Day,  Thanksgiving 

'  Report,  Civil  Service  Commission,  1905,  p.  22. 
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and  Christmas  shall  constitute  the  legal  holidays ;  time  for  not  less  than 
one-fourth  of  a  day  shall  be  allowed  when  a  inan  is  ordered  to  report 
for  work,  and  that  there  shall  be  two  regular  pay  days  each  month. 

4.  The  Minimum  rate  of  wages  shall  be  as  follows : 

For  Journeymen  Linemen,  per  hour.- ?0.42i 

For  Underground  Linemen,  per  hour  .*.....  .  37 J 

For  Cable  Splicers,  per  hour .56i 

For  Cable  Splicers'  Helpers,  per  hour .37i 

For  Repairmen,  per  month 83 .  33 

For  Dynamo  Tenders,  per  month 83 .  33 

For  Foremen,  per  month 110 .  00 

5.  Journeymen  shall  furnish  climbers  and  belt  tools,  consisting  of 
pliers,  connectors  and  screw  drivers,  at  all  times.  The  Department 
shall  furnish  all  other  tools  required. 

6.  Not  more  than  one  laborer  or  helper  to  four  Journeymen  shall  be 
employed  at  any  time.  Helpers  shall  not  be  allowed  to  finish  work  in 
any  branch,  until  after  they  have  served  an  apprenticeship  of  two  years, 
and  then  only  under  the  direction  of  a  journeyman. 

7.  Civil  Service  certification  shall  be  a  qutHcient  necessary  guar- 
antee of  a  journeyman's  ability  to  perform  the 'work  required  of  him. 

8.  In  the  event  of  an  increase  of  journeymen  employed  by  the 
Department,  or  the  putting  on  of  "  sixty-day  "  men,  should  the  City 
Electrician  apply  to  the  Union  for  men  and  it  be  unable  or  fail  to  supply 
them  within  twenty-four  hours,  he  shall  be  at  liberty  to  employ  any 
man  or  men,  and  the  Union  shall  not  interfere  With  such  man  or  men  on 
the  work,  he  or  they  may  have  engaged  for,  but  as  soon  as  the  Union 
can  furnish  Union  Men  they  shall  be  given  the  preference. 

9.  This  agreement  shall  apply  to  all  Aerial  and  Underground  line 
construction  and  reconstruction,  and  to  the  wiring  of  all  fire,  police 
and  electric  light  stations. 

10.  Unless  thirty  days'  notice  is  given  in  writing,  that  changes 
are  desired  by  either  party,  prior  to  the  expiration  of  this  agreement, 
it  shall  continue  in  effect  for  another  year,  bujt  should  notice  of  desire 
of  change  be  given,  by  either  party,  both  parties  hereto  shall  appoint 
an  arbitration  committee  of  two  members  each,  said  members  shall 
appoint  the  fifth  member  of  the  committee,  the  decision  of  this  arbi- 
tration committee  must  be  rendered  within  six  days  from  date  of  receipt 
of  notice  requesting  change. 

11.  The  property  of  the  City  shall  be  taken  care  of  so  far  as  pos- 
sible. 

12.  Should  any  difference  arise  between  the  party  of  the  first 
part  and  the  party  of  the  second  part  which  cannot  be  adjusted  between 
them,  it  shall  be  referred  to  a  committee,  to  consist  of  three  members, 
one  selected  by  the  party  of  the  first  part,  one  selected  by  the  party  of 
the  second  part,  and  the  third  to  be  selected  by  the  first  two,  who  shall 
constitute  a  committee  to  adjust  the  said  differences,  and  while  this 
difference  and  matter  is  pending  before  said  committee  for  adjustment, 
there  shall  be  no  lockout  or  strike,  and  the  decision  of  the  committee 
shall  be  final. 

Depaktment  of  ELEOTBicrrT,  City  of  Chicago, 
Party  of  the  first  part. 

WiiiiAM  Cakkoll, 

City  Electrician. 
Local  Union  No.  9,  Inteknational  Brother- 
hood OF  Electrical  Workers, 
Party  of  the  second  part. 


Oommittee, 
Approved  :     F.  J.  M'cNtiltt, 

Grand  President. 


President. 
Secretary. 
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A  relic  of  the  spoils  system  is  found  in  the  selection  of  laborers 
by  wards.  Each  ward  has  an  eligible  list  on  which  the  position  of 
each  laborer  is  determined  by  lot^  the  only  examination  being  a 
physical  one.  The  Superintendent  in  need  of  laborers  names  the 
ward  from  which  he  wishes  them  taken,  and  the  Commission  certi- 
fies the  first  names  on  the  eligible  list  of  that  ward.  This  enables 
those  selected  to  work  near  their  homes. 

The  Chicago  Civil  Service  Law  is  unique  in  that  it  deprives  the 
Superintendent  of  the  power  to  discharge  his  employees.  Even  iu 
the  case  of  the  first  six  months'  probation  the  Superintendent  must 
have  the  consent  of  the  Commission  and  give  in  writing  his  reasons 
for  removal.  There  has  been  but  one  casCj  however,  in  which  the 
Commission  refused  approval.  After  the  probation  period  of  six 
months,  if  the  employee  is  continued,  his  position  is  permanent, 
and  he  can  be  removed  only  by  the  Commission  on  charges  formally 
presented  by  the  Superintendent.  He  must  have  legal  notice  and  is 
entitled  to  subpoena  witnesses,  and  all  testimony  is  given  under  oath 
and  taken  down  in  shorthand.  The  Superintendent  or  his  deputy 
appears  as  prosecuting  witness.  Either  side  is  permitted  to  have  a 
lawyer  to  conduct  its  case.  Members  of  trade  unions  are  usually 
represented  by  officers  or  business  agents  of  the  union.  In  some  of 
the  police  cases  these  trials  have  been  as  technical  and  formal  as 
those  of  a  court  of  law,  but  the  usual  practice  is  to  admit  all  kind-i 
of  testimony  that  the  commissioners  will  listen  to.  Appeals  have 
been  taken  to  the  courts,  but  the  Judges  have  always  refused  to  re- 
view the  evidence,  and  have  not  overruled  the  Commission  excepi; 
where  the  records  do  not  show  jurisdiction  in  that  the  defendant 
has  not  had  notice.  The  view  is  taken  that  the  Commission  is  an 
administrative  court  designed  to  secure  efficiency  in  the  depart- 
ments, and  the  commissioners  are  entitled  to  any  testimony  they 
think  will  help  them  to  make  up  their  judgment. 

It  is  an  interesting  fact  that  the  head?  of  the  Electricity  and 
Water  Departments  cordially  approve  of  th'e  provision  that  takes 
from  them  the  power  of  removal.  This  provision  has  been  omitted 
from  all  other  laws  of  the  kind,  owing  to  the  opposition  of  heads  of 
departments,  and  on  the  ground  that  it  would  break  down  the  dis- 
cipline of  the  department.  But  in  these  dej5artments  such  a  result, 
according  to  our  information,  has  not  followed ;  rather  has  the  dis- 
cipline, or  at  least  the  willingness,  of  the  employees  been  improved, 
because  they  are  fully  protected  from  hasty  and  unjust  dismissal. 
They  realize  that  their  merits  will  have  ample  opportunity  of  being 
brought  in  evidence  to  rebut  the  charges,  and  consequently  there  is 
no  temptation  to  bring  political  or  trade-ninion  pressure  on  the 
Superintendent  to  retain  them.  The  efficiency  of  the  department 
is  also  improved,  because  the  testimony  brings  out  at  times  defects 
that  should  have  been  remedied.  The  publicity  of  these  hearings, 
the  inquiry  into  all  the  circumstances,  and  the  evident  desire  of  the 
commissioners  to  reach  a  just  decision,  are  important  features  of 
the  Chicago  effort  to  relieve  the  departments  of  outside  interference 
on  behalf  of  employees.     While  one  case  was  noted  by  the  investi- 
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gators  in  -which  the  obstacles  in  the  way  of  removing  a  man  had 
protected  him  in  a  show  of  unnecessary  impertinence,  yet  even  in 
his  case,  which  is  a  responsible  financial  oj\e,  his  independence  of 
outside  pressure  is  a  tribute  to  the  efficiency  in  that  respect  of  the 
Civil  Service  Law.  One  class  of  employees,  namely,  unskilled  labor- 
ers, is  not  entitled  to  a  hearing,  but  the  Superintendent  must  state 
in  writing  his  reasons  for  removal.  On  the  whole,  after  careful  in- 
vestigation and  inquiry,  but  one  person  was  foimd  who  believed  that 
employees  are  forced  out  of  their  positions  unjustly.  This  was  one 
of  the  agents  of  the  Electrical  Workers'  Union,  but  his  charges  were 
contradicted  by  two  other  agents  of  the  samQ,  union. 

The  question  of  a  hearing  before  the*  Commission  has  been 
much  discussed  in  Chicago,  and  the  commissioners  in  their  report 
for  the  year  1905  make  the  following  statement  (p.  13, 13)  : 

"  The  causes  for  which  removals  were  mad^  cover  a  wide  range  and 
demonstrated  conclusively  that  It  cannot  be  claimed  that  the  hearings 
make  too  difficult  the  removal  of  an  employee  vfho  ought  to  be  separated 
from  the  service.  .  .  .  The  Civil  Service  Commission  In  the  City  of 
Chicago  occupies  a  unique  position.  Under  the  law  it  is  charged,  as  it 
were,  with  a  general  supervision  over  the  work  of  the  City's  employees. 
In  carrying  out  the  responsibilities  placed  upon  it  by  the  law,  the  Com- 
mission is  aided  by  the  acquaintance  which  it  gains  with  all  branches 
of  the  City's  work.  This  acquaintance  it  has  in  part  gained  through  the 
hearings  that  come  before  it.  The  charges  come  from  every  department 
and  corner  of  the  City's  work,  and  each  hearing  Is  an  opportunity  for 
the  Commission  to  become  acquainted  with  that  particular  phase  of  the 
City's  work." 

On  the  whole,  careful  inquiry  in  the  Water  and  Electrical  De- 
partments, and  among  citizens  of  various  classes,  failed  to  reveal  any 
material  violations  or  evasions  of  the  Civil  Service  Law  in  so  far  as 
appointments  are  concerned.  The  elasticity  required  in  the  case 
of  temporary  and  emergency  appointments  permits  personal  prefer- 
ence or  influence  to  enter  to  a  limited  extent,  but  this  has  been  so 
effectively  boimded  and  guarded  by  the  Commission  as  no  longer  to 
occasion  criticism.  An  important  result  is  seen  in  the  fact  that  the 
political  bosses  are  much  more  indifferent  as  to  who  is  nominated 
for  Alderman,  since  the  position  does  not  carry  with  it  the  dis- 
tribution of  patronage  on  behalf  of  the  political  "machine."  Con- 
sequently the  quality  of  aldermanic  material  has  been  much  im- 
proved. Practically  the  only  alleged  field  f-or  patronage  left  to  the 
politicians  and  Aldermen  of  Chicago  is  that  of  the  public  utility 
corporations.  Several  Aldermen,  interviewed,  by  the  Eecord-Herald* 
after  the  electric  ordinance  had  been  passed  on  June  11,  1906, 
stated  that  they  had  found  jobs  for  their  constituents  with  the 
Edison  and  Commonwealth  companies,  and  that  "nearly  all  the  boys 
in  the  City  Hall  do  it."  One  of  these  Aldermen  made  a  similar 
statement  to  Mr.  George  C.  Sikes,  Secretary  of  the  Municipal 
Voters'  League,  and  Mr.  Sikes  has  stated  the  circumstance  at  the 
request  of  the  investigator  as  follows : 

"In  the  last  Aldermanic  campaign  the  Slunicipal  Voters'  League 
supported  James  D.  Bowler  as  a  candidate  for  -Alderman  against  Samuel 

'  Record-Herald,  June  24,  1906. 
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O'Donnell.  During  the  campaign  I  became  well  acquainted  witli  Bow- 
ler. When  the  ordinance  fixing  rates  to  be  charged  by  the  Edison  and 
Commonwealth  Companies  was  up  for  consideration  during  the  present 
year,  Alderman  Bowler  voted  for  the  ordinance  and  also  to  pass  it  over 
the  veto  of  Mayor  Dunne.  In  discussing  thq  matter  with  Alderman 
Bowler  in  the  City  Hall  one  day  shortly  after'  the  attempt  to  pass  the 
ordinance  over  the  veto,  Alderman  Bowler  in  explanation  of  his  vote 
said  he  wanted  to  vote  for  the  ordinance  if  he*  could  consistently  do  so 
because  the  company  had  rendered  him  importsant  favors.  He  said  the 
company  had  put  seventy-five  men  to  work  for  him  since  he  had  been 
elected  Alderman,  and  added  that  the  demand  for  jobs  was  strong  in 
the  Nineteenth  Ward,  and  an  Alderman  had  to  do  what  he  could  to 
help  his  constituents.  Alderman  Bowler  made  this  statement  volun- 
tarily and  frankly,  and  in  all  innocence  as  if  he  regarded  it — as  he 
doubtless  did — the  proper  thing  for  Aldermen  to  get  jobs  for  his  con- 
stituents. 

(Signed)  "George  C.  Sikes." 

The  foregoing  paragraph  being  shown  to  W.  L.  Fox,  Secretary 
of  the  Chicago  Edison  Company,  lie  replied :  "  While  it  is  quite 
likely  that  we  may  have  put  some  men  to  work  for  him(  Alderman 
Fowler),  I  question  whether  the  number  runs  as  high  as  75,  unless, 
possibly,  the  men  referred  to  were  coal  shovelers,  in  which  case  the 
statement  may  be  true.  I  have  no  means  of  checking  up  the  figures, 
so  cannot  make  any  specific  comments  on  the  matter." 

Through  the  promotional  examinations  or  the  rules  governing 
transfers,  the  Civil  Service  Law  controls  all  positions  except  the 
heads  of  departments  appointed  directly  by  the  Mayor  and  ratified 
by  the  Council.  This  works  out  differently  in  the  Water  Works 
Department  and  the  Electrical  Department.  The  Water  Works  is 
a  bureau  of  the  Department  of  Public  Works  while  the  electricity 
service  is  a  department  by  itself.  The  Commissioner  of  Public 
Works  is  a  pgjitical  appointee,  representing  the  policy  of  the  Mayor. 
Under  him  are  five  bureaus,  namely.  Water,  Sewers,  Streets,  Street 
Cleaning,  and  Maps  and  Plats.  The  head  of  each  bureau  is  ap- 
pointed only  on  promotional  examination  held  by  the  Civil  Service 
Commission,  or  by  transfer,  regulated  by  the  Commission,  from 
another  bureau.  The  Water  Bureau  has  a  clerical  head  known  as 
Superintendent,  whose  duties  are  limited  to  the  assessment  and  col- 
lection of  water  rates.  The  engineering  side  of  the  bureau  is  in 
charge  of  the  City  Engineer,  a  Civil  Service  appointment,  but  since 
the  City  Engineer  is  responsible  for  the  other  bureaus  of  the  Public 
Works  Department  it  has  been  found  advisable  for  him  to  restrict 
himself  practically  to  the  duties  of  a  consulting  engineer,  and  to 
place  the  several  bureaus  under  the  charge:  of  assistant  engineers. 
As  Consulting  Engineer  his  time  is  occupied  with  the  plans  of  new 
construction  for  all  of  the  bureaus,  so  that  the  Assistant  Engineer 
of  the  Water  Bureau  is  in  reality  the  head  oi  that  bureau  in  all  of 
its  branches  except  the  collection  of  rates.  The  present  engineer 
was  transferred  from  the  Sewers  Department,  where  he  had  achieved 
a  national  reputation  in  the  construction  of-  the  intercepting  sewers 
by  day  labor. 

While  an  assistant  engineer  under  Civil  Service  rules  man- 
ages the  Water  Bureau,  the  electricity  service  is  a  separate  depart- 
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ment,  and  the  Chief  Electrician  is  appointed  by  the  Mayor  and  con- 
firmed by  the  Coimcil.  Thus  the  position  is  political  in  theory,  but 
it  has  not  l)een  so  treated  in  practice.  The  present  Chief  Elec- 
trician has  been  in  the  electrical  branches  of  the  city  service  for 
thirty-three  years  and  has  been  advanced  through  all  grades  until  he 
reached  his  present  position  in  May,  1905,  at  the  time  when  his 
predecessor  was  promoted  to  the  position  of  Electrical  Engineer  of 
the  Sanitary  District  of  Chicago,  a  body  independent  of  the  local 
city  government.  He  is  the  third  chief  since  the  creation  of  the 
municipal  undertaking,  his  predecessor  havipg  held  the  position  for 
eight  years.    All  of  his  subordinates  are  Civil  Service  appointees. 

Wages.  In  fixing  wages  for  municipal  employees  the  head  of 
the  department  and  the  Mayor  draw  up  a  budget  specifying  the 
rates  of  pay,  and  this  is  submitted  to  the  Einanee  Committee  of  the 
Council.  These  rates  hold  for  the  ensuing  year.  At  the  time  when 
the  budget  is  being  prepared  it  is  customary  for  the  agents  of  the 
trade  unions  to  appear  before  the  head  of  the  department  or  the 
Mayor  and  present  their  schedules  of  union  wages, -and  if  an  agree- 
ment is  reached  they  appear  also  before  the  Finance  Committee  if 
necessary.  The  Comptroller  refuses  to  audit  bdls  for  wages  or 
salaries  unless  they  conform  to  the  schedules  set  out  in  the  ordinance 
as  passed  by  the  Council.  The  policy  of  the  Council  is  to  pay  trade- 
union  rates,  but  disputes  arise  over  details,  and  these  are  discussed 
in  the  way  mentioned.  The  budget  is  finally  passed  by  the  Council 
in  AprU,  and  cannot  be  changed  until  the  following  April,  so  that 
it  sometimes  happens  that  a  union  secures  an  advance  from  private 
employers  before  it  does  so  from  the  Council.  There  has,  however, 
never  been  a  strike  in  the  Electricity  or  Water  Departments.  The 
hours  are  uniformly  eight  per  day,  even  though  corresponding  work- 
men are  employed  nine  or  ten  hours  elsewhere. 

In  the  following  table  the  wages  and  salaries  of  employees  of 
the  municipal  Electricity  Department  and  the  two  private  com- 
panies have  been  reduced  to  the  rates  per  hour.  It  is  not  prac- 
ticable in  all  cases  to  draw  comparisons,  because  in  the  private  com- 
panies the  force  is  much  larger,  amounting  for  these  two  companies 
to  six  times  as  many  men  as  there  are  altogether  in  the  four  mu- 
nicipal undertakings  investigated.  On  this  account  the  work  is  to 
a  greater  degree  specialized.  This  is  seen  in  the  case  of  operating 
engineers,  where  in  the  private  plants  each  engineer  is  assisted  by 
engine  oilers  and  oil  attendants  who  are  laleking  in  the  municipal 
plant.  Some  of  these  oilers,  receiving  25  cents  to  32J  cents  'an 
hour,  have  engineer's  licenses,  and  they  are  claimed  by  the  engineers' 
union,  whose  scale  is  37^  cents  an  hour  for  eight  hours,  as  paid  in 
several  private  establishments  and  the  Water  Department.  The 
company  says  that  while  some  of  the  oilers  have  engineer's  certifi- 
cates, it  does  not  make  them  any  more  efficient  in  their  work  as 
oilers;  it  simply  p\its  them  in  line  for  promotion  to  the  first 
opening  as  engineers.  Another  instance  is  that  of  linemen,  who  are 
paid  $3.40  by  the  municipality  and  $3  by  the  companies  for  eight 
hours.     The  municipality  observes  the  union  scale  of  one  helper 
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or  "  ground  man  "  to  four  linemen,  while  the  companies  have  53 
.  "  ground  men  "  and  "  combination  men  "  to  108  linemen  and  fore- 
men, a  ratio  of  one  to  two. 

A  similar  case  is  that  of  wiremen,  where  the  union  ratio  is  one 
helper  to  five  Journeymen,  but  where  the  companies  have  134  helpers 
to  171  wiremen,  a  ratio  of  1  to  1.4.  The  uaion  scale  is  $4.50  a  day 
or  5634  cents  per  hour,  and  this  is  paid  to  union  men  by  the  com- 
panies in  the  central  part  of  the  city,  where  the  wiremen  work 
with  the  organized  building  trades,  but  lower  rates  are  paid  else- 
where. This  arrangement  is  a  compromise,  resulting  from  a  strike 
of  the  wiremen  in  which  the  companies  defeated  the  union,  but  the 
union  was  successful  where  it  had  the  support  of  the  other  build- 
ing trades.  There  has  also  been  a  strike  of  firemen  and  oilers ;  and 
three  strikes  of  linemen,  resulting  in  advances  in  wages.  Some 
union  firemen  are  employed,  and  the  linemen's  union  permits  its 
members  to  work  for  the  companies  if  they  can  get  $3.95  a  day. 

The  table  shows  the  holidays  with  pay.  These  are  14  with 
the  companies,  and  10  with  the  municipality,  but  in  both  cases  they 
apply  mainly  to  men  on  the  monthly  or  salary  list  and  not  to  men 
on  the  weekly  pay-roll.  The  policy  of  the  municipality,  however, 
is  to  place  all  of  their  permanent  staff,  even  laborers,  on  the  monthly 
list,  so  that  five-sixths  of  the  force  get  the  ten  holidays  with  pay. 
They  also  are  entitled  to  twenty  days'  sick  leave  with  pay,  in  addi- 
tion to  their  vacation.  The  Edison  Company  has  307  of  its  1,033 
employees,  and  the  Commonwealth  has  334  of  its  618,  on  the  cor- 
responding monthly  or  weekly  list ;  so  that  in,  both  companies  about 
one-third  of  the  employees  are  entitled  to  sick  pay  and  two  weeks' 
holiday  with  pay.  In  the  municipal  undertaking,  the  men-  are  en- 
titled to  sick  pay  and  holidays  after  six  months'  probation,  and  in 
the  companies  after  the  same  length  of  service,  if  hired  by  the 
month,  but  not  if  hired  by  the  day.  Mechanics  and  laborers,  in- 
cluding linemen,  not  on  the  monthly  pay-roll,  get  time-and-a-half 
or  double  time,  for  overtime  in  the  municipal  plant,  and  under  the 
private  companies  they  get  supper  money,  regular  pay,  or  time-and- 
a-half. 
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The  welfare  conditions  provided  by  the  Chicago  companies  in 
their  new  station  at  Fisk  Street  are  the  best  that  have  been  found 
in  our  investigations.  There  is  in  a  large  separate  building  (the 
plant  of  the  high  tension  switching  apparatus)  an  upper  floor  fitted 
up  for  the  accommodation  of  its  employees  when  taking  their  meals, 
enjoying  their  moments  of  rest,  or  cleaning  up  after  work.  The 
appointments  in  this  fine  structure,  itself  situated  conveniently  to 
the  power  house,  are  of  the  grade  of  those  to  be  expected  in  an  up- 
to-date  hotel.  The  dining  room  is  large,  light,  and  well  aired,  its 
tableware  better  than  that  of  the  average  regtaurant,  while  the  cost 
of  a  full  meal  is  25  cents,  which  the  steward  says  is  served  at  a  loss 
to  the  companies.  The  day  of  the  investigator's  visit  to  the  sta- 
tion eighty-three  men  had  taken  diniier  at  the  restaurant.  Beyond 
the  dining  room  are  rooms  for  lockers;  further  are  wash  basins, 
with  soap  and  plenty  of  clean  toweling.  A  fireman  or  coal  passer 
may  wash  up,  shave  himself,  hang  away  his  working  clothes,  put  on 
his  street  suit,  and  go  and  mingle  with  carefully  attired  persons  as 
one  of  them..  In  all  the  bath  rooms  mosaic  flooring  and  polished 
marble  walls  are  found,  with  the  fittings  usually  provided  in  costly 
dwelling  houses.  There  are  also  bed  rooms  where  men  detained 
during  emergencies  may  sleep  under  conditions  of  comfort  and 
cleanliness.  In  a  library  hall,  spacious  and*  well  lighted,  fifteen  to 
twenty  of  the  leading  engineering  magazines  are  kept  on  file,  tech- 
nical volumes  are  on  the  shelves,  and  in  folders  or  on  the  walls  are 
sketches  and  drawings  showing  the  design  and  arrangement  of  the 
intricate  apparatus  and  connections  in  the  power  house.  At  the 
general  office  building  of  the  companies,  in  the  heart  of  the  city, 
is  a  library  containing  the  engineering  Journals  of  America,  some 
of  the  popular  monthly  magazines,  and  dictionaries,  atlases,  en- 
cyclopedias, and  600  volumes  relating  to  engineering.  The  priv- 
ileges of  this  library  are  extended  to  every  class  of  the  companies' 
employees,  office  men,  station  and  sub-station  operators,  linemen, 
and  others.  The  hall  is  open  from  morning  until  10.30  at  night, 
and  any  employee  may  take  books  home.  Eegular  monthly  or  semi- 
monthly meetings  are  held  by  some  departments  and  sub-depart- 
ments, talks  or  lectures  being  given  on  subjects  connected  with  the 
work  of  the  men  attending,  with  illustrations  on  the  blackboard  or 
by  the  stereopticon,  or  various  kinds  of  apparatus  being  placed  on 
exhibition.  Heads  of  departments  give  instruction  on  such  occa- 
sions, and  invite  discussions  of  the  subject  presented. 

Cleveland.  Until  three  years  ago,  the  so-called  "federal 
system"  of  city  government  prevailed,  according  to  which  the 
Mayor  appointed  the  heads  of  departments*.  In  1903  the  change 
was  made  to  the  present  system,  in  which  a  Board  of  Public  Ser- 
vice, consisting  of  three  members,  is  elected  every  two  years  at  the 
polls,  along  with  the  Mayor.  The  Water  Works  is  a  division  of 
the  Department  of  Public  Service,  and  the  Superintendent  of 
Water  Works  is  appointed  by  the  Board ;  whereas  formerly  he  was 
appointed  by  the  head  of  the  Department  of  Public  Works,  who> 
in  turn,  was  an  appointee  of  the  Mayor.    Practically  this  change 
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in  the  form  of  government  brought  no  change  in  the  personnel  of 
the  departments,  because  the  present  Mayor,  who  has  held  the 
office  since  1901,  has  been  able  to  secure  his  own  renomination  and 
that  of  his  heads  of  departments  in  the  Democratic  primaries 
and  conventions. 

The  Mayor  is  presiding  officer  of  the  City  Council  and  has  a 
veto  over  that  body,  but  a  two-thirds  vote  overrides  the  veto.  The 
Council's  consent  is  required  for  the  budget  of  the  Water  Works  as 
well  as  other  departments,  but  the  administration  is  entirely  in 
the  hands  of  the  Board  of  Public  Service  acting  through  the 
Superintendent.  During  the  term  of  the  present  Mayor,  the 
franchise  corporations  of  Cleveland  have  not  taken  an  active  part 
in  the  election  of  councillors,  and  tlie  President  of  the  traction 
company  has  achieved  a  national  reputation  by  the  stand  he  has 
taken  against  granting  passes  to  councillois  and  officials,  against 
employing  men  on  their  recommendation,  and  against  aiding  them 
in  their  primary  and  election  campaigns.  He  has  recently,  on 
acquiring  the  Syracuse  traction  system,  pui;  a  similar  policy  there 
into  force.  His  largest  expenditures  towards  influencing  the  votes 
of  councillors  are  made  through  appeals  to  the  public  in  the  ad- 
vertising space  of  the  newspapers. 

The  Mayor,  at  the  time  of  his  first  election  in  1901,  promised 
the  voters  that  he  would  take  the  Water  Works  "  out  of  polities." 
Prior  to  that  time  it  had  been  the  custom  to  retain  the  Superin- 
tendent, the  heads  of  departments,  and  soqie  foremen,  but  to  re- 
move ninety  per  cent,  of  the  employees  on  the  occasion  of  a  change 
in  the  party  at  election.  The  present  Mayor  did  not  find  it  prac- 
ticable for  the  first  few  months  to  reverse  this  policy,  and  appoint- 
ments were  made  in  the  Water  and  other  "departments  with  the 
object  of  securing  a  Common  Council  fri.endly  to  his  plans  of 
municipal  ownership.  This  was  done  at  that  time  in  the  Water 
Department,  and  continues  to  be  done  to  a  certain  extent  in  the 
Street  Department,  in  order  to  hold  the  support  of  the  political 
workers  who  are  influential  in  the  primaries.  In  several  eases, 
however,  the  Mayor  has  openly  taken  the  field  in  the  primaries 
and  opposed  the  nomination  of  councUmen  whom  he  alleged  were 
supported  by  the  private  corporations,  ahd  the  success  of  this 
method  has  led  him  to  extend  the  policy  of  refusing  to  use  the 
departments  for  the  assistance  of  political  workers.  The  first 
department  in  which  he  put  this  policy  into  complete  effect  was 
the  Water  Department,  on  the  occasion  of  the  appointment  of  the 
present  Superintendent,  five  months  after  his  first  election  as 
Mayor.  The  Superintendent,  selected  by  the  Mayor,  was  assured 
absolute  control  of  the  whole  department  so  far  as  the  appointment 
and  dismissal  of  employees  was  concerned,  and  was  appointed  with 
the  understanding  that  he  should  endeavor  to  keep  himself  in 
ignorance  of  the  politics  of  everybody  that  Was  appointed,  removed, 
or  promoted.  This  independence  has  continued  to  be  exercised 
under  the  changed  form  of  government,  the  Board  of  Public 
Service,  although  it  has  the  power  of  confirmation  and  rejection, 
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always  ratifying  the  acts  of  the  Superintendent  in  matters  of  em- 
ployment. Consequently,  although  he  has  in  law  only  the  power 
of  recommendation,  his  recommendations  in  practice  are  equiva- 
lent to  appointment,  removal  and  promotion.  At  one  time  during 
his  period  of  office  as  Superintendent  there  was  a  serious  attack  on 
the  part  of  influential  politicians  against  this  policy  of  excluding 
political  appointments.  This  was  occasioned  by  the  defeat  of  the 
Mayor  in  his  candidacy  for  Governor  of  the  State.  It  was 
claimed  by  them  that  his  defeat,  at  least  in  Cuyahoga  County,  was 
due  to  the  fact  that  the  political  workers  were  deprived  of  the 
help  of  the  police  and  the  Water  Department,  and  the  Superin- 
tendent's removal  was  demanded.  Two-thirds  of  the  Council 
turned  against  the  Mayor,  and  obstructions  were  placed  in  the  way 
of  payment  of  bills.  Investigations  were  ordered,  but  these 
brought  out  such  indorsement  of  the  administration  through  the 
newspapers  and  public  opinion  that  the  support  of  the  Council 
was  ultimately  recovered.  The  principal  effect  of  this  attack  on 
the  political  independence  of  the  department  was  seen  in  the 
primaries,  where  the  nomination  of  candidates  was  largely  in  the 
hands  of  politicians,  but  when  it  came  to  an  election  the  inde- 
pendent Eepublican  vote,  which  has  rapidly  increased  in  Cleveland, 
supported  the  Maj^or  and  his  policy  in  the  tVater  Department. 

One  feature  of  the  effort  to  exclude  politics  is  the  notification 
given  by  the  Mayor  to  the  public  that  no  question  of  wage  adjust- 
ment shall  be  taken  up  within  two  months  before  an  election.  The 
policy  of  the  Department  with  reference  to  trade-unions  and 
wages  has  been  entirely  in  the  hands  of  the  Superintendent,  whose 
acts  have  been  ratified  when  necessary  by  the  Board  of  Public 
Service.  He  has  always  received  committees  of  the  unions  and 
taken  up  with  them  any  difficulties  that  they  raised.  He  has  told 
them  that  if  they  could  show  that  any  employers  in  the  city  paid 
higher  wages  or  gave  shorter  hours,  he  would  conform  to  that 
standard,  and  would  even  go  a  little  farther,  by  paying  as  much 
for  eight  hours  as  other  employers  paid  for  nine.  He  would  not 
agree,  however,  to  recommend  to  the  board  the  payment  of  quite 
as  high  wages  for  eight  as  might  be  paid  elsewhere  for  ten  hours. 
In  some  cases  that  is  done,  but  it  is  not  agreed  to  as  a  settled  policy. 

On  receiving  an  appointment  a  man"*  is  paid  less  than  the 
maximum  permitted  by  the  annual  appropriation,  and  his  salary 
is  advanced  according  to  his  improvement  in  efficiency.  The 
Superintendent  attempts  to  surpass  almost  every  other  firm  in 
sanitary  conditions  and  other  matters  involving  the  comfort  of 
employees.  Since  a  large  part  of  the  street  labor  is  season  work 
and  the  stations  are  far  apart,  there  is  little  opportunity  for  some 
features  of  welfare  work.  The  offices  are  ventilated  by  forced 
draft  through  the  floor,  and  the  toilet  facilities  are  unusually  well 
cared  for.  In  the  basement  are  bathrooms  for  those  of  the  work- 
ing force  reporting  at  the  office.  In  case  of  accident  to  workmen 
the  city  looks  out  for  first  aid  and  provides  beds  at  the  public 
hospital. 
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The  trade-unions  after  some  discussion  have  tacitly,  if  not 
avowedly,  accepted  the  position  of  the  Superintendent  respecting 
wages.  In  some  cases  they  showed  that  on=his  basis  wages  should 
be  raised,  and  when  the  Superiutendent  had  by  independent  in- 
vestigation satisfied  himself  of  the  truth  Of  this  claim  he  raised 
the  wages.  The  claim,  however,  often  sticeessfiilly  maiatained, 
that  wages  were  very  much  higher  for  similar  work  in  Chicago  or 
other  city  departments  elsewhere,  was  not  allowed  to  count. 

Most,  and  possibly  all,  of  the  stationary  engineers  at  times 
have  been  union  men.  In  the  case  of  foremen  there  have  usually 
been  ae^'eral  non-union  men,  and  this  has  also  been  true  of  some  of 
the  mechanics.  Where  the  department  has  employed  men  in 
the  building  trades,  however,  they  have  employed  union  men 
where  skUled  work  was  required.  In  the  pipe  laying  and  repair 
gangs  they  are  all  non-union.  In  meter  setting  gangs  there  was  a 
question  at  the  start  in  1901  as  to  whether  the  division  should 
use  plumbers  to  set  the  meters  or  ordinary  handy  men.  Despite 
the  opposition  of  the  plumbers,  both  master  and  journeymen,  the 
meters  were  set  with  handy  men  on  the  ground  that  very  little  of 
the  work  had  to  do  with  lead,  but  was  common  labor  with  some 
mechanical  skill.  The  Superintendent  has  run  against  the 
plumbers'  organization  in  another  way  within  the  last  eighteen 
months  by  employing  a  patent  coupling  qf  brass  in  welding  or 
uniting  two  pieces  of  lead  pipe,  or  a  lead  and  iron  pipe,  instead  of 
having  a  wipe  joint,  which  is  done  by  plumbers.  This  method  was 
more  economical  and  has  been  in  extensive  use  by  the  water 
division.  A  committee  of  the  master  and*  journeymen  plumbers 
claimed  that  the  new  device  was  not  as  strong  as  the  wipe  joint 
of  lead.  Tests  were  made  in  their  presence  and  their  claim  dis- 
proved. 

Another  contest  arose  over  not  employing' members  of  the  brick- 
layers' union  to  lay  the  bricks  in  the  meter  vaults  which  are  often 
placed  at  the  curb.  The  Superintendent  told  them  that  he  re- 
quired only  about  two  or  three  hours'  work  a  day  of  that  kind  in 
even  small  gangs,  and  would  employ  a  member  of  the  union  at 
regular  bricklayer's  pay,  which  is  from  50  to  60  cents  an  hour,  if 
he  would  appear  whenever  wanted,  and  work  by  the  hour,  but  they 
thought  that"  was  impracticable,  and  accepted  the  theory  that  he 
had  better  employ  his  own  handy  men  at  25  cents  an  hour  work- 
ing under  a  foreman  and  doing  other  work  as  readily  as  brick- 
laying. 

The  general  question  of  union  vs.  non-union  labor  has  not 
been  raised.  The  Superintendent  has  held  that  a  city  could  not 
insist  on  every  employee  belonging  to  a  union,  but  was  friendly  to 
unions  and  was  willing  that  they  should  use  every  effort  and  moral 
suasion  to  get  the  men  to  join.  Although  he  maintains  that  city 
employment  must  necessarily  be  on  the  "open  shop"  basi^,  yet 
in  certaiu  of  the  building  trades,  where  it  is  common  in  private 
business  in  the  city  to  employ  only  union  men,  he  does  the  same. 

One  of  the  two  greatest  difficulties  arose  over  contractors  who 
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had  obtained  large  contracts  for  erecting  certain  portions  of  the 
new  pumping  station  at  Kirtland  Street,  and  who  employed  non- 
union men  exclusively.  No  contest  was  made  until  these  contractors 
began  the  erection  on  the  water  works  property  of  the  material 
which  they  had  made  in  their  own  works.  Difficulties  then  arose 
with  three  contractors.  Two  of  them  solved  the  problem  by  sub- 
letting the  erection  to  agents,  who  employed  union  men  for  that 
purpose.  One  of  the  two  did  not  yield  until  some  of  his  non- 
union men  were  forcibly  interfered  with.  The  Superintendent 
secured  police  protection,  but  the  contractor  finally  thought  it 
wise  to  sub-let,  and  he  was  urged  to  do  so  for  the  sake  of  peace. 
In  the  third  ease  the  contractor,  who  elsewhere  employed  non- 
union men,  had  union  men  on  the  Job,  with  a  foreman  who  had 
formerly  been  a  member  of  the  union  of  steam  fitters  and  had  had 
trouble  with  them.  The  union  men  were  withdrawn  from  the 
job,  and  when  non-union  men  took  their  place  every  other  union 
man  engaged  in  the  construction  of  the  building  went  out  on  a 
strike.  In  two  or  three  days  the  contractor  of  the  steam  fitting 
withdrew  his  men  and  the  union  men  went  back  to  work.  In 
about  two  weeks  the  contractor  of  the  steam  fitting  and  the  union 
involved  met  in  the  Superintendent's  office,  and  he  arranged  a 
treaty  of  peace  between  them,  which  was  satisfactory  to  both  sides 
and  resulted  in  the  contractor's  employing  only  union  men  every- 
where. 

The  only  trouble  had  directly  with  employees  in  a  body  has 
been  with  the  members  of  the  tunnel  workers'  union,  who  were 
employed  to  the  extent  of  about  twentyfive  or  thirty  in  the 
construction  of  the  water  timnel  under  Lake  Erie.  The  men  had 
been  voluntarily  given  four  hours'  labor  at  their  old  pay  when  the 
air  pressure  was  very  high,  and  they  refused  to  return  to  eight 
hours  when  the  pressure  was  redu'ced.  They  struck,  and  after 
waiting  two  or  three  weeks,  the  Superintendent  employed  non- 
union tunnel  workers.  The  Bricklayers'  iTnion  thereupon  struck, 
and  he  secured  non-union  bricklayers.  Then  the  United  Trades 
and  Labor  Council,  without  investigation,  voted  that  the  city  was 
on  the  unfair  list.  Finally,  the  Superintendent  went  before  the 
Labor  Council  and  induced  it  to  appoint  a  conference  committee, 
which  met  with  the  Mayor  and  himself  and  learned  that  the  city's 
terms  were  better  than  were  secured  by  tunnel  workers  in  any 
other  part  of  the  United  States,  or  probafcly  of  the. world.  The 
city  made  a  concession  in  one  point  of  the  proposition,  and  the 
conference  committee  reported  to  the  United  Trades  and  Labor 
Council  somewhat  in  its  favor. 

Soon  after,  ^  member  of  the  Executive  Committee  of  the 
International  Machinists'  Union,  employed  by  the  "Water  Works 
in  a  responsible  position,  induced  the  Tunnel  Workers'  Union  to 
accept  the  city's  terms.  They  went  to  work  in  one  tunnel  while 
the  non-union  men  continued  at  work  in  the  other,  and  the  brick- 
layers went  to  work  with  both  gangs.  The  Superintendent  dis- 
charged no  non-union  men  that  he  had  hired,  but  took  back  all 
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the  union  men  that  desired  to  come.  He-  had  no  more  trouble. 
This  was  in  1902.  The  difficulties  with  the  contractors  occurred 
in  1902-3.  During  the  last  two  years  the  only  labor  difficulty 
has  been  the  slight  one  mentioned  above  connected  with  the  use  of 
the  patent  coupling  for  lead  pipes. 

There  is  at  present  no  question  up  for  discussion  between  the 
Water  Division  and  the  imions,  and  wages,  hours  and  conditions 
are  satisfactory  to  organized  labor.  The  unions  represented  in 
the  department  are  stationary  engineers,  firemen,  carpenters, 
machinists,  plumbers,  pipe-la.yers,  meter  setters  and  at  times 
pavers  and  bricklayers.  There  is  no  laborers^  union  in  Cleveland, 
though  the  central  body  has  at  times  taken  up  the  question  of 
wages  for  the  unskilled  and  has  reached  a  satisfactory  settlement 
with  the  department. 

Syracuse.  The  Bureau  of  Water,  Department  of  Public  Works, 
is  operated  under  the  New  York  State  uniform  charter  for  cities  of 
the  second  class  (Chapter  182,  Laws  of  1898).  The  Mayor,  whose 
terra  is  for  two  years,  appoints  the  Commissioner  of  Public  Works, 
also  for  two  years,  "  unless  sooner  removed  by  the  ilayor."  The 
Commissioner  of  Public  Works  appoints  the  Superintendent  of 
Water  Works,  who  "  holds  office  during  the  pleasure  of  the  Commi-;- 
sioner."  Though  there  is  a  standing  committee  of  the  Common 
Council  on  Water  and  Fire  Departments,  it  has  no  control  what- 
ever over  the  Bureau  of  Water. 

The  design  of  those  who  formed  the  uniform  charter  law  was 
to  deprive  the  Council  of  administrative  authority,  and  to  restrict 
it  to  what  is  understood  to  be  legislative  acts.  The  budget  for  the 
several  departments  is  drawn  up  by  the  Mayor  and  the  Board  of 
Estimate  and  Apportionment,  and  is  submitted  to  the  Council, 
which  may  cut  down  items  but  may  not  increase  them.  The  ilayor, 
through  his  Commissioner  of  Public  Works,  is  the  final  authority  in 
managing  the  Water  Bureau  within  the  biidget  limits.  Since  the 
Commissioner  of  Public  Works  has  several  bureaus  under  his  Juris- 
diction there  is  provided  a  subordinate  officer,  the  Superintendent 
of  the  Bureau  of  Water.  The  arrangement  is  similar  to  that  in 
Chicago  and  Cleveland,  but  in  this  case  the  Commissioner  does  not 
intrust  the  Superintendent  with  the  full  responsibility  of  adminis- 
tering his  bureau.  Appointments,  promotions  and  removals  are 
made  directly  by  the  Commissioner  under  the  civil  service  law  with- 
out consulting  the  Superintendent.  He  decides  when  and  how 
many  laborers  are  to  be  employed  and  which  men  are  to  have  va- 
cations or  sick-leave.  The  Chief  Inspector  of  the  Bureau  reports 
and  makes  recommendations  directly  to  him.  Since  the  Commis- 
sioner's time  is  taken  up  also  with  other  Bureaus,  the  result  in  the 
Bureau  of  Water  is  a  divided  authority  and  considerable  friction. 
The  Superintendent  occupies  practically  the  position  of  a  clerk, 
although  there  is  a  Chief  Clerk  and  staff  not  siibordinate  to  him. 
His  position  is  supernumerary.  The  present  incumbent  is  an  attor- 
ney-at-law,  formerly  a  memljer  of  the  State  Assembly,  and  he  is 
influential  in  the  politics  of  his  ward.     The.  Commissioner  is  recog- 
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nized  as  the  leading  representative  of  the  Eepublican  party  or- 
ganization in  the  city.  Through  him  the  as^ssments  are  collected 
from  officials  and  subordinates.  While  these  payments  are  spoken 
of  as  "voluntary/'  yet  every  employee  of  the  Water  Bureau  pays 
the  amount  which  is  suggested  to  him  by  the  collector,  namely,  3 
per  cent,  on  salaries  under  $1,000,  and  5  per  cent,  on  salaries  over 
$1,000.  This  assessment  is  said  to  yield  about  $30,000  from  all 
departments.  The  practice  has  been  in  vogue  throughout  the  en- 
tire administration  since  the  uniform  charter  law  went  into  effect 
in  1899,  being  enforced  by  the  Democratio  organization  prior  to 
1901  and  by  the  Eepublican  organization  since  that  year.  A  large 
proportion  of  the  employees  have  held  over  from  the  Democratic 
administration,  and  they  have  paid  assessments  to  the  Republican 
organization.  Some  of  them  have  taken  part  in  Eepublican  pri- 
maries and  as  delegates  to  conventions.  In  addition  to  assessments 
from  municipal  employees,  both  organizations  receive  contributions 
from  private  persons,  but  not  from  corporations,  since  the  state  law 
prohibits  contributions  from  that  source.  The  effect  of  the  law  is 
seen  in  the  fact  that  at  the  mayoralty  election  of  1903  two  Demo- 
cratic directors  of  the  lighting  company  contributed  $2,000  to  the 
Democratic  Committee.  Members  of  the  Eepublican  and  Demo- 
cratic committees  have  been  connected  with  the  lighting  and  trac- 
tion companies,  and  prior  to  the  present  year  a  majority  of  the  mo- 
tonnen  and  conductors  got  their  places  on  the  recommendation  of 
mayors  and  councilmen.  One  alderman  who  has  served  the  past 
three  years  has  placed  a  dozen  and  a  half  men  on  the  street  cars. 
This  practice  was  stopped  about  a  year  ago  when  the  traction  sys- 
tem was  sold  to  an  outside  syndicate,  and  the  new  president  changed 
the  policy  of  the  former  manager  by  declinihg  to  appoint  men  on 
the  recommendation  of  politicians.  He  also  stopped  the  practice 
of  furnishing  free  books  of  tickets  to  aldermen  and  others  of  po- 
litical influence. 

There  is  a  perfect  agreement  of  politici&ns  of  both  parties  in- 
terviewed, that  a  large  proportion  of  the  voters  in  certain  districts 
is  purchased  election  day.  Votes  are  bought  for  $2  to  $5,  and  the 
practice  is  found  among  all  nationalities. 

The  present  civil  service  law  did  not  practically  apply  to  Syra- 
cuse nntil  Jan.  1,  1899.  The  first  Commission  consisted  of  seven 
members  and  a  Secretary,  appointed  by  the  Mayor.  The  commis- 
sioners conducted  examinations  and  passed  up  all  of  the  political 
•appointees  named  by  the  Mayor.  In  1900  the  State  Civil  Service 
Commission,  under  its  power  to  amend  local  by-laws,  conducted  an 
investigation  in  Syracuse  with  the  result  that  the  rules  were  changed 
and  a  Commission  of  three  members  and  a  Secretary  was  named 
by  the  Mayor.  The  State  Commission  stipulated  that  there  should 
also  be  created  the  position  of  Chief  Examiner,  and  that  the  in- 
cumbent should  be  selected  by  means  of  an  examination  held  by  the 
State  Commission.  This  was  done,  and  the  present  examiner  was 
selected,  and  has  held  his  position  since  that  time,  although  the 
commissioners  have  been  entirely  changed  through  changes  in  poli- 
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tics.  The  pay-rolls  of  all  departments  under  the  Civil  Service  Law 
must  be  certiiied  by  the  Secretary  of  the  Commission,  else  their 
payment  by  the  City  Treasurer  is  illegal.  Prior  to  1906,  the  Sec- 
retary, an  unsalaried  official,  had  not  kept  records,  and  he  could  not 
certify  the  pay-rolls  with  certainty  that  the  appointments  were  in 
conformity  with  the  Civil  Service  Law.  In  January,  1906,  as  a 
result  of  a  second  examination  by  the  State  Commission,  the  posi- 
tions of  Secretary  and  Chief  Examiner  were  consolidated,  and  the 
Examiner  was  made  Secretary.  Consequently  that  loop-hole  has 
been  remedied.  The  competency  of  the  Chief  Examiner  and  "  his 
earnest  desire  to  render  the  best  service  po'ssible  ia  his  position" 
were  strongly  indorsed  by  the  State  Commission. 

Tke  Examiner  not  only  sets  the  question  papers,  but  passes 
upon  the  applicants  and  grades  their  standing.  He  and  the  com- 
missioners can  be  removed  at  any  time  by  the  Mayor  without  giv- 
ing reasons.  On  the  other  hand,  the  examination  papers  are  public 
property  and  can  be  examined  at  any  time  By  the  candidates.  The 
State  Commission,  on  its  investigation  ini  1905,  reported  that  the 
papers  had  been  "rated  with  care  and  good  judgment,"  and  that 
"  on  the  whole  justice  has  been  done  the  candidates." 

The  three  highest  names  on  the  eligible,  list  are  certified  to  the 
appointing  officer  by  the  Secretary,  and  he  may  appoint  any  one  of 
the  three.  The  appointing  officer  can  remove  any  subordinate  with- 
out filing  charges  or  giving  reasons.  TJnder  this  system  there  have 
been  appointed  five  meter  readers  since  March,  1903.  The  exam- 
inations held  that  month  resulted  in  15  eligibles  who  passed,  and 
the  appointing  officer  selected  numbers  1,  3,  and  4,  omitting  Ko.  2, 
who  then  was  dropped  as  being  certified  three  times.  Another  ex- 
amination was  held  February,  1904,  and  of  the  four  applicants  who 
passed  numbers  2,  4,  and  3  were  appointed  in  the  course  of  two 
years,  omitting  No.  1.  At  the  end  of  one  year  the  appointing  of- 
ficer can  call  for  a  new  eligible  list.  In  the  Water  Bureau,  of  41 
persons  covered  by  Civil  Service  rules,  there  are  at  the  present  time 
9  who  have  been  appointed  during  the  five  years  since  January, 
1902,  under  two  Eepublican  mayors,  and  all  of  these  appointees  are 
Kepublicans.  There  are  19  who  were  appoihted  during  the  preced- 
ing 6  years  under  a  Democratic  Mayor,  and  there  are  13  who  were 
appointed  during  the  first  three  years  of  mimicipal  ownership — 
1892  to  1894.  One  of  these,  the  present  Chief  Inspector,  was  em- 
ployed by  the  former  private  company  at  the  time  when  the  works 
were  taken  over.  Of  the  11  men  whose  salaries  are  $900  and  over, 
7  were  appointed  prior  to  1896. 

The  Ci^dl  Service  Law  requires  the  rfegistration  of  laborers 
and  their  appointment  in  the  order  of  registration.  This  provision 
has  been  a  dead  letter  since  the  first  trial.  At  that  time,  some 
1,500  laborers  were  registered,  and  more  than  60  per  cent,  of  them 
were  over  50  years  of  age.  The  appointing  officers  evaded  the  law 
by  appointing  those  certified  and  immediately  removing  them  be- 
fore they  were  placed  on  the  pay-roll.  Since  that  experience,  this 
feature  of  the  law  has  not  been  enforced.    Consequently  there  is  an 
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average  of  about  50  employees  illegally  exempt  from  the  law,  and 
about  75  when  the  force  is  at  its  highest  strength.  These  are  se- 
lected on  political  qualifications. 

One  feature  of  the  law,  amounting  to  a  defect  from  the  stand- 
point of  efficiency,  is  the  preference  for  war  veterans  irrespective  of 
their  standing  in  the  examination,  provided  they  pass  the  minimum 
grade.  This  reduces  the  number  of  applicants,  who  drop  out  when 
they  learn  that  a  veteran  is  among  them.  Another  reason  is  the 
prevailing  opinion  that  only  those  on  the  political  side  of  the  ad- 
ministration can  get  and  hold  positions.  The  Civil  Service  Law, 
in  fact,  affords  no  protection  to  subordinates  against  a  Mayor  and 
Commissioner  of  Public  Works  determined  to  use  their  positions 
for  political  ends. 

In  one  respect  the  Bureau  shows  improvement  during  the  past 
five  years.  At  the  time  in  1899  when  by  the  uniform  charter  for 
second  class  cities  the  "Water  Board  was  abolished,  the  Mayor, 
through  his  Commissioner  of  Public  Works,  inflated  the  pay-rolls  of 
the  Water  Bureau,  so  that  in  January,  1902,'  there  were  70  civil  ser- 
vice positions  in  the  bureau.  A  change  of  administration,  resulting 
from  the  election  of  1901,  in  which  this  abuse  was  an  issue,  brought 
a  reduction  of  the  force,  and  the  number  at  present  is  41.  The 
pay-roll  for  1901  was  $52,705,  and  for  1905  it  was  $35,760.  In 
1901  there  were  7  meter  readers  for  8,592  meters,  and  in  1905 
there  were  8  meter  readers  for  15,833  meters,  an  increase  from  1,227 
to  1,990  per  man. 

At  the  time  when  the  force  was  reduced  in  1902  the  salaries 
of  seven  officials  and  foremen  were  raised,  tlje  largest  increase  being 
that  of  the  Chief  Inspector  who  was  advanced  from  $1,600  to 
$2,500.  The  other  advances  were  $100  to  $600.  At  the  same  time 
the  salary  of  the  Superintendent  was  reduced  from  $3,000  to  $2,600. 
The  only  skilled  mechanics  regularly  employed  are  two  plumbers 
who  belong  to  the  union  and  get  the  union  scale,  and  a  carpenter 
who  is  not  a  union  man  and  gets  30c.  a  day  less  than  the  scale. 
Other  mechanics,  such  as  painters,  etc.,  appear  only  as  employed  by 
private  contractors.  The  bulk  of  day  laborers  are  Italians  with  citi- 
zen's papers  at  $1.50  a  day.  Hydrant  and  valve  repairers  are  paid 
$1.75  a  day,  and  watchmen  $720  a  year.  The  "prevailing  rate 
of  wages  "  law  maintains  the  hours  of  labor  at  eight  as  against  ten 
for  unorganized  labor  in  private  employment.  Under  a  decision 
of  the  State  Court  the  prevailing  rate  has  not  recently  applied  to 
contractors  doing  work  for  the  bureau,  except  as  it  has  been  en- 
forced by  trade-unions  in  the  building  trades. 

Indianapolis.  The  company  has  not  been  prominent  in  politics 
and  has  followed  the  lead  of  the  gas  company.  It  prevented  one 
of  its  engineers  from  becoming  a  candidate  for  the  position  of 
city  engineer.  It  does  not  employ  an  extra  number  of  workmen  on 
the  streets  or  at  the  plant,  but  has  employed  several  men  in  labor 
positions  on  the  recommendation  of  an  infliiential  Democratic  com- 
mitteeman. Leading  members  of  the  Council  get  free  water  unless 
they  decline,  and  others  less  prominent  get  free  service  on  request. 
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The  Indianapolis  water  works  has  a  oanal,  a  filtration  plant 
and  pumping  stations.  Besides  the  .classes  of  workmen  at  a  gravity- 
supply,  the  company  gives  employment  to  engineers,  firemen  and 
coal  passers,  with  a  complement  of  laborers  at  the  stations  and 
filtration  works.  Its  summer  laborers  are  naostly  black;  others  are 
known  as  "Kentuckians,"  who  perform  much  of  the  rough  work  in 
Southern  Indiana  towns.  The  company,  on  account  of  the  negroes, 
employs  no  Italian  laborers,  who  have  not  dpme  to  Indianaipolis  in 
large  numbers.  On  the  regular  force  citizens  of  Indianapolis 
are  usually  given  preference,  as  they  are  familiar  with  the  streets. 
Subordinates  are  engaged  by  the  head  of  the  department  in  which 
they  are  employed.  The  President  has  general  charge,  but  particu- 
larly of  construction  work.  The  Vice-President  has  direct  charge 
of  the  canal  and  filtration  works,  the  Secretary  of  the  office  and  the 
pumping  department.  The  three  highest  officials  are  not  of  the 
same  political  party;  the  question  of  a  mauf's  politics  never  counts 
in  making  appointments.  The  day  laborers  are  subject  to  dis- 
charge by  their  respective  foremen.  The  latter  have  nearly  all  been 
with  the  company  a  long  time — some  of  them  twenty  years — being 
promoted  from  the  ranks.  Few  changes  occur  on  the  permanent 
staff. 

The  company  is  paternal  in  dealing  with  its  employees,  who 
on  the  average  number  88  ia  the  salaried  forcfe  and  167  in  the  wage- 
working  class.  No  man  is  employed  in  the  office,  at  a  pumping 
station  or  as  a  street  foreman  who  drinks  intoxicating  liquor.  The 
company  gives  free  water  to  all  the  officers  and  the  employees  of  the 
staff.  At  the  end  of  each  year  it  sets  aside  a  certain  percentage  of 
the  net  earnings  of  the  company  for  distribution  among  the  regular 
salaried  employees,  including  the  engineers,  firemen,  oilers  and 
wipers,  and  the  regular  men  in  the  street  department.  In  some 
cases  the  amount  given  takes  the  form  of  a  cash  bonus ;  in  others  of 
an  increase  in  salary.  While  the  company  has  no  pension  system 
something  is  always  done  for  men  who  leave  after  a  service  of  ten 
or  twelve  years.  To  a  stationary  engineer  whose  sight  was  becom- 
ing defective  a  small  farm  was  given.  Salaried  employees  when  ill 
are  kept  on  the  payroll  indefinitely,  and  in  all  cases  of  accident  to 
employees  the  company  pays  medical  expenses,  and  in  instances  of 
need  has  taken  care  of  an  iujured  workman'^  family.  In  dull  times 
the  company  has  never  paid  as  low  as  the  market  rates.  For  the 
summer  work  it  has  the  same  men's  names  appearing  on  the  pay- 
rolls year  after  year.  All  of  the  salaried  employees  who  have  served 
the  company  for  one  year  are  allowed  from  a  week  to  ten  days'  vaca- 
tion with  pay.  Promotions  are  from  the  ranks.  There  has  been  no 
lawsuit  for  injuries  in  years;  settlement  out  of  court  is  the  policy. 

The  officials  report  no  strikes  as  having  taken  place;  they  do 
not  know  whether  their  mechanics  are  union  men  or  not ;  they  have 
"open  shop"  and  do  not  oppose  organized  labor ;  they  pay  off  on  the 
job,  carrying  the  cash  to  the  laborers,  who  are  paid  weekly.  The 
officials  contribute  to  a  bowling  club  composed  of  the  men.  At  the 
new  pumping  stations  modern  baths  and  toilet  facilities  are  being 
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introduced.  At  the  pumping  station  and  filtration  works  the  em- 
ployees work  amid  pleasant  surroundings.  The  Stationary  En- 
gineers' Union  in  Indianapolis  is  in  course  of  organization  after  fall- 
ing away  almost  to  the  point  of  dissolution.  There  are  not  75  union 
members  out  of  the  635  engineers  in  the  city  running  over  6-horse- 
power  engiaes.  Last  year  the  membership  ran  down  to  30  who  had 
their  dues  paid.  The  union  intended  to  reach  a  scale  of  $3.50  for  an 
eight-hour  day,  but  where  one  engineer  now  gets  $15  for  twelve 
hours'  work  a  dozen  get  $10  or  $12.  The  engineers  at  the  water- 
works have  not  joiaed  the  union;  their  salaries  run  from  $75  to 
$83.33  per  month.  The  local  firemen's  union  is  no  longer  in  exist- 
ence; its  scale  had  called  for  $50  for  twelVe  hours.  The  firemen 
at  the  water  works  receive  from  $50  to  $63.70  for  the  same  service. 
The  effect  of  negro  labor  on  wages  is  to  depress  them  in  the  classes 
into  which  the  blacks  enter.  The  city  pays  twenty  cents  an  hour, 
eight  hours,  for  common  labor,  for  white',  laborers  mostly.  The 
lowest  grade  of  street  men  of  the  water  company,  many  of  them 
blacks  or  "  Kentuckians,"  are  paid  17J  cents  an  hour  for  a  ten- 
hoBr  day.  The  smaller  number  in  the  higher  grades  of  laborers  run 
as  high  as  33|  cents  an  hour.  The  following  table  shows  the  Avages 
and  hours  of  employees : 

Wages,  Indianapolis  Water  Company. 

Hours. 

No.         Max.  Min.       Average.  i~ * v 

Bay.  Week. 

Engineers  17        $19.23        $15.38^       $17.94        12        84 

Firemen    11  14.03  11.53  13.22        12        84 

Coal  passers 7         11.53         

Inspectors    7  14.71  9.00  11.51        10        60 

Meter  readers 2  14.71  13.84  14.27        10        60 

Street  department 11  20.10  9.60  13.40 

Clerks   11  18.26  5.50  10.51 

Laborers 167  .21*  .15  .16i  |    ^^        ^\ 

New  Haven.  The  water  works  company  employs  one  class 
of  labor  in  its  office,  another  at  its  filtration  plant,  and  an- 
other on  its  operating  and  constructing  forces.  A  place  in  the 
office  is  obtained  through  the  decision  of  the  president,  who  in 
such  matters  may  consult  with  his  fellow-Officers.  _  The  successful 
applicant  may  thereafter  concern  himself  .with  his  duties  alone. 
The  leading  positions  at  the  plant  and  of  the  out-door  force — ^those 
of  the  civil  engineers,  stationary  engineers;  and  the  foremen — are 
also  filled  through  orders  from  the  higher  officers.  The  Superin- 
tendent engages  the  pick-aud-shovel  men,  nowadays  mostly  Italians. 
Several  of  the  office  force  have  been  with  the  company  many  years, 
the  pumping  engineer  at  the  Whitney  pumping  plant  has  been  with 
the  company  thirty-five  years,  and  half  a  dozen  of  the  foremen  have 
been  with  the  company  from  ten  to  twenty  years.  The  enga,gement 
of  the  force  is  not  regarded  by  the  com.pan;jr  as  such  a  public  ques- 

'  Summer. 
=  Winter. 
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tion  as  gives  equal  rights  of  employment  to  N^ew  Haven  citizens. 
Hiring  the  gangs  is  thus  simplified.  The  company's  president  re- 
lates that  ou  several  occasions  they  had  compared  jobs  of  street 
work  done  by  their  men  with  similar  work  done  by  the  city,  and 
that  their  work,  equally  well  done  or  better,  cost  as  much  as  35  per 
cent,  less  than  the  city's,  illustrating  the  benefits  of  a  thorough  sys- 
tem, good  organization,  and  trained  workmen.  They  never  had 
brought  to  their  notice  any  evidence  of  uiiderhand  dickering  be- 
tween the  foremen  and  the  men.  The  president  said  he  believed 
that  from  top  to  bottom  every  man  on  the  force  stood  on  his  ef- 
ficiency alone  in  the  performance  of  his  duties.  When  the  com- 
pany wanted  an  employee  in  any  department,  the  way  was  open  for 
all  applicants  alike,  influenced  by  such  modifications  as  acquaint- 
anceship or  association  membership  naturajly  exerts,  which  is  the 
case  the  world  over. 

(For  further  data  and  information  upon  these  subjects  see 
appendix  to  this  volume.) 
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United  States  Water  Works 

(Schedule     III) 


By   DABNEY  H.  MAURY 


H CHARACTER  OF  SERVICE  AHD  PLANT. 

H  1.     Data  for  year  ending : 

Chicago,  Cleveland^  Syracuse,  IndianapoUs,  New  Haven. 
December  31,  1905. 

SOURCES   OF  SUPPLY. 

H  2.     What  was  the  source  or  sources  of  supply? 

Chicago.  Lake  Michigan,  for  all  except  ISTorwood  Park 
pumping  station,  which  pumped  from  wells,  Washington  Heights 
drew  lake  water  from  city  mains,  and  pumped  to  tank  and  dis- 
tributing system.  The  former  village  of  Rogers  Park,  annexed  to 
Chicago  in  1893,  was  then,  and  still  is  supplied  with  water  by  the 
Eogers  Park  Water  company.  As  the  Eogers  Park  plant  is  pri- 
vately owned  and  operated,  it  does  not  come  within  the  scope  of 
this  investigation,  which  will  deal  only  with  the  municipal  plant 
of  the  city  of  Chicago. 

All  the  water  pumped  by  the  city,  except  a  very  small  amount 
drawn  from  wells  in  Norwood  Park,  is  taken  from  Lake  Michigan. 
There  are  five  intake  cribs,  located  from  two  to  four  miles  from 
shore,  and  connected  by  tunnels  to  eight  large  pumping  stations. 
Water  flows  by  gravity  through  the  tunnels  to  the  receiving  wells 
at  these  stations,  there  to  be  forced  into  the  mains  by  pumps.  The 
Washington  Heights  pumping  station  takes  its  water  from  a  city 
main,  and  forces  it  into  a  separate  system  of  distributing  mains 
and  a  water  tower.  The  rest  of  the  distributing  mains,  except  those 
in  Norwood  Park  and  except  some  mains  in  or  near  West  Pull- 
man supplied  by  a  separate  pipe  from  one  of  the  pumps  at  Sixty- 
eighth  street,  are  interconnected. 

Cleveland.  Lake  :^rie.  There  are  two  intake  cribs  in  Lake 
Erie,  the  East  Side  crib  and  the  West  Side  crib.  Water  from  the 
latter  crib  having  been  condemned,  all  w^ter  pumped  into  the 
mains  in  1905  was  drawn  from  the  East  Side  crib. 
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Syracuse.  Skaneateles  lake,  in  the  counties  of  Onondaga, 
Cayuga  and  Courtland,  in  the  state  of  New  York.  In  the  vicinitj' 
of  Syracuse  there  is  a  group  of  five  lakes,  long  and  narrow  in 
shape,  separated  by  narrow  ridges,  and  all  approximately  parallel 
in  their  general  direction.  These  characteristics  have  caused  the 
group  to  be  known  by  some  local  geologists  as  the  "  Finger  Lakes," 
and  a  glance  at  a  topographical  map  of  the  region  will  at  once 
show  the  aptness  of  the  nickname. 

Skaneateles  lake,  selected  in  1889  by  the  city  of  Syracuse  as 
its  future  source  of  water  supply,  belongs  tq  this  group.  It  is  one 
of  the  most  attractive  of  the  inland  lakes  of  the  state.  Over  15 
miles  in  length  by  about  a  mile  and  a  half  in  greatest  width,  its 
surface  area  is  12f  square  miles,  the  total  area  of  the  water  shed 
including  the  lake  being  70J  square  miles.  The  lake  is  very  deep 
and  its  shores  are  steep  and  bold  and  unusually  free  from  objec- 
tionable vegetable  growth  at  the  water's  edge.  There  is  practically 
no  swamp  drainage,  the  lake  being  fed  largely  by  springs.  Its 
watershed  is  sparsely  populated,  and  its  waters,  naturally  very 
pure,  can  be  maintained  so  with  intelligent  care  at  a  very  small 
annual  cost.  The  ridges  surrounding  the  lake  rise  from  an  eleva- 
tion of  150  feet  above  it,  near  its  lower  or  northwestern  end,  into 
hills,  which  are  a  thousand  feet  higher  than  the  lake  near  its 
inlet.  The  elevation  of  the  lake  is  867  feet  above  sea  level,  about 
241  feet  above  the  flow-line  of  Woodland  reservoir,  and  about  461 
feet  above  the  Syracuse  level  of  the  Brie  canal,  which  latter  level 
is  the  Syracuse  water  works  datum.  The  lake  is  estimated  to  be 
capable  of  supplying  a  city  of  500,000  inhabitants. 

The  report  of  the  commissioners  on  the  sources  of  water  sup- 
ply (Exhibit  1,  not  reproduced  here)  gives  piuch  interesting  infor- 
mation in  regard  to  the  lake,  and  sets  forth  the  reasons  for  its 
selection  as  the  future  source  of  supply  for  Syracuse. 

Indianapolis.  Water  from  deep  wells  ahd  filtered  water  from 
White  river  and  from  Pall  creek. 

The  Indianapolis  water  company  has  at  present  several  sources 
of  supply.  By  far  the  larger  portion  of  the  water  which  it  pumps 
to  the  city  is  filtered  water  from  White  rivdr.  The  company  owns 
what  is  known  as  the  White  river  canal,  an  open  channel  about 
nine  miles  long,  60  feet  wide  and  7  feet  deep.  This  canal  taps 
White  river  just  above  the  Broad  Eipple  dam,  which  is  also  owned 
by  the  water  company,  and  conveys  water  from  the  river  to  the 
compan3r's  old  pumping  station,  situated  on  the  east  bank  of 
White  river  and  just  south  of  Washington  street,  at  A,  Plate  1 
(not  reproduced  here).  Here  some  of  the  water  power  developed 
by  the  canal  is  used  to  operate  pumps,  and,  some  is  sold  to  neigh- 
boring industrial  establishments.  No  waiter  is  taken  from  this 
part  of  the  canal  for  city  supply. 

About  two  miles  above  the  lower  end  qf  the  canal  there  is  an 
intake  which  admits  water  from  the  canal  to  the  recently  con- 
structed filters,  which  are  located  at  B,  Plate  1,  and  which  now 
furnish  most  of  the  water  supplied  by  the  company. 
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Duplicate  steam  pumping  units  at  the  filter  plant  enable  water 
to  be  pumped  into  the  filters  from  Fall  creek,  but  except  in  case  of 
interruption  of  the  supply  from  the  canal  the  Fall  creek  water  is 
rarely  used.  The  filtered  water  flows  by  gravity  to  the  receiving 
well  in  the  new  Eiverside  pumping  station- at  C,  Plate  1. 

A  second  source  of  supply  utilized  by  the  water  company  was 
the  fissured  limestone,  referred  to  elsewhere,  in  which  there  are 
34  driven  wells,  averaging  335  feet  deep,  sunk  in  the  land  sur- 
roimding  the  Eiverside  station. 

A  third  source  of  supply,  and  one  which  has  in  the  past 
given  rise  to  some  controversy,  was  the  so-called  open  gallery 
reservoir  at  the  Riverside  station,  through  the  porous  soil  in 
the  xmlined  bottom  of  which  a  small  amount  of  ground  water 
enters  from  the  upper  gravel  stratum  when  the  reservoir  is  low- 
ered by  pumping. 

By  means  of  a  thirty-inch  conduit  leading  from  the  new  sta- 
tion at  Eiverside  to  the  old  station  south  of  Washington  street,  either 
filtered  water  or  well  water  or  both  may  be  pumped  into  the  mains 
at  either  or  both  of  the  stations. 

In  addition  to  the  sources  of  supply  already  mentioned,  there 
is  at  each  station  an  emergency  intake  through  which  water  from 
White  river  may  be  dravm  by  the  pumps.  The  gates  controlling 
these  intakes  are  kept  closed  and  sealed  by  the  Indianapolis  board 
of  health,  and  the  seals  may  not  be  broken  except  in  the  remote 
event  of  the  failure  of  all  other  sources  of  supply  to  equal  the  ac- 
tual requirements. 

EXTRACT   FROM    EXHIBIT    1,    pp.    4-5. 

"  At  the  time  when  this  commission  was  appointed,  the  public 
water  supply  of  Indianapolis  was  derived  from  a  series  of  deep 
wells,  the  flow  of  which  was  supplemented  *at  times  by  water  com- 
ing by  seepage  into  the  galleries  adjoining  the  Eiverside  pumping 
station.  Prior  to  the  new  filtration  works  going  into  service  in 
part  on  September  33,  1904,  there  was  no  change  in  the  source 
of  supply  other  than  the  addition  of  five  deep  wells,  since  1898, 
when  a  comprehensive  report  on  this  subject  was  made  to  the  city 
by  Mr.  John  W.  Hill,  then  of  Cincinnati,  but  now  of  Philadelphia. 
The  question  of  the  yield  of  the  wells  and  the  galleries,  with  ref- 
erence to  the  quantity  of  water  delivered  to  the  city,  is  taken  up 
beyond,  as  is  also  the  case  with  the  new  filtration  works.  Here  it 
is  the  purpose  to  describe  briefly  the  leading  features  of  the  sup- 
ply utilized  for  the  past  seven  or  eight  years,  in  order  to  make 
more  intelligible  the  analytical  investigation. 

The  well  supply  is  obtained  at  present  from  30  deep  wells, 
ranging  in  depth  from  about  375  feet  to  400  feet  below  ground 
surface.  Five  of  these  wells  are  8  inches  in  diameter  and  the 
remainder  10  inches.  The  casings  of  the  wpUs  appear  to  enter  the 
rock  in  a  manner  so  as  to  shut  out  the  ground  water  which  might 
enter  them  at  rock  level.  The  water  froui  these  various  wells  is 
lifted  by  compressed  air  and  discharged  into  the  galleries  adjoin- 
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ing  the  pumping  stations.  From  the  open  gallery  the  pumps  at 
the  Eiverside  pumping  station  take  the  water  and  deliver  it  di- 
rectly into  the  city,  while  a  gravity  conduit  allows  a  part  of  the 
water  from  the  open  gallery  to  flow  to  the  suction  well  of  the  West 
Washington  street  pumping  station,  whence  the  remainder  of  the 
water  is  pumped  directly  into  the  distributing  maias. 

No  change  has  been  made  in  these  galleries  since  Mr.  Hill's 
report  other  than  that  the  severe  flood  of  Jast  spring  caused  the 
wooden  roof  over  the  gallery  reservoir  to  b.e,  washed  away,  at  the 
same  time  causing  portions  of  the  side  walls  to  fall  in,  allowing 
more  or  less  earth  to  become  deposited  upon  the  bottom  of  the 
reservoir.  Briefly,  and  in  round  numbers,  this  gallery  reservoir 
is  about  850  feet  long,  with  a  width  rangiijg  from  40  to  65  feet 
at  different  sections.  It  allows  an  average  depth  of  water  of  about 
11.4  feet.  The  bottom  is  unlined.  When  full  it  has  a  capacity  of 
about  three  and  one-third  million  gallons. 

At  the  northwest  end  of  this  reservoir,  referred  to  in  this  re- 
port as  the  "  Open  Gallery,"  there  is  a  tunnel  connecting  it  with 
the  so-called  closed  gallery,  which  is  a  covered  timber  structure 
about  1,000  feet  long.  There  are  several  feet  of  earth  and  coarse 
sand  above  the  top  of  the  roof.  At  the  river  end  is  a  gate  chamber 
in  which  there  is  a  wooden  sluice  gate,  separating  the  gallery  from 
the  connection  to  an  abandoned  filter  crib  On  the  bed  of  the  river 
about  48  feet  long  and  12  feet  wide.  This  gate  was  renewed  under 
the  inspection  of  the  city  board  of  health*  about  two  years  ago. 
This  gate  and  the  ones  preceding  it  were  sealed  by  the  city  board 
of  health,  and  have  not  been  used.  About  midway  of  the  length 
of  the  closed  gallery  there  is  another  gate  chamber  in  which  is 
placed  a  wooden  sluice  gate,  generally  called  the  "safety  gate," 
which  has  never  been  sealed,  and  which  froin  time  to  time  has  been 
opened. 

The  location  and  arrangement  of  these  galleries,  together  with 
location  of  the  iatake  pipes,  through  which  the  water  is  taken 
for  the  suction  of  the  various  pumping  engines,  is  shown  upon 
Plate  'No.  1  (not  reproduced  here) .  *  *  *  On  this  and  an- 
other plate  there  are  noted  the  suction  wells  on  the  pumping  sta- 
tion grounds,  into  which  filtered  water  is  at  this  date  being  de- 
livered through  the  conduit  leading  from  the  filtration  works,  and 
through  which  water  may  be  taken  by  the  suction  pipes  leading 
to  the  several  pumping  engines,  and  from  which  also  the  water 
may  be  delivered  into  the  gallery  reservoir. 

There  is  still  another  connection  at  this  so-called  suction 
well  which  mil  enable  the  filtered  water  to  be  delivered  through 
a  thirty-inch  pipe  line  (now  being  constructed)  into  the  conduit 
line  leading  from  the  Eiverside  pumping  station  to  the  lower  sta- 
tion, situated  near  West  Washington  street  at  the  foot  of  the  canal. 
On  Plate  No.  2  (not  reproduced  here)  are  marked  several 
sampling  stations  as  a  matter  of  convenience  in  showing  from 
which  samples  were  collected  during  this  investigation.  There 
are  also  given  as  a  matter  of  record  the  elevation  of  various  struc- 
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tures,  together  with  the  high,  low,  and  ordinary  stages  of  water  iiL 
the  White  river  adjoining  the  water  works." 
New  Haven.     Nine  lakes,  as  follows: 

(1)  Whitney, 

(2)  Saltonstall, 

(3)  Dawson, 

(4)  Bethany, 

(5)  Chamberlain, 

(6)  Wintergreen, 

And  the  three  Maltby  lakes,  Nos.  1,  2  and  3. 

For  principal  data  in  regard  to  lakes,  see  Plate  II  (not  re- 
produced here). 

The  nine  lakes  which  furnish  water  for  New  Haven  are  all 
of  unusually  great  natural  beauty,  and  the  attractiveness  of  their 
surroundings  has  been  much  enhanced  hf  the  water  company,, 
which  has  adopted  the  most  approved  methods  of  cleaning,  pro- 
tecting, and  beautifying  their  shores.  With  the  exception  of  Lake 
Chamberlain  all  of  the  lakes  are  shown  on  Plate  I  (not  reproduced 
here).  Chamberlain  is  .on  a  branch  of  Sargent  river  to  the  west- 
ward of  Lake  Bethany,  and  just  beyond  the  limits  of  the  map. 

The  capacity,  surface  area,  elevation  of  each  lake,  and  the 
^area  of  its  watershed  are  given  on  Plate  II  (not  reproduced  here). 

The  watersheds  of  all  the  lakes  are  hilly,  and,  with  the  ex- 
ception of  Lake  Whitney,  are  wooded  and  wild  and  very  sparsely 
populated.  The  shores  of  the  lakes  are  geperally  steep  and  often, 
rocky,  and  there  is  practically  no  swamp  drainage  into  any  lake, 
except  that  from  an  area  tributary  to  the  lower  end  of  Lake  Sal- 
tonstall, where  part  of  a  swamp  lying  between  Cherry  Hill  and 
Lake  Saltonstall  is  drained  by  a  small  stream  which  is  tributary 
to  the  lower  end  of  the  lake.  That  part  of  this  swamp  which  drains 
into  the  lake  is  now  being  cleared  by  the  company. 

(See  H  56.)  The  combined  area  of  all  the  present  water- 
sheds is  57.7  square  miles,  of  which  the  Lake  Whitney  shed  covers 
37.7  square  miles.  It  is  not  reasonably  possible  for  the  company 
to  secure  all  the  land  in  the  watersheds,  and  especially  is  this  true 
of  the  Whitney  shed,  some  of  which  is  very,  valuable  land ;  but  the 
company  now  absolutely  owns  about  7,000  acres  for  the  protection 
of  its  supply,  or  a  little  over  half  of  the  watersheds  of  all  the  lakes 
except  Lake  Whitney,  and  is  buying  more  whenever  it  can.  The 
water  from  Lake  Whitney,  which  is  much  more  liable  to  pollution 
than  any  other  by  reason  of  the  number  pi  people  living  on  its 
watershed,  is  now  filtered  before  it  is  supplied  to  the  city,  the 
filters  having  been  started  early  in  1906. 

Lake  Bethany  on  West  river  and  Lake  Chamberlain  on  Sar- 
gent river  impound  water  which  is  allowed  to  flow  as  needed  t;> 
Lake  Dawson,  whence  it  is  distributed  by  gravity  to  the  city. 
Maltby  lakes  Nos.  3  and  3  impound  water  which  is  used  as  re- 
quired to  replenish  Maltby  lake  No.  1,  from  which  the  distribution 
is  also  by  gravity  to  West  Haven  and  the  western  part  of  New- 
Haven. 
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Lake  Wintergreen,  which  is  at  a  higher  elevation  than  the 
other  lakes,  supplies  only  the  highest  parts  of  the  city,  including 
the  Prospect  Hill  district.  The  supply  froin  Lake  Whitney  (now- 
filtered)  is  pumped  either  into  the  mains  or  into  Prospect  Hill 
distributing  reservoir  at  an  elevation  of  135'  feet  above  city  datum. 

The  water  from  Lake  Saltonstall  is  pumped  first  into  a  stand- 
pipe  about  800  feet  from  the  pumping  station  and  at  an  average 
elevation  of  about  163  feet,  whence  it  floVs  by  gravity  into  the 
East  Haven  distributing  reservoir,  elevatio^,  143  feet. 

H  3.     If   there   was   more   than   one   source,    give   appro.^imate 
amount  supplied  by  each. 

Chicago.  Lake  Michigan,  135,567,897,536  gallons;  wells  at 
ISTorwood  Park,  31,045,000  gallons. 

Cleveland.  There  are  three  pumping  stations,  respectively 
known  as  the  Kirtland  street,  Division  street  and  Fairmount  sta- 
tions. 

Kirtland  street  station,  supplied  by  the  East  Side  crib, 
pumped  into  the  low  service  system  of  mains  and  the  low  service 
reservoir  at  Fairmount  the  entire  city  water  supply.  A  small  por- 
tion of  this  water  was  repumped  at  Division  street  by  a  pump 
which  took  its  supply  from  the  low  service  mains  and  delivered  it 
into  the  high  service  mains  and  the  high  service  reservoir  at  Kins- 
man street;  while  another  small  portion  vras  repumped  at  Fair- 
mount  by  pumps  taking  water  from  Fairmount  reservoir  and  forc- 
ing it  into  high  service  system  and  Kinsman  reservoir. 

The  total  net  amount,  after  deducting  .estimated  slip,  pumped 
into  low  service  by  Kirtland  street  station  in  1905  was  31,040,- 
300,000  gallons.  This  amount  represents  the  entire  supply  to 
both  low  and  high  service.  The  net  amount  repumped  at  Divi- 
sion street  from  low  service  mains  to  high  service  was  3,006,600,- 
000  gallons.  The  net  amount  repumped  at  Fairmount  station  from 
Fairmount  reservoir  into  high  service  was  313,536,000  gallons. 

Syracuse.  The  thirty-inch  conduit,  19.39  miles  long,  de- 
livered by  gravity  from  Skaneateles  lake  into  Woodland  reservoir 
about  4,507,750,000  gallons,  according  to  Water  department  esti- 
mates. There  is  no  other  source  of  supply.  The  amount  of  4,507,- 
750,000  gallons  is  taken  from  the  official  estimates  of  consump- 
tion on  P.  13  of  annual  report  of  bureau  of  water  for  1905,  the 
amounts  for  the  five  months  omitted  in  the- department's  estimates 
hegin  calculated  from  such  data  as  were  available.  The  correct- 
ness of  the  figures  are  to  some  extent  open  to  question  as  the  ca- 
pacity of  the  conduit  has  never  been  accurately  measured.  For 
estimating  the  discharge  of  the  conduit,  the  department  uses  an 
empirical  formula  in  which,  the  determining  factor  is  the  differ- 
ence between  the  elevations  of  the  water  in  the  gate-chamber  and 
in  the  screen  chamber  of  the  lake  gate  house  when  gate  ISTo.  1 
between  these  two  chambers  is  left  open  15  minutes.  From  Febru- 
ary 15  to  April  18,  1905,  this  gate  was  left. open  30  inches,  and  as 
there  is  no  formula  for  estimating  the  flow  with  the  gate  at  20 
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inches,  the  estimates  are  missing  for  that  period;  and  as,  during- 
a  portion  of  the  night,  the  reservoir  overflowed  in  October,  JSTo- 
vember  and  December,  the  estimates  for  those  months  also  are  nofc- 
found  in  the  annual  report  for  1905.  It  is;  probable  that  the  con- 
sumption slightly  exceeded  that  reported. 

Indianapolis.  Unflltered  water  from  wells,  2,041,000,000  gal- 
lons. Filtered  water  from  White  river  and  Fall  creek,  4,083,000,- 
000  gallons. 

New  Haven. 
Allowing  for  slip,  pumped  from  Lake  Whitney.  3,053,000,000  gah. 

Pumped  from  Lake  Saltonstall 1,320,900,000  gals. 

By  gravity  from  Lake  Dawson  (including  lakes 

Bethany    and    Chamberlain    tributary    to 

Lake   Dawson)     2,555,000,000  gals. 

From-  Lake  Wintergreen 365,000,000  gals. 

And  from  three  Maltby  lakes 616,041,000  gals. 

Total    5 . . .  7,908,941,000  gals. 

Average  per  day 31,668,332  gals. 

H  4.  What  are  the  maximum  average  and  minimum  amounts  in 
gallons  per  twenty-four  hours,  which,  with  the  existing- 
facilities  or  appliances  could  be  drawn  from  each  of  the' 
present  sources  of  supply;  the  answer  to  this  question  be- 
ing based  on  all  available  records? 

Chicago.  Maximum  capacity,  less  estimated  slip,  458,220,000' 
gallons;  rated  capacity  less  estimated  slip,  417,960,000  gallons;, 
probable  minimum,  assuming  10  per  cent,  of  pumps  shut  do-woi', 
376,164,000  gallons.  (Details  for  each  engine  in  plate  14,  blue- 
print.   N'ot  reproduced  here.) 

Cleveland.  Kirtland  Street  station,  maximum,  91,080,000 
gallons;  average,  75,900,000  gallons;  minimum,  51,900,000.  This 
does  not  include  40,000,000  rated  capacity  at  Division  street  sta- 
tion, held  for  emergency,  the  water  from  west  side  crib  being  con- 
demned. In  addition  there  was  stored  in  distributing  reservoirs 
an  average  of  108,600,000  gallons. 

Syracuse.  The  amount  of  water  which  could  be  delivered  by 
the  existing  conduit  line  from  Skaneateles  lake  to  Woodland  reser- 
voir would  depend  upon  the  difference  in  elevation  between  lake 
and  reservoir.  The  maximum  recorded  elevation  of  lake  is  464  9/10 
feet  above  the  Syracuse  level  of  the  Erie  canal,  which  level  is  the 
water  works  datum.  The  lowest  level  of  tjie  reservoir,  having  in 
consideration  its  best  usefulness,  may  be  assumed  at  211,  water 
works  datum.  This  would  give  a  maxiitnim  working  head  of 
253  9/10  feet  for  the  submerged  intake  pipe  and  the  conduit.  The 
lowest  recorded  lake  level  is  457  9/10,  water  works  datum  and  the 
flow  line  of  reservoir  is  221,  water  works  datum,  leaving  a  mini- 
mum working  head  of  336  9/10  feet.  The  average  lake  level  in 
1905  was  about  461,  water  works  datum,  and  the  average  level  of 
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water  in  reservoir  was  about  220,  water  works  datum,  so  that  the 
average  working  head  was  about  241  feet.  While  the  discharge  of 
conduit  has  never  been  accurately  measured,^  it  seems  probable  that 
under  the  respective  working  heads  above  given,  its  capacities  would 
be  respectively:  maximum,  14,000,000  gallons  per  twenty-four 
hours;  minimum,  13,550,000  gallons  per  twenty-four  hours;  aver- 
age 13,650,000  gallons  per  twenty-four  hours.  The  storge  of  about 
120,000,000  gallons  in  Woodland  reservoir  would  greatly  increase 
the  quantity  which  could  for  a  few  days  be  delivered  through  the 
distributing  mains,  the  amount  of  this  increase  depending  upon 
the  size  of  the  mains  leading  to  the  points  at  which  the  water  was 
being  drawn. 

Indianapolis.  Maximum,  38,000,000;-  average,  32,000,000; 
minimum,  28,000,000.  These  amounts  would  be  for  wells 
and  filters  combined.  Wells:  maximum,  16,000,000;  a«erage, 
14,000,000;  minimum,  13,000,000.  Filtere:  maximum,  24,000,- 
000 ;  average,  18,000,000 ;  minimum,  13,000,^)00.  As  it  is  improba- 
hle  that  the  maximum  and  minimum  capacities  of  wells  and  filters 
would  occur  at  the  same  time,  the  total  combined  maximum  has 
heen  reduced  by  two  million  gallons,  and  the  total  minimum  has 
been  increased  by  two  million  gallons. 

New  Haven.  Amounts  in  millions  of  gallons  per  twenty-four 
hours  that  may  be  drawn  from  the  several  sources  of  supply  are 
roughly  as  follows: 

Maximum.  Average.  Minimum. 

Lake  Whitney 16  12  10 

Saltonstall    8  5  3 

Dawson  (including  Chamberlain  and 

Bethany)    7.5  7  6.5 

Maltby  (Nos.  1,  2  and  3) 5  1.7  1 

Wintergreen 5  1  .5 

The  above  amounts  can  only  be  very  roughly  estimated,  as 
there  is  no  way  of  measuring  the  supply  from  several  of  the 
sources.  It  should  be  borne  in  mind  that  the  conditions  are  such 
that  neither  all  of  the  maxima,  nor  all  of  the  minima  will  occur 
at  the  same  time,  so  that  the  maximum  from  all  the  sources  will 
be  less  than  the  sum  of  all  the  individual  maxima,  while  the  min- 
imum of  all  the  sources  will  be  greater  than  the  sum  of  all  the 
minima. 

H  5.  Are  the  present  sources  of  supply  or  the  facilities  or  appli- 
ances for  developing  the  water  th'erefrom  insufficient  for 
present  needs  or  for  the  anticipated  demands  of  the  near 
future  ? 

Chicago.  The  facilities  or  appliances  for  developing  water 
from  the  present  sources  of  supply  are  insiifficient.  Exhibit  6, 
which  is  an  extract  from  the  last  report  of  Mr.  W.  A.  Levering, 
Superintendent  of  the  division  of  water  pipe  extension,  gives  much 
interesting  and  valuable  information  in  regard  to  Chicago's  dis- 
tribution system.     Further  information  can  be  found  in  Exhibits 
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1,  3  and  5,  in  Exhibits  20  to  33  inclusive,  and  in  the  section  of  this 
report  entitled  appraisal.  (Exhibits  1,  2,  5  and  30  not  reproduced 
here ;  for  Exhibit  21,  see  answers  to  H  42,  Note  6 ;  for  Exhibits  23 
and  23,  see  H  44,  Note  7.) 

In  general,  it  may  be  stated  that  while  the  thickness  of  the 
existing  mains  appears  to  be  ample  for  much  higher  pressures  than 
are  found  in  Chicago,  and  the  mains  theijiselves  to  be  well  laid, 
the  capacity  of  the  system  as  a  whole  is  far  from  adequate  to  the 
present  demands.  The  per  capita  consumption  in  Chicago  is  al- 
ready far  in  excess  of  what  it  should  be,  and  it  would  be  greater 
than  it  is  if  the  pressures  were  high  enough  everywhere  to  enable 
all  consumers  to  use  the  water.  The  pressures  at  the  pumping 
stations  are  too  low  to  begin  with,  and  the  friction  ia  long  lines  of 
mains  that  are  too  small  for  the  excessive  consumption,  futher  re- 
duces the  pressure  to  so  low  a  point  as  to  cause  much  hardship  and 
deprivation  to  householders  at  a  distance  fr^om  the  stations.  There 
is  little  or  no  reserve  pumping  capacity  at  the  stations,  and  even 
if  higher  pressures  could  be  carried  there,  the  result  would  be  that 
the  use  and  waste  of  water  would  be  so  increased  as  to  call,  first,  for 
a  still  greater  addition  to  the  pumping  capacity,  and,  next,  for 
more  tunnels. 

The  first  steps  towards  improving  these  conditions  would  ap- 
pear to  be  to  check  waste,  leaks  and  other  unauthorized  consump- 
tion of  water,  by  the  introduction  of  metess  on  an  intelligent  and 
carefully  considered  plan,  due  regard  being  had  to  the  effect  of 
their  introduction  upon  the  net  earnings  of  the  plant;  and  by  a 
thorough  and  systematic  survey  to  determiiie  where  the  waste  is 
greatest,  coupled  with  proper  inspection  of  premises.  When  the 
consumption  had  in  this  way  been  reduced  to  a  reasonable  amount, 
the  pressures  at  the  pumping  stations  could  easily  be  increased  with- 
out danger  to  the  mains,  while  the  friction  losses  in  the  mains 
would  be  so  reduced  as  to  give  persons  remote  from  the  stations 
what  some  of  them  have  never  yet  enjoyed,  a  reasonably  satisfactory 
service. 

The  use  of  meters  has  been  persistently  recommended  for  many 
years  by  successive  city  engineers,  and  by  their  subordinates  in  the 
bureau  of  water,  but  the  appropriations  necessary  for  their  intro- 
duction have  not  hitherto  bee'n  available.  The  council  has  at  last, 
however,  made  an  appropriation  for  meters,  and  it  is  the  intention 
to  set  them  as  fast  as  possible  on  certain  classes  of  services.  In 
the  meantime,  the  program  for  1906  contemplates  a  number  of  large 
mcins,  with  a  view  to  increasing  the  pressures  where  they  are  now 
lowest.  From  the  foregoing  it  will  be  seen  that  the  inadequacy  of 
the  water  mains  is  due  largely  to  causes  beyond  the  control  of  the 
division  of  water  pipe  extension.  The  personnel  and  discipline 
of  the  employees  in  the  bureau  of  water  gefierally,  and  especially 
in  the  division  of  water  pipe  extension  are  believed  to  have  been 
greatly  improved  within  the  past  few  yeafs.  The  maps,  atlases, 
and  other  records  are  well  kept  up,  consideijing  the  size  of  the  sys- 
tem.    The  specifications  for  cast  iron  pipe  .are  carefully  prepared. 
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and  other  branches  of  work  speak  equally  well  for  the  present  ef- 
ficiency of  this  division. 

Bzhibit  1,  Eeport  on  the  Water  Supply  System  of  Chicago, 
etc.,  by  John  Ericson,  city  engineer  of  Chicago,  May,  1905,  page 
29  ei  seq. 

Improvements  contemplated  and  under  way. 

The  new  additions  and  improvements  enumerated  above  had 
hardly  been  completed  when,  being  guided,  by  past  experience,  I 
turned  my  attention  to  still  further  extensions  and  alterations  to 
the  water  works  system.  In  1897,  in  the  city  engineer's  annual 
report,  special  attention  was  again  called  to  the  necessity  and  advis- 
ability of  substituting  modern  machinery  for  the  old,  antiquated 
outfit  at  the  Chicago  avenue  (North)  pumping  station.  This  rec- 
ommendation was  repeated  every  subsequent  year  until  1900.  In 
1899  the  city  council  appropriated  enough  funds  to  permit  the 
construction  of  new  boiler  plant.  By  this  time,  the  old  boUers  at 
this  station  were  in  such  condition  as  to  be  absolutely  dangerous, 
and  I  am  certain  they  could  not  have  been  kept  in  operation  an- 
other year  after  the  time  that  they  were  removed.  In  1902,  or 
about  nine  years  after  my  first  recommendation,  funds  were  ap- 
propriated for  three  vertical  triple  expansion  pumping  engines  of 
ia  daily  capacity  of  twenty-five  million  gallons  each  to  take  the 
place  of  the  old  pumps  installed  in  1853,  1857,  1867  and  1873,  re- 
spectively. The  contract  was  let  late  in  the  same  year.  One  of 
these  engines  has  been  installed  and  the  second  one  will  be  in  place 
before  the  end  of  this  year. 

As  the  per  capita  consumption  of  water  kept  increasing  year 
by  year,  I  commenced  a  careful  investigation  of  the  use,  waste  and 
leakage  of  the  water  pumped,  and  in  1901  submitted  my  conclu- 
sions in  a  report  to  the  commissioner  of  public  works. 

Another  anaylsis  of  the  water  supply  situation  in  the  southern 
part  of  the  city,  was  the  subject  of  a  report  to  the  commissioner 
in  1902.  Extracts  from  both  of  these  reports  are  made  part  of 
this  report.  To  remedy  this  alarming  situation,  the  installation 
of  meters  was  recommended.  This  proposition  was,  however,  gen- 
erally received  with  suspicion,  if  not  with  animosity,  and  it  was 
evident  that  if  nothing  was  done  at  once  to  reduce  the  waste  and 
leakage,  and  nothing  further  done  in  the  way  of  adding  to  the 
pumping  capacity,  the  usiial  conditions,  an  insufficient  supply, 
would  again  soon  prevail.  Eeeommendatioijs  were,  therefore,  made 
to  construct  a  new  tunnel  and  pumping  station  in  the  southern  part 
of  the  city.  An  additional  pump  of  forty  million  gallons  capacity 
was  recommended  for  the  Springfield  avenue  station,  and  one  of 
equal  capacity  for  the  Central  Park  aveniie  station.  I  suggested 
that  a  twenty  million  gallon  pump  be  installed  at  the  Sixty-eighth 
street  station,  and  one  of  three  million  gallons  capacity  at  the 
Washington  Heights  station.  Not  until  last  and  this  year  was 
money  available  for  these  improvements.  Contracts  have  now  been 
awarded,  and,  within  another  year,  it  is  expected  that  all  these 
pumping  engines  will  be  in  operation.     The  lack  of  preasure  in 
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certain  parts  of  the  city,  especially  the  Hyde.  Park  district,  made  it 
advisable  to  also  suggest  the  laying  of  addiiional  large  mains,  and 
an  appropriation  for  this  purpose  was  granted  in  the  beginning  of 
this  year.  A  considerable  portion  of  these  mains  will  be  laid  this 
summer.  These  mains  are  indicated  by  full  blue  lines  on  the  ac- 
companying map  [not  reproduced  here].  New  boiler  plants  will 
be  installed  at  Harrison  street.  Lake  View,  Sixty-eighth  street  and 
"Washington  Heights  pumping  stations.  Several  other  improTe- 
ments  of  minor  importance  have  also  been  authorized. 

The  following  is  a  summary  of  the  most  important  improye- 
ments  which  have  been  recommended  and  authorized,  and  of  the 
approximate  time  of  their  completion,  also  estimated  cost  of  same : 

Time  of       Estimated 
.'completion.         cost. 
North  (Chicago  avenue)  pumping  station, '3 

25-million   gallon   pumping   engines.    (.1 

already  installed)    1906  $400,000 

Springfield   avenue   pumping   station,    1   40- 

million  gallon  pumping  engine .    1906  90,000 

Central  Park  avenue  pumping  station,  1  40- 

million  gallon  pumping  engine 1906  90,000 

Sixty-eighth  street  pumping  station,  1  20-mil- 

lion  gallon  pumping  engine 1906  40,000 

Washington  Heights  pumping  station,   1   3- 

million  gallon  pumping  engine 1906  30,000 

South  side  (Eoseland)  Bystera,  1  tunnel  and 

pumping  station.  (Capacity  of  station,  50 

million  gallons,  with  room  for  50  mil- 
lion gallons  more) .    1909  2,000,000 

Large  water  mains,  names  as  indicated  by  blue 

lines  on  map *. .   1906  750,000 

Total  cost  of  improvements  author- 
ized and  under  way $3,390,000 

There  are  other  improvements  authorized  estimated  to  cost 
about  $950,000.  These,  however,  will  not  add  to  the  capacity  of 
the  system.  These  improvements  include  the  extension  of  the  Chi- 
cago avenue  tunnels  to  the  Carter  Harrison  crib,  the  reconstruction 
of  the  cross-town  tunnels  so  [that]  they  will  be  entirely  on  city 
property,  and  new  boiler  plants. 

The  present  maximum  pumping  capacity  of  all  the  stations 
is  about  495,000,000  gallons  per  twenty-four  hours.  Allowing  25 
per  cent  of  this  for  reserve  machinery,  and.  for  slip  in  the  pumps, 
there  should  be  a  constant  available  supply  of  about  370,000,000 
gallons  per  day.  Assuming  the  present  population  at  two  million 
people,  there  would  be  a  per  capita  daily  supply  of  about  one  hun- 
dred and  eighty-six  gallons.  As  the  per  capita  consumption  for 
the  year  1904  was  at  the  rate  of  about  two  hundred  gallons,  it  can 
readily  be  seen  that  the  contemplated  improvements  have  not  been 
authorized  any  too  soon. 
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When  it  is  further  considered  that  the  monthly,  weekly,  and 
hoiirly  variations  may  increase  the  consumption  150  per  cent,  or 
more,  over  and  above  the  average  yearly,  irrespective  of  the  large 
increase  in  pumpage  required  in  case  of  a  great  fire,  it  is  readily 
seen  how  necessary  it  is  to  provide  for  the  additional  supply  with- 
out delay.  The  constantly  growing  per  capita  consumption  under 
present  unrestricted  conditions  is  best  illustrated  by  the  accom- 
panying diagram,  Plate  A.  [Plate  not  reproduced.]  According 
to  this  diagram,  the  per  capita  daily  consumption  in  1909  when 
the  last  of  the  immediately  contemplated  improvements  is  expected 
to  have  been  completed  wUl  be  about  two  ^imdred  and  seventeen 
gallons.  The  population  at  that  time  will  have  been  increased  to 
about  two  million  four  hundred  thousand,  according  to  the  graph- 
ical representation  *  *  *  Plate  B  [no*t  reproduced  here],  and 
which  has  been  prepared  from  the  most  reliable  data.  The  ca- 
pacity of  the  present  _  stations  can  be  increased  little  or  nothing 
after  the  additional  pumps  now  under  construction  shall  have  been 
installed,  since  the  limit  of  the  tunnel  capacity  for  each  station 
will  be  about  reached  by  that  time,  and  it  i*s  hardly  practicable  to 
lower  the  pumps  at  any  of  the  stations  without  seriously  crippling 
and  interfering  with  the  water  supply  of  the  adjacent  districts. 
When  all  the  improvements  now  authorized  and  under  way  have 
been  completed,  the  total  pumping  capacity  of  the  city  will  be  at 
the  rate  of  about  687,000,000  gallons  per  day,  or  allowing  as  be- 
fore 25  per  cent,  for  slip  and  reserve  machinery,  a  daily  pumpage 
of  say  515,000,000  gallons.  At  a  per  capita  daily  consumption  of 
say  217  gallons  (see  Plate  A),  the  system  should  then  be  suiS- 
cient  for  a  population  of  about  two  million  three  hundred  and 
seventy  thousand;  or,  if  the  variations  above  referred  to  be  consid- 
ered, for  considerably  smaller  population.  An  examination  of  the 
attached  poprdation  diagram  will  show  that  the  population  wiU 
probably  reach  this  number  about  1909.  The  contemplated  im- 
provements and  extensions  will,  therefore,  barely  have  been  com- 
pleted when  the  city  again  will  be  face  to  face  with  the  same  old 
problem — the  necessity  for  an  additional  water  supply  to  meet 
the  demands  of  the  rapidly  growing  metropolis. 

Cleveland.  Sources  of  supply,  abundant;  facilities  for  de- 
veloping it,  sufficient  for  needs  in  1905,  and  when  additions  now 
in  progress  are  completed,  will  be  adequate  for  several  years  to 
come.  A  fifteen-million  gallon  pump  is  being  added  at  Kirtland 
street  for  low  service  (ready  in  1906) ;  a  ten-million  gallon  pump 
IS  being  installed  at  Fairmount  (ready  in  1*906)  for  present  high 
service  to  replace  the  old  four-million  gallon  Cornish  pump  still 
remaining  there.  A  second  high  service  system  is  being  built  to 
comprise  two  two-million  gallon  pumps  at  Pairmount,  pumping 
from  Pairmount  reservoir  into  mains  leading  to  a  two  hundred 
thousand  gallon  water  tower  and  tank,  located  about  three  and 
one-half  miles  east  of  Pairmount. 

Syracuse.  The  source  of  supply  is  estimated  to  be  sufficient 
for  a  city  of  five  hundred  thousand  inhabitants.     The  capacity  of 
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the  present  conduit  is  now  almost  equalecJ  by  the  consumption. 
A  new  conduit  must  be  built  in  the  near  future  as  soon  as  laws 
can  be  passed,  removing  certain  legal  restrictions.  A  second  dis- 
tributing reservoir  at  a  higher  elevation  than  "Woodland  reseryoir 
will  also  be  constructed. 

Indianapolis.     ISTo. 

New  Haven.  Have  been  sufficient  for  needs  up  to  date,  but 
are  constantly  being  increased. 

H  6.     Was  distribution  by  (a)  gravity  from  source  of  supply? 

Chicago,  Cleveland,  Indianapolis.     No. 

Syracuse.  Gravity  from  source  of  supply  to  distributing  res- 
ervoir, and  gravity  from  distributing  reservoir  to  mains. 

The  city's  water  supply  is  drawn  from  Skaneateles  lake  and 
flows  by  gravity  through  a  thirty-inch  cast  iron  conduit  19.39 
miles  long  from  the  lake  into  "Woodland  reservoir,  whence  it  is 
delivered  to  the  city  by  gravity  through  the  distributing  system  of 
mains.  The  source  of  supply,  and  the  water  shed  tributary  to  it, 
are  such  that  beyond  a  nominal  expense  for  patrolling  the  lake 
shore,  and  the  outlay  of  a  few  thousand  doU-ars  for  small  inter- 
cepting sewers,  the  city  has  so  far  been  at  no  cost  to  preserve  the 
purity  of  the  water  supply,  and  as  the  supply  is  entirely  by  gravity, 
Syracuse  has  neither  purification  works  nor  pumping  machinery. 

Neio  Haven.     Yes. 

(b)  Pumping  direct  to  mains. 

Chicago,  Cleveland,  Indianaplis,  New  Haven.     Yes. 

Syracuse.     No.    Gravity  system  only. 

Chicago.  H  6  (b),  and  6  (c).  At  the  Chicago  avenue  pump- 
ing station  there  is  a  steel  standpipe,  three  feet  in  diameter  by 
one  hundred  thirty-eight  feet  high,  enclosed  in  a  stone  masonry 
tower;  and  at  the  Twenty-second  street  station  there  is  a  steel 
standpipe  five  feet  in  diameter  by  about  one  hundred  and  eighty 
feet  high.  As  these  standpipes  are  too  sma^l  to  be  of  any  value  as 
reservoirs,  they  have  not  been  considered. 

(c)  Pumping  to  reservoir,  standpipe  or  tank. 

Chicago,  Cleveland,  New  Haven.     Yes. 

Syracuse,  Indianapolis.     No. 
H  1.     If   more   than    one   method   was    used,    give    approximate 
amounts  supplied  by  each. 

Chicago.  Direct  to  mains,  135,567,897,536  gallons;  "Wash- 
ington Heights  repumped,  333,089,803  gallons  from  mains  to  tank 
and  to  mains;  Norwood  Park  pumped  31,045,000  gallons  to  tank 
and  to  mains. 

Cleveland.  All  water  was  pumped  direct  to  mains  and  res- 
ervoirs at  same  time,  the  surplus  being  stored  in  reservoirs. 

Syracuse.     Only  one  method  (a)  was  used. 

Indianapolis.     
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New  Haven.     See  answer  to  H  3.     Cannot  separate  (b)  and 
(e). 
H  8.     Maximum  capacity  of  impoimding  reservoirs. 

Chicago,  Cleveland.     None. 

Syracuse.  36,848,000,000  gallons;  beloT^  eleyation  466.4,  and 
above  elevation  456. 

Indianapolis.     5,325,000  gallons. 

New  Haven.     2,378,000,000  gaUons. 

New  Haven.  (H  8  and  9.)  Lake  Whitney,  Saltonstall,  Beth- 
any, Chamberlain  and  Maltby  number  3  and  Maltby  number  3 
impound,  but  do  not  distribute.  Lakes  Dawson,  Maltby  number 
1  and  Wintergreen  impound  and  distribute.  These  last  three  lakes 
as  well  as  the  Prospect  HiU  reservoir  and  the  East  Haven  reser- 
voir are  classed  as  distributing  reservoirs.  See  Plate  3  (not  re- 
produced here). 
H  9.     Maximum  capacity  of  distributing  reservoirs. 

Chicago.     305,000  gallons. 

Cleveland.  Fairmount,  low  service,  80,500,000  gallons; 
Kinsman,  high  service,  34,400,000  gallons;  total,  114,900,000  gal- 
lons. Fairmount  low  service  reservoir  is  divided  into  two  basins, 
having  a  combined  capacity  of  80,500,000  gallons.  The  flow  line 
is  about  154  feet  above  city  datimi,  which  datum  is  3.34  feet 
above  the  government  0  for  levels  in  Lake  Erie.  The  reservoir 
is  enclosed  by  earth  embankment  with  outer  slope  of  one  on  two, 
and  inner  slope  of  one  on  one  and  three-quarters.  It  is  puddled 
with  clay  on  inside,  and  paved  with  stone  on  slopes,  and  concrete 
on  bottom  and  is  in  good  condition,  and  well  maintained. 

Kinsman  high  service  reservoir,  with'  a  single  basin  of  a 
capacity  of  34,400,000  gallons,  is  of  similar  general  construction. 
Its  flow  line  is  333  feet  above  city  datum.  Shortly  after  this  res- 
ervoir was  built  its  inner  linitig  slipped  on  three  sides,  and  the 
embankments  now  show  a  settlement  in  places  of  nearly  two  feet. 
There  is  a  slight  leak  in  the  northeast  corner,,  attempts  to  stop  which 
have  been  only  partially  successful.  The  res.ervoir  and  the  grounds 
around  it  are  otherwise  in  good  order  and  well  maintained. 

Syracuse.     121,000,000  gallons. 

Indianapolis.  ■   None.  ' 

New  Haven.     362,000,000  gallons. 

PUMPING  STATIONS. 

H  10.     Maximum  capacity  of  pumps  per  twenty-four  hours. 

Chicago.  Deducting  estimated  slip,  459,000,000  gallons.  The 
above  figures  include  capacity  of  pumps  at  Washington  Heights. 

Cleveland.     Kirtland  street,  91,080,000  gallons. 

These  are  three  in  number.  At  the  Division  street  station 
there  are  three  engine  houses  numbered  respectively,  according  to 
date  of  erection,  one,  two  and  three,  and  four  boiler  houses  num- 
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bered  in  the  same  way,  one,  two,  three  and  four.  The  pumps  and 
boilers  originally  placed,  in  engine  house  number  one,  and 
boiler  house  number  two,  havq  all  been  removed  or  dismantled. 
In  engine  house  number  two  there  still  remains  a  ten-million 
Holly  vertical  triple  expansion  engine,  which  takes  its  water  at 
about  seventy-five  pounds  pressure  from  a  43-inch  main  leading 
from  the  Kirtland  street  station,  and  repumps  this  water  into  the 
high  service  mains,  and  Bansman  reservoir.  In  engine  house  num- 
ber three,  there  are  two  twenty-million  gallon  vertical  triple  ex- 
pansion engines,  one  an  Allis  and  the  other  a  Kilby  engine,  which 
are  held  in  reserve  for  pumping  to  low  service.  These  pumps 
could  be  started  on  about  six  hours'  notice.  In  boiler  house  num- 
ber two  at  Division  street,  there  are  four  return  tubular  boilers, 
and  two  Sterling  water  tube  boilers,  all  with  American  underfeed 
stokers.  In  boiler  house  number  three,  there  are  four  return  tubu- 
lar boilers  with  Murphy  stokers,  and  in  boiler  house  number  four, 
there  are  six  Geary  water  tube  boilers,  with  Brightman  stokers. 
There  are  no  superheaters  and  except  for  the  stokers,  there  are  no 
automatic  coal  handling  appliances.  All  the  buddiags  are  of  sub- 
stantial masonry  construction.  Engine  house  number  one  and 
boiler  house  number  one  are  practically  dismantled.  The  others 
are  kept  in  fairly  good  order  and  repair.  The  machinery  still  iu 
service  or  held  in  reserve  is  weU.  cared  for. 

The  Kirtland  street  station,  finished  iu  1904,  is  shown  iu  va- 
rious states  of  construction  in  Plates  XXX  to  XXIX  inclusive 
(photographs  not  reproduced  here).  This  handsome  station  at 
present  houses  two  twenty-five  million  gallon  vertical  triple  ex- 
pansion Holly  engines,  and  two  fifteen-million  gallon  horizontal 
Compound  Condensing  Duplex  Knowles  engines.'  Steam  is  sup- 
plied by  six  Babcock  and  Wilcox  water  tube  boilers  equipped  with 
superheaters,  automatic  chain  grate  stokers.  A  steel  coal  bin  in 
the  boiler  room  receives  its  coal  from  cars  which  come  in  on  rails 
laid  on  top  of  the  bin,  and  from  cars  to  bins,  from  bins  to  auto- 
matic weighing  machines,  and  from  the  weighing  machines  to  the 
hoppers  of  the  stoker.  All  the  feed  is  by  gravity.  Ashes  are 
dumped  into  tram  cars  running  on  tracks  in  the  basement,  and 
then  dumped  iato  a  bin,  whence  they  are  removed  to  make  ground 
along  the  lake  front  to  the  pumping  station  breakwater.  The  two 
Knowles  engines  were  built  in  1889,  and  were  moved  from  Divi- 
sion street  station  in  1903  and  1904.  They  will  ultimately  be 
replaced  by  larger  engines  of  the  vertical  triple  expansion  type. 
Worthington  engine  number  four,  located  in  a  temporary  engine 
house  in  rear  of  the  boiler  house,  was  built  iu  1893,  and  was  re- 
moved from  Division  street  in  1905,  but  was  not  ready  to  run 
during  that  year.  While  these  last  three  pumps  cannot  now  be 
classed  as  modern,  they  are  kept  in  first  rate  order.  Every  other 
part  of  the  mechanical  equipment  of  the  Kirtland  station  is  mod- 
ern and  up  to  date,  and  the  station  buildings  reflect  great  credit 
upon  the  engineers  of  the  water  works  division  who  are  respon- 
sible for  their  design  and  construction.    Plates  XXX  and  XXXI 
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(photographs;  not  reproduced  here)  are  interior  views  of  the  en- 
gine room  and  show  one  of  the  Holly  engiaes. 

The  Pairmoimt  pumping  station  erected  in  1884  is  located 
adjacent  to  the  two  basins  of  the  eighty-million  gallon  Fairmount 
low  service  reservoir.  In  1905  its  equipment  consisted  of  two  four- 
million  gallon  Cornish  pumping  engines  built  in  1855,  and  six 
old  Cornish  boilers,  all  of  which  had  been  removed  from  Division 
street  station.  During  1905  these  pumps  and  boilers  were  being 
removed  and  scrapped.  It  is  the  intention  to  install  a  ten-million 
gallon  low  duty  Worthington  engine  to  pump  from  Fairmount 
reservoir  into  the  first  high  service  systeiri,  and  two  two-million 
gallon  vertical  triple  expansion  engines  to  pump  from  Fairmount 
reservoir  into  the  second  high  service  system.  The  front  of  the 
station  will  also  be  remodeled  to  some  extent,  the  old  standpipe, 
with  the  masonry  tower  enclosing  it,  will  be  torn  down,  and  five 
boilers  removed  from  Division  street  will  replace  the  six  old  Cor- 
nish boilers.  In  general,  it  may  be  said,  that  while  some  of  the 
pumping  stations  are  old,  and  some  of  the  machinery  is  anti^ 
quated,  a  few  pumps  being  obsolete,  the  entire  mechanical  equip- 
ment gives  evidence  of  careful  and  efficient  operation.  Cleveland 
enjoys  very  favorable  conditions  for  economical  pumping,  includ- 
ing abundant  supply  to  the  suction  pipes,  low  and  almost  constant 
suction  lift;  practically  constant  pressure  on  the  discharge  side 
of  the  pumps;  and  reservoirs  for  each  service,  which  enable  aU 
the  pumps  to  be  operated  at  their  most  economical  speed.  The 
station  duties  obtained,  as  shown  on  exhibits  three  (not  repro- 
duced here)  and  twenty  (see  H  165)  should,  nevertheless,  be 
classed  as  creditable,  when  the  age  and  type  of  some  of  the  pumps 
are  considered. 

Syracuse.     ISTo  pumps. 

Indianapolis,     82,000,000  gallons. 

New  Haven.  If  all  could  be  run  at  once,  forty  million  gal- 
lons. Under  existing  conditions,  probable  combined  maximum 
capacity  of  pumps  would  be  about  33,000,000  gallons. 

H  11.     Daily  supply  stored  in  impounding  reservoirs. 
Chicago,  Cleveland.     None. 
New  Haven.     No  accurate  figures  available. 
Syracuse, 
(a)  Maximum  (h)  Minimum  (c)  Average 

,    at  elevation  at  elevation  at  elevation 

463.1  458.8  461 

18,054,031,800  gal.  6,951,672,000  gal.  12,569,124,000  gal. 

Indianapolis. 

5,325,000  gal.  3,000,000  gal.  4,500,000  gal. 

H  12.     Daily  supply  stored  in  distributing  reservoirs. 
Chicago.        (a)  Maximum.  (6)  Minimum.  (c)  Average. 

205,000  gal.     Probably  50,000  gal.     Est.  125,000  gal. 
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Cleveland. 

(a)  Maximum.  (&)  Minimiim.  (c)  Average. 

Favrmount  L.  S.  Fairmount  L.  8.  Fairmount  L.  S. 

80,500,000  57,247,000  78,300,000 

Kinsman  H.  S.  Kinsman  H.  8.  Kinsman  H.  8. 

34,400,000  19,398,000  30,400,000 


Total  gal.  114,900,000  gal.  76,645,000  gal.  108,600,000 

(a)  Maximum.      (h)  Minimum.       (c)  Average. 
Syracuse.     131,000,000  gal.     90,430,000  gal.     116,400,000  gal. 

Indianapolis.         None.  None.  None. 

New  Haven.  Definite  figures  not  available,  but  is  seems  proba- 
ble that  most  of  the  reservoirs  were  maintained  somewhere  near 
full. 

H  13.     Total  gallons  of  water  pumped  dujing  year. 

Chicago.  135,831,033,339  gallons,  including  Washington 
Heights. 

Cleveland.  Deducting  slip,  engines  at  Kirtland  street  pump 
31,040,300,000  gallons.  All  water  pumped  to  city  was  pumped 
by  engines  at  Kirtland  street  station  into  low  service  mains  or 
Pairmount  low  service  reservoir.  This  total  amount  was  31,040^- 
300,000  gallons,  of  which  amount  the  ten  raillion  gallon  Holly  en- 
gine at  Division  street  station,  which  took  its  water  under  pressure 
from  low  service  mains,  repumped  2,006,600,000  gallons  into 
high  service  mains  or  Kinsman  reservoir.  The  two  old  Cornish 
piunping  engines  at  Pairmoimt  station,  taking  their  water  from 
Fairmount  reservoir,  also  repumped  313,536,000  gallons  into  the 
high  service  mains  or  Kinsman  reservoir. 

Syracuse.     No  water  pumped. 

Indianapolis.     6,134,331,866,  allowing  for  estimated  slip. 

New  Haven.     4,373,900,000,  allowing  for  slip. 
H  14.     Average  gallons  pumped  per  twentyrfour  hours. 

Chicago.     372,112,417,  including  "Washington  Heights. 

Cleveland.  Deducting  slip,  pumped  at  Kirtland  street,  57,- 
644,384.  Eepumped  at  Division  street,  5j497,534;  repumped  at 
Fairmount,  856,263. 

Syracuse.     No  water  pumped. 

Indianapolis.     16,778,964,  allowing  for  estimated  slip. 

New  Haven.     11,980,000,  allowing  for  slip. 
H  15.     Average  static  head  against  which  *pumps  work. 

Chicago.     See  H  16. 

Cleveland.  169.8  feet.  Based  on  average  level  of  water  in 
intake  pits  and  in  reservoirs,  the  average  static  head  against  which 
the  engines  at  Kirtland  street  worked  was  171.81  feet;  for  the  en- 
gines at  Division  street  and  Fairmount,  the  average  static  head 
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was  151.9.     The  average  static  head  for  all  the  pumps,  based  on 
plunger  displacement  without  allowance  for  slip,  was  169.8  feet. 

Syracuse.     No  pumps. 

Indianapolis.     No  reservoirs.     See  H  16. 

New  Haven.     About  101  feet. 
H  16.     Average  dynamic  head  against  which  pumps  were  worked. 

Chicago.  104.07  feet.  The  dynamic,  head  against  ,wtuch 
water  is  pumped  at  each  station  as  shown  in  plate  XV  (not  repro- 
duced), is  calculated  from  the  pumping  station  reports  for  1905, 
but  it  should  be  stated  here  that  the  manner  in  which  the  pressure 
gauges  are  connected  to  the  mains  throws  dpubt  upon  the  accuracy 
of  some  of  these  reports.  Many  of  these  gauges  are  set  at  consider- 
able elevations  above  the  points  at  which  their  gauge  pipes  are 
tapped  into  the  discharge  mains,  and  in  each  case  the  reported 
dynamic  head  was  based  on  the  assumption  that  the  gauge  pipe 
was  entirely  filled  with  water,  and  contained  no  air.  The  approx- 
imate height  of  gauge  above  the  point  at  which  its  pipe  is  tapped 
into  the  main  and  the  average  dynamic  head  calculated  from  the 
reports  for  each  station  are  as  follows  for  the,  eight  principal  pump- 
ing stations. 

Approximate  Average 

height  of  gauge         dynamic  head  for  1905, 
Pumping  station.         above  tap  in  mcdn.       calculated  from  reports. 

(Feet.)  (Feet.) 

Chicago  avenue,  main  engine 

room   15  100.79 

Holly  engine  room 3  105.89 

Twenty-second  street 24  97.48 

Harrison  street 33  99.35 

Fourteenth  street 33  108.92 

Sixty-eighth  street 8  116.25 

Lake  View 8  99.79 

Central  Park  avenue 31.5  97.93 

Springfield  avenue 35  100 

It  is  obvious  that  if  part  of  any  gauge  pipe  contains  air,  in- 
stead of  water,  the  reported  gauge  readings  wUl  indicate  a  dynamic 
head  which  will  exceed  the  actual  head  against  which  the  pump  is 
working  by  just  the  height  of  the  air  column  in  the  gauge  pipe. 
As  air  is  lighter  than  water,  the  tendency  is  for  it  to  enter  the 
gauge  pipe  at  every  opportunity,  and  to  rise  to  the  top  of  this  pipe, 
displacing  a  corresponding  volume  of  water.  Water  kept  in  more 
or  less  violent  motion,  as  by  the  plungers  of  pumps,  usually  contains 
at  least  a  little  air,  some  of  which  wUl  enter  the  gauge  pipe,  and 
when  the  tap  for  a  gauge  pipe  is  made  near  the  top  of  a  discharge 
main,  or  in  the  air  chamber,  near  the  line  between  the  air  and 
the  water,  the  pipe  is  likely  to  become  full  of  air  much  more  rap- 
idly. 

When  the  height  of  the  gauge  above  tlie  tap  in  the  main  is, 
»8  in  the  case  of  the  Harrison  Street  and  some  other  stations  in 
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Chicago,  one-third  c  i'  i  i ;  j  total  dynamic  head*,  the  reported  dynamic 
head  might,  under  the  most  unfavorable  conditions  be  50  per  cent. 
in  excess  of  the  actu:al.  It  is  not  believed  that  any  of  the  reported 
dynamic  heads  are  in  error  to  anything  like  this  extent,  but  some 
air  was  found  by  actual  test  in  a  number  of  gauge  columns,  and 
when  this  air  was  blown  out,  the  gauges  dropped  several  pounds. 

There  is  no  means  of  estimating,  eveii  approximately,  what 
was  the  average  error  from  this  cause  in  1905,  but  the  manner  in 
which  the  gauge  pipes  are  tapped  into  the  mains,  the  rough  tests 
made  and  other  attendant  circumstances  indicate  that  the  errors 
were  probably  greater  at  the  Harrison  Street  and  Fourteenth  Street 
stations  than  at  the  others.  This  condition  may  ofEer  a  partial 
explanation  of  the  fact  that  the  reported  duty  of  the  old  pumps 
at  Harrison  Street  station  exceeds  that  of  the  newer  engines  with 
superheaters  at  Springfield  Avenue  and  Central  Park  Avenue. 

(SeeH  85  and  H  165.) 

Any  errors  in  gauge  readings  will,  of  course,  affect  directly  the 
station  duty,  Plate  15  (not  reproduced),  as  well  as  the  cost  of 
pumping  a  million  gallons  of  water  against  the  dynamic  head  of 
one  hundred  feet,  Plate  16  (not  reproduced).  Some  of  the  ma- 
chinery is  so  antiquated  that  it  would  pay  to  replace  it  as  soon  as 
possible,  and  there  is  almost  no  reserve  in  pumping  capacity  at  any 
of  the  large  stations,  so  that  all  the  pumps  have  to  be  kept  going 
an  unusually  large  percentage  of  the  time.  But  the  fact  that  the 
pumps  are  actually  able  to  run  so  long  without  shut-down,  and  the 
actual  station  duties  obtained  in  their  operation,  speak  well  on  the 
whole  for  the  pumping  station  crews. 

Cleveland.     197.6  feet. 

A  tabulated  summary  of  work  done  by  the  pumping  engines  in 
1905  is  given  on  page  178. 

The  average  dynamic  head  of  197.6  feet  given  in  answer  to 
H  16  (above)  is  the  average  dynamic  head  against  which  all  the 
pumps  worked,  based  on  plunger  displacement  measurement. 

Syracuse.    No  pumps. 

Indianapolis.     194  feet. 

New  Haven.     About  110  feet. 

H  17.     Average  number  of  foot-gallons  of  work  done  by  pumps 
per  24  hours,  based  on  dynamic  hea(J, 

Chicago.     38,725,739,237. 

Cleveland.  12,656,500,000  foot-gallons  for  all  pumps  after 
deducting  slip. 

Syracuse.     No  pumps. 

Indianapolis.  3,255,119,016,  -allowing  for  estimated  slip  and 
not  including  work  done  by  air  lift  compressors,  nor  by  pumps  at 
filter  plant. 

New  Haven.     1,429,728,767. 
Vol.  II.— 13. 
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H  18.  Difference  between  gallons  of  water  stored  in  impounding 
reservoirs  at  end  and  at  beginning  of  year,  expressed  as 
increase  or  decrease. 

Chicago,  Cleveland.     None. 

Syracuse.     2,759,400,000  gallons  increase. 

Indianapolis.    Practically  none. 

New  Haven.     Definite  figures  not  available. 

H  19.  Difference  between  gallons  of  water  stored  in  distributing 
reservoirs  at  end  and  at  beginning  of  year,  expressed  as 
increase  or  decrease. 

Chicago.     Practically  none. 

Cleveland.  Decrease  in  Pairmount  resfervoir  of  2,345,000  gal- 
lons, minus  increase  in  Kinsman  reservoir  of  733,000  gallons,  makes 
net  decrease  of  1,512,000  gallons. 

Syracme.     So  small  as  to  be  negligible. 

Indianapolis.     None. 

New  Haven.     Definite  figures  not  available. 
H  20.     Total  gallons  consumed  during  year. 

Chicago.     135,588,942,536.  - 

Cleveland.  21,040,200,000,  plus  1,512,000,  equals  21,041,- 
712,000  gallons. 

Syracuse.    4,507,750,000  gallons  (about). 

Indianapolis.     6,124,321,866. 

New  Haven.     7,908,941,000. 
H  21.     Average  gallons  consumed  per  24  hours. 

Chicago.     371,476,555. 

Cleveland.     57,648,526. 

Syracuse.     About  12,350,000. 

Indianapolis.     16,778,964. 

New  Haven.     21,668,332. 

DISTRIBUTION    SYSTEMS. 
H  22.    Kind  of  pipe  in  use  for  mains. 

Chicago.  Cast  iron  bell  and  spigot  pipe.  Later  pipe  required 
to  be  tested  at  factory  to  300  pounds  per  square  inch.  Some  of  the 
older  pipe  is  somewhat  lighter. 

Cleveland.  Cast  iron  bell  and  spigot  pipe,  except  for  some 
short  lengths  of  steel  riveted  pipe  on  discharge  mains  or  in  pipe 
tunnels.  C.  I.  pipe  usually  tested  to  300  pounds  per  square  inch 
for  20-inch  pipe  and  under.  Over  20-inch,  the  test  is  250  pounds 
per  square  inch.    Some  of  the  older  pipe  is  somewhat  lighter. 

The  distributing  system  is  fairly  well  gridironed  and  the  main 
arteries  are  adequate  in  size  for  the  service  demanded  of  them. 
There  are,  however,  a  good  many  small  mains,  and  too  large  pro- 
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portion  of  hydrants  witli  small  barrels  and  small  connections,  prin- 
cipally four-iQch,  to  the  mains.  The  pipes-  are  abundantly  strong 
for  the  pressures  they  are  called  upon  to  withstand,  and  appear  to 
have  been  well  laid.  All  mains  of  10  taches  or  more  in  diameter 
are  shown  on  Plate  II  (not  reproduced) ;  the  8-inch,  6-iiich,  4-inch 
and  3-inch  mains  not  being  shown  thereon.  The  system  is  fairly 
well  equipped  with  gate-valves,  and  appears  to  be  well  cared  for 
and  maintained. 

Syracuse.  Cast  iron  hub  and  spigot  pipe.  All  pipe  laid  since 
1893  tested  to  300  pounds  per  square  inch  up  to  and  including 
20-inch  pipe.  Larger  sizes  tested  to  from  325  to  300  pounds,  ac- 
cording to  location.  Some  of  the  old  maihs  laid  prior  to  1893 
were  slightly  lighter,  but  all  of  the  old  Water  company's  mains 
except  about  20  miles  of  the  newest  of  them  have  been  removed  and 
replaced.  There  are  a  few  galvanized  iron"  pipes  laid  by  the  city 
for  temporary  supply  to  consumers  off  the  line  of  mains,  but  these 
are  not  considered  here. 

At  the  close  of  the  year  1905  the  distributing  system  consisted 
of  179.306  miles  of  cast  iron  mains  from  4.  inches  to  36  inches  in 
diameter.  When  the  new  works  were  constructed,  the  existing 
mains  were  comparatively  few  and  short  and  of  small  diameter. 
As  a  rule  a  distributing  system  of  mains  grows  piecemeal  with  the 
city,  and  it  is,  therefore,  usually  impossible  or  impracticable  to  fore- 
cast far  in  advance  just  where  mains  should  be  laid  and  what  their 
size  should  be,  or  even  if  this  forecast  could  be  made,  it  would  often 
be  impossible  for  economical  reasons  to  lay  the  large  arteries  which 
should  form  part  of  the  ideal  system  in  advance  of  the  need  for 
them.  In  Syracuse  an  unusual  opportunity  was  oilered  to  design 
and  construct  a  large  distributing  system  practically  as  a  whole 
for  a  city  of  100,000  people.  The  engineer  in  charge  made  good 
use  of  this  opportunity,  and  the  result  is  a  well  planned  and  con- 
structed system  of  mains  of  unusually  large,  average  diameter,  well 
gridironed,  and  equipped  with  more  than  the  average  mimber  of 
gate-valves. 

An  interesting  description  of  the  reconstruction  of  the  Syra- 
cuse water  works  plant  will  be  found  in  the  paper  by  Mr.  W.  E. 
Hill,  Exhibit  II  (not  reproduced).  An  examination  of  the  plans 
and  an  inspection  of  the  plant  itself  show  that  all  of  this  work 
was  designed  and  executed  with  skill  and  care  on  the  part  of  the 
engineers  who  were  responsible  for  it.  The  maps,  plans  and  en- 
gineering records  left  by  them  are  very  full  and  complete,  and  will 
prove  of  great  value  in  the  construction  of  the  new  conduit  line  and 
reservoir.  The  later  maps  and  records  of  the  bureau  of  water  are 
by  no  means  so  complete  nor  so  well  kept  up  to  date.    (See  H  114.) 

Indianapolis.  Cast  iron  bell  and  spigot  pipe  of  standard 
weight,  tested  to  300  pounds  per  square  inch,  has  been  exclusively 
used  for  many  years.    A  little  of  the  older  pipe  is  somewhat  lighter. 

New  Haven.  Standard  weight  cast  iroii  pipe  on  low  levels  and 
on  all  new  work.    There  are  still  a  few  miles  of  old  cement-lined 
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wrought  iron  pipe,  principally  on  upper  levels  near  lakes,  but  this 
is  being  replaced  with  cast  iron  as  fast  as  possible. 

Besides  lakes  Dawson,  Wintergreen  and  Maltby  No.  1,  which 
have  been  already  described,  and  which  impound  as  well  as  distrib- 
ute, there  are  two  other  smaller  distributing  reservoirs.  Prospect 
Hill  reservoir,  which  has  twin  basins  of  a  combined  capacity  of 
5,800,000  gallons,  and  an  elevation  of  134.6  feet  at  ilow-lLae,  is 
shown  on  Plate  XV  (not  reproduced).  This  reservoir  is  supplied 
by  pumps  at  the  Whitneyville  station  with^vater  from  Lake  Whit- 
ney— ^now  filtered.  The  reservoir  is  enclosed  by  masonry  walls 
backed  by  earthen  embankments,  and  its  bottom  is  lined  with  con- 
crete. 

East  Haven  reservoir,  supplied  by  pumps  at  Lake  Saltonstall, 
has  an  elevation  of  143.3  feet  above  sea  level,  and  an  available  ca- 
pacity of  4,300,000  gallons.  It  has  a  concrete  bottom  with  concrete 
walls  backed  by  earth  embankments.  There  is  a  slight  leak  in  this 
reservoir  above  the  143-foot  level.  Otherwise,  both  reservoirs  are 
in  good  shape.    Both  are  very  neatly  kept  and  well  eared  for. 

All  of  the  ISTew  Haven  mains  are  interconnected  into  one  gen- 
_eral  system  except  those  which  distribute  the  water  from  Lake 
Wintergreen.  As  none  of  the  other  lakes  are  high  enough  to  serve 
Prospect  Hill,  the  water  from  Lake  Wintergreen  is  reserved  for 
this  district  and  its  mains  are  kept  separate  from  the  rest.  The 
pipe  system  in  New  Haven  is  unique,  in  that,  instead  of  branching 
out  from  one  or  perhaps  two  centers  of  distribution,  as  is  usually 
the  case,  the  large  mains  come  in  towards  the  center  from  almost 
all  points  of  the  compass  except  the  south  and  southwest. 

The  plan  of  the  mains  leading  in  from  the  five  widely  separated 
sources  of  supply  and  cross-connected  on  almost  every  street  re- 
sembles a  gigantic  spider  web  more  than  it  does  the  usual  "grid- 
iron" plan.  Plate  III  (not  reproduced)  shows  not  only  the  mains 
but  also  in  dotted  lines  the  streets  on  which  there  are  no  mains, 
and  it  will  at  once  be  noted  that  there  are  very  few  of  the  latter, 
as  there  is  a  main  on  almost  every  street  in  the  city  and  adjacent 
towns.  There  is  very  little  4-inch  main — only  about  five  miles — 
and  most  of  this  is  found  in  West  Haven,  the  territory  originally 
supplied  by  the  West  Haven  Water  company,  whose  plant  and  fran- 
chise were  purchased  by  the  present  company  in  1900.  The  average 
size  of  the  mains  is  unusually  good,  considering  the  size  of  the  city 
and  the  fact  that  the  supply  is  brought  in  towards  the  center  from 
five  different  directions.  There  are  a  few  miles  of  old  cement- 
lined  pipe,  some  of  it  of  fairly  large  diameter,  principally  on  the 
upper  levels  where  the  pressure  is  lighter,  but  these  are  rapidly 
being  replaced  by  cast  iron  mains. 

Owing  to  the  fact  that  with  the  exception  of  Lake  Winter- 
green the  distributing  reservoirs  which  furnish  the  gravity  supply 
to  the  city  are  only  from  135  to  156  feet  above  sea  level,  the  pres- 
sures maintained  in  the  city,  after  deducting  the  friction  losses, 
are  not  as  a  rule  sufficient  to  give  effective  hydrant  streams  for 
buildings  of  any  great  height.  Fire  steamers  ars  usually,  therefore. 
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employed  when  such  streams  are  needed.  In  this  connection  Mr. 
Rufus  H.  Eancher,  chief  of  fire  department,  states  that  on  only 
one  occasion  has  there  been  any  shortage  of  water  for  steamer  use 
during  the  eight  years  that  he  has  been  chief.  This  was  on  ilarch 
5,  1904,  at  the  Fisher  fire  on  Prospect  Hill.  He  says  that  he  was 
able,  however,  to  get  three  1^-inch  streams  from  a  sis-inch  main, 
two  of  the  streams  being  good,  and  one  bad.  At  that  time  this  sis- 
inch  main  was  a  dead  end,  but  this  main  hg,s  now  been  replaced  by 
a  ten-inch  and  the  circuit  completed.  The  chief  considers  the 
supply  and  pressure  adequate  when  steamers  are  used.  He  further 
states  that  the  maias  are  laid  on  almost  every  street,  are  well  grid- 
ironed,  and  have  very  few  dead  ends;  that  the  midtiplication  of 
sources  of  supply  insures  plenty  of  water,  and  that  in  the  dryest 
of  seasons  there  is  "never  any  let  up.  Every  body  uses  all  he  wants 
to  and  never  knows  what  it  is  to  be  short."  Also,  that  the  mains 
have  never  broken  at  time  of  fire,  and  that  the  fire  department  has 
never  been  handicapped  by  any  breaking  of  inains. 

In  explanation  of  the  partial  shortage  pf  water  referred  to  by 
the  chief  as  having  occurred  at  the  Fisher  fire  on  ^larch  5,  1904, 
Mr.  David  Daggett,  Secretary,  N"ew  Haven  TVater  company,  states 
that  the  ground  was  covered  with  snow  and  ice,  and  the  steamers 
tried  one  hill  after  another  before  they  were  able  to  get  up  to  the 
neighborhood  of  the  fire,  finally  arriving,  with  tired  horses,  by  a 
roundabout  way.  They  then  drew  from  two  hydrants  on  a  six- 
iQch  maia,  leaving  an  eight-iach  main  close  to  the  fire  untouched. 

The  entire  distributing  system  appears  to  be  well  cared  for. 

H  23.     Total  length  of  mains  in  miles  at  end  of  year. 

Chicago.  3,020.49,  including  46 J  miles  of  hydrant  branches. 
The  largest  single  item  of  value  in  the  Chicago  plant  is  represented 
by  its  water  mains.  Tn  order  to  be  sure  of  reasonable  accuracy  in 
this  important  item,  the  length  and  size  of  each  main  on  each  street 
were  measured  for  the  city  atlases.  It  wafe  found  that  the  total 
length  of  mains  of  all  sizes  checked  within  about  1  per  cent,  with 
the  total  lengths  given  in  the  annual  reports.  There  were,  however, 
much  larger  discrepancies  between  maps  and  reports  as  to  the 
lengths  of  certain  sizes  of  mains.  For  the  purposes  of  the  appraisal 
it  was  assumed  that  the  mains  were  as  shown  on  the  maps. 

Cleveland.  647.48  miles  (not  counting'  3.64  miles  of  three- 
inch  pipe). 

Syracuse.     179.306  miles. 

Indianapolis.     270.95  miles. 

New  Haven.     184.5  miles. 
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Inches.   Chicago. 


4 
6 
8 
10 
13 
14 
16 
18 
20 
•M 
37 
28 
30 
33 
36 
40 
43 
48 


163.39 

1,117.65 

415.04 

5.83 

119.34 

5.30 

69.20 

0.37 

1.63 

69.70 

0.05 

7.74 

44.75 


0.60 


Cleveland.    Syracuse. 
(In  miles.) 
7.339 


38.11 
363.11 

95.51 
44.73 
25.50 

23.41 

5.57 
8.03 


23.28 
0.33 

13.90 
0.13 
4.48 
5.51 


43.894 
58.813 
30.835 
18.909 

13.045 

9.735 
3.976 


1.517 


3.354 


Indianapolis.  New  Haven. 


17.20 
135.16 
54.61 
14.13 
36.14 

11.35 

5.46 
3.42 


1.53 


1.91 


5.0 
73.0 
53.0 
15.0 
18.0 

11.0 

V.O 
6.0 
3.5 


Cleveland. 

TOTAL    MILEAGE    OF    MAINS    AND    PIPE    IN    ALL    DISTRICTS. 

23  HiaJi 
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Pipe. 
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Pipe. 

48   ...      4.89 

0.62 
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4.48 

4.48 

40   .. 

o!i2 

o!i2 

36    .. 
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H  25.     Average  diameter  of  mains,   determined  by  multiplying 

the  mileage  of  each  diameter  by  that  diameter,  adding  the 

product,  and  dividing  their  sum  by  the  total  sileage  of 

all  the  mains. 

Chicago.       Cleveland.       Syracuse.       Indianapolis.       New  Haven. 

8.38  9.42  10.15  8.34  9.15 

H  26.     Total  number  of  gate-valves  in  use  at  end  of  year. 

^        (a)  Average  number  of  gate-valves  per 
Total.  mile  of  main. 

Chicago.  16,500  8*.15 

Cleveland.        14,356,  of  which  7,634  are    10.5       (after  deducting 
on  hydrant  branches,  hydrant  branches, ) 

leaving  6,614  on 
mains. 
Syracuse.  2,639  14.718 

Indianapolis.     1,902  7.02 

New  Haven.      5,000  37.1 

(b)  Number  of  each  size  of  gate-valves. 
Inches.   Chicago.   Cleveland.  Syracuse.  Indianapolis.  New  Haven. 


4 
6 
8 
10 
12 
14 
16 
20 
24 
28 
30 
36 
42 
48 


(1) 

1,340 

9,740 

3,892 

50 

928 

30 

290 

4 

200 

1 

26 

99 


(2) 
297 
4,040 
973 
439 
345 

184 
45 
40 

118 
67 
33 

33 


156 
1,202 
704 
311 
153 

104 
73 
17 

10 
9 


407 
1,000 

356 
66 
90 

42 
18 
15 

2 
6 


(1)  (Chicago.)  The  count  of  valves  from  the  maps  showed 
a  total  of  15,313;  the  city  reports  showed  16,814.  For  this  ap- 
praisal the  total  was  placed  at  16,500. 

(3)  (Cleveland.)  Not  counting  valves  on  hydrant  branches. 
H  27  and  28.     Kind  and  average  length  of  'service  pipe  used. 

(Feet.) 
Chicago.     Extra  strong  lead 18 

Cleveland.  Prom  main  to  curb,  extra  strong  lead 
up  to  one-inch  inclusive ;  from  1-inch  to  2-inch,  galvan- 
ized iron;  over  2-inch,  cast  iron  bell  and  spigot 19 

Syracuse.  Up  to  l|-inch  diameter,  lead  pipe  AAA 
Brooklyn  gauge.     This  about  equals  in  weight  the  ex- 
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tra  extra  strong  of  the  trade,  which  is  the  heaviest  pipe 

usually  listed.     Prom  1|  to  2i^-iiich,  galvanized  iron; 

above  2^-inch,  cast  iron >. 20  (about) 

Indianapolis.     Extra  strong  lead 17 

New  Haven.     Wrought  iron  and  extra  strong  lead.  20 

City  ordinances  allow  nothing  less  than  1^-inch  for 

wrought  iron,  nor  less  than  f-inch  for  lead. 

appraisal  of  plants. 

(engineer's  printed  report  schedule,  page  3.) 

INQUIRIES  "h"  30-47. 

The  purpose  of  these  inquiries  is  to  ascertain  the  present 
structural  value  of  the  plant,  exclusive  of  the  franchise,  prospec- 
tive profits,  monopoly  right,  good  will,  etc.  Consideration  should 
be  taken  of  the  condition  of  the  plant,  the  cost  of  duplication,  the 
state  of  the  industry  and  the  value  of  the  plant  in  view  of  the  latest 
processes  and  new  inventions.  Allowance  should  be  made  for  the 
legitimate  expenses  of  organization  of  company  or  department, 
securing  of  legislation,  cost  or  surveys,  engineering  advice,  prepara- 
tion of  plans — in  fact,  all  items  that  woiild  at  the  present  need  to 
be  expended  to  construct  and  put  into  operation  a  plant  duplicating 
the  one  now  existing.  Property  which  is  not  used  at  present  in 
the  collection  or  distribution  of  water  should  not  be  included.  Es- 
timated cost  of  opening  and  replacing  paving  which  was  laid  after 
mains  and  services  were  laid  should  be  stated  separately. 

Notes  on  Appraisal. 

(1)  (H  30,  Chicago.)  The  values  of  the  lands  at  pumping 
stations,  storage  yards  and  repair  shops  were  taken  from  the  in- 
ventories for  January  1,  1906,  in  the  offices  of  the  respective  de- 
partments having  to  do  with  those  parts  of  the  plant. 

The  values  of  "sundry  lands  not  included  in  above"  were  taken 
from  the  comptroller's  report  for  1904.  These  latter  values  have 
been  stated  at  the  same  figures  in  successive  comptrollers'  reports 
for  many  years  past  with  no  changes  for  appreciation  or  deprecia- 
tion.   They  are,  therefore,  probably  not  very  accurate. 

(3)  (H  33,  Chicago.)  In  the  appraisal  of  the  cribs  the  figures 
given  for  equipment  and  supplies  in  the  inventory  of  January  1, 
1906  were  assumed  as  correct.  The  values  of  the  cribs  themselves 
were  arrived  at  with  the  assistance  of  Mr.  J.  H.  Spengler,  assistant 
city  engineer.  It  should  be  noted  here  that  the  cost  of  the  four-mile 
crib  was  $469,574.83,  while  the  Carter  H.  Harrison  crib,  consid- 
ered a  finer  structure,  cost  only  $225,000  (see  also  H  123).  The 
cost  of  the  former  crib  was  regarded  as  excessive  and  the  appraisal 
was  based  on  a  comparison  of  the  values  of  the  two  cribs  with  the 
Carter  H.  Harrison  crib  as  a  standard.  On  account  of  the  heavy 
expense  of  keeping  the  old  two-mile  crib  free  from  ice,  and  for 
other  reasons,  that  crib  will  be  abandoned  as  soon  as  a  tunnel  can 
be  completed  between  it  and  the  Carter  H.  Harrison  crib. 

Exhibit  16  (p.  188)  is  a  table  showing  the  estimated  present 
values  of  the  cribs.     (These  notes  are  continued  on  p.  188.) 
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EXHIBIT    17. ESTIMATED    VALUES    OF    LAND    AND    LAKE    TUNNELS. 

Description.  Original  value.  Present  value. 

1  5-ft.  tunnel  from  Two  Mile  crib  to 

Chicago  aye.  pumping  station $361,881.63      $361,881.63 

1  7-ft.  tunnel  from  Two  Mile  crib  to 

Chicago  ave.  pumping  station 415,709.36       415,709.36 

1  7-ft.  tunnel  from  Chicago  ave.  sta- 
tion to  23d  St.  pumping  station. . .        542,913.63         46,690.57 
1  7-ft.  tunnel  from  Two  Mile  crib  to 

Chicago  ave.  pumping  station 343,768.64        300,000.00 

1  Tunnel  from  shaft  at  Park  Eow  and 
I.  C.  Railroad  to  Four  Mile  crib 
with  connection  to  14th  st.  station.     1,104,744.13     1,104,744.13 

1  7-ft.  tunnel.  Park  Eow  shaft  to  Har- 
rison st.  station 384,380.04         18,958.67 

1  6-ft.  tunnel  on  Jefferson  st.,  from 
Van  Buren  to  Harrison  st 15,968.17  1,064.54 

1  -10-ft.  tunnel  from  foot  of  Oak  st.  to 

Carter  H.  Harrison  crib 677,577.55        677,577.55 

1  10-ft.  tunnel  from  foot  of  Oak  st. 
to  shaft  at  Green  st.  and  Grand 
ave.;  3  8-ft.  tunnels  from  this  in- 
tersection, 1  to  Central  Park  ave. 
station,  and  1  to  Springfield  ave. 
station 3,131,535.03     1,141,143.77 

1  7-ft.  tunnel  connecting  above  10-ft. 
tunnel  with  the  Chicago  ave.  pump- 
ing station 43,436.45  43,436.45 

Eemodeling  tunnel  system  at  Chicago 

ave.  station    31,380.00  31,380.00 

1  7-ft.  tunnel  from  Lake  View  crib  to 
Lake  View  station 701,793.45        701,793.45 

1  7-ft.  tunnel  from  68th  st.  crib  to 
68th  St.  station 771,556.07        771,556.07 

1  10-ft.  shaft  and  150  ft.  of  7-ft.  tun- 
nel to  supply  new  pump  at  68th  st. 
station  .  : 7,000.00  7,000.00 


$7,431,629.13  $5,631,935.17 
Water  pipe  tunnels 317,173.31        317,173.81 

$5,839,108.38 

(4)  (H  35,  Chicago.)  The  values  of  the  various  buildings 
agree  with  those  given  in  the  inventories  for  January  1,  1906. 

(5)  (H  36,  Chicago.)  The  present  value  of  pumpmg  en- 
gines and  boUers  as  given  in  the  inventory  for  January  1,  1906, 
was  obtained  by  deducting  in  each  case  from  the  first  cost  5  per 
cent,  per  annum  since  date  of  erection.  This  might  not,  as  a  gen- 
eral rule   be  an  unreasonable  rate  of  depreciation,  but  when  ap- 
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plied  to  specific  cases  in  Chicago  it  gave  erroneous  results.  For 
example,  some  of  the  best  engines  in  the  city  are  about  17  years 
old,  and  were,  therefore,  credited  in  the  inventory  with  only  15  per 
cent,  of  their  original  cost,  while  others  still  in  operation  and  not 
likely  to  be  replaced  for  several  years  were  given  no  value  at  all. 
The  writer  in  appraising  the  pumping  engines  and  boilers  has  tried 
in  each  instance  to  arrive  at  the  fair  present  value  of  the  particular 
piece  of  machinery,  due  regard  being  had  to  all  the  actual  condi- 
tions. The  other  equipments  at  the  several  pumping  stations  as 
well  as  the  supplies  in  each  case  have  been  valued  in  accordance 
with  the  inventory  for  January  1,  1906. 


EX. 18.  ESTIMATED  VALtTES  OF  PUMPING  STATION'S  AND  EQUIPMENT. 


Station. 
Chicago   avenue.  . 
Twenty-second  st. 
Sixty-eighth  st. . 

Lake  View 

Harrison  st 

Fourteenth  st . . . 
Springfield  ave. . 
Central  Park  ave. 
Washington  Heights 
Norwood  Park 


Original 
aliie. 


$75,000 

200,000 

32,000 

26,400 

3,000 

5,500 


ana            ■< 

£-uu 

tingii          ■• 

Present 

Original 

Present 

value. 

value. 

value. 

$655,900  $150,000 

$90,000 

123,782 

74,500 

35,000 

33,000 

108,083 

75,000 

75,000 

60,000 

43,000 

80,000 

80,000 

56,000 

220,000 

101,320.50 

65,858.33 

35,000 

169,500 

160,000 

30,000 

154,500 

150,000 

4,000 

6,000 

3,000 

5,500 

1,100 

400 

$1,262,182 

$678,458.33 

Pumping  equipment. 

'           Boilers           >  /"Pumping  engines"^ 

Original     Present  Original  Present 

Station.                      value.         value.  value.  value. 

Chicago   avenue $125,000     $100,000  $478,000  $288,000 

Twenty-second  St.. .           9,000          2,000  516,500  20,000 

Sixty-eighth  st Includedin        331,000  120,000 

cost  of  en- 
gines. 

Lake  View 16,000           1,000  136,000  54,390 

Harrison  st 9,000             500  138,448  70,000 

Fourteenth  st 100,000       100,000  325,746  175,000 

Springfield  ave Includedin        20,000  270,000  175,000 

engines. 

Central  Park  ave...  In  engines.         20,000  270,000  175  000 

Washington  Heights.          2,500           1,250  4,450  2^500 

N"orwood  Park 1,600              600  2,205  '90O 

$245,350  $1,080,790 
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(6)  (H  42a,  Chicago.)  (See  H  23.)  To  determine  the  value 
of  mains,  a  table  of  unit  prices  was  prepared  with  the  assistance 
of  Mr.  W.  A.  Levering,  superintendent,  division  of  water  pipe  ex- 
tension ;  all  available  records  being  consulted  for  the  purpose. 

For  this  table,  see  blueprint.  Exhibit  20  (not  reproduced 
here) . 

The  value  of  the  mains  was  based  on  the  cost  of  duplication 
on  January  1,  1906,  less  depreciation.  The  cost  of  duplication 
necessarily  includes  the  cost  of  replacing  the  pavement  over  the 
mains,  which  item  is  stated  separately  in  the  table.  The  cost  of 
pavement  was  ascertained  with  the  aid  of  Mr.  Joseph  A.  Moore, 
assistant  engineer,  department  of  public  works. 

The  assumed  average  width  of  cut  in  each  kind  of  pavement 
for  each  size  of  main  was  based  upon  a  table  prepared  for  a  similar 
purpose  by  the  appraisers  of  the  Omaha  water  works.  The  cost 
per  square  yard  of  each  kind  of  pavement  was  based  upon  current 
Chicago  prices.  Due  regard  was  had  to  the  fact  that  what  is  called 
the  "upset  .price,"  which  is  the  price  for  Repairing  pavements  on 
which  the  guarantee  period  has  not  yet  expjred,  but  which  may  be 
opened  under  permit  from  the  city,  is  fixed  by  the  original  con- 
tract, and  is  usually  different  from  the  contract  price  per  square 
yard  for  the  pavement  as  laid  in  the  first  instance.  It  was  also 
necessary  in  this  connection  to  ascertain  the  total  lengths  of  each 
kind  of  pavement  on  which  the  guarantee  period  had  not  yet  ex- 
pired. 

Exhibit  19  shows  in  condensed  form  the  principal  pavement 
data,  and  is  as  follows : 


Kind  of 

Pavement. 

Asphalt  .... 

Asphalt  .... 

Asphalt-block 

Brick  

Brick   

Cedar-block, 
Concrete  . . . 
Creosoted- 

block. 
Creosoted- 

block . 
Granite  .... 
Granite  .... 
Macadam  . . 
Macadam  . . 
Medina-stone 
NovacuUte  .. 
Novaculite  .. 
Rock-asphalt 
Rock-asphalt 
Slag  


Miles. 

69.70 

199.13 

2.03 

23.00 

64.41 

580.38 

0.24 


.80 

26.90 

20.27 

435.80 

54.74 

1.30 

.28 

2.22 

'."57 
3.80 


EXHIBIT  19. 
Sq.  Yds. 
to  Mile. 
18,515.2 
18,515.2 
18,515.2 
18,515.2 
18,515.2 
18,515.2 
18,515.2 

18,515.2 

18,515.2 
18,515.2 
18,515.2 
18,515.2 
18,515.2 
18,515.2 
18,515.2 
18,515.2 
18,515.2 
18,515.2 
18,515.2 


pavi;]m:ent  data. 

Total      Current 
8q.  Yds.     Price. 


Upset 
Price 


1,290,509.4 

3,686,931.8 

37,585.9 

425,849.6 

1,192,564.0 

J0,745,851.8 

4,443.6 


14,812.2 

498,058.9 

375,303.1 

8,068,924.2 

1,013,522.0 

24,069.8 

5,184.3 

41,108.7 


Total  Cost. 

$2  04     $2,632,639  18 

....  $3  00  11,060,795  40 

2  00       75,171.80 

2  40       1,022,039  04 

3  00    3,577,692  00 

1  25       13,432,314  75 

2  25       9,998  10 


3  00 

i  25 

3.06 
1  25 


10,553.7 
70,357.8 


40 


1,485.57     27,505,625.8       .. 

Average  price  per  square  yard  =  $45,754,447.82 


3  00         44,436  60 

1,494,176  70 

3  00    1,125,909  30 

10,086,155  25 

1.00    1,013,522.00 

72,209  40 

6,480  38 

1.00         41,103  70 

3  00  31,661  16 

28,143  12 

:5,754,447  82 
.  27,505,625.8  =  $1,663. 
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It  is  believed  that  the  estimate  of  the  cost  of  duplication  of 
the  Chicago  mains  is  probably  more  nearly  Accurate  than  any  other 
single  item  of  the  appraisal,  but  it  must  be  c'oneeded  that  the  same 
confidence  is  not  felt  in  the  accuracy  of  the  estimated  percentage 
of  depreciation  of  the  mains.  After  much  |ime  spent  in  consider- 
ation of  all  the  available  data  which  might  throw  any  light  on  the 
subject,  this  depreciation  has  been  estimated  at  25  per  cent. 

Exhibit  21  shows  the  estimated  cost  of  duplicating  the  existing 
system  of  mains  and  their  estimated  present  value  after  allowing 
for  depreciation. 


EXHIBIT 

21.       ESTIMATED  VALUE   OF   MAINS. 

Cost  Per 

Esti- 

Total 

Lineal  Fooi 

'                         mated  Per 

Size 

Length 

of  Main, 

Gent,  of 

of  Main 

of  Main 

Including 

Depreoia- 

Present 

(Inches) 

,     (feet). 

Pavement. 

Total  Cost.         tion.* 

Value. 

4 

862,740 

?1.18 

$1,018,033.20 

$763,524,90 

6 

5,901,200 

1.42 

8,379,704  00 

6,284,778.00 

S 

2,191,405 

1.69 

3,703,474.45 

2,777,605.84 

10 

30,820 

2.06 

63,489.20 

47,616.90 

12 

630,130 

2.49 

1,569,023.70 

•  •  r 

1,176,767.77 

14 

28,000 

2.92 

81,760.90 

61,320.00 

16 

365,200 

3.46 

1,257,592.00 

943,194.00 

18 

1,420 

4.05 

5,751.00 

4,313.25 

20 

8,630 

4.65 

40,129.50 

30,097.12 

24 

368,080 

6.19 

2,279,415.20 

1,708,811. 40- 

28 

280 

7.83 

2,192.40 

1,644. 30> 

30 

40,890 

8.44 

345,111.60 

258,833.70 

36 

236,285 

10.77 

2,544,789.45 

1,908,592.09^ 

48 

3,110          17.36 
value  of  mains 

53,989.60 

40,492.20 

Total 

$21,343,465.30 

$16,007,591.47 

(7)  (H  44,  Chicago.)  See  also  H  122.  Most  of  the  hydrants 
which  are  in  use  in  Chicago,  and  practically  all  the  valves  of  from 
4-inch  to  24-inch  inclusive,  have  been  built  from  patterns  designed 
many  years  ago,  by  former  City  Engineer  Cregier.  These  hydrants 
and  valves  are  built  at  the  water  works  repair  shop,  owned  and  op- 
erated by  the  city.  The  repair  shop  sells  the  hydrants  and  valves 
to  the  bureau  of  water  at  actual  cost  plus  10,  per  cent,  for  wear  and 
tear  on  tools  and  plant.  As  the  prices  quoted  on  these  valves  and 
hydrants  seemed  excessive,  quotations  were  asked  from  two  of  the 
most  reputable  manufacturers  of  similar  goods,  and  a  comparison 
of  these  quotations  shows  that  the  city  has.  been  paying  consider- 
ably more  for  the  valves  and  hydrants  which.it  makes  than  it  would 
have  had  to  pay  for  the  same  sizes  of  valves  and  hydrants  in  the 
open  market. 

As  the  valves  and  hydrants  on  which  quotations  were  obtained 
were,  in  the  writer's  opinion,  at  least  as  good  as  those  made  by  the 
city,  the  best  prices,  quality  considered,  at  which  these  goods  could 


*25  per  cent,  on  the  system  of  mains  as  a  whple. 
Vol.  II.— 14. 
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have  been  bought  on  January  1,  1906,  were  taken  as  the  basis  for 
this  appraisal. 

In  this  connection  it  may  be  further  stated  that  80  per  cent, 
of  all  the  hydrants  in  Chicago  are  of  the  old  Cregier  pattern  and 
have  no  frost  jacket.  The  barrel  of  this  hydrant  cannot  be  re- 
moved except  by  taking  out  the  bolts  in  the  bottom  of  the  hydrants. 
To  give  access  to  these  bolts  and  to  protect  the  hydrants  from  frost, 
it  has  been  found  necessary  to  set  these  hydrants  in  circular  brick 
basins  drained  to  the  sewer,  and  to  fill  the  bottoms  of  these  basins 
with  manure  every  fall.  This  manure  has  to  be  removed  every 
spring  after  freezing  weather  is  over.  The  average  cost  of  these 
brick  basins  is  about  $35  each.  The  cost  of  placing  manure  in  the 
basins  last  fall  was  92  cents  per  hydrant  for  about  18,500  hydrants, 
or  about  $17,000.  The  cost  of  removing  the  manure  in  the  spring 
was  approximately  the  same,  so  that  besides  the  first  cost  of  these 
basins,  which  amounts  to  about  $647,500,  the  cost  of  this  type  of 
hydrant  entails  in  round  numbers  an  annual  expense  to  the  city 
of  $34,000. 

Hydrants  of  all  the  best  types  obtainable  in  the  market,  in  use 
in  many  cities  having  colder  climates  than  Chicago,  do  not  require 
these  brick  basins  nor  the  annual  packing  with  manure  to  prevent 
their  freezing.  Accordingly,  in  this  appraisal  no  credit  is  given  for 
the  brick  basins,  but  an  allowance  is  made  *of  $10  per  hydrant  for 
setting  and  for  providing  for  draining  the  dxip  from  the  hydrants. 
This  allowance  is  believed  to  be  liberal. 

EXHIBIT  32. 

This  exhibit  shows  prices  paid  by  city  of  Chicago  for  hydrants 
and  valves  built  by  the  city  water  works  repair  shop  as  compared 
with  prices  quoted  on  hydrants  and  valves  of  same  size  by  rep- 
utable outside  manufacturers. 


HYDRANTS. 


Description. 

Single,   2%-inch 

Double,   2%  inch 

Double,  Syo-inch 

Double,   4-incli 


Price  as 

Manufactured 

by  City 

Water  Works 

Prices  Quoted  hy 

Repair  Shop. 

Outside  Manu- 

facturers. 

* 

$23. G2 

$21.00             

44.82| 

36.00             

With  7-ln.'  With  8-ln. 

barrel.         barrel. 

50.87 

44.25             $51.37 

With7-in.  With8-in. 

barrel.        barrel. 

50.87 

44.25              51.37 

WATER     WOEKS     ENGINEERING. 
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EXHIBIT 

23. 

ESTIMATED   VALUE 

OE    VALVES,   VALVE    BASINS, 

SETTINC 

VALVES 

Size 

of  valve 

Number  of 

Cost  of  each 

Total  cost 

(inches) . 

valves. 

valve. 

of  valves. 

4 

1,240 

$7.65 

$9,486.00 

6 

9,740 

12.50 

120,750.00 

8 

3,892 

18.90 

73,258.80 

10 

50 

27.00 

1,350.00 

12 

928 

34.20 

31,757.60 

14 

30 

55.00 

1,650.00 

16 

290 

64.00 

18,560.00 

30 

4 

108.90 

435.60 

24 

200 

168.75 

33,750.00 

28 

1 

270.00 

2^0.00 

30 

26 

292.50 

7,605.00 

36 

99 

459.00 

45,441.00 

$344,294.00 
Less  30  per  cent,  for  estimated  de- 
preciation         103,288.20 


16,500  valve  basins  at  $33.50 $536,250.00 

Less  10  per  cent,  for  estimated  de- 
preciation           53,6^5.00 


$241,005.80 


482,625.00 
Total $733,630.80 

HTDEANTS. 

Usti-             Cost                Cost  Total  cost 

Number         mated  cost  of  each  of  hydrant  of  hydrants 

of  hydrants,      of  setting.  hydrant,  and  Setting.  and  setting 

4,343               $10  $21                  $31  $131,502 

15,658                  10               36                    46  720,268 

600                  10               44.25               54.55  33,550 


^     20'S00  $884,330 

Less  15  per  cent,  for  estimated  depreciation 133  648 


Total $751,672 


Grand  Total. 

Present  avlue  of  valves  and  basins .♦ $723,630.80 

Present  value  of  hydrants  and  setting ' 751^672.00 

Total $1,754,303.80 

(8)  (H  44a,  Chicago.)  Extract  from  Exhibit  6,  pp.  10-11. 
Report  of  Mr.  W.  A.  Levering,  superintendent  of  division  of  water 
pipe  extension. 
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EIRE    CISTERN'S. 

Where  it  is  desired  to  concentrate  a  large  number  of  fire 
streams  at  one  point,  fire  cisterns  are  used  instead  of  hydrants.  In 
the  downtown  district  these  cisterns  are  mlmerous  and  are  to  be 
found  in  localities  throughout  the  city  where  building  is  congested. 
The  fire  cisterns  used  by  the  city  consist  of  a  six-foot  diameter  brick 
cistern  about  six  feet  deep,  with  a  6-inch  or  8-iach  supply  pipe  from 
the  water  main  in  the  street  running  into  it  Tkt  the  bottom.  On  the 
water  pipe  in  the  cistern  there  is  a  gate-valv^  which  can  be  operated 
by  a  key  from  the  surface  of  the  street.  These  gate  valves  are  gen- 
erally operated  by  the  fire  department  in  case  of  fire.  The  cisterns 
are  provided  at  the  top  with  an  overflow  into  the  sewer  and  with  a 
4-inch  drain  at  the  bottom.  The  capacity  of  the  fire  cistern  is  about 
1,000  gallons  at  high  water  level.  In  the  city  there  are  107  fire 
cisterns,  of  which  number  five  were  installed  duriog  1905. 

(9)  (H  29  to  H  47,  Cleveland.)  The  appraisal  of  lands  iy 
based  on  the  estimated  value  on  December  3l,  1905.  The  appraisal 
of  the  physical  value  of  the  structural  features  of  the  plant  is 
based  on  the  cost  of  duplication  on  December  31,  1905,  at  current 
prices  for  material  and  labor,  with  due  regard  to  the  state  of  the 
art  and  with  deductions  for  depreciation.  In  the  appraisal  of  the 
values  of  lands,  cribs,  tunnels,  buildings,  machinery,  and  meters, 
the  writer  was  assisted  by  Messrs.  Schulz,  Goffing  and  Jaeger,  en- 
gineers in  the  water  works  division. 

The  largest  single  item  of  value  was  the  mains,  and  Exhibits 
4,  5,  6,  7  and  8,  attached  hereto,  show  in  detail  the  method  of  their 
appraisal.    (All  reproduced  except  Exhibit  7.) 

EXHIBIT  4. 

Statement  showing  increase  in  pipe,  valves  and  hydrants  dur- 
ing 1905. 

The  total  increase  in  the  pipe  system  during  the  past  year 
(1905)  was  42  miles  and  2,319  feet,  as  folloWe: 

Miles.       Feet. 

Increase  in  low  service  system  by  pipe  laid  by  this  de- 
partment      4  and  1,358 

Increase  in  first  high  service  system  by  pipe  laid  by 

this  department ; 13  and  4,301 

Increase  in  second  high  service  system  by  piffe  laid  by 

this  department i 1  and     313 

Total  increase 18  and     491 

Increase  in  low  service  system  by  annexation  of  G-len- 

viUe   19  and     633 

Increase  in  first  high  service  system  by  annexation  of 

South  Brooklyn , ^^^^  ^'^"^^ 
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Increase  ia  first  high  service  system  by  annexation  of 

part  of  Newburg  Heights  village ' 1,303 

Total  gained  by  annexation 24  and  1,828 

Total  increase  in  pipe  system 43  and  2,319 

The  small  increase  of  pipe  in  the  low  service  district  is  ac- 
counted for  by  the  fact  that  5  miles  and  296  feet  of  pipe  fiom  12- 
inch  to  4-inch,  inclusive,  was  changed  from  the  low  service  to  the 
high  service  system  during  the  year. 

The  total  pipe  in  use  December  31,  1905,  was 649,957  miles. 

The  total  number  of  fire  hydrants  in  use  December 

31,  1905,  was "^,642, 

An  increase  over  the  previous  year  of 577, 

Acquired  as  follows : 

Increase  in  low  service  district  by  this  department 118 

Increase  in  first  high  service  district  by  this  -department 184 

Increase  in  second  high  service  district  by  this  department .  . .  ^ 4 

Total 306 

Acquired  in  low  service  district  by  annexation  of  Glenville. . . .  201 
Acquired  in  first  high  service  district  by  arfnexation  of  South 

Brooklyn 66 

Acquired  in  first  high  service  district  by  annexation  of  part  of 

Newburg  Heights  village 4 

Total  acquired  by  annexation 271 

Total  iacrease  for  the  year 577 

Sixty-one  hydrants  were  changed  from  the  low  service  system 
to  the  first  high  service  system. 

The  total  number  of  valves  in  use  December  31,  1905,  was.  14,256 
An  increase  over  the  previous  year  of 983 

Acquired  as  follows : 

Increase  in  low  service  district  by  this  department 214 

Increase  in  first  high  service  district  by  this  department 310 

Increase  in  second  high  service  district  by  ijiis  department. . .       9 

Total 533 

Acquired  in  low  service  district  by  annexation  of  Glenville. . .  336 
Acquired  in  first  high  service  district  by  annexation  of  South 

Brooklyn    *. 109 

Acquired  in  first  high  service  district  by  annexation  of  part  of 

Newburg  Heights  village 5 

Total  acquired  by  annexation. 450 

Total  increase  for  the  vear  1905 . 983 
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One  hundred  and  fourteen  valves  wer^  changed  from  the  low 
service  system  to  the  first  high  service  system. 

The  total  length  of  pipe  lowered  during  the  past  year  was  8 
miles  1,113  feet. 

Number  of  feet  of  service  connections  lowered  was  6  miles 
4,2*4  feet. 

Total  trenches  dug  and  refilled  by  the  pipe  laying  department 
was  as  follows : 

(Feet.) 

For  pipe  laid  in  the  low  service  district.  .  .  .- 58,181 

For  pipe  laid  in  the  first  high  service  district 43,910 

For  pipe  laid  in  the  second  high  service  district 5,492 

For  lowering  pipe 43,353 

For  lowering  service  connections 35,904 

For  changing  pipe  and  laying  temporary  pipe  on  account 

of  grade  crossing  elimination 6,314 

For  changing  and  moving  hydrants ,• 950 

Total ." 194,004 

equal  to  36.473  miles. 

The  report  of  the  engineer  in  charge  of  the  pipe  laying  de- 
partment shows  in  detail  the  location  of  all  pipe  laid  and  valves 
and  hydrants  set  and  all  changes  made. 

For  Exhibit  5,  showing  total  mileage  of  mains  and  pipe  in  all 
districts,  see  answers  to  H  33  and  H  34,  preceding. 
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EXHIBIT  8. 
(Cleveland  appraisal,  H  43.)      Estimated  vlilue  of  cast  iron  mains. 
Lineal  Foot 
8iise  of      Total  Length      of  Main, 

Main.  Mains.  Including  Present 

{Inches.)         (Feet.)         Pavement.  Total  Cost.  Value.*- 

4  201,240  $1.07  $215,^26  80 
6            1,911,922                1.31              2,504,617  82 

5  504,291  1.61  811,908  51 
10  236,136  1.99  469,910  64 
12  134,640  2.35  316,404  00 
16  118,339  3.32  392,885  48 
20  29,410  4.53  133,227  30 
24  42,389  5.76  244,160  64 
30  117,031  7.70  901,138  70 
36  67,823  10.14  687,725  22 
42  23,639  13.10  309,670  90 
48  25,793  16.00  412,688  00 

$7,399,664  01  $5,649,748  01 

TOTAL  METERS  AND  INDICATOES  IN  USE. 

Total  city  meters  in  use  December  31,  1905;. 44,167 

Total  private  meters  in  use  December  31,  1905 403 

Elevator  indicators  in  use  December  31,  1905 137 

Total 44,706 

There  are  also  193  re-registering  and  37  building  contractors' 
meters  on  the  books. 

(H  43.  See  also  H  64.)  EXHIBIT  10,  showing  the  meters- 
on  the  diiJerent  classes  of  services  on  March  38,  1906. 

Business  2,604 

Churches    173 

Schools  , 63 

Church  and  school 13 

Church  and  dwelling 23 

Tenement  and  dwelling .       36,547 

Dwelling  and  business 4,530 

Street  washers •. . . .  30 

Fish  ponds,  hydrants  and  fountains ...  6 

Township   25 

Eire  lines 6 

Eree  meters  supplying  city  uses.  .  437 

44,435 

(10)  Syracuse.     Appraisal  of  plant. 

H  30-47. 

Nearly  one-quarter  of  the  total  present  value  of  the  plant  is 
represented  by  the  items  for  land  including  legal  and  court  ex- 
penses, damages,  etc.,  and  for  salaries,  fees  and  miscellaneous  ex- 
penses in  general  construction.  In  the  appraisal  these  items  were 
put  in  at  cost  as  shown  by  the  books  and  records  available.  In  ar- 
riving at  the  present  physical  value  of  the  structural  features  of 

*  Estimated  per  cent,  of  depreciation :  25  per  cent,  on  all  the  system 
of  mains  as  a  whole. 
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the  plant,  the  instructions  under  the  heading  "Inquiries  H  30  to 
47"  on  page  3  of  the  schedule  were  kept  in  mind.  The  fact  that 
most  of  the  work  of  construction  was  done  at  a  time  when  material 
and  labor  were  much  cheaper  than  now,  resulted  on  the  one  hand 
in  large  additions  to  the  estimated  cost  of  duplication,  while  on  the 
other,  the  present  value  was  considerably  reduced  by  depreciation. 
In  some  items,  most  of  the  estimated  depreciation  was  due  to  con- 
sideration of  "the  value  of  the  plant  in  view  of  the  latest  processes 
and  newest  inventions."  For  example,  were  a  plant  now  to  be 
built  for  the  same  service  as  that  afforded  by  the  existing  one,  a 
large  saving  could  be  effected  by  the  use  of  wood  stave  pipe,  in- 
stead of  steel  riveted  pipe  for  the  6,419  feet  of  54-inch  intake  laid 
under  the  lake  and  instead  of  the  30-inch  cast  iron  pipe  in  such 
portions  of  the  conduit  line  as  would  not  be  subjected  to  pressures 
greater  than  about  75  pounds  per  square  inch-  As,  at  the  time  of 
the  construction  of  the  intake  and  conduit  line,  wood  stave  pipe, 
although  it  had  long  been  in  use  in  the  far  West,  was  practically 
unknown  in  the  Bast,  the  above  mentioned  deduction  for  deprecia- 
tion implies  no  criticism  whatever  on  the  work  of  the  eminent 
engineers  who  designed  the  plant. 

A  further  cause  for  depreciation  of  a-  somewhat  similar  sort 
is  the  fact  that  the  law  which  formerly  limited  the  size  of  the  con- 
duit line  to  30  inches  added  greatly  to  the  cost  of  its  upper  portion, 
by  reason  of  the  necessity  previously  referred  to,  for  deep  excava- 
tion to  keep  the  conduit  below  the  hydraulic  grade  line.  Had  the 
city  then  had  the  right,  as  would  now  be  the  case,  to  increase  the 
size  of  the  upper  two  miles  of  the  conduit,  that  part  of  the  hydraulic 
grade  line  could  have  been  raised,  and  the  deep  and  costly  excava- 
tion, shown  in  plates  IV  and  V  (not  reproduced),  could  have  been 
avoided.  In  estimating  the  cost  of  the  plant,  the  writer  was  greatly 
assisted  by  Mr.  George  H.  Beebe,  Deputy  City  Engineer;  Mr. 
W.  J.  Daly,  Clerk  Water  Bureau;  Mr.  John  Venner,  Chief  In- 
spector Water  Bureau,  and  by  Mr.  Douglas  Dewar,  representing 
Messrs.  Marwick,  Mitchell  &  Co.,  the  expert  accountants  for  the 
National  Civic  Federation. 

(H  42.)     EXHIBIT    5. 

PAVEMENT  DATA.  ^^g_  ^^5^ 

Toial  square  per  square 

Kind  of  pavement.         yards.  Length.  Total  cost.  yard. 

144,773  32,5^4  $304,803  $3,105 

228,981  60,575  441,115  1.926 

434,562  115,259  1,084,417  2.495 

136,468  41,198  254,000  1.854 

28,676  ....;.  62,722  2.187 

9,642       29,968  3.108 

68,183  19,011  98,560  1.445 


Brick  out  of  bond. . .  .^ 
Brick  under  bond .... 
Asphalt  out  of  bond. . 
Asphalt  under  bond. . 
Sandstone  out  of  bond 
Sandstone  under  bond 
Asphaltine  out  of  bond 


1,051,285     268,627     $2,275,585     $2,164 

Say    1,050,000     368,000     $2,275,585     $2.17 

Average  price  per  square  yard  equals — 
$2,275,585  -=-  1,050,000  =  $2.17. 
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(H  42.)     EXHIBIT  7. 

ESTIMATED    VALUE    OF    MAINS     (I^TCLUDI1^'G    VALVBS). 

Estimated  value  of  mains. 
Cost  Per 
Lineal  Foot 
Size  of     Total  Length      of  Main, 

Main.            Mains.          Including  Present 

(Inches.)         (Feet.)         Pavement.  TotalCost.  Value.* 

4                38,750              $0.91  $35,262  50  ?29,973  13 

6              226  480                1.14  258,187  20  219,459  12 

8              310,530                1.37  425,426  10  361,612  19 

10               110,008                1.69  185,913  52  158,026  49 

12                99,389                2.07  205,735  23  174,874  94 

16                68,875                2.91  200,426  25  170,362  31 

20                51,349                4.05  207,963  45  176.768  93 

24                23,993                5.32  111,682  76  94,930  35 

30                  8,011                7.66  61,364  26  52,159  62 

36                 11,899                9.02  107,328  98  91,229  63 

Total  value  of  mains. . . .             $1,799,290  25  $1,529,396  71 
"Estimated    cost   of   valves,    including    boxes,    stones 

and  basins -582,000  50 

Less  20  per  cent,  for  depreciation 16,400  10 

Present  value $65,600  40 

Present  value  of  mains,  including  valves : $1,594,097  11 

SANITARY   CONDITIONS. 

H  48.  Was  water  purified  or  filtered,  or  supplied  in  its  natural 
condition  ? 

Chicago,  Cleveland,  Syracuse.  Supplied  in  its  natural  condi- 
iion. 

Indianapolis.  Water  from  White  river,  and  from  Fall  creek, 
Tvas  filtered.    Water  from  wells  was  not  filtered. 

New  Haven.  Water  supplied  in  its  natural  condition  during 
1905.    Filters  on  Lake  Whitney  supply  were  not  started  till  1906. 

H  49.     Were  settling  tanks  or  basins  used? 

Chicago,  Cleveland,  Syracuse,  New  Haven.     No. 

Indianapolis.  Iso,  but  about  7^  miles  in  length  of  the  White 
Eiver  canal  provided  a  certain  amount  of  sedimentation. 

H  50.     What  processes  of  purification  or  filteration  were  iised? 

Chicago.  Diversion  of  sewage  by  sanitarv  canal.  (See  H 
ir),S  G.) 

Extract  from  Exhibit  I,  water  su]i|.ily  system  of  Chicago,  by 
John  Ericson,  city  engineer  of  Chicago,  May,  19(1.5.    Page  46. 

"  The  construction  and  opening  of  ilie  drainage  canal,  an 
undertaking  that  when  fully  completed  will  have  cost  the  citizens 
of  Chicago  over  sixty  million  dollars,  and  the  extensive  intercepting 
sewer  systems,  another  undertaking,  that  when  finally  completed 

*  Estimated  per  cent,  of  depreciation:  15  per  cent,  on  all  the  ayatem 
of  mains  as  a  wbole. 
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will  have  cost  an  additional  five  million  dollars,  were  all  undertaken 
principally  for  the  purpose  of  insuring  the  purity  of  the  city's 
water  supply. 

That  all  these  costly  constructions  have  not  been  in  vain,  the 
statistics  of  the  health  department  of  the  city  will  show.  The 
percentage  of  deaths  from  typhoid  fever  in  Chicago,  which  in  1891, 
or  before  the  four  mile  tunnel  was  put  in  use,  had  reached  a  figure 
greater  than  in  any  of  the  larger  cities  in  the  Union,  showed  in 
1893  and  subsequent  years,  a  decrease  that  is  remarkable.  The 
opening  of  the  drainage  canal  and  part  of  the  intercepting  sewerB 
each  caused  an  additional  decrease  in  deaths  from  typhoid  fever, 
which  in  nearly  all  cases  is  caused  by  the  impurity  of  a  domestic 
water  supply.  The  location  of  the  intakes  two  or  three  miles  from 
shore  will,  in  my  opinion,  in  the  future  insure  a  wholesome  supply 
of  water." 

Extract  from  Exhibit  8,  city  of  Chicago,  bulletin  of  the 
department  of  health,  March  17,  1906,  etc.,  page  1 :  "  It  should 
be  a  source  of  satisfaction  to  Chicago's  citizens— who  have  furnished 
the  money — to  learn  that  the  expenditure  of  the  $49,716,957.54 
up  to  the  close  of  the  last  year,  1905,  in  the  construction  of  a  main 
drainage  channel  for  the  sanitary  disposal  of  the  city's  sewerage,, 
and  the  consequent  protection  of  its  water  Supply  from  pollution, 
is  fully  justified  by  the  results. 

During  the  four  years  prior  to  the  opening  of  the  drainage 
canal,  in  January,  1900,  the  city  water  supply  averaged  only  31.6 
per  cent.  "  safe,"  and  the  deaths  from  typhoid  fever  averaged  37.4 
in  every  hundred  thousand  of  the  population,  while  the  deaths  from 
diarrheal  diseases — also  largely  due  to  polluted  drinking  water — 
averaged  167.4  in  every  hundred  thousand. 

During  the  six  years  of  the  operation  of  the  tunnel,  1900-1906,_ 
the  water  supply  has  been  74.3  per  cent,  "safe."  The  typhoid 
deaths  have  been  26.6  and  the  diarrheal  deaths  have  been  133.8 
in  the  hundred  thousand  of  population.  Had  the  rates  of  the  first 
period  continued  throughout  the  second,  there  would  have  been 
4,109  deaths  from  typhoid,  and  18,400  from  the  diarrheal  diseases. 

There  actually  occurred  1,303  from  typhoid  and  13,609  from 
diarrhea — or  a  saving  of  5,993  lives  from  these  two  causes  of 
death  during  the  operation  of  the  drainage  canal. 

At  the  1903  session  of  the  Illinois  General  Assembly,  the  value^ 
of  a  human  life  was  fixed  by  statute  at  ten  thousand  dollars.  On 
this  basis,  a  return  of  $59,939,000  on  the  investment  of  less  than 
fifty  million  by  the  sanitary  district  is  demonstrated." 

Cleveland,  Syracuse.     ISTone. 

Indianapolis.     Slow  sand  filtration  without  coagulant. 

Description  of  Filter  Plant. 

The  filters  as  originally  designed  consisted  of  three  open  beds, 

of  1  6/10  acres  each,  with  a  covered  clear  V/ater  reservoir  between 

beds  one  and  two,  and  a  second  clear  wa'ier  reservoir,   south  of 

bed  three,  provision  being  made  for  the  addition  of  a  fourth  bed 
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south  of  this  second  reservoir.  The  experience  during  the  cold 
winter  of  1904  and  1905  jDroved  the  advisability  of  roofing  the 
filters,  and  of  subdividing  the  beds  into  smaller  units.  Accordingly 
beds  one  and  two  have  already  been  made  into  four  beds,  of  .8 
of  an  acre  each,  now  numbered  one,  two,  three  and  four  respectively, 
and  have  been  covered  with  a  reinforced  concrete  roof,  with  two 
feet  of  cinders  on  top.  Original  bed  three  is  now  being  subdivided 
into  beds  five  and  six,  and  is  being  similarly  covered.     *     *     *     * 

The  engineering  features  of  the  construction  of  the  filter  plant 
have  been  fully  described  in  papers  published  in  Municipal  En- 
gineering for  April,  1905,  and  in  Engineeiing  News  of  April  26, 
1906 — exhibits  3  and  4,  both  written  by-  Mr.  William  Curtis 
Mabee,  construction  engineer  of  the  Indianapolis  Water  company. 

(Exhibits  3  and  4  not  reproduced  here.) 

New  Haven.     None. 
H  51.     Wliat  proportion  of  the  water  was  tjeated  by  each  process? 

Chicago.  The  diversion  of  sewage  by  sanitary  canal  was  de- 
signed to  purify  the  lake  water. 

Cleveland,  Syracuse  and  New  Haven.    None. 

Indianapolis.     About  two-thirds  of  the  total  amount  supplied 
was  filtered  water,  the  balance  was  well  water. 
H  52.    If  filtration  beds  were  used,  how  often  were  they  cleaned? 

Chicago,  Cleveland,  Syracuse,  New  Haven.  No  filtration  beds 
used  in  1905. 

Indianapolis.  Minimum  time  between  cleanings  of  any  filter, 
twenty-one  days;  maximum  time  between  cleaning  of  any  filter 
beds,  sixty-seven  days. 

H  53.     If   mechanical   filters   were   used,   how   often  were   they 
washed  ? 

No  mechanical  filters  used  in  any  of  the  plants. 
H  54.     Were  the  methods  of  maintenance,  repair  and  cleansing 
of  purification  works  such  as  to  keep  them  in  good  con- 
dition ? 

Chicago.  No  purification  works,  except  the  sanitary  canal 
referred  to  in  H  50. 

Cleveland.  There  were  no  purification  works  in  use;  inter- 
cepting sewers  intended  to  divert  sewage  from  vicinity  of  cribs 
in  process  of  construction,  but  only  about  one-third  completed. 

Syracuse.     No  purification  works. 

Indianapolis.    Yes,  excellent. 

New  Haven.     No  purification  works  in  1905. 
H  55.     If  sanitary  inspections  were  made  of  the  sources  of  supply, 
state  by  whom  and  when. 

Chicago.     See  H  57  and  H  58. 

Cleveland.  Eeport  by  Dr.  George  C.  Whipple,  dated  July  1, 
1905,  was  made  after  several  months  spent  in  study  of  the  source 
of  supply,  and  of  the  conditions  affecting  the  quality  of  the  water. 
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The   public   health   department   of   the   city   of   Cleveland  is 
.governed  by  a  board  of  five  members,  appointed  by  the  mayor,  and 
confirmed  by  the  city  council.     The  term  of  service  is  five  years, 
one  new  member  being  appointed  each  year.     The  health  depart- 
ment is  entirely  separate  from  the  division  of  water.    It  has  strong 
legal  powers  and  can  enforce  its  orders  to  an-  unusual  extent.    The 
city  bacteriologist.  Dr.  W.  T.  Howard,  Jr.,  and  the  city  chemist, 
Mr.  William  Pate,  Jr.,  report  directly  to  the  health  officer.  Dr. 
Martin    Friedrieh.      Summaries   of   chemical   and   bacteriological 
analyses  are  attached  hereto  as  Exhibits  11  and  13,  respectively. 
Dr.  Howard  says  that  the  water  "  cannot  he  called  a  good  water, 
a  safe  water,"  also  that  90  per  cent,  of  the  intelligent  people  in 
fairly   good   financial   circumstances   do   not   drink   it.      He   cites 
instances  of  prominent  physicians  who  forbid  their  patients  to 
drink  it,  and  who,  when  typhoid  is  raging  in  the  city,  have  at 
most  only  one  or  two  cases.     Mr.  H.  0.  Way,  assistant  city  bac- 
teriologist, who,  under  the  supervision  of  Dr.  Howard,  made  the 
bacteriological  analyses  of  the  water  in  1905,  states  that  the  pres- 
ence of  the  colon  bacillus  may  be  reasonably  assumed  as  cause  for 
classing  the  water  as  unsafe,  it  being  understood  that  the  word 
"  unsafe "    does   not   necessarily   always   mean   that  the   water  is 
actually  bad  or  unfit  to  drink.     Similarly  the  absence  of  colon 
bacillus  should  fairly  cause  the  water  to  be  classed  as  "  safe," 
although  the  water  might  possibly  be  bad  without  the  colon  bacillus 
being   found   in   the   particular    sample   examined.      The   general 
average,  however,  of  all  examinations  indicates  that  the  percentage 
of  times  the  colon  bacillus  is  found  in  the  water  may  be  fairly 
taken  as  the  percentage  of  times  that  the  water  is  unsafe.     Mr. 
Way  further  states  that  observation   of  ail  the  other  local   con- 
ditions affecting  the  water  in  Cleveland  has  borne  out  the  state- 
ment that  when  the  colon  bacillus  is  found  in  the  city  supply,  the 
water  should  be  called  unsafe.    Mr.  Way  found  the  colon  bacillus 
twelve  times  in  303  examinations  of  city  water  during  1905. 

An  extract  from  report  dated  July  1,  1905,  of  Dr.  George 
0.  Whipple,  consulting  engineer  to  the  Superintendent  of  the  water 
works  division,  is  attached  hereto  as  Exhibit  13  (reproduced  in 
part  below).  Dr.  Whipple  was  employed  by  the  city  to  investigate 
the  existing  water  supply,  and  its  probable  future  quality  after  the 
completion  of  the  intercepting  sewers.  Dr.  Whipple's  opinion  of 
the  water  will  be  found  under  the  caption  "  general  results "  in 
the  first  part  of  the  Exhibit  13.  That  portion  of  the  full  report 
for  1905  of  the  health  officer.  Dr.  Martin  Eriedrich,  in  which  he 
treats  of  the  quality  of  the  city  water,  is  attached  hereto  as  Exhibit 
14  (See  H  60).  In  view  of  all  the  foregoing  facts  and  opinions, 
it  would  seem  that  the  water  is  good  almost  all  the  time,  but  that 
its  purity  cannot  be  always  relied  upon,  as  it  is  subject  on  infrequent 
occasions  to  sudden  changes  from  good  to  bad.  The  water  should, 
therefore,  in  the  writer's  opinion,  be  classed  as  fair. 
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(H  60.)  EXHIBIT  11  ;  CHEMICAL  AXALTSE6  OE  SAMPLES  OF  LAKE: 
WATEE.  TAKEN  AT  KIETLAND  STE^ET  PUMPING  STATION^. 
CLEVELAXD^  0.,  BY  ME.   WM.   PATE,   JR.,   CITY   CHEMIST. 

In  parts  per  million. 
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EXHIBIT  12. 
(H  55.     Cleveland.)     (See  also  H  60.) 

Summary  of  results  of  bacteriological  examinations  of  Clever 

land  city  water,  during  1905,  by  Dr.  W.  T.  Howard,  city  bac- 
teriologist : 

Number  of'  Number  of  Times 

Fear  1905.                      Examinations  Colon  Bacillus 

Month.                             Made.  Was  Found. 

January    25  2 

February    23  2 

March   26  3 

April 25  0 

May 26  3 

June    26  1 

July 24  0 

August    27  0 

September 25  2 

October    26  0 

;November  25  0 

December   25  0 

Total  303  12 

Extract  from  report  of  Dr.  Geo.  C.  Whipple,  dated  July  1st, 
1905,  P.  25. 

EXHIBIT  13. 

"  During  the  sixteen  months  from  January,  1903,  until  May, 
1904,  there  were  4,578  cases  of  typhoid  fever  reported  to  the  health 
department  in  Cleveland,  and  611  deaths.  If  we  assume  the  true 
ratio  of  cases  to  deaths  as  13  to  1,  we  find  that  the  actual  number 
of  cases  in  the  city  during  that  period  was  7,332.  This  is  prac- 
tically one  case  for  everj'  sixty  inhabitants  of  the  city.  (It  would 
be  a  very  conservative  estimate  to  place  the  financial  loss  of  the 
city  due  to  this  epidemic  as  upwards  of  $3,000,000.)" 

After  stating  that  the  decrease  in  the  typhoid  fever  rate  kept 
pace  with  the  increase  of  the  supply  of  water  from  the  new  intake, 
and  that  the  average  rate  of  deaths  from  typhoid  fever  for  the 
year  ending  June  30,  1905,  was  16.8  per  100,000,  Dr.  Whipple 
says  (page  38)  :  "  It  is  fair  to  assume  that  the  difference  between 
this  death  rate  of  16.8  per  100,000  and  the  average  death  rate 
during  the  ten  years  preceding  the  epidemic  of  1903,  which  was 
37  per  100,000,  can  be  attributed  to  the  imprpvement  in  the  quality 
of  the  water  supply." 

Syracuse — (H  55). 

An  employee  of  the  water  department,  residing  in  Skaneateles, 
has  charge  of  gate-house  and  controlling  gates,  and  also  reports  to 
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water  department  violations  of  sanitary  regulations  in  Skaneateles 
village  and  immediate  vicinity.  Another  water  department  em- 
ployee, residing  on  shore  of  lake  about  thrfee  miles  from  its  lower 
end,  is  charged  with  the  patrolling  of  the  lake  during  the  months 
in  summer  and  fall  when  the  cottages  along  the  shore  are  occupied, 
and  with  reporting  violations  of  sanitary  regulations.  For  copy 
of  these  sanitary  regulations,  see  Exhibit  4,  attached  hereto. 
(These  regulations  are  summarized  in  Schedule  1.    J.  H.  Gray.) 

During  1905,  Dr.  W.  H.  May,  city  bacteriologist,  visited  the 
lake,  inspected  the  shore  some  six  or  seven  times,  and  collected 
about  75  samples  of  water  from  different  points  for  bacteriological 
analysis  for  the  purpose  of  locatiag  the  area  of  shore  line  pollution. 
A  committee  composed  of  representatives  of  the  Chamber  of  Com- 
merce ,local  physicians,  and  others  inspected  the  shore  in  1905. 

(H  57,  58,  and  60.)     Quality  of  water. 

The  water  of  Skaneateles  lake  is  naturally  pure,  soft,  and, 
for  lake  water,  remarkably  free  from  color.  The  nature  of  the 
watershed  and  its  sparse  population  have  so  far  made  it  very  easy, 
by  occasional  inspections  of  the  shore  and  even  the  partial  enforce- 
ment of  the  existing  sanitary  regulations  for  the  protection  of  the 
supply,  to  prevent  its  pollution  by  those  residing  on  the  shores 
of  the  lake  or  along  the  short  streams  which  are  tributary  to  it. 

The  village  of  Skaneateles  might  naturally  be  expected  to 
cause  some  pollution,  but  this  village  is  at  the  extreme  lower  end 
of  the  lake.  This  sewage  is  taken  care  of  by  the  small  system 
of  intercepting  sewers  discharging  into  Skaneateles  creek,  and 
the  location  of  the  intake  crib  removes  any  present  possibility  of 
shore  line  pollution  by  the  offal  of  the  village. 

Dr.  W.  H.  May,  city  bacteriologist,  reports  that  the  shore  line 
pollution  from  Skaneateles  village  extends  out  only  about  one  thou- 
sand feet  southeasterly  from  the  shore,  the  intake  crib  being  a  mile 
further  out.  Also  that  for  the  rest  of  the  way  around  the  lake 
the  shore  line  pollution  extends  out  on  an  average  about  150  feet, 
except  off  the  mouths  of  Pall  brook  and  Carpenter  brook,  where 
it  extends  out  500  feet,  more  or  less,  and  opposite  Glen  Haven  at 
the  upper  end  of  the  lake,  where  the  maximum  extent  of  the  shore 
line  pollution  would  be  about  one-quarter  of  a  mile  from  the  Glen 
Haven  hotel.  And  further,  that  out  of  one  hundred  samples  taken 
at  the  intake,  none  hav^  ever  shown  the  slightest  trace  of  foecal 
matter. 

A  summary  of  the  results  of  the  bacteriological  examinations 
made  by  Dr.  May  in  1905,  and  a  report  of  the  chemical  analyses 
made  by  the  city  chemist,  Dr.  P.  E.  Engelhardt,  during  the  same 
period,  will  be  found  in  Exhibit  3. 
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EXHIBIT  3.  (H  57,  58,  and  60.)  Smmnary  of  results  of 
bacteriological  analyses  during  1905  of  city  water  from  Woodland 
reservoir  by  Dr.  W.  H.  May,  city  bacteriologist : 

Average  Number  Bacteria 
Per  G.  G.  at  37  Degrees 
C.,  Incubator  Tempera- 
ture.  Exammations  Made 

Promptly.  The  Number 

' »  of  Samples 

Month.                      Golon.          Sapprophytes.  Examined. 

January    0                         9  3 

February 0                        iS.  2 

March   0                        13  2 

April   0                        15-  2 

May  0                        17*  2 

June   0                        17  4 

July 0                        21  4 

August   0                        22  4 

September 0                        20  4 

October 0                        19  4 

November 0                        19  4 

December   0                       1§  4 

PAET  II. 

EEPOKT  rOE  1905  OF  CHEMICAL  ANALYSES  OF  CITY  WATEE;  DEAWN 
FEOM     FAUCET     IN     CITY     LABOEATOEY     BY     F.     E. 

Englehaedt,  Ph.  D.,  city  chemist. 

Found  in  100,000  parts  of  water. 
Total  Solids 

Left  on 

Evaporation  Gorrespond- 

at  212  ing  to  Albumi- 

Month.                Degrees  Clorine.       Sodium           Free  noid 

Fahrenheit.  Chloride.  Ammonia.  Ammonia. 

January    13.30  0.40  0.66  0.00266  0.00660 

February    13.00  0.40  0.66  0.00160  0.00660 

March    14.60  0.40  0.66  0.00160  0.00660 

April     12.20  0.40  0.66  0.00106  0.00560 

May    1.3.20  0.40  0.66  0.00264  0.00720 

June    13.30  0.45  0.7425  0.00320  0.00800 

July 13.40  0.45  0.7425  0.00212  0.00520 

August   12.70  0.40  0.66  0.00264  0.00680 

September    12.20  0.40  0.66  0.00160  0.00720 

October  13.20  0.40  0.66  0.00320  0.00780 

November    13.90  0.40  0.66  0.00160  0.00720 

December  12.40  0.50  0.825  0.00240  0.00700 

Average    13.125  0.4166        0.6865        0.002193    0.00676 

In  all  of  the  above  water  samples,  traces  of  nitrates  were  pres- 
ent, but  iu  none  of  them  nitrites.     (Griess  re-agent  used.) 
Indianapolis.     (H  55.) 

An  employee  of  the  company,  with  police  powers,  was  charged 
with  the  daily  patrolling  of  the  canal  to  seer  that  the  laws  and  ordi- 
nances for  the  protection  of  the  supply  w^re  complied  with. 
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New  Haven.     (H  55.) 

Daily  inspection  of  all  sources  by  company's  regular  inspectors. 
Inspections  at  less  frequent  intervals  by  various  superintendents 
or  other  officers  of  the  company.  The  writer  was  shown  the  out- 
side of  what  appeared  to  be  an  exhaustive  report  on  the  whole 
subject  of  the  New  Haven  water  Supply,  prepared  by  Dr.  Geo.  W. 
Fuller,  consulting  engineer  for  the  new  filter  plant,  but  was  not 
permitted  to  read  the  report. 

The  precautions  taken  by  the  water  company  to  safeguard 
the  purity  of  the  supply  are  admirable.  Some  of  these  are  described 
on  pages  3,  4  and  6  of  Exhibit  3,  attached  hereto. 

Men  are  kept  constantly  on  duty  patrolling  the  water  sheds 
and  cleaning  the  shores  of  the  various  lakes  and  their  tributary 
streams.  Small  dams  of  loose  rock  are  built  across  the  wooded 
ravines  to  serve  as  strainers  to  catch  leaves=  which  the  rains  would 
otherwise  wash  into  the  lakes.  These  leaves  are  removed  and 
burned  as  necsesary.  Men  with  teams  collect  and  remove  the 
manure  and  other  wastes  from  the  highways  near  the  lakes.  Others 
keep  the  underbrush  cleared  away  for  a  wide  strip  above  the  flow 
line,  and  rake  the  shores  to  remove  all  possible  objectionable  mat- 
ter. The  work  of  protecting  and  beautifyirig  the  shores  of  some  of 
the  lakes  is  done  under  the  supervision  of  the  bureau  of  forestry, 
Yale  university. 

By  agreement  with  the  IST.  Y.,  N.  H,  &  H.  E.  E.  its  train 
closets  are  kept  locked  and  no  garbage  is  allowed  to  be  thrown 
from  its  cars  within  the  limits  of  the  watershed.  Each  physician 
or  health  officer  on  the  watersheds  is  furnished  by  the  company 
with  a  pad  of  blank  forms,  a  sample  of  which  it  attached  hereto, 
as  Exhibit  6,  and  receives  $1.00  for  each  case  of  typhoid  reported 
on  these  blanks  to  the  water  company's  office.  Exhibit  7  (not 
reproduced  here)  shows  notices  posted  on  water  sheds.  During 
1905  the  water  company  spent  on  the  care  of  its  reservoirs,  roads, 
and  bridges,  $33,583.00,  of  which  about  $15,000.00  would  be  fairly 
chargeable  to  the  labor  account  for  protecting  the  purity  of  ita 
supply.  In  addition  to  this,  the  amount  expended  for  sanitary  in- 
spections and  analyses  shows  $3,600.00  for  the  same  year. 

EXHIBIT  6.  TYPHOID  BEPOET  TO  NEW  HAVEN  WATBE 

COMPANY. 

190... 

Name  of  Patient 

Eesidence    

Diagnosis   

Been  sick  since ■ 

Have  proper  directions  been  given  for  the  disinfection  and  disposal 

of  all  of  the  excreat  ? 

Name  of  attending  physician 

(Signed) M.D. 

Health  OfiBeer,  town  of 

(Eeverse  side  reserved  for  remarks.) 
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(H  55,  60,  and  61.) 

In  the  spring  of  1901  there  occurred  in  New  Haven  an  epi- 
demic of  typhoid  fever,  the  origin  and  course  of  which  are  described 
in  detail  in  a  report  by  Herbert  E.  Smith,  M.  D.,  of  Yale  university, 
attached  to  original  report  (Exhibit  4,  not  reproduced).  As  shown 
by  Dr.  Smith,  this  epidemic  was  the  result  of  pollution  of  the 
Dawson  water  by  excreta  from  typhoid  patients  residing  on  Car- 
rington  Hill.  The  location  of  the  residence  of  these  persons  is 
indicated  by  the  letter  (A)  on  Plate  1  (not  reproduced).  About 
465  cases  and  73  deaths  are  attributed  to  this  pollution. 

The  history  of  this  epidemic  emphasizes  the  necessity  for  extra- 
ordinary care  in  the  protection  of  such  watgr  sheds,  for  the  pollu- 
tion came  from  a  very  sparsely  populated  shed,  and  one  from  which 
very  little  danger  might  have  therefore  been  expected.  The  water 
company,  while  minimizing,  as  is  perhaps  natural,  its  responsibility 
in  the  matter  of  the  epidemic  of  1901,  has  taken  the  lesson  to  heart, 
as  its  efforts  since  that  time  to  protect  all  of  its  sources  of  supply 
would  indicate. 

In  an  interview  with  Dr.  F.  W.  Wright,  president  of  the  New 
Haven  board  of  health,  and  its  health  officer  during  1905  and  for 
a  number  of  years  previous  thereto,  that  gentleman  confirmed 
in  detail  the  statement  contained  in  the  report  of  Dr.  Smith  on  the 
epidemic  of  1901  already  mentioned.  Dr.  Wright  further  stated 
that  no  analyses  of  the  city  supply  were  made  by  the  local  board 
of  health  in  1905;  that  there  were  247  reported  cases  of  typhoid 
fever  with  49  deaths;  that  a  number  of  dases  and  5  deaths  oc- 
curred at  the  Alms  house,  which  is  supplied  from  Lake  Winter- 
green,  on  whose  watershed  there  was  no  possibility  of  pollution; 
and  that  he  has  had  two  outbreaks  of  typhoid  this  year  directly 
traceable  to  milk.  Dr.  Wright  further  states  that  the  water  com- 
pany has  gone  to  great  expense  "in  fixing  things  that  look  well " 
and  that  they  have  the  shores  of  their  lakes  in  fine  shape.  He 
thinks  they  might  improve  in  some  respects  the  care  of  their  tribu- 
tary streams  before  these  reach  the  lake.  He  was  afraid  of  the 
supply  from  Lake  Whitney  before  it  was  filtered,  but  danger  from 
that  source  is  now  eliminated  by  the  filters,  which  he  considers 
very  efficient.  He  would  consider  that,  with  the  exception  of  Lake 
Whitney,  all  the  other  lakes  would  be  very  unlikely  to  become 
infected,  though  infection  might  possibly  occur.  For  example,  the 
Maltby  lakes  might,  in  his  opinion,  become  polluted  if  conditions 
happened  to  be  just  right.  He  would  not  be  afraid  of  the  colon 
bacillus  in  water,  providing  it  came  from  animals  instead  of  from 
human  beings,  and  if  colon  bacillus  were  found  in  Lake  Winter- 
green,  he  would  consider  that  it  came  frohi  animals. 

Dr.  Wright  states  that  while  the  water  sometimes  has  some 
color  and  taste  from  vegetable  matter,  he  considers  it  was  good 
from  a  sanitary  standpoint  in  1905,  and  that  the  water  is  not 
responsible  for  any  of  the  typhoid  at  present.  Finally,  the  doctor 
says  that  in  his  opinion,  "  the  New  Haven  water  supply,  as  a  whole, 
compares  very,  very  favorably  with  that  of  almost  any  other  city." 
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In  an  interview  with  Mr.  Ward  Baijey,  clerk  of  the  New 
Haven  board  of  health,  Mr.  Bailey  (who  is  also  secretary  of  the 
Union  Leagne  club)  states  that  the  company  takes  extraordinary 
precautions  to  protect  its  source  of  supply,  and  that  he  believes  its 
water  is  better  than  many  of  the  peddled  drinking  waters.  He 
attributes  the  rather  widespread  use  of  the  latter  partly  to  the  scare 
resulting  from  the  epidemic  of  1901,  partly  to  the  color  and  taste 
which  the  city  water  sometimes  has,  especially  in  spring  time  from 
vegetable  matter,  and  partly  to  active  advertising  on  the  part  of 
the  sellers  of  bottled  waters.  He  considers  that  the  city  water  was 
pure  from  a  sanitary  standpoint  in  1905.  Eeport  of  the  New  Haven 
health  department  of  1905  is  attached  hereto  as  Exhibit  5.  (Ex- 
hibit not  reproduced.) 

In  an  interview  with  Dr.  H.  E.  Smith  of  Yale  University, 
who  is  the  consulting  chemist  of  the  New  Haven  water  company. 
Dr.  Smith  states  that  during  1905  he  made  chemical  analyses  from 
each  source  of  supply  monthly,  and  bacteriotogical  analyses  monthly 
from  Lakes  Dawson  and  Whitney,  and  frequently  from  other 
sources.  Mr.  W.  J.  Connor,  superintendent  of  filters  for  the  com- 
pany, makes  daily  bacteriological  analyses  of  Lake  Whitney  raw 
water  and  of  the  effluent  from  each  of  the  beds  and  also  from  the 
clear  water  basin,  and  from  the  Whitneyville  pumping  stations. 
As  a  rule,  Mr.  Connor  also  makes  bacteriological  analyses  of  the 
effluent  from  Prospect  Hill  reservoir. 

Dr.  Smith  states  that  colon  bacillus  is  sometimes  found  in 
the  water  from  each  of  the  different  sources  of  supply,  including 
even  Lake  Wintergreen,  but  that  he  considers  it  probable  that  most 
of  the  colon  so  found  has  come  from  animals  and  he  regards  the 
colon  from  animals  as  harmless.  He  believes  that  the  company's 
system  of  inspection  of  water  sheds  is  pretty  well  carried  out,  as 
they  are  prompt  to  notify  him  of  any  suspected  sources  of  contam- 
ination, and  that  the  inspectors  are  good  men  for  this  work.  He 
thinks  that  on  the  Dawson  and  Whitney  sheds  the  inspection  might 
not  be  regarded  as  perfect  by  reason  of  the  fact  that  it  would  not 
be  possible  to  insure  that  absolutely  no  pollution  should  occur. 
Whitney  water  is  now  filtered.  On  the  Maltbys,  Wintergreen  and 
Saltonstall  sheds  he  thinks  that  the  inspection  might  be  considered 
reasonably  sufficient.  Dr.  Smith  states  further  that  the  water  has 
been  better  since  1901  than  ever  before;  that  the  typhoid  rate  was 
higher  than  is  now  usual  in  1905,  but  that  he  does  not  think  that 
water  was  an  important  factor  in  the  1905  rate.  Dr.  Smith  regards 
the  water  in  1905  "as  very  good  in  sanitary  quality." 

As  .already  stated,  the  typhoid  rate  in  1905  was  somewhat 
higher  than  the  average  for  the  last  few  years.  The  writer  of  this 
report  was  not,  however,  able  to  find  any  competent  evidence  of 
the  fact  that  the  increase  was  due  to  the  water  supply.  In  view 
of  all  of  the  foregoing  facts  and  opinions,  the  writer  of  this  report 
would  rate  the  purity  of  Lake  Whitney  water  during  1905  as  fair, 
and  of  that  from  the  other  four  water  shells  as  good.    Now  that 
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the  Lake  Whitney  crater  is  filtered,  all  the  water  should,  in  the 
writer's  opinion,  be  classed  as  good. 

H  56.     How  much  land  is  owned  for  the  sanitary  protection  of 
the  supply? 

Chicago.  Xo  land  is  owned  for  sanitary  protection  of  the 
supply.    It  is  unnecessary. 

Cleveland.     None. 

Syracuse.  'No  land  owned  as  yet  around  Skaneateles  lake. 
Woodland  reservoir  tract  contains  51.33  acres. 

Indianapolis.     About   530   acres    (Exhibit   11),   as   follows: 

Land  around  Eiverside  pumping  station,  240  acres;  around 
filtration  plant,  83  acres;  at  and  about  Broad  Eipple  dam,  distrib- 
uted principally  in  narrow  strips  along  the  shore  for  riparian  pro- 
tection, 63  acres ;  below  Broad  Eipple  dam  in  narrow  strips  as  be- 
fore, 6  acres;  canal  strip,  130  acres;  at  and  near  dam  on  Fall  creek, 
9  acres;  total,  530  acres. 

New  Haven.     About  7,000  acres.     (See  H  2.) 
H  57.     How  often  were  chemical  and  bacteriological  analyses  of 
water  made? 

Chicago.  (See  H  58,  59  and  61.)  Daiiy,  except  Sundays  and 
legal  holidays.  The  health  department  of  the  city  of  Chicago  is 
an  entirely  separate  organization  from  the  bureau  of  water,  and 
from  the  sanitary  district  of  Chicago.  Samples  of  the  water  are 
collected  by  the  health  department  at  all  of  the  pumping  stations 
at  about  8  A.  M.  each  day,  except  on  Sundays  and  legal  holidays. 
These  samples  are  usually  in  the  laboratory  by  9  A.  M.  and  a  san- 
itary chemical  analysis,  as  well  as  a  bacteriological  analysis,  is  made 
of  each  sample.  The  sanitary  chemical  analyses  are  usually  com- 
pleted before  noon,  and  the  health  department  classes  the  water 
from  each  station  "safe"  or  "unsafe"  according  to  the  results  of 
the  sanitary  chemical  analysis.  A  report  of  this  classification  is 
then  made  to  the  office  of  the  sanitary  district  of  Chicago  and  tele- 
phoned to  the  city  press,  and  every  paper  ip  the  city  publishes  as 
soon  thereafter  as  possible  a  complete  notice  of  the  condition  of 
the  supply  from  each  pumping  station.  This  notice  has  its  regular 
place  in  each  paper,  and  is  usually  to  be  found  in  the  second  col- 
umn of  the  front  page.  As  forty-eight  hours  would  be  required  to 
complete  the  bacteriological  analyses,  their  results  are  not  pub- 
lished. As  stated  in  the  report  of  the  city  chemist  (Exhibit  7,  See 
H  60),  the  word  "unsafe"  does  not  necessarily  always  mean  that 
the  water  is  bad,  or  unfit  to  drink. 

The  writer  is  informed  that  the  city  supply  is  used  for  drink- 
ing purposes  by  a  large  number  of  people  of  small  or  moderate 
means,  and  if  the  reported  death  rate  from  typhoid  fever  be  cor- 
rect, this  would  corroborate  the  statement  of  the  city  chemist  just 
referred  to,  for  if  the  water  were  actually  bad  17  per  cent,  of  the 
time,  the  typhoid  death  rate  would  doubtless  be  much  higher. 
There  has  been  a  very  marked  improvement  in  the  quality  of  the 
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water  supply  since  the  opening  of  the  sanitary  canal  in  1900.  The 
purity  of  the  water  is  affected  by  the  amount  of  flow  through  the 
canal — the  more  flow,  the  better  the  water — and  by  the  weather 
conditions.  A  strong  west  wind  tends  to  contaminate  the  water 
though  not  nearly  so  much  so  as  formerly.  The  most  dangerous 
wind  now  is  a  south  or  southwest  wind,  which  sometimes  brings 
to  the  cribs  water  polluted  with  the  sewage  from  the  Calumet  and 
South  Chicago  districts,  and  this  wind  usually  does  not  affect  the 
water  much  further  north  than  the  Sixty-§ighth  street  crib.  Ex- 
hibits 7  (see  H  60),  8  (see  H  50),  9  and  10  (Exhibit  9  not  repro- 
duced) give  further  details  in  connection  with  the  subject  of  san- 
itary condition  of  the  supply  and  with  the  measures  taken  to  warn 
the  water  consumers  against  unsafe  water. 

It  would  seem  that  the  health  department  takes  almost  every 
reasonable  precaution  under  the  peculiar  circumstances  to  give 
timely  warning  to  water-takers.  But  from  the  nature  of  the  case 
it  is  not  always  practicable  to  give  timely  warning.  It  is  entirely 
possible,  for  instance,  for  the  water  at  any  pumping  station  to  be 
safe  at  8  A.  M.,  and  unsafe  three  or  four  hours  later.  The  report 
to  the  effect  that  the  water  is  safe  would  be  in  the  hands  of  those 
who  might  read  it  at  any  time  after  1  P.  M.  of  that  day.  Under 
the  conditions  stated,  the  water  would  be  unsafe  at  the  very  time 
that  water-takers  were  reading  a  report  to  the  effect  that  it  was 
safe,  and  no  contrary  warning  could  reach  them  for  twenty-four 
hours.  Furthermore,  no  consumer  likes  to  have  to  look  in  the 
paper  for  the  health  department  notices  before  he  can  feel  secure 
in  drinking  the  water,  and  the  consequence  is  that  some  persons 
take  their  chances  and  drink  the  water,  while  others  buy  water 
from  other  sources.  To  both  of  these  classes  of  people,  the  notices 
are  of  little  or  no  benefit,  though  the  ydoubtless  have  value  in  edu- 
cating the  people  generally  as  to  the  necessity  for  caution.  In  view 
of  these  facts  and  in  view  of  the  further  fact  that  the  city's  health 
department  reported  that  17  per  cent,  of  all  the  samples  of  city 
water  analyzed  by  it  in  1905  were  "unsafe,"  the  water  should,  in 
the  opinion  of  the  writer  of  this  report,  be  classed  as  unreliable, 
and,  therefore,  not  a  good  water  for  drinking  purposes. 

CHICAGO  EXHIBIT  10. 

The  analysis  is  printed  on  a  regular  printed  blank,  with  the 
sub-head,  "Chemist's  Daily  Eeport  to  the  Commissioner."  "Sam- 
ples collected  March  5th,  1906.  Analyses  of  samples  from  the  des- 
ignated sources  of  supply  give  the  following:  (Filtered  in  labo- 
ratory.)" 

The  blank  contains  in  one  corner,  "Previous  34  hours. 

Wind  movement Miles ; Direction ; 

Precipitation, in;  Temp °."      Also  a  blank  for  the 

signature  of  the  city  chemist,  also  one  for  "Eemarks."  (All  this 
portion  of  the  blank  is  vacant.) 
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Cleveland.  In  addition  to  Ikhe  analyses  made  by  Dr.  Whip- 
ple, sanitary  chemical  analyses  were  made  weekly,  chemical  analy- 
ses for  chlorine  daily,  except  Sundays  and  holidays,  bacterial 
analyses  daily  except  Sundays  and  holidays. 

Syracuse.  Chemical  anaylses  of  water  from  faucet  in  labora- 
tory made  once  a  month,  bacteriological  analyses  of  water  from 
Woodland  reservoir  made  twice  a  month  from  January  to  May,  in- 
clusive, and  four  times  a  month  from  June  to  December,  inclusive. 

Indianapolis.     Daily. 

New  Haven.    Every  month  regularly;  additional  special  analy- 
ses were  frequently  made. 
H  58.     By  whom  were  they  made? 

H  59.    If  the  results  of  such  analyses  were  made  public,  how  and 
when? 

Chicago.  By  the  health  department  of  the  city  of  Chicago. 
The  daily  papers  published  the  several  results  of  the  chemical  analy- 
ses of  water  from  each  pumping  station,  describing  the  water  as 
either  "safe"  or  "unsafe."  The  health  department  also  issues 
weekly  bulletins  and  annual  reports  in  which  the  quality  of  the 
water  supply  is  discussed.     (See  H  57.) 

Cleveland.  Chemical  analyses  by  Mr.  William  Pate,  Jr.,  city 
chemist;  bacterial  analyses  by  Mr.  H.  0.  Way,  under  supervision  of 
Dr.  W.  T.  Howard,  Jr.,  city  bacteriologist.  The  health  depart- 
ment's chemical  analyses  were  not  made  public.  Dr.  Whipple's  re- 
port— extract  from  which  (Exhibit  13)  is  reproduced  in  part,  see 
H  55 — accompanies  water  department  report  for  1905.  Summary 
of  health  department's  bacteriological  analyses  published  in  1905 
report. 

Syracuse.  Chemical  analyses  by  city  chemist  Dr.  P.  E.  En- 
glehardt;  bacteriological  analyses  by  Dr.  W.  H.  May,  city  bacte- 
riologist. Eesults  of  these  analyses  were  reported  to  health  officer. 
Dr.  P.  W.  Smith.    They  have  not  yet  been  published  .   (See  H  55.) 

Indianapolis.  Anaylses  were  made  by  Mr.  H.  E.  Jordan, 
chemist  and  bacteriologist  for  the  water  company.  A  few  analy- 
ses were  also  made  by  the  city  health  department.  The  results  were 
not  published. 

EXHIBIT  12. 
Indianapolis  Board  of  Health, 
Indianapolis,  Ind. 
Gentlemen : 

Below  are  the  results  of  an  examination,  both  chemical  and 
bacteriological,  made  on  ten  (10)  samples  of  city  water  collected 
on  February  23,  1906,  at  the  places  specified;  sample  number  one 
was  taken  from  the  unfiltered  water  on  the  bed,  and  number  two 
as  it  left  the  bed  filtered;  the  remaining  eight  (8)  samples  were 
taken  from  fountains  in  different  parts  of  the  city.  Negative  re- 
sults in  dextrose  broth  and  on  agar  plates  show  that  no  B.  coli 
were  found. 
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Permenta- 

* 

Chlorides  Per 

Source.              tion  Dextrose 

Agar 

Bacteria     Hundred 

Ni- 

Broth. 

Plates. 

in  One  G.  G.  Thousand. 

trites. 

1.  Filter    Influent 

3,200            14.4 

Trace. 

2.  Filter  Effluent. 

7              9.7 

3.  Delaware     and 

South  streets 

29              8.0 

4.  Kentucky    ave. 

and     Church 

street  

4              9.6 

5.  West  and  Wash- 

ington streets 

6              8.9 

6.  Prospect   street 

and  Fountain 

square    

47              7.6 

7.  Prospect       and 

State  streets. 

7              8.4 

8.  17th  and  North- 

western ave. 

33             6.8 

9.  16th    and    Illi- 

' 

nois  streets.. 

34              7.6 

0.  Washington  and 

Arsenal  sts. . 

35              7.3 

(Signed)     Fred  W.  Clarke, 

Chemist  and  Bacteriologist. 

New  Haven.     By  Professor  Herbert  E.  Smith,  Yale  Univer- 
sity.   Not  as  a  rule  published. 
H  60.     Summarize  results  of  such  examination. 

Chicago.  Eighty-three  per  cent,  of  all  the  samples  taken  were 
pronounced  "safe,"  17  per  cent,  pronounced  "unsafe."  The  yearly 
averages  for  each  station  ranged  from  75  per  cent  "safe"  at  Twenty- 
second  street  station  to  91  per  cent,  "safe"  "at  Central  Park  avenue 
station. 

Extract  from  Exhibit  7,  page  121,  the  same  being  a  disr 
cussion  by  Hugo  Jone,  city  chemist,  on  the  sanitary  condition  of 
the  city  water  during  the  year  1905. 

"Safe"  waters  are  those  which  are  found  to  contain  substan- 
tially the  same  quantity  of  organic  matter  as  midlake  samples,  and 
which,  therefore,  were  free  from  pollution  from  the  shore;  "un- 
safe" waters  are  those  which  are  found  to  contain  more  organic 
matter  than  the  midlake  samples,  and  which,  therefore,  were  pol- 
luted by  animal  matter,  from  the  shore,  and  prima  facie,  from  the 
sanitary  standpoint,  are  harmful. 

Samples  taken  during 
the  year  1905. 
Fourteenth  street  station .... 

Chicago  avenue  station 

Hyde  Park  station 

Lake  View  station 

Central  Park  avenue  station. 

Harrison  street  station 

Sogers  Park  station 

Ashland  avenue  station 

Springfield  avenue  station . . . 
All  stations 


Percent. 

of 

Percent,  of 

samples  "safe." 

samples  "unsafe." 

85 

15 

80.8 

19.2 

83.6 

16.4 

77.8 

82.2 

91.4 

8.6 

81.9 

18.1 

83.4 

16.6 

75.0 

25.0 

88.0 

12.0 

83.0 

17.0 
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During  the  first  six  months  of  the  year,  the  percentage  of  safe 
waters  is  a  little  lower  than  during  the  second  six  months,  appar- 
ently on  account  of  the  annual  spring  pollution.  See  also  H  50  and 
H60. 

Cleveland.  Mr.  Pate's  weekly  chemicsfl  analyses  show  consid- 
erable variations  from  time  to  time  in  constituents,  indicative  of 
sanitary  quality  of  the  water.  Dr.  Howard's  bacteriological  analy- 
ses show  colon  bacillus  found  in  twelve  out  of  a  total  of  303  sam- 
ples of  water  examined. 

EXHIBIT  14. 
Extract  from  report  of  Dr.  Martin  Friedrich,  health  officer  for  1905. 

Typhoid  Fever. 

We  lost  67  people  from  typhoid  fever,  or  15  in  every  hundred 
thousand.  During  the  decade  from  1893  to  1903,  a  yearly  average 
of  38.9  per  hundred  thousand  died  from  typhoid  fever.  During 
the  epidemic  of  1903  the  figure  rose  to  111.  In  1904  it  was  47.4. 
In  the  registration  area  of  the  United  States,  the  average  death, 
rate  from  typhoid  fever  was  35.4,  so  our  death  rate  from  this  fever 
during  1905  was  low,  and  for  a  large  American  city  we  did  splen- 
didly. 

There  are  two  reasons  for  this  good  showing,  first,  there  was 
les^3  typhoid  fever  throughout  the  coimtry  in  1905  than  in  the 
previous  two  years.  The  disease  seems  to  have  spent  its  force  for 
a  time,  but  the  most  important  cause  is  our  new  water  supply. 
Indeed,  typhoid  fever  dimiuished  very  rapidly,  and  almost  immedi- 
ately after  we  began  drawing  water  from  the  new  intake  crib. 

Now,  since  our  water  supply  is  of  so  great  importance,  the 
question  arises,  "is  our  drinking  water  absolutely  safe  to  drink?'' 
Indeed,  I  am  frequently  asked  this  question.  I  have  the  water  ex- 
amined daily  in  our  bacteriological  laboratory,  except  on  Sundays 
and  holidays.  Only  twelve  times  during  the  year  was  the  colon 
bacillus  found.  This  is  not  much,  but  it  points  toward  the  possi- 
bility of  contamination.  Then  the  67  deaths  from  typhoid  fever 
,  indicate  that  we  had  at  least  670  cas.es  of  the  disease  during  the 
year.  Some  of  them,  I  know,  were  caused  by  our  milk  supply. 
Some  of  them  had  just  arrived  here  from  other  places,  some  of 
them  may  have  been  caused  by  eating  raw  oysters  or  vegetables, 
such  as  celery  or  lettuce,  but  a  vast  majority  of  these  cases  were 
contracted  from  our  drinking  water.  Then  we  must  not  forget  that 
European  cities,  partly  by  taking  water  from  above  human  habi- 
tation, as  Munich  and  Vienna,  and  partly  by  filtration,  as  Hamburg 
and  Berlin,  have  brought  the  death  rate  from  typhoid  fever  below 
10.  What  other  cities  have  accomplished  we  are  in  duty  bound  to 
reach.  We  cannot  rest  upon  our  laurels.  We  must  further  improve 
our  water  supply.  For  the  present,  I  advise  a  speedy  completion 
of  the  intercepting  sewer. 

Syracuse.  Chemical  analyses-  remarkably  uniform;  bacteri- 
ological analyses  show  very  few  bacteria  of  any  sort,  and  colon 
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bacillus  has  never  been  found  in  the  city  water,  nor  in  the  lake  any- 
where near  the  intake. 

Indianapolis.  (See  H  61.)  As  indicated  by  the  photographs 
(not  reproduced  here)  the  filter  plant  presents  a  very  neat  and  at- 
tractive appearance.  All  of  its  appliances  and  accessories  are  strict- 
ly up  to  date,  and  the  results  obtained  during  1905  after  the  filters 
had  once  been  gotten  into  proper  running  oJder,  were  remafkably 
good,  showing  an  average  efficiency  in  the  removal  of  bacteria  of 
considerably  over  99  per  cent. 

New  Haven.  Writer  did  not  see  all  records;  was  informed 
that  colon  bacillus  was  sometimes  found  in  all  the  waters,  not  ex- 
cepting Lake  Wintergreen,  whose  water  is  practically  above  suspi- 
cion, but  that  on  all  sheds,  except  Whitney,  the  colon  was  generally 
believed  to  come  from  animals,  and  therefore  to  be  harmless. 

H  61.     How  would  you  rate  the  purity  of  the  water? 

Chicago.  Water  supply  is  subject  to  rapid  changes  from 
"safe"  to  "unsafe,"  and  it  is  not  always  possible  to  give  warning  of 
ihese  changes.  The  purity  of  the  water  cannot  be  relied  upon, 
and  the  water,  therefore,  cannot  be  classed  as  good  from  a  sanitary 
standpoint.    See  also  H  57,  58  and  59. 

Cleveland.  Water  is  almost  always  good,  but  is  subject  to 
pollution  at  rare  intervals./  Should,  therefore,  be  classed  as  fair. 

Syracuse.  Water  is  not  only  good  from  a  sanitary  standpoint, 
but  is  also  remarkably  soft,  and  for  a  lake  water  unusually  free  from 
color.  The  water  has  at  times  had  a  slight  taste  and  odor  due  to 
the  growth  of  algae  in  the  reservoir,  but  the  presence  of  this  growth 
does  not  affect  the  sanitary  quality  of  the  water,  and  has  never 
given  fise  to  any  serious  complaint.  The  quality  of  the  water  up 
to  and  including  the  year  1905  should  in  the  writer's  opinion  be 
classed  as  excellent.  It  should  be  borne  iu  mind,  however,  that  the 
beauty  of  Skaneateles  lake,  and  the  growing  tendency  among  those 
who  have  business  in  cities  to  establish  residences  for  the  summer, 
at  least,  in  the  country,  are  causing  more  and  more  people  to  build 
summer  homes  along  the  lake  shore.  Eeal  estate  companies  have 
already  acquired  large  tracts  there,  and  ar^  selling  lots  with  fifty- 
foot  frontage  on  the  lake.  The  measures  which  have  till  now  suf- 
ficed to  safeguard  the  purity  of  the  supply  will  not  be  adequate  if 
the  riparian  population  increases  in  accordance  with  the  present 
indications.  The  city  should  now  devise  and  carry  into  effect  some 
more  definite  and  comprehensive  plan  for  forestalling  the  possibility 
of  serious  future  pollution. 

Indianapolis.  The  water  supplied  in  1905  was  of  good  sani- 
tary character.     (See  also  H  158  D.) 

New  Haven.  Water  occasionally  had  slight  color  and  taste 
from  vegetable  matters.  From  sanitary  standpoint  Lake  TMiitney 
water  should  be  rated  as  fair  during  1905.  Waters  from  other  four 
sheds,  good. 
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H  62.     What  was  the  number  of  typhoid  cases  and  deaths  during 
the  past  year? 

Chicago.     Cases  not  reported.    Deaths'  reported,  329. 
Cleveland.     Sixty-seven   deaths,   equal  to   15.23   per  hunded 
thousand  of  population.    Estimated  from  6Y0  to  800  cases. 

Syracuse.  Cases  reported,  147.  Deaths,  18,  equal  to  15 
deaths  per  hundred  thousand  of  population. 

Indianapolis.     Pour  hundred  and  twelve  cases,  and  71  deaths. 

EXHIBIT  13,  mortality  report  to  Walter  Wyman,  surgeon 
general  of  public  health  and  marine  hospital  service.  (Indianap- 
olis, for  year  1905.) 

The  total  number  of  deaths  from  all  causes,  3,080.  Estimated 
population,  212,198.  Death  rate  per  thousand  of  the  estimated 
population,  14.51. 


Disease. 

Cases. 

Death 

Tuberculosis    

370 

Smallpox    

8 

1 

Typhoid  fever 

412 

71 

Measles 

50 

1 

Scarlet  fever 

394 

9 

Diphtheria    

172 

SO 

Whooping  cough.  . .  . 

13 

New  Haven.  Two  hundred  and  forty-seven  cases  reported, 
and  49  deaths. 

CONSUMPTION. 

Chicago. 

H  63.     Total  number  of  services.    About  355,000.  Bills  rendered 

to  about  235,000.    See  also  H  151. 
H  64.     Total  number  of  services  metered,  10,559. 

EXHIBIT  13,  Table  number  XIV.  Meter  mechanical  di- 
vision, showing  water  meters  in  use  and  how  distributed,  Decem- 
ber 31,  1905. 

Stores  and  flats 1,618 

Business  houses 1,178 

Eesidences  and  apartment  buildings...  3,052 

Eailroads 608 

Manufactories   i. 1,811 

Breweries    , 160 

Liveries   419 

Packing  houses 151 

Laundries 262 

Hotels    300 

Office  buildings 291 

Theatres 35 

Miscellaneous    571 

Charitable  institutions 103 


10,559 


H 

65. 

H 

66. 

H 

67. 

H 

68. 

H 

69. 

H 

70. 

H 

71. 

H 

72. 
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Percentage  of  total  number  metered.    2.97. 
Total  annual  amounts  sold  by  m^ter  to  all  consumers. 
24,088,827,500  gallons.    Impossible  to  separate  the  domes- 
tic', manufacturing  and  commercial  as  per  questions  H 
66'and  H  67. 

Total  amouat  sold  unmetered  to  private  consumers. 
Total    annual    amount    consumed    by    municipality.     No 
records. 

Total  annual  amount  supplied  free,    No  records. 
Total  annual  amount  unaccounted  f  6r.    No  records. 
Total  annual  amoimt  supplied.     135,588,942,536  gallons. 
Estimated  population  January  1,   1906,   actually  taking 
water  from  mains.    1,800,000. 
H  73.     Average  daily  consumption  per  capita  upon  basis  of  in- 
quiry H  72.    206.4  gallons. 
H  74.     Population  at  last  national  census  of  area  supplied.    Total 
population  1900  census,  1,698,575 ;  assuming  90  per  cent, 
supplied,  1,530,000. 
H  75.     Average  daily  consumption  per  capita  upon  the  basis  of 
Inquiry  H  74,  211.8  gallons.    It  is  impossible  to  separate 
the  domestic  from  the  manufacturing  and  commercial. 
H  76.     Average  daily  consumption  per  family  upon  the  basis  of 
last  national  census.    Assuming  five  to  famdy,  1059  gal- 
lons. 
H  77.     Total  maximum  daily  consumption  during  past  year. 

431,108,500  gallons,  estimated  from  1904,  allowing  for  growth 
and  for  slip. 
H  78.     Total  minimimi  daily  consumption  during  past  year. 

316,581,000  gallons,  estimated  from  1904,  allowing  for  growth 
and  for  slip. 
H  79.     May  any  consumer  who  desires  have  a  meter? 

No,  the  classes  of  services  which  must  he  metered  are  fixed  by 
ordinance  passed  in  July,  1905. 
H  80.     May  any  consumer  be  forced  to  have  a  meter  ? 

All  whose  flat  rate  assessments  exceed  a  certain  amount  per 
annum,  and  all  manufacturing  establishments  and  certain  other 
classes  of  consumers  may  be  forced  to  have  meters.  Under  ordi- 
nances in  force  up  to  July  5, 1905,  all  manufacturing  establishments 
and  certain  other  classes  of  consumers  could  be  compelled  to  have 
meters,  also  all  consumers  whose  flat  rate  assessments  amounted  to 
$75  or  more  per  annum.  After  July,  1905,  the  number  of  those 
who  could  be  compelled  to  have  meters  was  increased  by  including 
all  whose  flat  rate  assessment  amounted  to  $50  or  more  per  an- 
num, and  by  ordinance  passed  January  29,  1906,  the  number  was 
still  further  increased  by  including  all  those  having  a  flat  rate 
assessment  of  $25  or  more. 
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H  81.     Are  consumers'  meters  removed  an*d  tested  at  regular  in- 
tervals. At  regular  intervals,  no;  whenever  deemed  nec- 
essary, yes. 
H  83.     If  he  believes  that  the  meter  is  fa^t,  how  may  he  have  it 

tested  ?    On'  request,  and  at  city's  -expense. 
H  83.     Are  these  records  of  proofs  of  meters  as  removed?    If  so, 
show  them.     Yes.     The  sample  aitached  is  not  entirely 
legible.    It  is  on  a  mimeograph  form  and  signed  by  H.  0. 
Nourse,  department  representative   (superintendent),  D. 
F.  Foley,  manufacturer's  representative,  and  T.  Conlin,< 
meter  tester.    The  meter  was  number  9,381,  Worthington 
make,  plunger  C.  3,  size  |-inch;  old. 
H  83   (a) .     Total  number  of  hydrants  in  use  at  the  end  of  year. 

30,500.  The  count  of  hydrants  from  the  maps  showed  a  total 
of  19,816.  An  estimate  recently  made  by  the  city  by  sending  out 
inspectors  to  count  the  existing  hydrants  in  each  district  gave  a 
total  of  20,368.  The  annual  reports  showed  20,794.  For  purposes 
of  appraisal,  the  total  was  placed  at  30,500.  The  work  of  measur- 
ing the  lengths  of  mains  from  the  maps  and  the  counting  of  valves 
and  hydrants  involved  the  recording  and  footing  of  over  40,000 
items. 

H  83   (b).     Total  number  of  hydrants  in  use  at  end  of  year  per 
hundred  acres  of  area  supplied. 
35.3.  In  calculating  the  area  supplied,  isolated  pipes  were 
supposed  to  supply  a  strip  200  feet  wide  on  each  side  of  pipe. 

Cleveland. 
H  63.     Total  number  of  services.     79,401.     Of  these  65,766  were 

in  use  in  1905. 
H  64.     Total  number  of  services  metered.    44,952.    Total  meters 
including  elevator  counters,  44,706. 
Sometimes  one  meter  covers  more  than  one  service  connection. 

(a)  Domestic,  about  41,734. 

(b)  Manufacturing  and  commercial,  about  2,791. 
Free  services  to  city  parks,  buildings,  etc.,  427. 

By  far  the  most  notable  act  of  the  present  administration  of 
the  water  works  division,  and  the  one  which  has  been  most  widely 
and  variously  criticised  has  been  the  rapid  and  compulsory  uni- 
versal installation  of  meters,  now  nearly  finished.  No  account  of 
the  Cleveland  plant  would  be  complete  without  some  reference  to 
the  effects  of  the  meters  and  of  the  new  rates. 

The  installation  of  meters  called  forth  from  press  and  public 
violent  criticism  of  the  water  works  management.  This  criticism 
was  often  silly  and  ill  founded.  For  example,  the  meters  were  by 
many  persons  held  responsible  for  the  typhoid  in  1903  and  1904, 
which  might  have  been  much  more  properjy  charged  to  delay  in 
completing  the  tunnel,  pumping  station,  and  intercepting  sewers. 
Both  press  and  public  now  understand  some  features  of  the  situa- 
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tion  better,  however,  and  the  meters  are  not  only  tolerated,  but  are 
even  sought  after  by  consumers,  who  know  that  their  rates  ■will  be 
reduced  thereby.  While  the  water  works  management  deserves 
credit  for  its  perseverance  in  the  setting  of  meters,  it  is  the  writer's 
opinion  that  the  present  meter  rates  given  in  Exhibit  XVII  not 
only  cause  unjust  discrimination,  but  are  also  unwise  from  the 
standpoint  of  good  financial  management.  That  the  flat  meter  rate 
causes  imjust  discrimination  may  be  shown  as  follows : 

It  must  be  admitted  that  in  fairness  to  all  the  amount  which 
.each  consumer  pays  for  water  service  should  be  based  as  nearly  as 
possible  on  the  cost  of  the  service  rendered^  ^o  consumer  should 
be  taxed  in  excess  of  this  cost,  in  order  that'  another  consumer  may 
be  supplied  at  a  loss.  In  Cleveland,  a  consumer  having  a  f-inch 
meter,  may  draw  a  daily  average  of  138  gallons  of  water  for  his 
minimum  rate  of  $2.50  per  annum,  and  a*  large  number  of  them 
actually  keep  within  this  minimum.  The  average  cost  of  a  f-inch 
meter  and  its  setting  is  $17.65.  The  cost  for  reading  and  testing 
the  meter,  clerical  expense,  and  interest,  depreciation  and  mainte- 
nance is  not  less  than  $3.40  per  annum  for  each  f-inch  meter.  The 
result  to  the  department  from  the  setting  of  a  thousand  such  meters 
may  be  stated  as  follows : 

Investment  in  a  thousand  meters *. $17,650 

Annual  revenue  from  a  thousand  meters 3,500 

Annual  cost  of  operating  and  maintaining  thousand  meters, 

at  $3.40.  .* 3,400 

Making  a  net  loss  on  a  thousand  consumers  of  $900  per  year,  with- 
out allowing  anything  for  cost  of  pumping,  or  for  any  of  the  other 
operating  expenses,  or  fixed  charges  on  all  the  rest  of  the  plant. 

The  meter  expenses  incident  to  supplying  to  one  large  consimier 
$9,500  worth  of  water,  or  138,000  gallons  per  day,  for  the  year  may 
be  estimated  as  follows : 

Cost  of  one  3-inch  meter  and  setting $118.60 

Eeading,   testing,    clerical    expense,    interest,    depreciation 

and  maintenance 16.00 

The  results  to  the  department  would  be  as  follows : 

Investment  in  meters  and  setting $118.60 

Annual  revenue 2  500.00 

Meter  expenses , '  ig.oo 

Profit  to  water  department 2.484.00 

not  allo-s^'ing  for  any  expenses  other  than  those  incident  to  the  water 
service. 

From  the  foregoing,  it  is  evident  that  the  profits  on  the  large 
consumers  go  to  make  up  the  losses  on  the  small  ones,  which  con- 
stitutes an  unjust  discrimination  against  the  former,  and  in  favor 
of  the  latter. 

That  the  rates  are  unwise,  from  the  standpoint  of  good 
business  management,  is  evident  from  the  consideration  of  the 
following  facts :  The  principal  end  sought  by  the  installation  of 
meters  was  the  reduction  of  the  daily  pumpage,  which  means  nat- 
urally not  only  reduction  in  pumping  expenses,  but  also  a  decrease 
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in  cost  of  extensions  to  plant.  The  annual  reports  of  the  superin- 
tendent of  water  works  for  1903,  1904  and  1905  have  set  forth 
very  fully  the  savings  effected  by  the  introduction  of  meters,  but 
the  other  side  of  the  question  has  not  been  clearly  stated.  In  1901, 
there  were  3,981  meters,  and  the  daily  per  capita  consumption,  not 
allowing  for  slip  of  pumps,  was  about  172  gallons.  By  the  end  of 
1905,  68.4  per  cent,  of  all  active  services  were  metered,  and  the 
average  per  capita  consumption  for  the  year,  not  allowing  for  slip, 
was  about  132  gallons.  This  reduction  of  40  gallons  was  practic- 
ally all  due  to  the  meters.  Some  credit  should  be  given  to  improved 
methods  of  detecting  and  preventing  leakage  and  waste,  and  some  to 
seasonal  differences  in  the  two  years  compared;  but  these  would 
probably  have  been  offset  by  the  yearly  increase  which  was  taking 
place  in  the  per  capita  consumption,  so  that  it  is  fair  to  credit  the 
meters  with  the  whole  saving  of  40  gallons  per  capita  per  day.  But 
had  the  meter  rates  been  a  sliding  scale  rate,  instead  of  a  low  flat 
meter  rate;  that  is,  had  the  rate  per  thousand  gallons  for  the  first 
few  hundred  gallons  used  per  day  been  higher  than  5  1/3  cents, 
decreasing  to  slightly  less  than  that  amount  where  very  large  quan- 
tities were  used,  a  much  greater  inducement  would  have  been  offered 
to  small  consum^ers  to  economize  in  their  use  and  waste  of  water. 
With  the  rates  as  they  are  at  present,  many  small  consumers  can 
get  more  water  than  they  need,  without  exceeding  their  minimum 
rates  of  $2.50  to  $5  per  annum,  and  they,  therefore,  have  no  in- 
centive to  stop  waste.  Had  the  sliding  scale  of  meter  rates  been 
in  effect,  the  daily  per  capita  consumption  Would  have  undoubtedly 
been  reduced  much  more  than  forty  gallons,  so  that  the  efficiency 
of  the  meter  in  reducing  waste  and  leakage  .and  all  of  the  other  ex- 
penses consequent  thereon,  has  been  much  impaired  by  the  rates 
in  force.  The  superintendent  of  the  water  works  division,  in  his 
report  for  1905,  estimates  that  the  consumers  who  formerly  paid 
assessment  rates,  paid  by  meter  in  1905  $118,810  less  in  the  aggre- 
gate than  they  had  formerly  paid,  which  is  doubtless  correct,  but 
it  is  interesting  to  compare  these  figures  with  the  diminution  in 
the  net  receipts  of  the  water  department. 

Diagram  A  on  plate  XXXVII  (not  reproduced  here),  con- 
structed per  figures  given  on  page  20  of  the  superintendent's  report, 
shows  graphically  what  the  difference  between  earnings  and  ex- 
penses, as  based  on  those  figures,  actually  was  in  each  year  from 
1900  to  1905  inclusive,  and  also  what  this  difference  would  probably 
have  been  had  meters  not  been  introduced.  In  round  numbers,  the 
loss  of  net  earnings  caused  by  the  meters,  based  on  the  figures  above 
referred  to,  was  about  $228,000  for  1905,  but  the  figures  from  which 
diagram  A  was  platted  include  in  the  earnings  the  interest  on  de- 
posits in  bank  (with  which  the  meters  cannot  be  said  to  have  had 
anything  to  do),  and  leave  out  the  expenditures  for  repairs,  which 
were  to  some  extent  affected  by  the  meters. 

Diagram  B,  same  plate  (not  reproduced  here),  shows  the  ef- 
fect of  the  meters  if  the  interest  be  left  out,  and  the  repairs  be 
taken  into  consideration.     The  decrease  in  net  earnings  as  shown 
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on  Diagram  B  was  for  1905,  about  $316,000.  As  only  part  of  the 
increase  in  repairs  can  properly  be  charged  fo  the  meters,  it  would 
be  fair  to  say  that  the  actual  decrease  in  net  earnings  for  the  year 
1905  due  to  the  introduction  of  meters  was  somewhere  between 
the  two  amounts  named,  and  averaging  the  two  for  a  rough  estimate 
will  bring  the  loss  of  net  earnings  caused  by  the  meters  to  about 
$272,000  for  the  second  year  of  their  use.  This  would  capitalize  at  4 
per  cent,  for  interest  the  sum  of  $6,800,000 ;  or,  allowing  7  per  cent, 
for  interest  and  depreciation,  $372,000  would  capitalize  $3,885,000. 
The  meters  themselves  have  already  cost  with  their  setting  about 
$780,000,  which  amount  will  be  increased  to  about  $1,150,000  by 
the  time  all  services  are  metered ;  nor  is  this  all,  for  the  lines  in  both 
the  diagrams  on  Plate  XXXVII  are  diverging,  so  that  with  each 
succeeding  year  the  decrease  of  net  earnings  will  increase.  It  would 
seem  from  the  foregoing  that  if  some  of  the  consumers  have  prof- 
ited in  1905  to  the  extent  of  $118,810  in  reduced  rates,  while  the 
net  earnings  of  the  department  have  diminished  by  $273,000,  the 
net  result  must  be  an  actual  loss  to  the  consumers  who  own  the 
plant  and  who  must  in  the  long  run  pay  its  loss  or  enjoy  its  profits. 
The  writer  does  not  wish  to  be  understood  as  stating  that  the  intro- 
duction of  meters  was  an  error,  or  that  all  of  its  far-reaching  re- 
sults are  summed  up  in  the  diagrams  on  Plate  XXXVII.  On  the 
contrary,  he  believes  that  conditions  in  Cleveland  had  reached  a 
point  where  the  introduction  of  meters  was  a  matter  of  vital  ne- 
cessity. He  simply  wishes  to  point  out  that  while  meters  have  ac- 
complished much  in  Cleveland,  they  have  not  accomplished  nearly 
so  much  as  would  have  been  the  case  had  their  installation  been 
accompanied  by  rates  fixed  on  a  reasonable,  businesslike  and  equit- 
able basis.    See  also  H  43. 

H  65.  Percentage  of  total  number  metered.  68.4  per  cent,  of 
total  number  of  services  in  use.  (a)  Domestic,  66.7  per 
cent,  (b)  Manufacturing,  practically  100  per  cent. 
H  66.  Total  annual  amount  sold  by  metef  to  private  consumers. 
10,149,787,500  gallons,  (a)  Domestic, .  (b)  Man- 
ufacturing and  commercial, . 

H  67.     Total  amount  sold  unmetered  to  private  consumers. 

The  total  annual  amount  supplied  in  1905  was  21,041,712,000 
gallons  (see  H  71).  Of  this  amount,  10,14^,787,500  gallons  were 
sold  by  meter  to  private  consumers  (see  H  66) ;  750,000,000  gal- 
lons were  consumed  by  the  municipality  (see  H  68) ;  and  204,000,- 
000  gallons  were  supplied  free  (see  H  69)  ;*  making  a  total  of  11.- 
103,787,500  gallons.  Subtracting  this  amount  from  the  total 
amount  supplied,  leaves  9,937,934,500  gallons,  which  includes  the 
water  sold  unmetered  to  private  consumers  (H  67),  as  well  as  the 
water  unaccounted  for  (H  70).  There  is  no  way  in  which  the  last 
two  quantities  can  be  accurately  separated,  but  it  may  be  safely 
assumed  that  by  far  the  larger  part  of  the  total  of  9,937,924,500 
gallons  was  sold  unmetered  to  private  consumers ;  thus  coming  un- 
der the  head  of  this  question  (H  67). 
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(a)  Domestic,  ■ . 

(b)  Manufacturing  and  commercial.     Practically  none. 
H  68.     Total  annual  amount  consumed  by  municipality. 

Estimated,  750,000,000  gallons. 
H  69.     Total  annual  amount  supplied  free. 

Estimated,  204,000,000  gallons. 
H  70.    Total  annual  amount  unaccounted  for. 

There  are  no  means  of  accurately  estimating  the  amount  of 
water  unaccounted  for,  but  it  is  safe  to  assume  that  it  constitutes 
only  a  very  small  proportion  of  the  9,937,934,500  gallons  referred 
to  in  answer  to  H  67. 

H  71.     Total  annual  amount  supplied. 

Allowing  for  slip,  21,041,712,000  gallons. 

H  73.     Estimated  population  January  1,  1906,  actually  taking 
water  from  mains. 

Population  of  city * 442,314 

Of  suburbs  using  Cleveland  city  water 19,754 

Total 462,068 

Estimating  that  99  per.  cent,  of  these  take  city  water,  the 
number  actually  taking  city  water  would  be  457,447. 

H  73.     Average  daily  consumption  per  capita  upon  basis  of  in- 
quiry H  72. 

Allowing  for  slip,  126  gallons. 
H  74.     Population  at  last  national-.,  census  of  area  supplied. 

In  1900  the  population  of  Cleveland  alone  was  381,687;  that 
of  the  suburbs  then  using  city  water  was  24,819,  making  a  total  pop- 
ulation of  the  area  then  supplied  406,506. 

H  75.     Average  daily  consumption  per  capita  upon  basis  of  In- 
quiry H  74. 

Based  on  consumption  in  1900,  154  gallons,  allowing  for  slip. 

(a)  Domestic;  (b)  manufacturing  and  commercial,  cannot 
separate. 

H  76.     Average  daily  consumption  per  faMily  upon  basis  of  last 
national  census.    770  gallons,  allowing  for  slip,    u 
H  77.     Total  maximum  daily  consumption  during  past  year 

February  15,  88,000,000  gallons,  allowing  for  slip. 
H  78.     Total  minimum  daily  consumption  during  past  year. 

November  12,  42,300,000  gallons,  allowing  for  slip. 
H  79.     May  any  consumer  who  desires  have  a  meter? 

Yes.  Section  999  of  ordinances,  rules  and  regulations  for  the 
management  and  protection  of  the  Cleveknd,  Ohio,  city  water 
works,  adopted  December  21,  1896  (Exhibit  16)  :  "At  the  discre- 
tion of  the  director  of  the  department  of  public  works  any  or  aU 
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water  connections,  both  business  and  residence,  sliall  be  metered 
at  the  cost  of  the  water  department."  The  Same  section  fixes  rates, 
which  "shall  be  imiform."  This  was  amended  by  ordinance  passed 
April  11,  1904,  declaring  that  at  the  expense  of  the  department, 
water  for  nearly  all  busiaess  premises — many  kinds  being  desig- 
nated by  name — shall  be  metered,  but  that  residences  shall  be 
metered  only  at  the  desire  of  the  consumer,  except  "that  in  case  of 
waste  or  other  improper  or  unauthorized  use  of  water,  of  which 
satisfactory  proof  has  been  furnished  to  the  water  department, 
meter  may  be  set  without  the  consent  of  the  consumer."  The  rates 
still  remain  uniform,  at  the  old  price,  namely,  four  mills  per  cubic 
foot,  equal  to  5  1/3  cents  per  thousand  gaillons.  ]\Iinimum  rates 
|-iach  meter,  $1.25,  each  semi-annual  collection,  or  $5.50  per 
annum  for  f-inch  meter. 

H  80.     May  any  consumer  be  forced  to  have  a  meter  ? 
Yes.    See  H  79. 

H  81.  Are  consumers'  meters  removed  aiM  tested  at  regular  in- 
tervals ? 
E"ot  at  regular  intervals,  but  it  is  a  ri4e  of  the  department  to 
remove  and  test  a  meter  when  it  has  registered  a  certain  amount, 
varying  with  size  of  meter.  Kule  not  strictly  adhered  to  in  past  on 
account  of  lack  of  men. 

H  83.  If  he  believes  that  the  meter  is  fast,  how  may  he  have  it 
tested  ? 
Any  consumer  may  on  depositing  $1  have  his  meter  tested. 
If  meter  has  not  over-registered,  the  city  keeps  the  dollar.  If 
meter  has  over-registered,  the  city  returns'  the  dollar  and  makes 
proper  rebate  in  his  bill. 

H  83.  Are  there  records  of  proofs  of  meters  as  removed  ?  If  so, 
show  them. 

Yes.     (Samples  attached  to  original  report.    Exhibit  2.) 
H  83a.     Total  number  of  hydrants  in  use  at  end  of  year.     About 
7,642.     Of  these,  21  are  3-inch;  7,014  are  4-inch;  and 
607  are  6-inch.    See  also  H  22. 

H  83b.  Total  number  of  hydrants  in  use  at  end  of  year  per  100 
acres  of  area  supplied,  41.2.  Total  area  supplied  ia 
Cleveland  and  in  such  suburbs  as  are  served  by  the  7,642 
hydrants  equals  18,546  acres.  In  calculating  area  sup- 
plied, isolated  mains  are  supposed*  to  supply  a  strip  300 
feet  wide  on  each  side  of  the  main, 

Syracuse. 
H  63.     Total  number  of  services.    Connected  to  premises,  19,712. 
Of  these,  553  are  turned  off.    There  are  also  2,629  services . 
laid  to  curb  only,  which  are  not  included  in  above. 

H  64.  Total_  number  of  services  metered,  15,833,  of  which  66  are 
public  services. 
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(a)  Domestic,  13,865.  (b)  Manufacturing  and  commercial, 
1,903.     (c)  Public,  66. 

H  65.     Percentage  of  total  number  metered. 

Counting  active  services  only,  82.64.  Estimated  total  domestic 
services,  19,712,  minus  553  minus  66  minus  195  minus  1,903 
equals  16,996.  (a)  Domestic,  13,865  divided  by  16,996  equals 
81.58  per  cent,  (b)  Manufacturing  and  commercial,  100  per  cent, 
(c)  Public,  66  divided  by  195  plus  66  equals  25.29  per  cent. 

H  66.  Total  annual  amount  sold  by  metdr  to  private  consumers. 
2,263,000,000  gallons. 

(a)  Domestic,  620,500,000  gallons  (B.stimated). 

(b)  Manufacturing    and    commercial,    1,643,500,000    gallons 
(Estimated). 

H  67.  Total  amount  sold  unmetered  to  private  consumers  and 
unaccounted  for  (H  70),  1,574,750,000  gallons. 

(a)  Domestic  and  unaccounted  for,  1,^574,750,000  gallons. 

(b)  Manufacturing  and  commercial.     None. 

H  68.  Total  annual  amount  consumed  by  municipality.  670,- 
000,000  gallons. 

H  69.  Total  amiual  amount  supplied  free.  No  free  water  other 
than  that  included  in  answer  to  H  68. 

H  70.  Total  annual  amount  unaccounted  for.  Cannot  separate. 
See  H  67. 

H  71.     Total  annual  amount  supplied.    4,507,750,000  gallons. 

H  72.  Estimated  population  January  1,  1906,  actually  taking 
water  from  mains.  Total  population,  120,000.  Estimated 
that  95  per  cent,  take  water  from  mains,  114,000. 

H  73.  Average  daily  consumption  per  capita  upon  basis  of  In- 
quiry H  72.     108.3  gallons. 

H  74. .  Population  at  last  national  census  of  area  supplied.  108, 
374. 

H  75.  Average  daily  consumption  per  capita  upon  basis  of  In- 
quiry H  74.  Based  on  consumption  in  1900,  10,995,000 
divided  by  108,374  equals  101|  galUons. 

H  76.  Average  daily  consumption  per  family  upon  basis  of  last 
national  census.  Estimated  five  persons  to  one  familv, 
507i  gallons. 

H  77.  Total  maximum  daily  consumption  during  last  year.  Es- 
timated, 15,854,000  gallons. 

H  78.  Total  minimum  daily  consumption  during  past  year.  Es- 
timated, 9,027,000  gallons. 

H  79.     May  any  consumer  who  desires  have  a  meter? 

Yes.     Consumer  pays  cost  of  meter.     If  the  meter  be  larger 

than  |-inch  consumer  also  pays  the  departrfient  the  cost  of  setting 

it.    Department  sets  ^-inch  meters  without  charge  for  setting. 
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H  80.     May  any  consumer  be  forced  to  hare  a  meter? 

Yes,  at  the  discretion  of  the  commissioner  of  public  works. 
In  May,  1905,  the  commissioner  made  a  rule  that  all  existing  ser- 
vices except  those  furnishing  faucet  use  alolle,  should  be  metered. 
Also  all  existing  services  through  which  water  was  supplied  for 
other  than  family  uses.  A  rule  was  already,  and  still  is,  in  force, 
stipulating  that  no  permit  will  be  issued  for  a  new  service  of  any 
nature  or  for  any  alteration  of  any  existing  unmetered  service  un- 
less the  application  for  such  permit  be  accompanied  by  an  order 
for  the  installation  of  a  meter. 

In  all  cases  the  consumer  pays  for  the  meter  as  well  as  for  its 
repairs  and  maintenance.  See  rate  sheet,  Exhibit  8  (not  reproduced 
here) . 

H  81.     Are  consumers'  meters  removed  and  tested  at  regular  in- 
tervals ? 

No;  meters  in  use  are  not  tested  unless  there  is  some  reason 
to  suspect  their  inaccuracy. 

H  82.     If  he  believes  that  the  meter  is  fast,  how  may  he  have  it 
tested  ? 

Upon  application  to  department. 
H  83.     Are  there  records  of  proofs  of  meters  as  removed?    If  so, 
show  them. 

Meters  in  use  are  not  often  tested,  and  there  are  no  available 
records  of  tests  of  this  class.  Meters  are,  however,  tested  before 
they  are  set. 

H  83a.     Total  number  of  hydrants  in  use  at  end  of  year.     3,809. 
H  83b.     Total  number  of  hydrants  in  use  at  end  of  year  per  100 
acres  of  area  supplied. 

10,498  acres  divided  by  100  equals  104.98.  S,809  divided  bv 
104.98  equals  26.76. 

In  calculating  area  supplied,  isolated  mains  are  supposed  to 
supply  a  strip  900  feet  wide  on  each  side  of  main. 

Indianapolis. 
H  63.     Total  number  of  services,  22,748;  domestic,  14,494;  man- 
ufacturing or  commercial,  2,069;  city  connections,  34 T; 
idle,  5,838 ;  total  active  services,  16,910. 
Under  date  of  December  31,  1905,  Mr.  Frank  C.  Jordan,  of 
the  company,  writes  (Exhibit  5)  :     "We  have  at  this  date  23,748 
attachments.     Of  these  attachments,  284  are  supplying  factories, 
1,785  are  supplying  various  commercial  places,  14,494  are  supply- 
ing domestic  consumers,  347  are  supplying  various  city  connections, 
and  5,838  are  off. 

The  item  "commercial  places"  includes  all  stores,  both  retail 
and  wholesale;  all  saloons,  office  buildings,  livery  barns,  butcher 
shops,  barber  shops,  etc.  The  item  "dom,estic  consumption"  in- 
cludes all  private  dwellings,  flats,  churches,  etc.  The  item  "off" 
includes  all  connections  for  vacant  houses,  commerci'al  places,  fac- 
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tories,  etc^  also  all  services  to  vacant  lots.  The  item  of  347  con- 
nections for  the  city  includes  the  connections  for  the  parks,  foun- 
tains, sewer  flushing  tanks,  street  sprinkling  connections,  etc." 

H  64.  Total  number  of  services  metered,  1,432.  (a)  Domestic, 
331.     (b)  Manufacturing  and  commercial,  1,101. 

H  65.  Percentage  of  total  number  metered,  6.25  per  cent.  Per- 
centage of  total  active  metered,  8.04  per  cent,  (a)  Do- 
mestic; of  total  active  domestic  services,  2.32  per  cent, 
(b)  Manufacturing;  of  total  active  manufacturing  and 
commercial  services,  53.31  per  cent. 

H  66.  Total  annual  amount  sold  by  meter  to  private  consumers. 
1,726,280,040  gallons,  (a)  Domestic,  689,085,000  gal- 
lons, (b)  Manufacturing  and  commercial,  1,037,195,040 
gallons. 

H  67.  Total  amount  sold  unmetered  to  private  consumers,  3,048,- 
073,441  gallons,  (a)  Domestic,  .  (b)  Manufac- 
turing and  commercial,  — — . 

H  68.  Total  annual  amount  consumed  by  municipality,  1,323,- 
398,385  gallons. 

EXHIBIT  6. 

(H  66  to  H  71,  Inclusive.) 

Total  amount  of  water  consumed  by  municipality  for  public 
purposes, .such  as  street  flushing  and  sprinkling,  parks,  fountains, 
hospitals,  fire  houses,  market  houses,  etc. 

Gallons 
Daily. 

Tomlinson  hall 17,000 

City  police  station 18,350 

City  hospital 60,000 

Engine  houses ;  25,  each  averaging  35,000  per  month 39,166 

South  Side  market  house 1,666 

Detention  hospital 1,000 

Haughville  building 1,000 

Flower  mission  building 2,000 

Flush  tanks ;  65,  each  running  200,000  per  month 439,000 

CITY  PARKS. 

Garfield,  4-inch  line 33,000 

University,  3-inch  line 33,000 

Military,  two  4-inch  lines,  etc 20,000 

Brookside,  3-inch  line '■  10,000 

Eiverside,  four  2-inch  lines 33,000 

St.  Clair,  3-inch  line  and  fountain 10,000 

Kirlin,  3-inch  line • 16,000 

Highland,  1  -inch  line ;  • 16,000 

Spades,  ten  f -inch  lines , 8,000 
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MOETON  PLACE  SPRINKLERS. 

In  Delaware  street «■ 6 

In  Alabama  street 6 

In  Jfew  Jersey  street 6 

18  4,000 

Fletcher  avenue,  8  sprinklers,  f -inch 2,000 

Highland  Place,  4  sprinklers,  f-inch 1,000 

Orisbie  street,  2  sprinklers  f-inch 1,000 

East  Eleventh  street,  6  sprinklers,  f-inch,  and  1  fountain.  5,000 

Ft.  Wayne  and  St.  Clair  sprinkler,  1  sprinkler 

Flower  mission  grounds 5,000 

Birch  and  Warren  sprinkler 500 

Pall  Creek  boulevard 

Irvington  fountain ' ,. 1,500 

Hendricks  place,  three  f-inch  sprinklers . .  „ 1,000 

Flushing  improved  streets 600,000 

Flushing  sewers 600,000 

Sprinkling  unimproved  streets 166,667 

57  drinking  fountains 1,500,000 


3,625,747 


Total  annual  amount  consumed  by  munici- 
pality, not  including  water  used  for  ex- 
tinguishing  fires ,  1,333,398,385  gallons. 

Annual  amount  used  to  extinguish  fires,  es- 
timated by  D.  H.  Maury 20,000,000       " 

(H  68)  Total  annual  amount  consumed.  .  .'s  1,343,398,385       " 

(H  69)   Total  annual  amount  supplied  free 

to  private  consumers 6,570,000       " 

(H  66)  Total  annual  amount  sold  by  meter 

to  private  consumers 1,726,280,040       " 

(H  66,  68,  69)  Total 3,076,248,425       " 

(H  71)  Total  annual  amount  supplied 6,124,321,866       " 

(H  67)  Total  annual  amount  sold  unmet- 
ered  to  private  consumers  (H  71)  (H 
66,  68,  69) 3,048,073,441       " 

(H  70)  It  is  impossible  to  make  an  accurate  estimate  either 
of  the  water  sold  unmetered  to  private  consumers  (H  67),  or  of 
water  unaccoimted  for  (H  70).  The  sura  of  the  two  may,  however, 
be  found  as  above  by  subtracting  all  other  known  amoimts  from 
the  total  annual  water  supplied.  Water  unaccounted  for  would 
include  leakage  and  water  that  is  stolen.  As  it  is  certain  that  the 
sum  of  these  two  losses  would  be  very  small  as  compared  with  the 
total  amount  sold  unmetered  to  private  consumers,  the  whole 
amount  has  been  credited  to  the  latter  (H  6?) . 
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H  69.     Total  annual  amount  supplied  free  to  private  consumers, 
6,570,00b  gallons. 

H  70.     Total  annual  amount  unaccounted  for,  . 

H  71.     Total  annual  amount  supplied,  6,134,331,866  gallons. 

H  72.     Estimated  population  January  1,   1906,  actually  taking 
■water  from  mains,  120,000. 

(Estimated  population  of  Indianapolis  January  1,  1906,  220,- 
000.) 

H  73.     Average  daily  consumption  per  capita'  upon  basis  of  In- 
quiry H  72,  139.8  gallons. 
(Average  daily  consumption  per  capita  of  total  population, 
79  gallons.) 

H  74.     Population  at  last  national  census  of  area  supplied.   About 
152,000. 

H  75.  Average  daily  consumption  per  capita  upon  basis  of  In- 
quiry H  74.  77  gallons. 
Total  population  of  city  of  Indianapolis  by  national  census  of 
1900  was  169,164,  and  the  then  average  daily  consumption  per  cap- 
ita of  total  population  was  about  70  gallons.  The  population  actually 
taking  water  from  mains  in  1900  was  about  96,000,  and  the  average 
daily  per  capita  consumption  based  on  this  population  was  about 
122  gallons. 

(a)  Domestic . 

(b)  Manufacturing . 

H  76.     Average  daily  consumption  per  family  upon  basis  of  last 
national  census. 
Estimating  five  to  family,  based  on  total  population,  350  gal- 
lons; on  population  within  reach  of  mains,  385  gallons;  on  popu- 
lation actually  takiag  water  from  mains,  610  gallons. 

H  77.     Total  maximum  daily  consumption  during  past  year. 

Domestic  and  fire  combined,  28,280,658  gallons,  on  February 
20.  Domestic  alone,  21,280,294  gallons,  on  February  15.  Allow- 
ances made  for  estimated  slip. 

H  78.     Total  minimum  daily  consumption  during  past  year,  10,- 
643,365  gallons,  on  May  5.     Allowance  being  made  for 
estimated  slip. 
H  79.     May  any  consumer  who  desires  have  a  meter? 

Yes;  meters  furnished  and  maintained  by  company  without 
cost  to  consumer. 

H  80.     May  any  consumer  be  forced  to  have  a  meter?    Yes. 
H  81.     Are  consumers'  meters  removed  and  tested  at  regular  in- 
tervals ? 
ISTot  at  regular  intervals,  but  from  time  to  time  as  desired  by 
company  or  consumer. 
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H  82.  If  he  believes  that  the  meter  is  fast,  how  may  he  have  it 
tested  ? 
Consumer  may  have  meter  tested  by  company  or  by  any  com- 
petent disinterested  party.  Expense  borne  by  consumer  if  meter  is 
not  fast,  otherwise  by  company,  which  also  rebates  for  proven  error 
in  meter. 

H  83.     Are  there  records  of  proofs  of  meters  as  removed?    If  so, 
show  them. 
Few  records  preserved,  and  these  in  such  form  that  original 
could  not  well  be  obtained. 

H '  83a.     Total  number  of  hydrants  in  use  *at  end  of  year.    2,201. 

H  83b.     Total  number  of  hydrants  in  use  at  end  of  year  per  100 
acres  of  area  supplied.     34. 
In  calculating  the  area  supplied,  isolated  pipes  were  supposed 
to  supply  a  strip  300  feet  wide  on  each  side  of  pipe. 

EXHIBIT  7. 
(H  83a  and  H  83b.) 

Under  date  of  March  13,  1906,  Mr.  William  Curtis  Mabee, 
construction  engineer,  Indianapolis  water  company,  makes  the  fol- 
lowing statement: 

3,201  hydrants  in  entire  distribution  system. 

Area  protected  by  3,301  hydrants  =  9,190  acres. 

Area  protected  by  3,301  hydrants  =  14'.36  square  miles. 

Area  protected  by  3,201  hydrants  =  30*008  feet  square. 

Area  protected  by  3,301  hydrants  =  3.79  miles  square. 

Area  protected  by  each  hydrant  =  4.18  acres. 

Area  protected  by  each  hydrant  ^  181,881  square  feet. 

Area  protected  by  each  hydrant  =  436.47  feet  square. 

In  estimating  area  protected  along  isolated  pipe  lines  a  strip 
is  taken  400  feet  wide. 

New  Haven. 
H  63.     Total  number  of  services,  17,200. 
H  64.     Total  number  of  services  metered,  650. 

(a)  Domestic,  250. 

(b)  Manufacturing  and  commercial,  40*0. 

H  65.     Percentage  of  total  number  metered,  3.8  per  cent. 

(a)  Domestic, . 

(b)  Manufacturing,  . 


H  66.     Total  annual  amount  sold  by  meter  to  private  consumers. 
1,909,033,000  gallons. 

(a)  Domestic, . 

(b)  Manufacturing  and  commercial,  — ■ — . 
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H  67.  Total  amount  sold  unmetered  to  private  consumers.  5,031,- 
209,000  gallons. 

The  total  amount  supplied  in  1905  -was*  7,908,941,000  gallons 
(see  H  71).  Of  this  amount,  1,909,032,000  gallons  were  sold  by 
meter  to  private  consumers  (see  H  66).  968,000,000  gallons  were 
furnished  free  to  the  municipality,  or  to  the  various  schools  and 
charitable  institutions  in  accordance  with  city  ordinance  (see  H 
68).  700,000  gallons  were  supplied  free  to  private  consumers,  for 
directors  and  officers  of  the  company  (see  Bt  69),  making  a  total 
of  2,877,732,000  gallons.  Subtracting  this  amount  from  the  total 
amount  supplied  leaves  5,031,309,000  gallons,  which  includes  the 
water  sold  unmetered  to  private  consumers  (H  67),  as  well  as  the 
water  unaccounted  for  (H  70) .  There  is  no  way  in  which  the  last 
two  amounts  can  be  accurately  separated,  but  it  may  be  safely  as- 
sumed that  by  far  the  larger  part  of  the  total  of  5,031,209,000  gal- 
lons was  sold  unmetered  to  private  consumers,  thus  coming  under 
the  head  of  this  question  (H  67). 

(a)   Domestic, . 


(b)  Manufacturing, . 

H  68.  Total  annual  amount  consumed  by  municipality.  968,- 
000,000  gallons,  including  all  free  water  to  schools,  char- 
itable institutions,  etc.,  as  required  by  ordinance. 

H  69.     Total  annual  amount  supplied  free.     About  700,000  gal- 
lons. 
Only  water  supplied  free  to  private  consumers  is  supplied  to 

directors,  secretary  and  superintendent  of  company. 

H  70.     Total  annual  amount  unaccounted  for. 

There  are  no  means  of  accurately  estimating  the  amount  of 

water  unaccounted  for,  but  it  is  safe  to  assume  that  it  constituted 

only  a  very  small  proportion  of  the  5,031,209,000  gallons  referred 

to  in  answer  to  H  67. 

H  71.     Total  annual  amount  supplied,  7,908,941,000  gallons. 

H  72.  Estimated  population  January  1;  1906,  actually  taking 
water  from  mains,  120,000. 

H  73.  Average  daily  consumption  per  capita  upon  basis  of  In- 
quiry H  72,  180^  gallons. 

H  74.  Population  at  last  national  census  af  area  supplied,  108,- 
000. 

H  75.     Average  daily  consumption  per  capita  upon  basis  of  In- 
quiry H  74.    Estimated,  175  gallons, 
(a)   Domestic, . 


(b)   Manufacturing  and  commercial, . 

H  76.  Average  daily  consumption  per  family  upon  basis  of  last 
national  census.  Estimating  five  persons  to  a  family, 
875  gallons. 

H  77.  Total  maximum  daily  consumption  during  past  year.  Es- 
timated, 27,000,000  gallons. 
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H  78.     Total  minimum  daily  consumption  during  past  year.    Es- 
timated, 18,000,000  gallons. 

H  79.     May  any  consumer  who  desires  have  a  meter? 

Yes.  Application  for  metered  service  attached  hereto  (Ex- 
hibit 10),  and  contract  between  city  and  company,  attached  to 
original  report  as  Exhibit  3  (not  reproduced  here). 

EXHIBIT  10.     (H  79.) 

APPPLICATION    FOR    METERED    SERVICE. 

New  Haven,   ,190     . 

New  Haven  Water  Company. 
Gentlemen : 

I  own  or  control  the  premises 

and  desire  water  upon  the  measured  service:' for 

If  this  application  is  accepted  by  the  company,  I  agree  that  I  vrill : 

(1)  Pay  for  all  water,  whether  used  or  wasted,  at  the  regular 
meter  rates  for  the  quantity  used,  as  indicated  by  the  register, 
withia  ten  days  from  date  of  biU  rendered. 

(2)  Pay  a  minimum  rate  for  water  of  $2.00  per  quarter 
whether  water  to  this  value  is  used  or  not. 

(3)  Keep  the  measured  service  for  at  least  one  year. 

(4)  Allow  no  connections  to  be  macCe  between  street  main 
and  meter. 

(5)  Pay  for  the  setting  of  the  meter,  and  a  yearly  rental  to 
the  company  of  $1  for  a  f  meter;  other  sizes  in  proportion. 

(6)  Pay  for  all  damage  to  meter  from  frost,  hot  water,  or 
accidents  from  causes  I  can  control. 

(7)  Allow  access  to  the  premises  and  meter  at  any  reasonable 
time  by  the  inspectors  of  the  company. 

(8)  Give  prompt  notice  to  the  company  in  case  of  necessary 
repairs  to  the  service  inside  of  the  meter,  and  allow  no  one  to  med- 
dle with  it. 

(9)  Pay  for  the  water  upon  a  pro  rata  basis  estimated  upon 
the  'last  reading  for  a  corresponding  period  in  case  the  meter  fails 
to  register. 

(10)  Comply  with  all  the  regulations  of  the  company. 

Yours  very  truly, 

H  80.'   May  any  consumer  be  forced  to  have  a  meter? 

In  case  rate  cannot  be  agreed  upon  or  for  waste,  yes. 

(Extract  from  contract  between  the  city  of  ISTew  Haven  and 
the  New  Haven  water  company,  signed  February  17,  1902,  p.  7: 
"Any  consumer  may,  subject  to  the  regulations  of  the  company, 
be  put  upon  a  metered  service  if  he  shall  so  desire.") 

H  81.     Are  consumers'  meters  removed  and  tested  at  regular  in- 
tervals ? 

Not  at  regular  intervals,  but  whenever  deemed  necessary  by 
consumer  or  by  company. 
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H  82.     If  he  believes  that  the  meter  is  fast,  how  may  he  have  it 

tested  ? 
Upon  application  to  the  company,  which  will  then  test  it  for 
him. 
H  83.     Are  there  records  of  proofs  of  meters  as  removed?    If  so, 

show  them. 

No  permanent  records  of  meter  tests  preserved.    Records  of  all 
meters  are  kept  whether  they  are  in  service  or  not. 

H  83a.     Total  number  of  hydrants  in  use  at  end  of  year,  993. 
H  83b.     Total  number  of  hydrants  in  use  at  end  of  year  per  hun- 
dred acres  of  area  supplied,    15.37. 
In  calculating  area  supplied,  isolated  mains  are  supposed  to 
supply  a  strip  200  feet  wide  on  each  side  of  the  main. 

PRESSURE. 

H  84.     State  how  pressure  was  measured  and  recorded. 

Chicago.  Non-recording  pressure  gauges  on  all  pumps,  and 
recording  gauges  at  each  pumping  station.  Hydrant  pressures  were 
measured  only  when  rendered  necessary  by  complaint  or  for  other 
reasons. 

Cleveland.  Pressure  gauges  on  each  engine  at  each  pumping 
station,  and  recording  gauges  on  force  mains,  there  being  two  re- 
cording gauges  at  Kirtland  street,  two  at  Pivision  street  and  one 
at  Pairmount.  There  are  pressure  gauges  at  26  fire  engine  houses 
in  difEerent  parts  of  the  city.  All  pressure  gauges  are  read  every 
hour,  and  reports  sent  to  water  office  weekly. 

Location  and  elevations  of  these  gauges  are  shown,  Plate  III. 
(Not  reproduced  here.) 

Syracuse.  Recording  gauges  at  water  works  office,  corner 
North  State  and  James  streets,  and  at  water  works  repair  shop, 
corner  North  State  and  Canal  streets.  Should  occasion  arise,  or 
complaint  be  made  of  lack  of  pressure,  a  -man  is  sent  out  with  a 
gauge  to  test  pressure  at  hydrant. 

Indianapolis.  There  were  non-recording  pressure  gauges  on 
all  pumps  and  at  company's  office.  Also  recording  pressure  gauges 
at  pumping  stations.  On  March  5,  1905,  a  recording  gauge  was  set 
at  headquarters  of  iire  department,  and  during  the  following  week 
recording  gauges  were  set  at  each  fire  engifle  house.  On  May  5  re- 
cording gauge  was  set  at  company's  office. 

Netu  Haven.     Fire  department  has  recording  gauges  at  three 
engine  houses.     Company  has  gauges  at  superintendent's  office,  at 
the  pumping  station,  and  in  a  vault  at  corner  of  Prospect  street  and 
Hillside  place. 
H  85,     Summarize  records  for  past  year. 

Chicago.  Average  pressure  on  discharge  mains  for  aU  pump- 
ing stations,  except  Washington  Heights,,  reported  at  38.91  lbs. 
Washington  Heights,  64.05  lbs.  No  allowance  made  for  air  column 
in  gauge  pipes.     (See  H  16  and  H  165.) 
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EXHIBIT  5. 

(H  85,  Chicago.) 

Extract  from  report  on  the  city  of  Chicago,  Illinois,  issued  by 
the  National  Board  of  Underwriters,  Committee  of  Twenty,  De- 
cember, 1905. 

P  16.     Table  No.  7.     Pressures  at  pumping  stations  during  the 
year  1903. 

Gauge  Reading,  Pounds  Per 
Square  Inch. 

Elevation      , * s 

Station  of  Recording  Daily        Minimum 

Gauge.        Average.     Range.       Reading. 

North 601  36  33-38  29 

West 604  30i  28-32  23J 

Harrison  street 603  SOi'  28-82  24 

Fourteenth  street 606  35  29-33  25i 

Lake  View 595  36^  34-38  31 

Sixty-eighth  street 592  42i  39-45  36 

Springfield  avenue 611  25 J  25-30  17 

Central  Park  avenue 608  27J  24-30  20^ 

Washington  Heights 623  63  60-66 

Norwood  Park 651  30^  

Minimum  daily  pressure  occurs  between  the  hours  of  8  a.  m. 
and  2  p.  m. 3  minimum  rating  for  the  jear  occurs  at  times  when  one 
or  more  engines  are  shut  down  for  repairs.  During  periods  of  ex- 
cessive consumption  in  very  cold  or  very  warm  weather — in  June 
and  July,  1905- — pressure  observations  at  hydrants  scattered 
throughout  the  city  were  made  by  National  Board  engineers  during 
the  hours  of  largest  consumption,  9  a.  m.  to  5  p.  m.  Eesults  are 
shown  in  Table  No.  8. 

TABLE  NO.  8.   PEESSUHES  AT  IIYDEANTS. 

Pressure  Per  Square  Inch  with 
Hydrant  Outlets  Closed. 

District.                     , — : » ,  Number  of 

Average.      Maximum.     Minimum.  Readings. 

Main  service 22                    39                      3  2,019 

Washington  Heights.            53                   61                   35  34 

Norwood  Park 44                    45                    41  6 

Eogers  Park^ 50                   57                   39  51 

Congested  value 26                    32                    18  44 

*  *  *  The  relative  portions  of  the  city  served  under 
pressures  of  different  magnitude  are  given  in  Table  No.  9. 


^  Pressure  at  Norwood  Park  is  ordinarily  kept  at  about  30  pounds 
by  a  regulating  valve,  and  in  case  of  fire  may  be  increased  to  45  pounds. 
"  Supplied  by  Rogers  Park  Water  Company. 
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TABLE    NO.    9.      DISTRIBUTION    OF   PKESSUEl!   IN    MAIN    SERVICE. 

Area  served^  Per 

Pressure.  sq.  miles,  cerit. 

Below  10  lbs 3  3 

10-16  lbs 9.6  9 

15-20  lbs 33.4  32 

20-25  lbs 33 . 6  33 

25-30  lbs .  21  20 

Over  30  lbs 3  3 

Total    103 . 6         100 

Ibid,  P.  ]9  (Pressure  at  Hydrants). 

TESTS HYDRANTS  SELECTED  EOS  TESTS. 

Tests  of  593  hydrants  in  well-scattered  groups  were  made  by 
ISTational  Board  engineers  in  July  and  August,  1905.  Groups  were 
arranged  to  embrace  six  hydrants  which  woilld  naturally  be  used  in 
case  of  lire  in  the  localities  in  question.  In  selecting  hydrants  for 
tests  consideration  was  given  to  the  importance  of  the  occupancy 
and  to  the  size  and  arrangement  of  the  mains.  Some  of  the  groups 
were  selected  with  the  intention  of  developing  a  suspected  weakness 
in  the  distributing  pipe  system;  others,  in  following  out  the  con- 
sideration just  cited,  were  selected  at  the  stronger  places  on  the- 
mains.  Thus  the  tests  embrace  hydrants  on  mains  of  all  sizes  from 
36  inches  down  to  4  inches  in  diameter.  The  different  types  of' 
hydrants  in  use  were  recognized  by  being  included  in  the  tests  in 
about  the  same  proportion  that  they  bear  to  the  whole  installation.. 
Hence  the  combined  tests  are  fairly  representative  of  average  con- 
ditions regarding  the  fire  engine  supply  available  from  hydrants. 

*  *  *  A  test  of  two  groups  of  six  hydrants  each  in  the- 
Washington  Heights  service  gave  an  average  discharge  per  hydrant 
of  300  gallons  per  minute,  some  of  the  hydrants  under  the  condi- 
tions at  the  test  yielding  less  than  200  gallons  per  minute.  Three 
groups  of  three  hydrants  each,  tested  in  the  Norwood  Park  service 
gave  an  average  discharge  per  hydrant  of  250  gallons  per  minute,  a 
quantity  sufficient  for  only  one  good  lire  stream.  One  group  in  this 
section  on  4-inch  and  6-ineh  mains  yielded  only  100  gallons  per 
minute  per  hydrant. 

METHOD   OF   TESTING. 

Hydrants  were  tested  by  means  of  specially  designed  apparatus, 
which  measures  directly  the  velocity  of  the  jet  flowing  from  the 
outlet.  Excepting  in  some  of  the  outlying  residence  sections  sup- 
plied by  separate  services,  where  only  three  hydrants  were  tested  at 
a  time,  it  was  the  purpose  to  make  in  all  groups  a  measurement  of 
the  simultaneous  free  discharge  from  six  adjacent  hydrants,  but  this 
was  not  done  in  a  few  instances  for  the  following  reasons :  In  some 
cases  one  or  more  of  the  hydrants  in  the  chosen  group  were  found 
so  badly  out  of  order  that  they  could  not  be  operated,  and  the  dis- 
tribution did  not  permit  the  addition  of  others  to  form  a  natural 
group.  In  a  very  few  cases  one  of  the  hydrants  in  a  group  selected 
Vol.  II.— 17. 
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from  the  plan  location  was  found  not  to  exrst  on  the  ground.  The 
conditions  of  the  tests  were  much  less  severe  than  those  which  would 
obtain  in  fighting  the  moderately  bad  fires  wjiich  occur  many  times 
during  the  year. 

AISTALYSES    OF    TESTS. 

In  the  main  service,  under  the  conditions  obtaining,  only  32 
per  cent,  of  the  hydrants  tested  gave  a  free  discharge  of  as  much  as 
600  gallons  per  minute,  a  fairly  satisfactory  'supply  for  a  second  size 
fire  engine.  However,  a  few  of  the  groups  contained  liydrants  which 
gave  a  free  discharge  considerably  in  excess  pf  a  good  supply  for  a  ■ 
second  size  engine,  and  in  some  cases,  if  no  more  than  a  good  supply 
for  such  an  engine  were  taken  from  any  hydrant  in  a  group  more 
water  would  be  made  available  at  some  of  the  hydrants  which  gave 
low  discharges.  Accordingly,  a  careful  detailed  study  of  each  group 
tested  has  been  made  with  reference  to  the  type  of  hydrant,  arrange- 
ment and  size  of  the  distributing  mains,  relative  locations  of  hy- 
drants on  the  mains,  and  other  factors  influencing  discharge,  to  de- 
termine which  of  the  hydrants  giving  low  yield  at  the  test  would 
furnish  a  satisfactory  supply  for  a  second  size  engine,  when  no  more 
than  this  amount  is  taken  from  any  one  of  six  adjacent  hydrants  in 
the  group  discharging  simultaneously. 

This  analysis  of  the  tests  shows  conclusively  that  not  more  than 
37  per  cent,  of  the  hydrants  tested  can  be  depended  upon  to  furnish 
a  fair  to  good*  supply  for  a  second  size  engine,  and  probably  some- 
what less  than  this  proportion  as  the  classification  is  made  on  a 
strictly  conservative  basis  in  every  respect. 

Of  the  560  hydrants  tested  in  the  main  service  only  80,  or  14 
per  cent.,  under  the  conditions  obtaining  will  furnish  a  full  supply 
for  a  first  size  engine.  Those  capable  of  fujnishing  such  a  supply 
are  in  most  cases  of  the  better  type,  with  4-inch  outlet,  supplied 
from  mains  of  8  inches,  or  larger,  diameter,  save  in  a  few  cases  of 
hydrants  on  6-inch  mains  close  to  large  feeders  or  near  the  pumping 
stations. 

The  important  section  bounded  by  Chicago,  Kedzie  and  Bel- 
mont avenues  and  Halstead  street — 9  square  miles — is  uniformly 
weak  in  hydrant  supply.  Of  the  well  distributed  hydrants  tested  in 
this  section  only  14  per  cent,  will  furnish  fiill  supply  for  a  second 
size  engine  under  the  conditions  at  test.  The  large  area  south  of 
Thirty-first  street,  primarily  dependent  upon  the  Sixty-eighth  street 
pumping  station,  is  even  weaker  in  hydrant  supply,  only  9  per  cent, 
of  hydrants  tested  in  this  section  giving  full  suppl}^  for  a  good  size 
engine.  In  the  outlying  residence  sections,  particularly  to  the  south 
of  Thirty-first  street,  many  groups  gave  such  low  yields  that  the  hy- 
drants are  practically  useless  as  a  fire  fighting  utility.  In  a  few  in- 
stances some  hydrants  of  such  groups  gave  no  discharge  at  all  with 
six  hydrants  open.  In  these  cases  the  available  supply  is,  of  course, 
fixed  solely  by  the  capacity  of  the  mains  to  deliver  water  at  the  point 
in  question.  In  the  congested  value  district  owing  to  the  higher 
pressure  and  larger  mains,  the  hydrants  will  furnish  a  much  better 
supply  for  engines  than  those  in  other  parjts  of  the  city.     In  this 
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district  the  tests  show  that  with  six  engines,  drawing  from  adjacent 
hydrants,  more  than  90  per  cent,  of  the  hydrants  will  furnish  a  full 
supply  for  a  second  size  engine,  and  nearly  50  per  cent,  of  them  will 
furnish  a  good  supply  for  a  first  size  engine. 

While  the  hydrant  discharging  capacity  is  dependent  on  many 
factors,  these  do  not  in  the  aggregate  mask  the  efEect  of  the  pressure 
owing  to  its  wide  variance.  To  illustrate  the  effect  of  pressure 
upon  the  flow,  the  results  of  all  the  tests  have  been  averaged,  as 
shown  in  Table  No.  14.  This  table  indicates,  as  is  shown  by  a  care- 
ful detailed  study  of  the  tests,  that  discharges  from  the  hydrants 
become  fairly  satisfactory  only  at  pressures  in  the  mains  upwards 
of  25  pounds.  The  table  is  strongly  suggestive  of  the  possibility  of 
radical  improvement  of  present  bad  conditions  through  increase  of 
pressure  merely.     (Table  not  reproduced  here.) 

Cleveland.  Pressures  varied  with  elevations  of  gauges  and 
with  friction  in  the  mains.  They  were  in  most  cases  sufficient  to 
give  good  service  to  the  upper  stories  of  houses,  except  where  such 
houses  were  located  near  the  line  dividing  the  low  service  from  first 
high  srvice  district. 

Syracuse.  Pressures  remarkably  uniform.  Apparently  not  af- 
fected by  any  breaks  in  mains.  The  elevation  of  the  two  recording 
gauges  was  about  10  feet  above  Syracuse  level  of  Erie  canal,  and 
211  feet  below  flow-line  of  Woodland  reservoir.  The  average 
pressure,  as  shown  by  the  charts,  was  about  90  pounds.  This  may  be 
considered  the  maximum  average  pressure  of  the  system  as  the 
gauges  are  located  in  the  lowest  part  of  the  tity. 

Indianapolis.  The  gauges  at  the  various  points  agree  closely, 
due  allowance  being  made  for  elevations  and  frictions.  The  normal 
pressure  in  the  business  district  averaged  68  pounds  during  the 
year.    Fire  pressure,  110  to  115  pounds. 

ESTEACT  rEOM   ESHIBIT   KO.    16,    EEPORT   ITG.    16,  WATION-AL  BOAED 
OF  PIEE  UNDEEWEITEES. 

October,  1906. 

TESTS. 

Te.sts  of  100  hydrants  in  groups  well  scattered  throughout  the 
city  were  made  by  National  Board  engineers'  in  June,  1906.  In  se- 
lecting locations  of  groups  consideration  was  given  to  the  importance 
of  the  fire  hazard  and  to  the  arrangement  and  size  of  the  mains.  In 
this  latter  consideration  some  of  the  tests  were  made  at  suspected 
weak  points  in  the  system,  but  aside  from  those  taken  in  outlying 
sections  most  of  the  tests  were  made  in  the  vicinity  of  large  mains, 
and  discharges  were  greater  than  would  be  obtained  under  average 
conditions.  All  tests  were  made  under  fire  pressure,  but  two  were 
duplicated  under  domestic  pressure. 

*  *  *  Hydrants  were  tested  by  means  of  a  specially  de- 
signed apparatus,  which  measures  the  velocit'|y  of  the  flow  from  out- 
lets. In  each  group  it  was  the  purpose  to  measure  the  simultaneous 
free  discharge  from  six  adjacent  hydrants  with  all  outlets  open; 
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but  in  two  groups  five  hydrants  were  available,  and  in  some  cases 
it  was  impossible  to  open  all  outlets. 

ANALYSES. 

Most  of  the  hydrants  tested  gave  dischaiirges  sufficient  to  supply 
any  engine  in  the  department,  and  practically  all  discharged  as 
much  as  600  gallons  per  minute — a  fair  supply  for  a  second  size 
engine.  Poorer  discharges  in  strong  parts  of  the  system  were  gen- 
erally due  to  poor  type  of  hydrant.  It  must  be  remembered,  how- 
ever, that  these  quantities  were  free  discharges  from  hydrants,  and 
that  much  smaller  quantities  would  be  available  for  effective  hydrant 
streams. 

Nevj  Haven. 

(See  also  H  23.) 

Elevation  Maximum  Average 

Location  of  Gauge.       Above  G.  D.  Pressure.  Variation.  Variation. 

(Feet.)  (Ms.)  (Lis.)  (Lis.) 

Engine  House  No.    3...           4T.9  18  to  33  15  7 

Engine  House  No.  10. . .           43.8  18  to  33  15  7 

Engine  House  No.    4...           23.1  28  to  43  15  7 

Vault  at  Prospect  Hill.         114.7  38  to  53  15  5' 

H  86.     Were  pressures  fairly  uniform? 

Chicago.  Eecorded  pressures  fairly  uniform  at  pumping  sta- 
tions. Pressures  not  uniform  at  points  remote  from  pumping  sta- 
tions. 

Cleveland.     Yes,  for  any  given  locatioii. 

Syracuse.  Very  uniform  where  these  gaiiges  are  located,  vary- 
ing about  three  pounds  from  noon  to  midnight. 

Indianapolis.    Yes. 

New  Haven.  Yes ;  see  above  summary.  Greatest  variation  oc- 
curred in  summer  and  appeared  to  be  due  to  use  of  water  for  sprink- 
ling by  carts  and  otherwise. 

H  87.     What  was  the  highest  pressure  on  distributing  system  re- 
corded ? 
Chicago.     Probable  maximum  static  pressure  on  nearest  hy- 
drants to  any  station  about  40  pounds,  not  including  Washington 
Heights. 

Cleveland.  (H  87)  What  was  the  highest  pressure  on  dis- 
tributing system  reported  ? 

Ninety  pounds  at  Engine  House  No.  35. 

Sixty-four  poimds  at  Engine  House  No.  19. 

Fifty-nine  pounds  at  Engine  House  No.  5. 

Syracuse.  (H  87)  What  was  the  highest  pressure  on  dis- 
tributing system  measured?    About  91.3  pounds. 

Indianapolis.  (H  87)  What  was  the  ^highest  pressure  on  dis- 
tributing system  recorded?  About  130  pounds  near  pumping 
station. 


^  This  gauge  is  set  on  main  supplied  by  Wintergreen  lake. 
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New  Haven.  Fifty-three  pounds.  Pressures  were  doubtless 
somewhat  higher  at  some  points  on  system  where  gauges  were  not 
maintained. 

H  88.     What  was  the  lowest  pressure  on  distributing  system  re- 
corded ? 

Chicago.  No  recording  gauges  on  distributing  system  in  1905, 
but  pressure  was  repeatedly  considerably  below  ton  pounds  in  many 
places. 

Cleveland.  (H  88)  What  was  the  lowest  pressure  on  dis- 
tributing system  reported  ?    0. 

Syracuse.  (H  88)  What  was  the  Ipwest  pressure  on  dis- 
tributing system  measured  ?  0 ;  at  highest  points  of  system  where 
faucets  are  left  running. 

(H  88)  What  was  the  lowest  pressure  on  distributing  system  re- 
corded ? 
Indianapolis.  Not  comiting  the  few  occasions  when  mains 
burst,  or  were  shut  off  for  repairs  or  extensions,  the  lowest  pressure 
in  business  district  was  about  58  pounds,  treasures  on  higher  out- 
lying district  varied  with  altitude  and  to  some  slight  extent  with 
friction  in  mains. 

NeiD  Haven.  Eighteen  pounds.  Pressures  were  doubtless 
somewhat  lo^ver  at  some  other  points  where  gauges  were  not  main- 
tained. 

H  89.     Were  hydrant  pressures  recorded? 

Chicago.  Not  by  recording  gauges,  but  taken  from  time  to 
time  by  special  inspectors  in  division  of  water  pipe  extension. 

Cleveland.  Not  recorded  automatciallyi  They  were  reported 
hj  observers. 

Syracuse.     No.    They  were  occasionally  measured. 

Indianapolis.     No. 

Neiu  Haven.     Eecording  gauges  were  not  set  on  hydrants. 
H  90.     If  so,  summarize  records. 

Chicago.  Estimating  from  gauges  in.  pumping  stations  and 
from  reports  of  tests  made  over  system  at  various  times,  the  average 
static  pressure  on  hydrants  nearest  pumping  stations  was  about  34 
pounds ;  the  average  static  pressure  at  hydrants  over  entire  system, 
about  20  pounds,  and  over  certain  large  areas  to  the  southwest  the 
average  static  pressure  was  about  10  pounds. 

Cleveland,  Indianapolis,  New  Haven.    • 

Syracuse.     No  records  kept. 
H  91.     Were  complaints  numerous  as  to  pressure? 

Chicago.     Yes;  very. 

Cleveland.  Not  very  numerous.  There  were  some  complaints, 
principally  from  owners  of  high  buildings  located  on  high  points  in 
low  service  district. 
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Syracuse.  There  are  some  houses  on,  the  systenij  especially 
those  on  the  hills  near  the  Syracuse  University,  which  are  so  high 
that  they  do  not  have  good  pressures.  In  ID  or  12  of  these  houses 
water  will  flow  only  in  the  cellars,  and  when  water  is  low  in  Wood- 
land reservoir,  as  was  the  case  in  February,  3.905,  the  persons  living 
in  these  houses  are  without  water.  Some  of  them  leave  their  faucets 
open,  relying  upon  water  ram  ia  the  mains  to  fill  tanks  in  the  cellars 
from  which  water  is  often  pumped  by  hand  to  attic  tanks,  ilost 
of  these  houses  are  comparatively  new,  having  been  built  on  the 
hills  since  the  reservoir  was  constructed. 

Indianapolis.     K"o. 

New  Haven.     N'ot  very. 
H  92.     Were   there    frequent    complaints    about   interruption    of 
service  ? 

Chicago.  Houses  in  certain  districts  "can  only  get  water  in 
their  upper  stories  by  filling  tanks  at  night.  Private  pumps  re- 
quired in  all  high  buildings. 

Cleveland.     No. 

Syracuse,  Indianapolis,  New  Haven.     Xo. 

For  Syracuse  see  answer  to  II  91. 
H  93.     Has  the  water  supply  ever  been  cut  off  from  the  city  ?    De- 
scribe instances. 

Chicago.  Kever  from  the  entire  city  at  once.  There  are  eight 
pumping  stations,  not  including  Washington  Heights  or  Xorwood 
Park,  and  their  mains  are  interconnected. 

Cleveland.  On  February  11  the  pressure  on  West  Side  dropped 
for  three  hours  as  the  result  of  a  breai  in  30-uich  main.  On  April 
25  and  July  8  the  pressure  dropped  for  short  times  as  a  result  of 
shut-down  of  engines  at  Kirtland  street  station.  The  supply  was 
never  cut  off  from  the  entire  city  at  any  time  during  1905. 

Syracuse.     No. 

Indianapolis. 

EXHIBIT    8.      INTERVIEW    WITH    CHIEF    OF    INDIANAPOLIS    FIBE    DE- 
PARTMENT. 

Badger  fire.     Breaking  of  20-inch  main,  Xovember  22,  1905. 

On  November  22,  1905,  at  10  :33  a.  m.,  alarm  was  sent  in  from 
Box  No.  45.  Pressure  was  raised  in  about:  6  minutes  from  55  to 
100  pounds,  at  which  time  the  20-inch  main  burst  at  Ohio  street, 
between  Delaware  and  Pennsylvania  streets.  The  pressure  imme- 
diately dropped  to  8  pounds,  remaining  theje  from  about  10 :43  to 
11  a.  m.  At  that  time,  the  gates  having  been  closed,  the  pressure 
began  to  rise,  and  reached  100  pounds  about  11 :38  a.  m.  It  then 
varied  between  100  and  80  pounds  until  about  1 :30  p.  m.,  the  fire 
being  then  called  out,  pressure  was  lowered  to  normal  of  about  55 
pounds. 

The  Brice  Bakery  fire,  Capitol  avenue  and  Washington,  Box  93, 
9  p.  m.,  on  August  5,  1905. 
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Alarm  was  rung  in  from  Box  93.  In  about  two  minutes 
pressure  had  risen  from  50  to  100  pounds,  headquarters  gauge,  and 
had  been  maintained  at  that  pressure  for  only  about  5  minutes 
when  the  plug  in  the  30-inch  main  at  Capitol  and  Washington 
streets  burst.  The  pressure  at  once  dropped  to  0  and  remained 
below  5  pounds  for  about  .1  hour  and  10  minutes,  or  until  10  :35 
p.  m.,  and  then  rose  until  at  11 :10  p.  m.  it  had  reached  60  pounds, 
which  is  the  normal  pressure  in  this  district.  The  fire,  meantime, 
was  handled  by  the  fire  department  from  ci'sterns. 

The  recording  gauge  at  headquarters  was  put  in  March  30, 
1905.  The  recording  gauges  at  the  other  engine  houses  were  put  in 
during  the  next  week.  The  recording  gauge  at  the  water  com- 
pany's office  was  put  in  May  5,  1905. 

On  April  19,  1905,  fire  alarm  was  rung  from  Box  41  at  11 :43 
a.  ra.  The  pressure  at  that  time  was  about  50  pounds.  In  about  3 
minutes  the  pressure  had  risen  to  about  93  pounds,  at  which  point 
it  had  been  maintained  for  perhaps  8  minutes,  or  until  11 :58  a.  m., 
when  the  L  of  the  discharge  pipe  from  the  Gaskill  engine  blew  off. 
The  pressure  immediately  dropped  to  about  10  pounds,  remaining 
there  until  12 :25,  when  it  began  to  rise,  and  was  restored  to  normal 
of  48  pounds  at  1  p.  m. 

There  were  1,100  alarms  of  fire  in  the  year  and  four  breaks, 
causing  serious  loss  of  pressure.  All  four  'breaks  were  in  the  new 
pipe.  The  fire  chief  says  he  thinks  the  system  strong  enough  to 
stand  all  the  pressure  needed.  He,  however,  wants  some  new  hy- 
drants to  replace  those  of  the  Holly  make,  which  are  still  partly  in 
use.  In  one  district  of  one  mile  square  there  are  60  of  these  hy- 
drants. The  chief  says  they  are  out  of  date*  and  do  not  work  right, 
that  they  are  hard  to  open  and  do  not  give  a  full  enough  stream 
OMdng  to  the  choked  neck  of  the  hydrant.  He  would  like  to  have 
them  replaced  by  two-way  Matthews  hydrants.  The  Holly  hydrants 
have  4-inch  connections  and  there  are  a  great  many  of  them  in  the 
residence  districts.  The  chief  says  that  at  first  most  of  the  Holly 
hydrants  were  of  the  two-way  type,  but  that  the  water  company 
closed  up  one  way  in  a  good  many  of  them,  making  them  single  way 
hydrants,  which  the  chief  thinks  was  not  a  bad  thing,  but  that  they 
have  since  opened  up  some  of  them  again. 

New  Haven.     "Water  supply  has  never  been  cut  off  from  city. 

EXTENSIONS. 

H  94.     What  factors  have  determined  the  extent  and  location  of 
extensions  ? 

Chicago.  Engineers  in  division  of  water  pipe  extension  malce 
recommendations  based  upon  general  requirements  of  territory  to  be 
supplied,  both  as  to  pressure  and  present  and  future  needs  of  private 
consumers.  After  approval  of  recommendations  by  city  engineer 
and  commissioner  of  public  works,  city  council  decides  whether  ex- 
tensions shall  be  made. 


248  NATIONAL     CIVIC     FEDKRATIOX. 

EXHIBIT  6. 

Extract  from  report  by  Mr.  W.  A.  Levering,  superintendent  of  di- 
vision of  water  pipe  extension. 

DISTEIBUTIOX   SVSTEir,  HOW  WATER  MAIXS  ARE  LAID. 

(See  H  60.) 

The  extension  of  large  feeder  mains  is  Jaid  for  from  the  water 
fund  and  is  included  each  year  in  the  annual  appropriation.  These 
mains  are  not  tapped  for  private  supply,  therefore  no  assessment  is 
levied  on  adjacent  property  fronting  on  streets  where  these  mains 
are  laid.  The  various  methods  adopted  by  the  city  of  Chicago  under 
which  small  water  mains  are  laid  for  the  supply  of  the  consumer  are 
classified  under  the  following  heads : 

EevenuBj 

Special  Assessment, 

Deposit, 

Circulation. 

EEVENUE. 

Under  this  method  water  mains  are  laid  by  the  city  without 
expense  to  the  property  oiraer  where  there  are  sufficient  houses  to 
pay  an  annual  revenue  of  ten  cents  (lOc).  per  lineal  foot  (from 
water  rates)  from  the  nearest  connecting  niain,  city  council  first 
passing  an  order  directing  that  the  extension  be  made.  There  were 
approximatelv  35,894  feet  of  various  sizes  of  pipe  laid  for  this  pur- 
pose during  the  year  1905;  cost,  $36,647.17. 

SPECIAL  ASSESSMENT. 

Where  extension  is  required  and  there  are  not  sufficient  houses 
to  meet  the  10  cents  per  foot  requirement,  and  where  streets  are  to 
be  improved  in  which  mains  should  be  laid  before  street  is  paved, 
the  extension  is  made  by  special  assessment'. on  property  benefited, 
under  the  direction  of  the  board  of  local  improvements.  The  total 
cost  of  the  work  is  assessed  against  the  property.  When  a  sufficient 
number  of  houses  are  built  along  the  line  of  'pipe  laid,  to  guarantee 
the  payment  of  the  revenue  from  the  water  rates,  a  refund  of  ninety 
per  cent.  (90  per  cent.)  of  the  total  cost  of  the  work  is  made  to  the 
property  owner,  ten  per  cent.  (10  per  cent.)  being  deducted  for  cost 
of  spreading  assessment.  If  there  is  money  in  the  water  fund  at 
the  time  the  main  pays  the  required  revenue-,  then  a  refund  is  made 
without  delay;  otherwise  a  3|  per  cent,  bond  is  issued  which  ex- 
pires thirteen  (13)  years  after  date  of  original  payment  for  ex- 
tension. This  year  48,804  feet  of  various  size  of  pipe  were  laid  by 
special  assessment  at  a  total  cost  of  $56,729.55.  In  connection  with 
these  extensions  76  estimates  were  prepared  und  plans  and  specifica- 
tions and  contracts  were  made  for  extensions  in  66  streets. 

DEPOSIT. 

In  the  streets  where  the  major  portion,  of  the  frontage  is  con- 
trolled by  one  property  owner  who  desires  to  improve  his  property 
prior  to  building  or  for  other  reasons,  and  wishes  to  avoid  the  delay 
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caused  by  spreading  a  special  assessment,  the  total  cost  of  the  work  is 
often  advanced  by  such  property  owner,  and,  upon  completion  of  the 
work,  in  case  there  is  an  unappropriated  surplus  in  the  water  ifund, 
the  city  agrees  in  certificate  issued  to  depositor  to  refund  without 
interest  the  total  amount  paid  by  him  for  tlie  work,  in  case  a  revenue 
of  ten  cents  (10c.)  per  lineal  foot  for  water  rates  is  derived  within 
the  first  two  years  after  such  deposit.  If  no  refund  is  made  within 
the  first  two  years  then  the  city  pays  interest  at  3^  per  cent,  per 
annum  after  the  expiration  of  said  two  years  until  paid.  In  case 
there  are  buildings  enough  to  pay  the  revenue  of  ten  cents  (10c.) 
per  foot  prior  to  thirteen  (13)  years  after  date  of  deposit,  and  there 
IS  no  unappropriated  surplus  in  the  water  f-und  to  meet  the  obliga- 
tion, then  a  three  and  one-half  per  cent,  liond  is  issued,  which  is 
due  and  collectable  13  years  after  date  of  original  deposit.  In  1905 
there  were  30,057  feet  of  pipe  of  various  sizes  laid  at  a  total  cost  of 
$29,311.25,  by  deposit. 

CIKCULATION. 

In  making  the  numerous  extensions  as  set  forth  under  above 
methods  there  are  necessarily  a  number  of  dead  ends  left  in  water 
pipe  system  along  siding  property  where  revenue  cannot  be  furnished 
•or  special  assessment  spread.  These  extensions  are  made  by  the 
city  from  its  general  appropriation  in  order  to  eliminate  this  con- 
dition from  the  system,  and  must  be  done  in  order  to  give  sufficient 
circulation  and  pressure  throughout  the  system.  There  were  18,853 
feet  of  various  sizes  of  pipe  laid  for  this  purpose  during  the  year 
1905;  cost,  $29,350. 

On  all  streets  to  be  paved  or  repaved  an  investigation  is  made 
to  ascertain  if  the  mains  are  at  a  sufficient  depth  and  are  adequate 
for  the  supply  of  the  property  fronting  on  the  street  to  be  improved. 
Where  the  mains  do  not  meet  these  requirements  they  are  replaced 
with  mains  of  larger  size  or  lowered  where  necessary,  and  additional 
hydrants  and  valves  are  set  as  required.  In  1'905,  d6  miles  of  streets 
were  paved  and  79,409  feet  of  pipe  were  replaced  by  larger  pipe  in 
these  streets;  cost,  $123,699.78.  Extensions* of  larger  size  mains  for 
general  supply  are  noted  elsewhere  under  a  heading  of  "  Important 
work  done  during  the  year  1905." 

Cleveland.  Extensions  are  considered  on  petition.  If  the 
estimated  revenue  for  the  first  year  is  G  per  eent.  or  more  of  the  cost 
of  the  extension,  and  if  the  street  has  been  .dedicated  and  accepted, 
the  extension  will  be  made.  So  far  extensions  of  this  class  have  not 
been  delayed  by  lack  of  funds.  Where  locaj  wells  have  been  con- 
demned by  the  health  department  on  premises  in  front  of  which 
there  are  not  mains,  the  water  department  has  occasionally,  on  re- 
quest of  the  health  department,  extended  its  mains  to  such  premises, 
even  when  revenues  for  the  first  year  were  le^s  than  6  per  cent,  of  the 
cost  of  the  extension.  Parties  opening  real  estate  allotments  or  ad- 
ditions may  secure  the  extension  of  mains  on  making  a  deposit  of  $1 
per  lineal  foot  of  mains.  The  size  of  such  mains  is  at  the  discretion 
•of  the  department,  but  is  never  less  than  6  inches  unless  two  lines 
are  laid  in  one  street,  in  which  case  one  maipis  6  inches  or  over  and 
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the  other  may  be  4  inches.  The  deposit  of  $1  per  lineal  foot  is  re- 
funded when  the  revenue  from  water  rents  amounts  to  6  per  cent, 
of  the  cost  of  the  extension^  provided  the  street  is  at  that  time  prop- 
erly dedicated  and  accepted.  B\it  when  a  4-inch  and  a  larger  pipe 
is  laid  on  the  same  street^  as  is  sometimes  done  to  avoid  service  con- 
nections across  the  street,  the  whole  cost  of  the  4-Liich  main  is  paid 
in  advance  by  the  property  owners,  in  addition  to  $1  per  foot  of  the 
larger  main,  and  the  cost  of  the  4-inch  is  not  refunded.  Mains  are 
also  laid  by  the  city  without  cost  to  abuttipg  property  owners  on 
streets  about  to  be  paved,  but  this  does  not  often  happen  as  the  main 
is  usually  laid  before  the  demand  for  paving  arises. 

Syracuse.  Extensions  usually  made  on  petition  by  property 
owners  to  commissioner  of  public  works.  Petition  is  referred  to 
deputy  city  engineer,  who  goes  over  the  line  of  proposed  extension 
to  see  what  revenue  would  be  derived  there'from  and  the  general 
necessity  for  the  extension.  Where  the  receipts  will  pay  a  reasonable 
return  on  the  cost  the  extension  is  made.  In  occasional  instances 
where  the  street  requires  a  heavy  cut  or  fill  to  bring  it  to  permanent 
grade  the  department  will  extend  the  main,  provided  the  property 
owners  will  bring  the  street  to  grade.  In  all  cases  a  frontage  tax  of 
5  cents  per  foot  is  levied  on  all  property  fronting  on  eash  side  of 
the  street  in  which  main  is  laid.  But  when  the  property  owner  pays 
water  rates  no  part  of  this  frontage  tax  is  collected  unless  the  front- 
age tax  be  greater  than  the  water  rate,  in  which  case  he  pays  the 
difference  between  his  water  rate  and  his  frontage  tax  in  addition 
to  his  water  rate. 

Indianapolis.  The  city  has  power  to  direct  where  extension^! 
shall  be  made  up  to  40,000  feet  per  year.  During  the  ]3a.sl,  15  years 
the  company  has  laid  1,034,78'?  feet  of  mains,  an  average  of  68,986 
feet  per  year.  Extent  and  location,  in  excess  of  the  statutory  40,000 
feet,  determined  by  existing  or  anticipated  demands  and  estimated 
revenue. 

New  Haven.  Usually  the  demand  for  water.  Applicant  for 
extension  files  petition  with  company — blank  petition  attached  here- 
to, exhibit  9.  The  route  is  inspected.  If  street  is  ijermanenth' 
graded,  or  if  city  engineer  can  give  permanent  grade,  the  directors 
vote  to  lay  the  pipe.  Mr.  David  Daggett,  secretary  of  the  Xew 
Haven  Water  company,  states  that  during  his  connection  witli  the 
company  he  has  never  known  of  a  refusal  to  extend  mains  on  pe- 
tition within  the  city  limits,  also  that  mains  will  be  extended  in 
suburbs,  provided  reasonable  revenue,  not  necessarily  for  the  first 
year,  but  within  a  reasonable  number  of  years,  be  assured. 

EXHIBIT  9. 

ISTew  Haven. 190.  . 

We,  the  undersigned  property  owners  on street, 

hereby  petition  the  New  Haven  Water  company  to  lay  a  water  main 

in  said  street street,  a  distance  of feet. 

In  consideration  of  this  water  main  being  laid  we  hereby  promise 
and  agree  to  connect  our  sc^-eral  houses  or  buildings  with  said  water 
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main  within  60  daysl  after  the  laying  of  said  water  main,  and  to 
take  and  pay  for  the  water  servicej^^  or,  in  c^se  we  do  not  carry  out 
the  above  agreement  and  in  lieu  thereof,  we  hereby  severally  promise 

and  agree  to  pay  to  the  said  water  company  a  sum  of* 

dollars  per  annum  in  semi-annual  payments  for  each  and  every  one 
whose  signature  is  attached  hereto,  until  such  time  as  our  several 
houses  or  buildings  are  connected  with  and  using  the  water  from 
said  water  mains. 

Uses. 

1     .  ci  ^   «  aj 

Names.       ^S      ^^i^     '^^5'^'^jg      '*'£        '^g       ofc       Income. 
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o 


.S 
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H  95.     Is  the  built-up  area  well  served  so  that  all  citizens  may  use 
the  service? 

Chicago.  There  are  mains  in  a  fair  proportion  of  streets  in 
built-up  sections  but  pressures  are  very  low. 

Cleveland.    The  built-up  area  is  well  served. 

Sijracuse.     Yes,  as  a  rule. 

Indianapolis.     Yes,  in  most  cases. 

New  Haven.     Yes,  to  an  unusual  extent.    There  are  mains  on 
almost  every  street  in  the  city.    See  plate  3.     (Plate  3,  blueprint, 
not  reprodiiced  here.) 
H  96.     Has  the  policy  in  respect  to  extensions  been  liberal  ? 

Chicago.  Apparently  fairly  liberal  on  the  whole;  there  were, 
however,  many  demands,  and  available  appropriations  were  often 
limited. 

Cleveland.     See  answer  to  H  94. 

Syracuse.  The  frontage  tax  alone  will  pay  good  interest  on  all 
sizes  of  mains  from  12  inches  down,  so  thaf  the  department  cannot 
well  lose  money  by  extensions. 

Indianapolis  and  New  Haven.    Yes,  afjparently. 
H  97.     Total  length  of  extensions  during  past  year. 

Chicago.  Of  various  sizes  from  4-ineh  to  36-inch,  361,101 
feet. 

Cleveland.  Laid  by  department,  95,531  feet.  There  were  also 
acquired  by  annexation  128,548  feet  of  pipe,  but  this  cannot  be  con- 
sidered as  extensions  in  the  ordinary  sense. 

Syracuse.     3.87  miles  or  30,434  feet. 

Indianapolis.     53,201  feet. 

*  The  amount  written  in  this  space  is  $5.00  for  extensions  in  city  of 
New  Haven ;  for  suburbs  it  may  be  $5,  ?7,  or  $10.      D.  H.  M. 
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Exhibit  10  (blueprint  not  reproduced  here)  shows  feet  of  pipe 
laid  each  year  from  1889  to  190^,  distinguishing  pipe  relaid. 

New  Haven.     About  28,000  feet. 
H  98.     Have  the  citizens  of  any  section  petitioned  for  extensions 
to  their  district  within  the  last  five  years  ? 

Chicago.     Yes. 

Cleveland  and  Syracvse.     Many  times. 

Indianapolis.     To  the  council,  yes. 

New  Haven.     Yes. 
H  99.     As  between  several  sections  petitioning  at  one  time  how 
were  extensions  determined  and  in  what  order? 

Chicago.  First  by  recommendations  of  engineers  based  on 
careful  canvass  to  determine  present  and  future  needs  of  territory ; 
after  that  council  decides  the  order  in  which  extensions  should  be 
made,  the  influence  of  individual  aldermen  sometimes  deciding  the 
matter. 

Cleveland.  The  petitions  are  acted  upon  by  the  board  of  pub- 
lic service  in  the  order  in  which  the  inspectors  report  the  estimated 
revenues  from  the  extensions. 

Syracuse.  The  decision  was  usually  made  upon  the  recom- 
mendation of  the  deputy  city  engineer,  the  desire  to  make  the  least 
expenditure  serve  the  greatest  number  and  the  ultimate  needs  of  the 
service  being  the  governing  considerations. 

Indianapolis.     That  question  is  decided  by  the  city  council. 

New  Haven.  By  the  apparent  needs  and  probable  future  of 
the  section. 

H  100.     Were  extensions  made  promptly  when  there  was  a  de- 
mand? 

Chicago.  ISTot  always  promptly  ordered  by  council.  Once  or- 
dered they  were  made  promptly  by  division  of  water  pipe  extension. 

Cleveland.  Subject  to  conditions  as  given  in  answer  to  H  94 
and  H  99  and  to  ability  of  pipe  gangs  to  complete  the  work,  yes. 
Extensions  are  usually  completed  in  three  or  four  weeks  after  they 
have  been  ordered  by  board  of  public  service. 

Syracuse.     Subject  to  above  conditions  (H  99),  yes,  as  a  rule. 

Indianapolis.     Yes. 

Neiv  Haven.  Yes,  ia  the  order  of  the  applications  and  of  the 
needs  of  the  respective  localities. 

H  101.     Was  every  applicant  for  service  able  to  get  it  promptly? 
Chicago.     If  main  was  already   laid    and    service    pipe   was 
wanted,  yes.    Otherwise  no. 

Cleveland.  Provided  the  extension  was  ordered  as  explained  in 
answer  to  H  94  and  H  99;  yes,  as  du  rule;  otherwise  the  extension 
was  not  made. 

Syracuse.     Subject  to  above  conditions  (H  99),  yes. 
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Indianapolis.  Service  connections  to  paains,  yes.  Extensiona 
of  mains,  not  always. 

New  Haven.    As  a  rule,  yes. 

H  10.8.     Has  the  necessity  for  the  passage  of  an  ordinance  ever 
caused  delay  in  extending  service? 
Chicago.     Yes,  frequently. 

Cleveland.  The  extensions  are  ordered  by  board  of  public- 
service;  no  ordinance  required  except  regular  semi-annual  appro- 
priation ordinance,  and  work  on  mains  extended  on  petition  was  not 
delayed  for  lack  of  funds. 

Syracuse.     No  ordinance  required  for  extending  mains. 

Indianapolis.     Sometimes. 

New  Haven.     No. 

JH  103.  Has  service  been  extended  in  advance  of  the  demand  in 
order  to  stimulate  the  growth  of"  the  district,  or  has  it 
awaited  the  demand? 

Chicago.  As  a  rule  the  demand  has  always  preceded  the  ex- 
tension. 

Cleveland  and  Syracuse.     It  has  generally  awaited  the  demand. 
Indianapolis.     It  has  been  repeatedly  extended  in  advance  of 
ordinances  and  in  advance  of  the  demand. 

New  Haven.     It  has  often  been  extended  in  advance. 

H  101.  Was  the  department  free  to  use  its  Judgment  about  ex- 
tensions or  was  an  ordinance  required  authorizing  the  ex- 
tensions ? 

Chicago.     Ordinances  were  always  required. 

Cleveland.  Ordinance  not  required.  Board  of  public  service- 
made  extensions  on  conditions  previously  explained  in  answers  to 
H  94  and  H  99. 

Syracuse.  Department  was  free  to  use,  its  own  judgment,  no 
ordinance  being  required. 

Indianapolis.  The  company  was  free  to  extend  mains  where 
it  wished. 

Nev)  Haven.     Free,  save  as  bound  by  contract  with  the  city. 

H  105.  May  service  be  extended  to  suburban  sections  not  within 
the  city  limits? 

Chicago.  Mains  are  not  laid  outside  ,pf  city  limits.  Under 
law  creating  sanitary  district  of  Chicago  city  is  compelled,  upon 
proper  petition  from  villages  adjacent  to  city  limits  and  within 
sanitary  district,  to  lay  mains  as  far  as  the  city  limits  for  the  sup- 
ply of  such  villages. 

The  town  of  Cicero,  for  example,  is  supplied  by  meter  through 
a  16-inch  main  extended  for  the  purpose  as  far  as  the  city  limits. 

Cleveland.  Yes,  by  special  agreement  between  board  of  pub- 
lic service  and  the  suburb  desiring  the  extension,  the  agreement- 
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being  duly  authorized  by  city  council.  The;  city  generally  lays  pipe 
to  limits,  the  suburb  laying  pipe  within  its  p'wn  territory.  A  meter 
is  set  at  the  city  limits  at  the  expense  of  the  suburb.  The  meter 
rate  charged  by  the  city  to  the  suburb  varies  from  25  per  cent,  to 
100  per  cent,  above  the  rate  in  force  in  the  city,  according  to 
quantity  consumed  and  according  to  whether  suburb  is  supplied 
from  low  or  high  service  mains  The  use  of  water  by  suburb  is 
subject  to  all  water  works  rules,  regulations  and  ordinances  in  force 
in  the  city. 

Syracuse.     jSTo. 

Indianapolis.  It  may  be  done.  The  company  will  make  such 
extensions  on  the  basis  of  what  it  considers  a  fair  earning  value 
per  mile  of  main. 

New  Haven.  Yes ;  outlying  towns  are  named  ia  an  amendment 
to  the  company's  charter,  of  which  the  writer  has,  however,  seen 
no  copy. 

STREET   WORK. 
H  106.     Was  street  work  done  by  direct  employment  or  contract? 

Chicago.  Both.  Mostly  by  direct  employment.  Sometimes 
by  contract,  but  only  in  ease  of  mains  laid  by  special  assessment. 

Cleveland.     By  direct  employment. 

Syracuse.  In  1905  by  direct  employment.  When  the  city  first 
took  charge  of  the  plant  it  overhauled  and  greatly  extended  the 
distribution  system,  and  about  100  miles  of  njains  were  laid  by  con- 
tract.   Since  1895  all  mains  have  been  laid  by  department. 

Indianapolis.     By  both. 

?7eiv  Haven.     Direct. 

H  107.     Was  the  work  done  by  contract  properly  inspected? 

Chicago.     Apparently,  yes. 

Cleveland.     No  contract  worlc. 

Syracuse.     Yes. 

Indianapolis.    Yes. 

2\ew  Haven.     No  street  work  done  by  contract. 
H  108.     Was  the  work  performed  ia  an  efl&eient  manner  ? 

Chicago,  New  Haven.     Apparently,  yes. 

Cleveland,  Indianapolis.    Yes,  as  a  rule. 

Syracuse.     Yes. 

H  109.     Was  the  street  surface  promptly  Restored  after  openings 
were  made? 
Chicago.     Yes. 
Cleveland.     Usually,  yes. 
Syracuse.     Yes. 
Indianapolis.    Yes. 
New  Haven.     Apparently,  yes. 
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H  110.     Was  water  used  in  puddling  ditches? 

Chicago  and  Cleveland.     Where  necessary,  yes. 

Syracuse.     In  certain  classes  of  soil,  yes. 

Indianapolis  and  New  Haven.    When  jiecessary,  yes. 
H  111.     Were  open  trenches  and  obstructions  properly  guarded? 

Chicago,  Cleveland,  Syracuse,  Indianapolis.     Yes. 

New  Haven.     Apparently  yes, 
H  lis.     How  are  sunken  trenches  taken  care  of? 

Chicago.  Refilled  and  resurfaced.  Work  is  gone  over  after 
a  lapse  of  a  few  months,  inspected,  and  where  necessary,  repaired. 

Cleveland.  Eefilled  as  soon  as  depressions  are  noticed.  The 
department  endeavors  to  inspect  new  trenches  after  rains  or  thaws 
to  note  any  settlement. 

Syracuse.  Bureau  of  water  is  under  the  commissioner  of 
public  works.  After  the  trench  has  been  filled  by  burea]a  of  water, 
the  street  is  subsequently  cared  for  by  bureau  of  street  repairs, 
which  is  also  under  the  commissioner  of  public  works. 

Indianapolis.     Filled  in  as  the  depressions  appear. 

New  Haven.     Eefilled  as  soon  as  depressions  are  noticed. 
H  113.     What  has  been  the  policy  in  regard  to  improving  the 
conditions  of  street  services  prior  to  street  paving  or  re- 
paving  ? 

Chicago.  The  question  of  proper  size  of  mains,  and  of  re- 
pairs to  service  pipes  is  always  studied  by  division  of  water  pipe 
extension  and  recommendations  made  to  the  city  council,  which 
then  takes  what  action  it  may  deem  proper. 

Cleveland.  Prior  to  paving  or  repaviiTg,  all  mains  12  inches 
or  less  an^  all  service  connections  having  less  than  5-J-  feet  of  cover 
are  lowered.  If  mains  are  too  small,  larger  ones  are  laid.  In 
business  districts  a  second  main  is  often  laid  on  the  opposite  side 
of  the  street  from  the  existing  main.  On  important  streets  6-inch 
hydrantL=i  are  substituted  for  4-inch  hydrants.  Property  owners 
are  compelled  to  put  in  service  connections  to  lots  not  already  sup- 
plied. 

Syracuse.  Where  there  is  any  reason  to  suspect  that  service 
pipe  is  out  of  order  or  above  the  frost  line  or  will  require  repairs 
in  a  short  time,  it  is  dug  up  and  replaced  by  a  new  one  if  neces- 
sary. 

Indianapolis.  The  services  are  owned  by  consumers  and 
maintained  by  them. 

New  Haven.     Company  does  not  lay  service  pipes.     City  en- 
gineer notifies  all  property  owners  to  put  in  service  pipes. 
H  114.     Is  there  an  up-to-date  map  showing  the  location  and 
nature  of  all  street  mains  and  fixtures? 

Chicago.  Yes ;  atlases  showing  mains  and  other  showing  ser- 
vice pipes. 
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Cleveland.  There  is  an  unusually  good  set  of  maps  which 
were  in  June,  1906,  up  to  date  in  so  far  as  extensions  for  1904 
were  concerned.  Owing  to  press  of  other  work  the  extensions  made 
in  1905  had  not  yet  been  put  on  the  maps. 

Syracuse.  A  map  showing  the  general  location  of  mains  and 
valves — scale  1,000  feet  to  1  inch — is  kepb*  fairly  up  to  date,  but 
this  map  is  too  small  to  allow  measurements  of  valves  to  be  shown. 
There  are  also  35  field  books  showing  m^ins  and  specials  with 
measurements  for  all  work  done  by  the  city  and  for  some  of  the 
30  miles  of  mains  still  remaining  of  the  old  water  company's  sys- 
tem. Also  a  Sanborn-Perris  iire  insurance  atlas  (2  volumes)  pub- 
lished 1892,  and  amended  to  1894 — scale  50*  feet  to  1  inch — on  the 
maps  of  which  perhaps  50  per  cent,  of  all  the  mains  and  specials 
are  shown,  having  been  put  on  during  the,  last  five  or  six  years. 
See  also  answer  to  H  32. 

Indianapolis.     Yes. 

Weiu  Haven.  A  very  good  set  of  five  wall-maps,  scale  400 
feet  to  the  inch,  corrected  up  to  the  first  of  the  current  year,  show- 
ing mains,  valves,  and  hydrants,  bvit  no  specials.  One  general 
map  (blueprint  plate  3,  not  reproduced  here),  1,000  feet  to  the 
inch,  showing  mains,  and  streets  in  which  there  are  no  maias. 
Mains  are  also  shown  on  office  copies  of  fire  insurance  atlases  of 
city.  A  card  index  gives  location  and  measurements  for  all  gate 
valves;  also  card  index  to  taps;  also  a  record  of  all  extensions  of 
pipe. 

H  115.  Y/ho  decides  where  underground  structures  shall  be  lo- 
cated in  the  street? 

Chicago.     The  city  engineer. 
Cleveland.     The  board  of  public  service. 

Syracuse.     The  commissioner  of  public  works.     "I^sually  on 
recommendation  of  bureau  of  engineering. 
Indianapolis.     The  city  engineer. 
New  Haven.     Superintendent  of  streets. 

H  116.  Is  a  permit  from  a  public  authority  required  before  street 
may  be  opened? 

Chicago.  Yes,  from  superintendent  6f  streets.  In  emer- 
gency, street  is  opened  at  once  and  permit  obtaiaed  next  day. 

Cleveland.  The  water  department  ma^-  open  no  paved  street 
without  a  permit.  On  paved  streets  a  permit  from  the  street  de- 
partment is  required,  except  that  for  emergency  repairs  the  permit 
may  be  obtained  ^fter  the  work  is  done. 

Syracuse.  The  bureau  of  water,  being  a  part  of  the  depart- 
ment of  public  works,  does  not  require  a  permit.  , 

Indianapolis.  Xo,  except  when  the  street  is  being  improved 
and  is  in  the  hands  of  a  contractor. 

Neiv  TLivi'n.     Yes. 
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H  117.     Is  a  separate  permit  obtained  for  each  opening? 

Chicago.     Yes. 

Cleveland.  Where  permit  is  required  at  all  a  separate  permit 
is  obtained  for  each  opening. 

Syractise.     No  permit  required. 
Indianapolis.     No,  except  as  above  stated. 
Netu  Haven.     Yes. 

PURCHASE    OF    SUPPLIES. 

H  118.  Who  placed  the  orders  for  materials  and  who  governed 
the  placing  or  orders? 

Chicago.  For  purchase  amounting  to  less  than  $500,  a  requi- 
sition is  first  made  out  by  the  superintendent  or  foreman  needing 
the  supplies,  and  submitted  to  head  of  his  department  for  ap- 
proval. The  head  of  the  department  then  transmits  the  requi- 
sition to  the  city  engineer  and  commissioner  of  public  works  for 
their  approval,  after  which  it  is  forwarded  to  the  business  agent 
of  the  city  of  Chicago.  The  business  agent  must  then  obtain  bids 
from  at  least  3  parties,  and  the  order  may  then  be  placed  with  the 
most  satisfactory  bidder,  price  and  quality  both  considered. 

Cleveland.  Orders  not  exceeding  $50fl  were  placed  by  pur- 
chasing agent  for  water  department,  undeir  direction  of  superin- 
tendent. For  purchases  amounting  to  more  than  $500,  the  law 
requires  that  the  expenditure  m.ust  be  first  authorized  by  the  city 
council  and  then  let  by  contract  after  at  least  two  weeks'  notice  in 
one  or  more  local  daily  papers.  The  board  of  public  service  then 
makes  the  award  of  contract,  usually  upon  recommendation  of  su- 
perintendent. 

Syracuse.  Purchases  amounting  to  less  than  $50  were  made, 
as  a  rule,  by  the  clerk  in  the  office  of  water  works  repair  shop. 
The  board  of  contracts  and  supply,  composed  of  mayor,  commis- 
sioner of  public  works,  corporation  counsel,  city  engineer  and 
comptroller,  has  charge  of  letting  all  contracts. 

Indianapolis.     The  purchasing  department  of  the  company.  , 

New  Haven.     Large  purchases  made  by  president  and  sec- 
retary; small  purchases  made  by  superintemient. 
H  119.     Were  contracts  advertised? 

Chicago.  For  contracts  involving  expenditure  of  $500  or 
more,  specifications  are  prepared  by  the  head  of  the  department 
for  which  the  supplies  are  needed,  submitted  to  the  city  engineer 
and  commissioner  of  public  works  for  their  approval,  and  there- 
after advertised  by  the  commissioner  of  public  works,  who  finally 
awards  the  contract. 

Cleveland.  The  law  requires  that  contracts  involving  the  ex- 
penditure of  more  than  $500  be  advertised. 

Syracuse.  The  law  provides  that  all  purchases  amounting  to 
$50,  or  over,  shall  be  let  by  contract  to  the  lowest  bidder  after 
Vol.  II.— 18. 
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advertisement  in  at  least  two  local  papers.  ^  In  purchasing  certain 
classes  of  goods,  such  as  hydrants  or  valves,  this  law  has  been  found 
burdensome,  as  the  bureau  could  not  be  sure  of  getting  the  type  of 
goods  it  desired  unless  they  ware  purchased  one  article  at  a  time. 

Indianapolis.     No. 

A^ew  Haven.     Not  as  a  rule. 

H  120.  What  system  was  used  to  check  the  quality  of  materials 
and  weights  or  measurements  of  shipments  ? 

Chicago.  All  materials  were  inspected;  machinery  and  pipe 
inspected  by  professional  inspectors  at  works  or  foundries ;  cement, 
brick,  etc.,  tested  iu  the  city  laboratory. 

Cleveland.  Goods  are  received  either  %  foremen  or  heads  of 
divisions,  who  must  make  out  a  written  certificate  as  to  quality  and 
quantity  of  the  goods.  These  certificates  appear  at  the  bottom  of 
the  order.  The  purchasing  agent  certifies  as  to  the  correctness  of 
the  price;  the  auditing  department  certifie's  as  to  the  correctness 
of  the  footings  and  extensions  of  figures;  ahd  the  superintendent 
approves  the  bill;  then  the  board  of  public  service  authorizes  its 
payment. 

Syracuse.  The  pipe  iaspector  is  sent  to  the  factorj-  and  stays 
there  until  shipment  is  made.  Pipe  and  other  materials  are  in- 
spected on  delivery. 

Indianapolis.  Checked  first  on  cars  by.  receiving  clerk  and  by 
warehouse  or  yard  attendant  on  delivery  to  him. 

New  Haven.  Materials  inspected  and  weighed  or  measured 
on  receipt. 

H  121.  What  redress  is  there  in  case  of  shortage  or  poor  quality 
of  shipments  ? 

Chicago.  The  redress  available  is  embodied  in  the  specifica- 
tions or  orders  for  the  goods. 

Cleveland.  Bills  are  not  supposed  to  be  paid  until  proper 
goods,  both  as  to  quantity  and  quality,  are  received. 

Syracuse.  Bills  are  not  approved  for  payment  until  proper 
goods  are  delivered. 

Indianapolis.  Contracts  for  material  provide  for  rejection 
of  inferior  goods. 

New  Haven.  Goods  are  returned  or  allowances  made  for 
shortage. 

H  122.  How  did  prices  and  quality  compare  with  those  paid  by 
private  companies? 

Chicago.  It  is  believed  that  as  a  rule  prices  were  about  as  low 
as  those  enjoyed  by  other  concerns  orderin'g  in  similar  quantities. 
Some  few  exceptions  noted,  principally  in  Case  of  valves  built  by 
city.  The  city  is  also  believed  to  have  paid  too  much  for  some  of 
the  tunnels  and  for  one  of  the  cribs.    See  also  H  33-34. 

Cleveland.     Believed  to  compare  fairly  well. 
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Syracuse.  In  so  far  as  could  be  ascertained,  prices  were  ap- 
proximately the  same. 

Indianapolis  and  New  Haven.     . 

H  133.     "Were  the   dealers   supplying  materials   connected  with 
city,  county,  or  state  governments? 

Chicago.  The  law  forbids  this.  There  have  been  rumors  that 
this  law  has  not  always  been  complied  with,  but  the  writer  is  un- 
able to  cite  specific  instances,  or  to  say  whether  the  rumors  were 
true. 

Cleveland  and  Syracuse.     This  is  forbidden  by  law. 

Indianapolis.    . 

New  Haven.     Company  buys  where  it  can  buy  best. 
H  134.     "Were  local  dealers  favored  over  those  outside  of  the  city? 

In  the  case  of  each  of  the  live  plants,  other  things  being  equal, 
yes. 

H  135.     Was  there  delay  in  placing  orders  after  the  engineer  or 
superintendent  expressed  the  necessity  for  the  supplies? 
Chicago.     Sometimes. 

EXHIBIT  1. 

Report  of  City  Engineer  Ericson,  May,  1905,  page  19  :  "When 
in  1897,  as  city  engineer,  the  undersigned  assumed  charge  of  the 
water  works  under  the  commissioner  of  public  works,  the  first 
great  task  that  confronted  him  was  the  improvement  and  unifica- 
tion of  all  of  the  detached  systems.     *     *     * 

As  an  illustration  to  show  how  many  years  were  allowed  to 
elapse  before  recommendations  made  were  acted  upon,  I  take  the 
liberty  of  calling  attention  to  a  letter  written  in  October,  1893, 
and  which  is  as  follows : 

Chicago,  October  2d,  1893. 
S.  G.  Artingstall,  Esq., 

City  Engineer. 
Dear  Sir: 

I  beg  leave  to  submit  in  the  following  a  report  on  the  neces- 
sity of  changes  and  additions  in  the  water  supply  system.  First, 
the  necessity  of  extending  the  seven-foot  tunnel,  terminating  at  the 
crib  located  at  the  northwesterly  end  of  the  government  brealc- 
water,  is  obvious  for  several  reasons.  This  tunnel,  in  the  first  place, 
is  at  present  entirely  useless  on  account  of  the  water  drawn  from 
this  point  being  unfit  for  domestic  purposes,  owing  to  its  prox- 
imity to  shore  and  almost  constant  contamination  by  sewage,  as 
has  also  been  shown  by  the  increase  of  typhoid  fever  eases  when- 
ever water  from  this  inlet  has  been  pumped  into  the  mains.  The 
death  rates  from  typhoid  fever  per  thousand  deaths  in  the  district 
supplied  with  water  drawn  from  the  two-mile  crib  and  mixed  with 
water  drawn  from  the  shore  tunnel,  both  before  and  after  it  was 
extended,  compared  with  the  death  rate  from  the  same  causes  in 
other  districts,  are  for  the  years  1890,  1891  and  1892  as  follows: 
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1890,  Chicago  Avenue  district,  1  to  1.53;  other  districts,  .77  to 
.90.     From  data  compiled  by  the  sanitary  district  of  Chicago :  In 

1891,  Chicago  Avemie  district,  1.75  to  1.83;  other  districts,  .33 
to  .93.  In  1892  Cliicago  Avemw  district,  1.05  to  1.07 ;  other  dis- 
tricts, .10  to  .85.  Tlie  shore  inlet  has  not  been  open  since  Febru- 
ary, 1893. 

The  capacity  of  the  two  old  tunnels  is  not  sufficient  for  pres- 
ent demand  and  with  present  arrangement  of  the  pumping  plant 
at  the  Chicago  Avenue  pumping  station.  The  water  in  the  wells 
at  Chicago  avenue  is  frequently  drawn  down  to  7^-  feet  below 
datum,  at  which  stage  of  the  water  the  two  old  1857  and  1853 
engines  are  disabled,  the  tops  of  suction  slits  being  only  — 8.9 
and  — 8.3  respectively,  and  the  north,  or  1867  engines,  do  very 
little  work.  The  capacity  of  both  tunnels  :at  this  stage  should  in 
their  present  probable  condition  be  about  1,15,000,000  gallons  per 
twenty-four  hours.  The  Chicago  avenue  pumps  take  up  about 
70,000,000  gallons,  leaving  45,000,000  gallons  for  the  West  Side. 
The  capacity  of  the  last  named  plant  is  60,000,000  gallons  per 
twenty-four  hours.  It  will  thus  be  seen  that  not  only  is  the  break- 
water tunnel  useless  until  extended,  but  the  capacity  of  the  old 
two-mile  tunnel  is  insufficient,  at  least  with,  present  arrangement 
of  the  pumps,  and  since  the  demands  for  niore  water  are  steadily 
increasing,  I  deem  it  of  the  utmost  importance  that  this  shore  or 
southeast  breakwater  tunnel  be  extended  to  the  two-mile  crib  at 
the  earlies  possible  date.  If  changes  in  the  machinery,  as  herein- 
after suggested,  are  made,  the  total  capacity  of  the  Chicago  avenue 
plant  should  be  about  93,000,000  gallons  per  twenty-four  hours, 
which,  added  to  the  capacity  of  the  west  pumping  station — 60,- 
000,000  gallons— makes  a  total  of  153,000,000  gallons  per  twenty- 
four  hours.  This,  the  two  tunnels  cannot  supply :  If  the  seven- 
foot  shore  tunnel  is  extended  so  that  it  can  be  safely  used,  the  three 
tunnels  will  furnish  this  amount  of  water  without  the  water  in 
the  wells  at  Chicago  avenue  getting  lower  than  about  4.8  below 
datum,  and  at  the  west  pumping  works  about  10.3  feet  below  da- 
tum. This  result  is  obtained,  assuming  the  siu-face  of  the  water  in 
the  lake  to  be  at  datumi 

Second.  As  has  been  before  stated,  whenever  the  water  in  the 
wells  reaches  au  elevation  of  7^  feet  below  datum,  the  two  middle 
engines,  known  as  the  1853  and  1857  engines,  can  pump  no  water. 
xVside  from  this  fact,  these  engines  are  very  old,  defective  and  in- 
efficient, and  should  be  removed  at  once  and  pumps  of  modern 
construction  put  in  their  places.  In  regard  to  the  north,  or  1867, 
engines,  I  wish  to  mention  in  this  report  that  although  the  ma- 
chinery seems  to  be  in  fairly  good  condition,  the  arrangement  of 
the  water  ends  of  these  pumps  is  such  as=  to  greatly  reduce  the 
efficiency  of  the  pumps.  It  will  be  economical  and  good  policy 
to  replace  the  old  "water  ends"  with  new  o.nes  of  modern  design, 
properly  arranged. 

Third.  The  three  Allis  engines  at  the  Fourteenth  street 
pumping  station  are  run  steadily  night  and  day  with  an  occasional 
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stop  for  one  hour  or  two  in  the  night  time  in  order  to  put  in  new 
packing,  etc.  The  pressure  on  the  mains  at  this  station  averages 
about  40  pounds  per  square  inch.  It  has  been  noticed  that  when- 
ever any  one  of  these  pumps  is  stopped,  the  pressure  immediately 
falls  about  20  pounds  per  square  inch.  Thg  pressure  at  the  Sixty- 
eighth  street  pumping  station  also  falls  .some  pounds  simulta- 
neously. If  at  any  time  any  one  of  the  engines  should  be  disabled, 
necessitating  the  stopping  of  the  same  for  perhaps  days,  the  effect 
would  be  felt  over  a  large  district,  and  an  iinnatural  strain  puf 
on  other  pumping  stations.  Wherever  the  direct  pressure  system 
of  supply  is  used,  there  should  always  be  an  ample  reserve  of  ma- 
chinery. This  is  not  the  case  at  the  Fourteenth  street  pumping  sta- 
tion. 

The  foundations  are  in  place  for  a  foiirth  engine  at  this  sta- 
tion, and  the  work  of  putting  in  new  engines  cannot  be  commenced 
too  soon.  Measurements  of  the  well  and  foundations  of  the  1853 
and  1857  engines  have  been  taken,  and  a  drawing,  showing  the 
same,  is  filed  in  this  office. 

Eespectfully, 

(Signed.)     John  Ericson, 

Assistant  City  Engineer. 

Means  were  finally  provided  in  1902  for  the  replacement  of 
these  antiquated  machines  at  the  north  pumping  station,  and  at 
this  writing  (May,  1905),  a  modern  pumping  engine  has  taken 
the  place  of  the  two  oldest  ones,  and  two  more  have  been  con- 
structed, and  will  be  installed  and  in  operation  as  soon  as  the  cir- 
cumstances will  permit.  Each  of  the  neV  pumping  engines  will 
have  a  capacity  of  25,000,000  gallons  per  tjventy-four  hours.  The 
additional  engine,  recommended  for  the  Fourteenth  street  pump- 
ing station  was  installed  in  1898,  or  five  years  after  the  above  rec- 
ommendation was  made.  In  addition  to  the  above,  the  capacity  of 
three  of  the  pumps  at  Sixty-eighth  street  station  and  one  at  JJake 
View  was  increased  from  18,000,000  to  about  16,000,000  gallons 
per  day  for  each  engine.  During  the  last  six  or  seven  years  the 
pumping  capacity  at  the  various  stations  has  been  increased  as  fol- 
lows: 

Lake  View   pumping   station 16,000,000  gals,  daily. 

Springfield  avenue  pumping  station 60,000,000     "       " 

Central  Park  pumping  station 60,000,000     "       " 

Sixty-eighth  street  pumping  station 30.000,000     "      " 

Fourteenth  street  pumping  station 30,000,000     "       " 

Washington  Heights  pumping  station ..  .  1,500,000     "       " 

Norwood  Park  pumping  station 350,000     "      " 

The  total  additional  capacity.  .      187,850,000     "       " 
A  new  boiler  plant  was  installed  at  the  Chicago  avenue  sta- 
tion and  another  at  the  Fourteenth  street  station. 

Cleveland.     Occasionally,  yes;  as  a  rule,  no. 
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Syracuse.  The  law  requiring  advertising  for  bids  on  all  pur- 
chases of  $50.00  or  over  causes  some  delay.  On  smaller  purchases 
there  was  usually  no  delay. 

Indianapolis  and  New  Haven.     No. 
H  IS 6.     In  practice  did  the  manager  get  the, types  and  makes  of 
things  he  asked  for  or  -n-as  he  forced  to  take  something 
else? 

Chicago.  As  a  rule  the  supplies,  when  received,  were  what 
were  needed. 

Cleveland.     He  generally  got  what  he  Ssked  for. 

Syracuse.     He  usually  got  what  he  asked  for. 

Indianapolis.  He  usually  got  what  he  needed.  The  purchase 
and  delivery  of  supplies  appear  to  have  been  well  attended  to. 

New  Raven.    He  usually  got  what  he  wanted. 
H  187.     Were  the  bills  for  materials  purchased  paid  promptly? 

Chicago.     N^ot  invariably,  but  as  a  general  rule,  yes. 

Cleveland.     Approved  bills  are  usually  paid  promptly. 

Syracuse.  Yes.  Bills  for  materials  purchased  are  presented 
to  the  head  of  the  bureau  ordering  the  ma,terial.  After  approval 
by  him,  the  bill  goes  to  the  comptroller,  who  audits  it  on  the  fol- 
lowing Friday  and  issues  warrant  for  payment  by  city  treasurer 
on  or  about  the  following  Tuesday. 

Indianapolis.     Every  30  days. 

Neio  Haven.     Apparently  yes. 

GENERAL  MATTERS. 

H  128.     Is  the  plant  adequately  equipped  to  handle  the  business  ? 

Chicago.  Pressures  are  too  low.  Consumption  is  already  too 
close  to  capacity  of  pumps  and  mains.  With  higher  pressure  con- 
sumption would  be  larger.    See  also  H  5  and  H  131. 

Cleveland.     Generallj'  speaking,  yes. 

Syracuse,  Indianapolis  and  New  Haven.     Yes. 
H  139.     Is  the  equipment  of  modern  and  efficient  type  ? 

Chicago.     Part  of  it  is  and  part  of  it  is  not. 

Chicago  Avenue  pumping  station,  the  oldest  ia  the  city,  is 
undergoing  extensive  repairs.  The  main  engine-room  was  for- 
merly equipped  with  the  first  engines  ever  installed  by  the  city, 
including  one  affectionately  known  as  "Sally,"  erected  in  1853. 
These  old  engines  are  aU  being  replaced  by  three  new  25,000,000 
gallon,  Riedler  pumping  engines,  one  of  wliich  has  been  running 
for  some  months,  while  the  second  is  almost  completed.  Coal  for 
the  old  boiler  room  at  this  station  is  hauled  by  teams,  unloaded 
in  covered  sheds,  and  wheeled  in  barrows  over  platform  scales  to 
where  it  can  be  shoveled  by  hand  into  the  magazines  of  the  Murphy 
automatic  stokers.  In  the  new  boiler  rooms,  there  is  a  coal  convejdng 
plant.    The  coal  is  hauled  by  wagons  over  wagon  scales  and  dumped 
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into  crusher,  whence  it  is  carried  to  overhead  bins,  the  ashes  be- 
ing removed  by  the  same  conveyor.  The  boilers  have  Hawley  down- 
draft  furnaces  with  gravity  feed,  regulated  by  hand  levers  from 
bins  to  upper  grates.  There  is  a  Smidt  iudependently  fired  super- 
heater, which  will  not  be  used  until  all  three  of  the  new  Eiedler 
pumping  engines  are  installed.  The  station  has  a  gravity  oil  feed 
system,  an  independent  electric  light  plant,  a  20-ton  traveling 
crane  in  the  main  engine  room,  but  none  in  the  Holly  engine  room, 
and  a  small  machine  shop  with  power  driven  lathe,  shaper,  drill 
press,  emery  wheel,  grindstone,  and  a  forge.  This  station  was 
slightly  damaged  by  the  great  fire,  but  its  buildings,  including  the 
masonry  structure  surrounding  the  standpipe,  still  present  a  very 
handsome  architectural  appearance. 

The  Twenty-second  .Street  pumping  station,  or  west  station, 
as  it  is  sometimes  called,  needs  an  entirely  new  mechanical  equip- 
ment. The  station  building  is  large  enough  to  house  a  plant  of 
much  greater  capacity,  and  is  still  in  a  good  state  of  preservation. 
Except  for  the  floors,  which  are  kept  clean,  the  whole  interior  of  the 
station  needs  cleaning  and  painting.  The  engines  and  boilers  are 
antiquated,  the  engines  being  practically  obsolete.  Coal  is  hauled 
by  wagons  and  dumped  into  a  coal  shed,  thence  wheeled  in  barrows 
to  fire  room  and  hand-fired  to  Hawley  down-draft  furnaces. 

The  Harrison  Street  station  has  two  engines,  which,  although 
seventeen  years  in  service,  are  still  in  first  rate  condition,  and  work 
almost  continuously  at  a  very  creditable  duty.  The  boilers  are  old 
and  are  being  replaced  as  fast  as  possible  by  new  ones.  There  is 
no  traveling  crane  nor  machine  shop.  Coal  is  hauled  in  wagons 
over  wagon  scales  to  coal  room  and  thense  wheeled  in  barrows  over 
platform  scales  and  dumped  in  front  of  boilers.  Boilers  have 
Murphy  furnaces  and  automatic  stokers. 

The  Fourteenth  Street  station.  The  interior  of  this  station 
presents  a  fine  appearance  and  the  machinery  is  well  cared  for. 
Coal  is  dumped  from  wagons  through  a  manhole  ia  the  street 
into  the  hopper  of  the  crusher.  After  passing  through  the  crusher, 
it  is  conveyed  to  overhead  bins,  the  same  conveyor  removing  the 
ashes.  Some  of  the  boilers  have  Hawley  down-draft  furnaces  and 
some  the  Eooney  stokers.  The  coal  is  weighed  to  all  boilers  by 
Eichardson  automatic  weighing  machines.  There  is  no  traveling 
crane  in  engine  room,  but  the  station  has  a  small  machine  shop 
with  power  driven  lathe,  shaper,  drill  press,  hacksaw,  grindstone, 
emery  wheel,  and  a  portable  forge. 

The  Sixty-eighth  Street  pumping  station  presents  a  good  ex- 
terior appearance  and  is  neatly  kept.  Coal  is  unloaded  from  cars 
into  the  covered  shed,  whence  it  is  shoveled  by  hand  into  tramcars 
and  pushed  along  tracks  in  front  of  boilers,  There  is  a  separate 
engine  and  dynamo  for  station  lighting.  There  is  also  a  small 
machine  shop  with  power-driven  lathe,  shaper,  drill  press,  grind- 
stone, and  a  forge,  anvil,  bench  and  vise.     There  is  no  traveling 
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crane,  and  unless  the  roof  be  raised  it  will  not  be  feasible  to  in- 
stall one. 

Lake  View  pumping  station,  thougli  smaller  than  the  Sixty- 
eighth  street  station,  resembles  it  somewhat  in  general  architec- 
ture. The  station  is  well  kept.  Boilers  are  old  and  are  being  re- 
newed as  fast  as  possible.  Coal  is  hauled  in  wagons  over  wagon 
scales  and  unloaded  in  coal  rooms,  thence  loaded  by  shovels  into 
tramears,  pushed  along  tracks,  in  front  of  boilers,  and  hand-fired 
to  furnaces,  which  are  of  the  Hawley  •  down-draft  type.  There  is 
no  traveling  crane,  nor  machine  tools  of  any  sort. 

The  Central  Park  Avenue  and  Springfield  Avenue  pumping 
stations  are  the  newest  of  all  the  city  stations.  The  general  de- 
sign of  the  two  stations  is  very  similar,  and  their  equipment  is 
practically  identical.  The  buildings  are  handsome  and  conveni- 
ently arranged  and  are  well  kept.  Each  station  has  a  plant  for 
conveying  coal  to  bins  and  removing  ashes ;  automatic  weighing 
devices;  hand-fired  Hawley  do-mi-draft  furnaces;  15-ton  traveling 
crane;  electric  light  plant,  and  machine  shop  with  power-driven 
lathe,  shaper,  drill  press,  emery  wheel,  and  a  forge.  The  boilers 
at  both  stations  are  equipped  with  Foster  superheaters.  Exhibit 
4  attached  hereto  describes  these  stations  more  in  detail.  (Ex- 
hibit 4  not  reproduced  here.) 

Washington  Heights  pumping  station  'is  a  small  brick  build- 
ing. It  has  no  modern  appliances  for  handling  coal  and  the  size 
of  the  plant  would  not  justify  their  installation.  Xew  pipes  and 
boilers  are  being  installed,  and  the  plant  is'  being  put  into  good 
working  order. 

Norwood  Park  pumping  station  is  an  old  frame  building,  and 
all  of  the  equipment  at  this  small  station  is  more  or  less  inade- 
quate. There  are  no  modern  appliances  for  the  handling  of  coal, 
and  the  size  of  the  plant  would  not  justif}'  their  installation.  The 
station  is  neither  neat  nor  attractive  in  appearance. 

Cleveland.  As  a  rule,  yes ;  except  that  some  of  the  pumping 
engines,  mostly  held  in  reserve,  are  someVhat  antiquated  as  to 
type,  though  in  fair  condition. 

Syracuse.  As  a  rule,  yes.  Some  parts  of  the  plant  are  very 
good. 

Indianapolis.  As  a  general  rule,  yes.  The  steam  pumps  at 
the  old  station  are  antiquated  and  ineflBcient-,  but  as  these  are  only 
run  occasionally,  it  would  hardly  pay  to  replace  them  just  yet. 

Neiv  Haven.  One  pump  at  Wliitnevville  station  is  obsolete, 
but  very  rarely  used,  being  held  in  reserve.  Another  pump  at  Sal- 
tonstall  is  rather  antiquated.  There  are  a  few  miles  of  cement 
lined  iron  pipe,  principally  in  the  higher  levels.  Otherwise  the 
equipment  may  be  classed  as  fairly  modern  and  efficient. 
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Pumping    Stations. 

There  are  two  pumping  stations  at  Whitne3'ville  and  one  at 
Lake  Saltonstall,  the  latter  being  known  as  the  East  Haven  pump- 
ing station.  One  of  the  Whitneyville  stations  is  built  against  the 
down-stream  face  of  the  dam  across  Mill  river,  which  backs  up 
the  water  of  that  stream  to  form  Lake  Whitney.  *  *  *  The 
spill-way  is  180  feet  wide  and  the  dam  gjves  about  30-foot  fall. 
At  this  station  a  horizontal  duplex  double-acting  Holyoke  Deane 
pump  is  driven  by  water  power  developed  by  a  ^50  H.  P.  turbine, 
to  which  it  is  connected  by  rope  drive.  The  pump  has  a  capacity 
of  about  5,000,000  gallons  per  twenty-four  hours,  and  is  so  ar- 
ranged that  it  may  take  its  suction  either  directly  from  Lake  Whit- 
ney or  from  the  clear  water  basin  of  the  regently  completed  filters. 
The  former  source  is  not  now  used,  however,  but  the  means  of 
utilizing  it  are  held  ready  for  an  emergency.  The  pump  can  force 
water  either  directly  into  the  city  mains,  or  to  the  Prospect  Hill 
reservoir.  The  water  power  pump  is  run  whenever  there  is  suf- 
ficient water  available  in  Lake  WTiitney  to  furnish  the  power  in 
addition  to  the  water  needed  to  supply  the  filters,  subject  to  the 
right  of  an  adjacent  manufacturing  plant  to  take  a  certain  amount 
of  water  for  power  purposes  when  the  water  back  of  the  dam  is 
above  a  certain  elevation. 

The  pumping  station  building  is  a  plain  but  substantial  brick 
structure  in  good  repair.     Building  and  machinery  are  well  kept. 

The  other  pumping  station  at  Whitneyville  is  located  about 
150  yards  west  of  the  one  already  described,  and  just  north  of  the 
new  filter  beds.  This  station  originally  consisted  of  an  engine  room 
and  a  boiler  room  with  walls  of  rubble  stone,  wooden  roof  beams 
and  tin  roof.  A  new  engine  room  and  a  new  boiler  room  were 
added,  and  the  old  boiler  room  was  converted  into  a  room  for  the 
storage  of  coal.  The  new  buildings  are  oi  red  brick  with  stone 
trimmings,  and  have  steel  roof  trusses  and  slate  roof.  The  engine 
room  has  hard  wood  floor.  *  *  *  There  are  three  90  H.  P. 
horizontal  return  tubular  boilers,  built  in  1^95  by  the  H.  B.  Bige- 
low  Company  of  New  Haven.  They  are  in  good  condition.  Coal 
is  weighed  in  wheelbarrows  on  platform  sdales  and  is  hand-fired. 
There  are  no  superheaters.  There  is  an  automatic  damper  draft 
regulator  (Locke  Bros.,  Salem,  Mass.),  actuated  by  pressure  on 
discharge  main  of  pumps.  A  boiler  feed  pump;  an  injector;  and 
a  work-bench  and  vise,  with  hand  tools,  complete  the  boiler  room 
equipment.  In  the  main  engine  room  is  a  10,000,000  gallon  hori- 
zontal duplex  compound  condensing  high-duty  Worthington  pump- 
ing engine  equipped  with  service  condensers-  and  with  direct  con- 
nected water  plungers  for  pumping  to  accumulator  ram. 

The  other  auxiliaries,  all  of  which  are  independent,  include 
two  air  pumps,  one  jacket  pump,  one  air  compressor,  and  a  small 
vacuum  pump  for  removing  air  from  the  suction  air  chamber. 
Like  the  water  pump,  this  Worthington  engine  *  *  *  can 
pump  either  direct  to  distributing  mains  or  to  Prospect  Hill  res- 
ervoir.    It  usually  pumps  to  the  reservoir,  and  when  the  water 
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power  puinp  is  mniiiiig  at  the  same  time,  the  latter  pumps  into  the 
distributing  mains  so  as  to  avoid  the  water  hammer  which  would 
interfere  with  the  smooth  working  of  the  pumps  if  they  both 
pimiped  into  the  same  mains. 

The  Worthington  pump  appeared  to  be  in  first  class  condition 
and  was  rmming  unusually  smoothly  for  a  pump  of  its  size  and  type. 
In  the  old  engine  room  there  is  a  6,500,000.  gallon  horizontal  gear 
crank  and  flywheel  steam  pump,  built  in  1870  by  the  Yale  Iron 
Works,  successor  to  the  M.  &  T.  Sault  Company,  New  Haven. 
There  are  one  steam  cylinder  and  two  double  acting  pump  cylin- 
ders. This  engine  *  *  *  is  of  a  very  unique  and  remarkably 
cumbersome  design.  It  was  not  run  in  1905  except  for  three  or 
four  hours  on  one  occasion,  while  a  new  set  of  valves  was  being 
put  into  the  Worthington  engine.  While  antiquated  and  inef- 
ficient, it  is  kept  in  good  order  and  ready  to  run  in  case  of  emer- 
gency, being  turned  over  by  bar  several  times  a  week. 

The  pumping  station  at  Lake  Saltonstall,  kno'RTi  as  the  East 
Haven  pumping  station,  is  a  substantial  building  of  red  brick  with 
stone  trimmings.  There  are  two  engine  ropms  and  a  boiler  room. 
The  north  engine  room,  built  for  the  new  D'Auria  pump,  has  steel 
roof  trusses.  The  whole  building  is  roofed  with  gravel.  There  are 
three  100  H.  P.  Scotch  marine  boilers,  hand-fired.  Coal  is  wheeled 
from^  outside  over  platform  scales.  There  aje  no  superheaters,  but 
there  is  a  re-heater  set  on  a  by-pass  in  the  flue,  which  uses  the 
heat  in  the  flue  gases  to  re-heat  the  steam  in  its  passage  from  the 
high  to  the  low  pressure  cylinders  of  the  T)'Auria  pump.  This 
re-heater  is  said  to  be  quite  efficient.  In  the  old  engine  room  ad- 
jacent to  the  boiler  room,  is  a  horizontal  compoimd  condensing 
duplex  low-duty  Worthington  pumping  engine  *  *  *  -which 
is  rated  at  6,000,000  gallons,  but  which  often  runs  at  7,500,000 
gallons.  This  pump,  which  has  direct  connected  jet  condenser 
and  air  pumps,  was  installed  in  1882.  and*- is  still  in  good  condi- 
tion. The  new  engine-room  houses  a  10,000,000  gallon  horizontal 
duplex  direct-acting  high-duty  pumping  engine,  installed  in  1905. 
The  service  condensers  are  set  on  discharge  pipe,  and  there  are 
independent  air  and  vacuum  pumps. 

Both  pumps  at  East  Haven  station  pump  into  a  standpipe 
about  800  feet  distant;  the  Worthington  through  a  30-inch  pipe, 
and  the  D'Auria  through  a  24-ineh  pipe.  Erom  the  standpipe, 
in  which  the  water  stands  at  an  average  elevation  of  162  feet  above 
city  datum,  the  water  flows  by  gravity  through  a  24-inch  pipe  to 
the  East  Haven  distributing  reservoir,  in  which  the  water  is  kept 
at  an  average  elevation  of  142  feet.  All  of  the  pumping  station 
buildings  and  all  of  their  equipment  are  kept  in  first  class  order, 
and  their  appearance,  as  well  as  the  results  obtained  in  station 
duty,  gives  evidence  of  careful  and  efficient*  operation. 

Filters. 

The  recently  completed  sand  filtration  plant  consists  of  twelve 
beds,  each  80  bj'  180  feet,  arranged  in  twc?  rows  of  six  beds  each 


WATER     WORKS     ENGINEERING.  267 

along  either  side  of  a  central  operating  gallery.  In  this  gallery 
are  placed  all  the  pipes,  valves,  and  the  meters  required  for  the 
operation  and  regulation  of  the  filters.  Above  the  gallery  a  second 
story  is  provided,  in  which  are  housed  the  offices  and  laboratory  of 
the  superintendent  of  the  filters.  The  filtbr  plant  has  a  number 
of  novel  and  interesting  features,  and  is  described  at  considerable 
length  in  "Engineering  Records"  for  March  5-13,  1904. 

The  site,  which  for  various  reasons  had  to  be  chosen  for  the 
filters,  was  not  a  desirable  one  from  the  standpoint  of  ease  of 
construction.  The  ground  sloped  towards  the  northeast  so  sharply 
as  to  necessitate  heavy  grading,  and  the  filter  had  to  be  built 
partly  in  excavation  and  partly  in  embaakment.  The  material 
encountered  was  not  uniform,  and  there  were  a  number  of  springs 
which  had  to  be  drained.  The  excavation  was  begun  in  August, 
1903,  and  the  earth  in  the  embankment  was  allowed  to  settle  for 
a  year  to  insure  proper  foundations  for  the  filter.  The  side  walls 
of  the  filters  are  of  concrete  up  to  the  ground  line,  and  brick  from 
there  to  the  eaves,  being  carried  up  above  the  ground  high  enough 
to  give  room  for  windows,  thus  avoiding  the  necessity  for  electric 
lighting.  The  floor,  columns,  and  roof  are  of  reinforced  concrete. 
The  floor  is  of  the  inverted  groined  arch  type,  while  the  roof  is  of 
slab  and  girder  construction,  and  is  covered  with  two  feet  of  loam 
and  turfed.  To  the  north  of  the  filters  near  the  steam  pumping 
station,  there  is  a  clear  water  basin  of  a  net  available  capacity  of 
about  half  a  million  gallons.  The  filters  "are  rated  at  1,300,000 
gallons  per  day  per  bed,  which,  after  allowing  one  bed  idle  in 
process  of  cleaning,  and  another  idle  to  receive  washed  sand  from 
the  bed  which  is  being  cleaned,  would  make  the  net  safe  capacity 
of  the  filters  about  12,000,000  gallons  per  twenty-four  hours.  They 
can  be  run,  however,  for  short  periods  and  under  favorable  condi- 
tions at  a  considerably  greater  rate,  probably  as  high  as  18,000,000 
gallons  per  24  hours.  The  entire  plant  is  well  designed  and  built, 
and  its  equipment  is  first  class  in  every  respect.  Daily  analyses 
are  made  of  raw  water  and  effluent,  and  these  show  that  since  it 
was  first  put  in  operation,  the  efficiency  of  the  filter  plant  has  been 
unusually  high. 
H  130.     Is  it  in  good  condition  ? 

Chicago.     Most  of  it  is. 

Cleveland.     Yes. 

Syracuse.     Generally  speaking,  the  plant  is  in  very  good  con- 
dition.   Most  of  it  is  comparatively  new. 

Indianapolis.     Yes,  as  a  rule. 

New  Haven.     Yes. 
H  131.     "Will  it  be  necessary  to  make  extensive  repairs  or  altera- 
tions in  the  near  future? 

Chicago.    Yes.     (See  H  5.) 

Cleveland.     Before  the  two  west  side  tunnels,  at  present  out  of 
service  on  account  of  the  pollution  of  water  at  west  side  crib,  can 
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be  used  again,  the)'  flill  have  to  be  extended  about  four  miles  from 
shore,  and  a  now  intake  must  be  provided,  and  new  aqueducts  and 
pump  wells  must  be  built  at  Division  stre'et  station  in  order  to 
develop  the  full  capacity  of  the  tunnels.  Faftilities  for  storing  and 
handling  coal  should  be  provided  at  that  station  before  it  is  put 
into 'regular  service  again.  The  second  high- service  system  is  now 
under  construction  for  the  supply  of  recently  developed  territory 
on  high  ground  to  the  southeast,  and  at  present  mostly  outside  of 
the  city.  This  system  will  comprise  two  2,000,000  gallon  pumps  at 
Tairmount  station,  a  16-inch  main  19,000  feet  long  from  Pair- 
mount  to  a  200,000  gallon  water  tower  135  feet  above  ground, 
which  will  bring  its  flow-line  570  feet  above  city  datum. 

Sryacuse.  No.  The  proposed  new  conduit  line  and  reser- 
voir referred  to  in  answer  to  H  5  will  probably  entail  an  expendi- 
ture of  over  a  million  dollars,  but  these  may  be  classed  as  exten- 
sions rather  than  as  alterations  and  repairs. 

Indianapolis.     JSTo. 

New  Haven.     No  extensive  repairs  or  alterations  necessary. 

The  contemplated  extensions  and  improvements,  either  in 
progress  or  under  way,  may  be  enumerated  as  follows : 

(1)  A  new  concrete  dam  on  Sargent  river  just  above  Lake 
Dawson  to  increase  storage  on  that  watershed.  This  dam  is  about 
60  per  cent,  finished.  Contract  calls  for  its  completion  by  De- 
cember 1,  1906,  but  it  will  be  delayed. 

(2)  Eeplacing  the  27-ineh  cement-lined  wrought  iron  pipe 
from  Lake  Dawson  to  New  Haven  by  a  4S-inch  cast  iron  n^ain; 
also  laying  a  30-inch  by-pass  around  Lake  Dawson  to  the  new  dam 
so  that  the  supplies  from  Sargent  river  and  West  river  may  be 
separate,  and  either  may  be  used  as  desired. 

(3)  A  dam  on  West  river  between  Lakes  Dawson  and  Beth- 
any.   Not  yet  begun. 

(4)  The  diversion  of  Wepauwaug  rivet  by  tunnel  and  open 
canal  into  Lake  Maltby  No.  3.  This  will  more  than  double  the 
supply  from  the  Maltby  lakes. 

(5)  The  diversion  of  Farm  river  into  Lake  Saltonstall  by 
tunnel  and  open  canal.     The  tunnel  is  nearly  completed. 

(6)  The  diversion  of  some  of  the  swftmp  drainage  from  the 
Saltonstall  shed,  and  the  draining  of  the  remaining  swamps  on 
that  shed. 

(7)  A  standpipe  on  Mill  Eock  into  which  the  Lake  "V^^litney 
filtered  water  may  be  pumped  to  supply  Prospect  Hill  and  other 
high  points  now  supplied  from  Lake  Wintergreen.  When  this 
standpipe  has  been  built,  Lake  Wintergreen  will  be  emptied  and 
cleaned  and  the  area  of  its  watershed  will  be  increased.  An  ad- 
ditional small  pump  will  be  required  at  ^A^litncyville  station  to 
pump  into  the  standpipe. 

(8)  Certain  -ffater  supplies  are  own^d  in  Wallingford  and 
Prospect,  Conn.,  which  will  eventually,  bv  diversion  of  streams,  be 
brought  down  to  supply  New  Haven  and  other  neighboring  towns. 
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H  132.     Is  the  plant  kept  in  a  clean  and  neat  condition  ? 

Chicago.     As  a  rule,  yes. 

Cleveland^  Syracuse,  Indianapolis.     Yes. 

New  Haven.     Yes,  very. 
H  133.     Are  the  works  adequately  ventilated? 

Chicago,  Cleveland,  Indianapolis,  New  Haven.     Yes. 

Syracuse.     No  pumping  works. 

H  134.     Are  the  pits,  shafts,  and  machinery  properly  guarded? 
Chicago,  Cleveland,  Indianapolis,  New.  Haven.     Yes. 
Syracuse.     No  pits,  shafts  and  machinery. 

H  135.  Are  the  offices  for  payment,  complaints,  and  other  busi- 
ness conveniently  located? 

Chicago  and  Cleveland.  In  the  city  hall  near  the  business 
center  of  the  city. 

Syracuse.  No.  Offices  of  city  treasurer  who  collects  front- 
age tax  and  the  commissioner  of  public  works  and  deputy  city  en- 
gineer, who  have  to  do  with  the  extension  of  mains,  are  in  city 
hall.  General  offices  of  bureau  of  water  ^re  in  another  building 
about  three  blocks  distant,  and  office  of  water  works  repair  shop 
near  the  latter. 

Indianapolis.     Yes,  on  Monument  Circle  in  center  of  city. 

New  Haven.     Yes. 
H  136.     Were  consumers'  complaints  promptly  and  efficiently  at- 
tended to? 

Chicago.  Complaints  received  prompt  and  courteous  atten- 
tion.    All  cannot,  of  course,  be  given  what  they  ask. 

Cleveland.  So  far  as  could  be  learnfed  by  observation  and 
inquiry,  yes. 

Syracuse.     Apparently  they  were. 

Indianapolis.  As  well  as  could  be  determined  by  much  ob- 
servation and  inquiry,  yes. 

New  Haven.  Complaints  apparently  received  prompt  atten- 
tion. 

H  137.     Describe  office  system  of  handling  complaints. 

Chicago.  Each  large  department  or  diversion  has  a  complaint 
clerk.  In  division  of  water  pipe  extension,  for  example,  com- 
plaints as  to  leaks  are  transmitted  to  district  foreman.  Complaints 
as  to  lack  of  pressure,  referred  to  plumbing  inspector.  If  lack 
of  pressure  causes  general  complaint,  referred  to  pumping  station 
division.  Similar  systems  in  other  offices.  There  is  also  a  bureau 
of  complaints  in  city  hall,  but  this  handles  all  city  complaints, 
and  very  few  complaints  are  referred  from  that  bureau  to  bureau 
of  water,  to  which  most  complaints  as  to  water  service  are  made 
directlv. 
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Cleveland.  Complaints  of  leaks,  stoppage  of  water,  and  in- 
sufficient pressure  are  received  in  office  of  engineering  department. 
Each  complaint  is  recorded  in  complaint  book,  and  written  order 
is  sent  to  general  foreman  of  repairs,  who  makes  written  daily 
reports  of  all  repairs  or  investigations  made  by  his  force.  All 
repair  foremen  telephone  to  main  office  before  going  home  at  night 
to  see  if  there  are  any  special  repairs  requiring  them  to  work  over- 
time, so  that  all  necessary  and  emergency  work  is  done,  if  possible, 
on  day  on  which  complaint  is  made.  Complaints  as  to  bills  are 
referred  first  to  complaint  and  billing  department,  and  if  neces- 
sary, from  this  department  to  the  superintendent. 

Syracuse.  On  complaint  of  amount  of  meter  bills,  inspec- 
tor is  sent  to  look  for  leaks,  and  if  necessa,ry,  to  test  meter.  On 
complaints  of  lack  of  pressure,  an  investigation  is  made.  Lack  of 
pressure,  except  when  due  to  the  height  or  high  location  of  build- 
ings, is  usually  due  to  some  local  obstruction  in  service  pipes,  or 
to  neighboring  leaks  or  breaks,  as  the  city  pressure  is  remarkably 
uniform  at  all  times  for  any  given  elevation.  No  complaint  book 
is  kept.  Each  complaint  is  supposed  to  foe  investigated  by  the 
division  to  which  it  belongs. 

Indianapolis.  Complaints  made  at  wiudows  are  referred  by 
the  clerk  receiving  them  to  the  proper  departments,  one  of  the 
company's  officers — president,  vice-president,  or  secretary — finally 
hearing  any  complaints  which  subordinates  have  not  been  able  to 
settle  satisfactorily.  The  rule  of  the  office  is  to  bring  the  higher 
officers  into  as  close  touch  as  possible  with  consumer.  Very  little 
friction  observed  in  offices. 

New  Haven.  The  desk  of  the  secretary  of  the  company  com- 
mands view  of  the  entire  main  office.  All  complaints  that  cannot 
be  promptly  adjusted  by  office  force  go  at  once  to  him,  and  he 
then  directs  their  further  investigation  and  settlement. 

H  137a.     How  are  leak  complaints  attended  to  at  night? 

Chicago.  All  offices  in  city  hall,  except  those  of  fire  and  police 
department  are  closed  at  night.  Complaint  would  have  to  be 
made  to  fire  department  office,  which  would  try  to  telephone  it  to 
district  foreman. 

Cleveland.  JSTight  turn-ofE  man  and  night  watchman  at  main 
office  take  care  of  all  ordinary  complaints.  In  case  of  emergency, 
repair  foremen  are  notified. 

Syracuse.  One  man  on  duty  all  night  at  water  works  office. 
Two  men  with  an  emergency  wagon  are  on  duty  all  night  at  water 
works  repair  shop  to  give  prompt  attention  to  leaks. 

Indianapolis.  Man  kept  constantly  ou  duty  with  telephone 
connections  to  all  departments.  Automobiles  and  horses  and  ve- 
hicles in  stables  at  office. 

New  Haven.  By  superintendent's  force.  Two  men  on  duty 
all  night  with  horse  hitched  to  wagon. 
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H  138.     Is  there  a  system  of  badging  or  uniforming  employees 
so  that  they  may  be  known  to  the  public  ? 
Chicago.     Heads   of   departments,    foremen,   inspectors,   and 
others  authorized  to  meet  public  officially  have  badges. 

Cleveland.  All  meter  readers,  or  inspectors,  or  others  whose 
duties  may  require  them  to  enter  premises  of  consumers  must  wear 
badges. 

Syracuse.  There  are  no  uniforms.  Inspectors  and  meter 
readers  wear  badges. 

Indianapolis.    Inspectors  and  street  men  have  badges. 
New  Haven.     Inspectors'  wear  badges.' 
H  139.     Are  the  general  morale  and  discipline  of  the  employees 
good,  bad,  or  indifferent? 
Chicago.     Apparently  fairly  good. 
Cleveland  and  Syracuse.     Apparently  good. 
Indianapolis  and  New  Haven.     Apparently  very  good. 
H  140.     Are  the  employees  who  meet  the  public  polite  and  at- 
tentive ? 
Chicago,  Syracuse,  Indianapolis,  New  Haven.     Yes. 
Cleveland.     So  far  as  could  be  learned  from  observation,  yes. 
H  141.     Are  they  neatly  dressed? 

In  the  case  of  all  five  of  the  plants,  ye^, 
H  143.     Do  the  various  departments  work  in  harmony?    Is  there 
friction  or  jealousy?     Does  one  department  shirk  work, 
leaving  it  to  be  done  by  others? 
Chicago.     Not  much  friction  or  jealouisy  observed.    No  shirk- 
ing observed. 

Cleveland.  Apparently  the  various  departments  are  fairly 
harmonious. 

Syracuse.     Very  little  friction,  jealousy  or  shirking  observed. 
Indianapolis.     There  appears  to  be  harmony  between  the  va- 
rious departments.     No  evidence  of  friction,  jealousy  or  shirking 
were  noted. 

New  Haven.     Apparently  harmonious. 
H  143.     Is  there  an  adequate  system  of  telephones? 

Chicago.  No.  Not  all  of  the  district  foremen  have  resident 
phones  as  yet. 

Cleveland.  Yes.  All  offices  and  each  pumping  station,  crib 
and  reservoir;  each  head  of  division,  meter  foremen  and  two  re- 
pair foremen  have  telephones. 

Syracuse.  Yes.  Telephones  at  reservoir  and  at  offices  of 
commissioner  of  public  works,  city  engineer,  and  superintendent 
of  water  works,  and  at  repair  shop. 

Indianapolis.  Yes.  In  addition  to  jimblic  service,  there  is  a 
private  line  between  all  pumping  stations  and  filter  plant.  Repair 
foremen  and  all  heads  of  departments  have  residence  phones. 
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New  Haven.  Yes.  Company  has  telephones  in  ten  different 
places,  as  follows:  ilain  office,  superintendent's  office,  Whitney- 
ville  pumping  station,  Satlonstall  pumping  station,  chief  pumping 
engineer's  residence,  superintendent's  residence,  superintendent  of 
West  river  section,  includiag  Lakes  Chamberlain  and  Bethany, 
superintendent  of  Lake  Dawson,  patrolman  Lake  Saltonstall,  and 
superintendent  of  filter  plant. 
H  144.     Are  the  works  and  offices  properly  watched  at  night  ? 

Chicago.  The  works,  yes.  Offices  are  closed  at  night.  There 
are  policemen  in  the  city  hall,  but  not,  however,  to  attend  to  water 
complaints. 

Cleveland,  Syracuse,  Indianapolis,  New  Haven.     Yes. 
H  145.     Are  employees  generally  permitted  to  run  to  fires,  or  is 
someone  appointed  to  go? 
Chicago  and  Cleveland.     Xo  employee  of  bureau  of  water  at- 
tends fires. 

Syracuse.     Employees  are  not  supposed-  to  go  to  fires. 
Indianapolis.     There  is  a  regular  fire  attendant  employed  by 
the  company,  as  provided  in  contract  with  tiij,  ready  with  vehicle 
to  respond  to  all  alarms. 

According  to  the  report  of  this  fire  attendant,  Frank  Bihl- 
mier  (Exhibit  9),  dated  April  14,  1906,  the  fires  from  January 
1,  1905,  to  January  1,  1906,  were  as  follows : 

Total  number  of  fires 519 

Total  time  fire  pressure  carried 187  hours  31  mins. 

Total  number  of  cistern  connections  used 9 

Total  number  of  open  butts  used 3 

Total  number  of  times  chemical  used 47 

Total  number  engine  streams  used 46 

Total  number  of  hydrant  streams  used. 433 

New  Haven.     Neither. 
H  146.     Is  there  any  system  of  inspection  to  prevent  workmen  of 
other  companies  or  city  departments  from  injuring  the 
undergroimd  structures. 
Chicago.     Yes.    The  superintendent  of  streets  issue?  the  nec- 
essary permit  to  open  the  streets,  and  inspectors  of  the  street  de- 
partment keep  track  of  the  work,  and  of  underground  structures 
encountered,    notifying    the    water    department    when    necessary, 
which  then  takes  steps  to  protect  its  pipes. 

Cleveland.  Inspectors  from  street  department  watch  all  work 
done  in  streets  by  companies  or  contractors.  These  inspectors  are 
supposed  to  look  out  for  danger  to  underground  structures  a,nd 
to  report  same. 

Syracuse.  The  commissioner  of  public  works  has  inspectors 
on  all  work  done  in  streets  by  private  corporations  or  by  contrac- 
tors with  the  city. 

Indianapolis.  Yes,  the  foreman  in  each  department  sees  that 
proper  inspections  are  made. 
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New  Haven.  Company's  inspectors  look  out  for  and  report 
any  danger  from  such  injury. 

H  147.     Was  there  a  drafting  room .  maintained  ? 

Chicago.    Yes. 

Cleveland.  Yes,  and  the  equipment  for  making  and  preserv- 
ing maps  and  records  was  unusually  good. 

Syracuse.     Xone  in  connection  with  the  bureau  of  water. 

Indianapolis.     Yes. 

New  Haven.  Yes.  In  the  office  of  the  engineer  for  the  com- 
pany, located  in  same  building  with  main  offices. 

H  148.  What  system  was  in  vogue  to  take  care  of  the  tools  dis- 
tributed to  employees? 

Chicago.  District  foreman  issues  tools  to  sub-foremen  as 
required.     Transient  day  laborers  furnish  their  own  shovels. 

Cleveland.  Tools  issued  and  charged  to-  each  foreman  by  a 
storekeeper.     Laborers  furnish  their  own  shovels. 

Syracuse.  City  furnishes  shovels  as  well  as  other  tools  to 
employees.  Tools  are  issued  to  and'chargM  up  against  foremen, 
and  are  checked  back  daily,  except  on  construction  work  or  other 
work  lasting  more  than  a  day. 

Indianapolis.  All  tools  belonging  to  the  company  are  marked 
and  foremen  are  relied  upon  to  look  after  tools.  Transient  day 
laborers  are  required  to  furnish  their  own  shovels,  and  company 
furnishes  picks.  The  company  furnishes  all  tools  used  by  its  reg- 
ular men. 

New  Haven.  Foreman  on  the  job  is  held  responsible  for 
them. 

H  149.  Were  the  different  classes  of  workmen  equipped  with 
proper  tools  ?    Were  the  tools  kept  in  order  ? 

Chicago,  Cleveland.     As  a  rule,  yes. 

Syracuse,  Indianapolis.     Yes. 

New  Haven.     Apparently  yes. 
H  150.     With  what  promptness  were  orders  to  turn  on  water  at- 
tended to  ? 

Chicago.  Under  laws  in  force  in  1905$  the  plumber  employed 
by  consumer  applied  to  permit  department,  bureau  of  water,  for 
permit  to  lay  service  pipe,  and  to  street  department  for  permit  to 
open  street,  and  deposited  with  comptroller  sufficient  funds  to 
cover  cost  of  replacing  street.  The  tap  was  then  put  in  by  tapper 
from  permit  department,  bureau  of  water,  and  the  service  pipe 
and  tap  were  inspected  by  inspector  from  same  department.  The 
tapper,  or  plumber,  then  turned  on  water  as  far  as  stop-cock  at 
curb.  Plumber  turned  on  water  at  stop-cock  to  premises.  House 
plumbing  was  inspected  by  inspector  from  health  department,  and 
rating  slip  made  out  by  inspector  from  bureau  of  water.  One  or 
two  days'  notice  usually  required  before  main  would  be  tapped. 
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After  that,  the  work  of  laying  service  pipes  and  turning  on  water 
would  be  in  the  hands  of  the  pliunber,  employed  by  the  consumer. 
In  case  water  had  been  turned  off  for  leaks,  non-payment,  or  other 
causes,  from  one  to  twenty-four  hours  would  usually  be  required 
to  turn  it  on  again. 

Cleveland.    Usually  either  the  same  day  or  the  next  one. 

Syracuse.  The  turn-on  man  takes  his  orders  from  book  at 
8  A.  M.  and  1  P.  M.  daily,  or  oftener  if  his  work  will  permit. 
Bach  morning's  orders  are  thus  attended  to,  as  a  rule,  not  later 
than  the  same  afternoon,  and  the  afternoon  orders  not  later  than 
the  next  forenoon. 

Indianapolis.    Usually  the  same  day. 

New  Haven.     Apparently,  they  were  promptly  attended  to. 

H  151.     Are  service-pipes  run  to  every  lot  whether  built  upon  or 
not  prior  to  street  paving  or  repaving?    If  so,  how  many 
of  these  dead  services  are  now  in  existence  ? 
Chicago.     If  services  are  not  in  at  the  time  when  it  is  pro- 
posed to  pave  the  street,  a  separate  assessment  for  cost  of  service 
pipes  is  levied  on  property  benefited.     Th5  work  is  done,  assess- 
ment confirmed,  and  cost  of  pavement  and  of  putting  in  service- 
pipe  is  charged  to  property  owner  and  collected.    There  are  about 
120,000  service  connections  which  pay  no  water  rates.     There  is 
no  means  of  knowing  how  many  of  these  are  the  dead  services  re- 
ferred to. 

Cleveland.  Yes.  Property  owners  are  compelled  to  lay  ser- 
vice-pipes to  lots  not  already  supplied.  According  to  the  books, 
there  are  13,635  of  these  services  which  are  supposed  to  be  dead. 

Syracuse.  Yes.  On  December  31,  1905,  there  were  2,736 
of  these  dead  services  in  existence.  City  pays  for  all  service  pipes 
except  those  laid  for  special  fire  protection.'  In  case  consumer  re- 
quires a  new  service  pipe  after  pavement  ig  laid,  he  pays  the  cost 
of  repaving  the  street  over  his  trench. 

Indianapolis.  No.  Taps  are  made  upon  application  of  prop- 
erty owner,  and  agreement  by  him  to  put  in  the  service  pipe. 

New  Haven.  City  requires  all  services  to  be  laid  to  curb  by 
property  owner  in  advance  of  pavement.  Writer  not  informed  as 
to  number  of  these  dead  services. 

H  152.  Are  records  kept  of  services  by  date  installed,  so  that  as 
a  service  grows  old,  an  inspection  may  be  made  at  inter- 
vals of  years  to  determine  when  renewals  should  take 
place  and  insure  such  renewals  before  most  of  the  ser- 
vices have  begun  to  give  trouble  ? 
Chicago.     Eecords  are  kept  of  date  installed,  but  no  services 

are  dug  up  for  inspection  unless  actually  thought  to  be  leaking. 
Cleveland.     Eecords  are  kept  by  date,  but  services  are  not 

dug  up  for  inspection  unless  there  is  good  reason  to  think  that  they 

need  repairs  or  renewals. 
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Syracuse,  New  Haven.  Eecords  of  services  are  kept  by  date, 
but  services  are  not  dug  up  for  iaspection  unless  there  is  some  rea- 
son to  think  they  are  out  of  order. 

Indianapolis.  Records  kept  by  date,  but  services  are  not  dug 
up  unless  necessary. 

New  Haven.    EXHIBIT  11. 

Notice,  to  Consumer  of  Water. 
Office  of  New  Haven  Water  Company. 

190     . 

Dear  Sir :    The  city  authorities  inform  us  that  they  are  about 

to  pave  the  street  in  front  of  the  premises 

We  call  your  attention  to  the  desirability  of  your  making  an  im- 
mediate examination  of  your  water  service  pipe,  so  that,  if  it  is 
seriously  corroded,  you  may  repair  or  replace  it  before  the  paving 
begins.  After  the  paving  is  completed,  it  will  be  very  difficult  to 
get  a  permit  for  opening  the  street  and  th^s  disturbing  the  new 
pavement,  and  it  is  to  your  interest  that  all  connections  with  our 
main  be  at  once  placed  in  good  condition.  In  all  cases  your  ser- 
vice should  be  controlled  by  a  curb  box. 

Yours  respectfully, 
NEW  HAVEN  WATEE  COMPANY. 
H  153.     Are  there  regulations  in  force  regarding  the  entrance  of 
employees  in  houses?    If  so,  attach  a  copy. 

Chicago.  Yes.  Section  3398  of  revised  city  code  (1905) 
Exhibit  15,  as  follows: 

"Section  3398,  Power  of  Entry— Penalty.  The  officers  of 
the  department  of  public  works,  and  any  and  every  person  dele- 
gated or  authorized  by  the  commissioner  of  public  works  for  such 
purposes,  shall  have  free  access  to  all  and  every  part  of  any  build- 
ing, structure,  or  premises  to  which  water  is  supplied  from  the 
Chicago  water  works  system,  for  the  purpose  of  examining  the 
water  pipes,  taps,  and  fixtures  therein  or  thereon,  whenever  such 
examination  is  deemed  necessary  or  advisable  in  order  to  ascertain 
whether  the  provisions  of  this  chapter  are  being  complied  with. 
Any  person  in  possession,  charge,  or  control  of  any  such  building, 
structure,  or  premises,  into  which  any  such  officer  or  person  shall 
desire  to  make  entry  or  have  access  for  the  purpose  herein  speci- 
fied, who  shall  refuse  to  permit  such  entry  or  access,  or  who  shall 
do,  or  cause  to  be  done,  any  act  or  thing  for  the  purpose  of  pre- 
venting such  entry  or  access,  shall  be  fined  not  less  than  $10.00 
nor  more  than  $100.00  for  each  offense." 

Cleveland.  Yes.  Rule  34,  page  17,  of  Ordinances,  Rides, 
and  Regulations,  etc.,  December  24,  1896  {Exhibit  16) : 

"The  superintendent  and  other  employees  in  the  water  works 
division  of  the  department  of  public  works  shall  have  free  access 
at  all  reasonable  hours  of  the  day  to  all  parts  of  any  premises  to 
which  water  is  supplied." 
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Syracuse.  Yeg.  Exhibit  10,  Eules,  regulations,  and  rates, 
bureau  of  water,  city  of  Syracuse,  January*  1,  1902,  page  19 : 

"INSPECTOES  MAY  BNTEE  PEEMISES.  Employees 
of  the  bureau  of  water,  upon  presentation  of  badge,  may  enter  upon 
any  premises  where  city  water  is  being  supplied  or  upon 
any  premises  when  application  is  made  for,  permission  to  connect 
plumbing  with  the  water  pipes,  for  the  purpose  of  inspecting  all 
plumbing  and  fixtures  of  the  water  service,  and  all  work  in  con- 
nection with  such  service. 

Page  32,  ACCESS  TO  METEE.  The  owner  and  tenant  shall 
provide  ready  and  convenient  access  to  the  meter  so  that  it  may  be 
frequently  read  and  examined  by  the  agents  of  the  bureau  of 
water." 

Indianapolis.  Yes.  Eule  6  of  rules  and  regulations  of  the 
company.  (Exhibit  14.)  All  persons  talking  water  shall  keep 
their  pipes  and  fixtures  in  good  repair,  subject  at  all  times  to  the 
inspection  of  the  water  company  or  its  agents,  and  shall  prevent 
any  unnecessary  waste  of  water.  It  is  expressly  stipulated  that 
no  claim  shall  be  made  against  the  water  company  for  damage  due 
to  the  breaking  of  any  service  cock  or  service  pipe. 

New  Haven.  Yes.  Last  sentence  of  annual  water  rates  of 
the  New  Haven  Water  company.  May  1,  1902  (Ex.  8).  Inspec- 
tors of  the  company  must  have  free  access  at  all  proper  times  to 
any  part  of  the  premises  covered  by  the  service. 

H  154.  Does  any  one  inspect  the  work  done  by  employees  in 
consumers'  houses? 

Chicago.  No  work  is  done  by  employees  in  consumers' 
houses.  All  inside  work  done  by  licensed  pjumbers  except  setting 
of  meters  by  employees  of  water  division. 

Cleveland.  The  only  work  done  by  employees  in  consumers' 
houses  is  the  setting  and  reading  of  meters.  This  is  supervised  by 
the  meter  foreman. 

Syracuse.  Employees  do  not  work  in  consumers'  houses  ex- 
cept to  occasionally  reset  a  broken  or  frozen  meter.  Work  not 
inspected. 

Indianapolis.  Employees  do  no  work  in  consumers'  houses 
except  to  inspect  plumbing  and  fixtures. 

New  Haven.  Employees  do  no  work  in  consumers'  houses  ex- 
cept the  setting  of  meters. 

H  155.     If  so,  is  this  inspection  general,  or  does  it  include  every 
job? 

Chicago.  Plumbing  work  is  inspected  in  each  case  by  health 
department. 

Cleveland.     It  usually  includes  every  job  of  meter  setting. 

Syracuse.     No  regular  inspection. 

Indianapolis.     The  inspection  includes  every  job. 

New  Haven.    . 
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H  156.     How  often  are  consumers'  premises  and  fixtures  inspected 
either  for  re-rating  or  to  check  waste? 

Chicago.  As  often  as  possible  with  force  available.  There 
are  35  inspectors  in  35  wards,  who  are  able  to  cover  their  territory 
in  from  two  to  three  years. 

Cleveland.  Such  inspections  have  not  been  regularly  made 
for  some  time.  The  entire  city  was  inspected  for  re-rating  in 
1895.  From  time  to  time  since  then  there  have  been  occasional 
inspections  in  certain  districts. 

Syracuse.  Not  at  all,  unless  for  some  special  reason.  There 
has  been  no  general  inspection  for  about  ten  years.  An  inspection 
for  waste  on  unmetered  services  was  made  during  spring  of  1905. 
At  that  time  water  was  drawn  off  from  Syracuse  level  of  Erie 
canal  for  repairs  to  canal  bridges,  and  some  large  firms  that  had 
been  getting  their  supply  from  the  canal  were  thus  compelled  to 
take  their  supply  from  the  city.  This  taxed  the  capacity  of  the 
conduit  line,  and  necessitated  strict  economy  of  water. 

Indianapolis.     As  nearly  as  possible,  once  a  year. 

New  Haven.    Probably  twice  a  year. 
H  157.     How  often  are  meters  tested? 

Chicago.  'WTienever  requested  by  consumer  or  deemed  neces- 
sary by  meter  division. 

Cleveland.  Meters  on  large  consumers  are  tested  about  once 
in  three  months.  The  department  endeavors  to  test  the  various 
sizes  of  meters  when  they  have  registered  respectively  the  follow- 
ing quantities  of  water: 

1-inch,  300,000  cubic  feet.  3-inch,  10,000,000  cubic  feet. 

1-inch,  1,000,000  cubic  feet.  3-ineh,  30,000,000  cubic  feet. 

1-inch,  3,000,000  cubic  feet.  4-inch  40,000,000  cubic  feet, 

li-inch,  5,000,000  cubic  feet. 
Syracuse.     Not  tested  unless  there  is  reason  to  suspect  some 
defect. 

Indianapolis.  Whenever  the  consumer  requests  it,  or  the 
company  deems  it  advisable. 

New  Haven.  Wh6n  any  variation  in  consumption  is  noticed, 
or  upon  request  of  consumer. 

ADDITIONAL  MATTERS. 

The  following  questions,  Nos.  H  153  to  H  166,  inclusive,  were 
prepared  by  Doctor  Edward  W.  Bemis,  a  member  of  the  commis- 
sion on  municipal  ownership  and  operation,  and  have  been  added 
to  the  schedule  since  the  schedules  were  printed. 

The  following  extract  from  the  supplemental  letter  of  in- 
structions, signed  by  Frank  J.  Goodnow,  Chairman,  and  directed 
'%  the  experts,"  and  dated  February  37,  196,  should  be  consid- 
ered in  connection  with  these  inquiries. 
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"The  schedules  provided  cover  all  points  of  importance  that 
the  committee  v?as  able  to  suggest,  and  doubtless,  if  exhaustively 
answered,  they  cover  sufficient  points;  but  if  you,  in  the  course  of 
your  investigation,  become  convinced  that  other  information  is 
obtainable  and  desirable,  you  should  submii  to  the  Committee  of 
Five  the  question  of  the  advisability  of  including  it  in  your  report. 
The  committee  desires  aU  the  obtainable  information  in  reference 
to  municipally  operated  plants. 

It  has  decided  that  what  a  customer  pays  for  a  unit  of  ser- 
vice when  rendered  by  a  company  operated  plant  is  to  be  taken 
as  the  financial  measure  of  comparison  with  municipally  operated 
plants,  except  consideration  shall  be  given  to  payments  made  or  free 
service  rendered  to  the  city,  and  in  this  connection  the  committee 
desires  to  impress  on  you  the  importance  of  determining  the  real 
cost  to  the  consumer  of  a  comparable  "unit  of  service."  This  has 
to  do  with  many  things,  and  concerns  practically  all  the  experts 
retained." 

H  158.  The  fire  insurance  rates;  any  recept  changes  in  the  same, 
and  any  report  made  by  the  underwriters  within  two  or 
three  years  upon  the  fire  insurance  protection  ? 

Chicago.  Exhibit  5,  being  an  extract  from  report  on  the  city 
of  Chicago,  Illinois,  issued  by  the  National  Board  of  Underwriters, 
Committee  of  Twenty,  December,  1905  (22  pages,  large).  At- 
tached to  the  original  report  by  Mr.  Maury  (see  H  85). 

COST  OF  A  COMPARABLE  UNIT  OF  SERVICE. 

This  cost  should  fairly  include  a  number  of  items,  some  of 
which  cannot  be  accurately  determined.  The  principal  items  may 
be  enumerated  as  follows : 

A.     The  rates  paid  for  water  and  fire  protection. 

_B.  Extra  insurance  premiums  paid  on  account  of  water  works 
deficiencies,  as  well  as  the  loss,  not  covered  by  insurance,  resulting 
from  such  deficiencies.  If  lack  of  pressure,  causes  extra  expense 
for  steamers  and  other  fire  apparatus,  this  extra  expense  should  also 
be  included. 

C.  Amount  paid  out  by  consumers  in  addition  to  water  rates 
for  water  from  other  sources,  provided  these  amounts  are  so  paid 
because  the  city  supply  is  in  any  way  undesirable. 

D.  Value  of  damages  caused  by  sickness  or  death  as  a  result 
of  inferior  quality  of  the  city  water. 

E.  Value  of  damages  caused  by  interruption  of  supply,  or  by 
its  failure  owing  to  lack  of  pressure  to  reach  the  upper  floors  of 
houses  remote  from  the  pumping  stations  or  on  the  higher  levels 
of  the  city. 

P.  Value  of  damages  suffered  by  citizens  as  a  result  of  their 
inability  to  secure  extensions  of  mains  when  and  where  needed. 

6.  In  the  case  of  a  municipal  plant  operated  at  a  loss  the 
amount  in  addition  to  water  rates  paid  by  the  citizens  in  the  form 
of  taxes  or  payments  for  other  purposes,  "plus  the  amount  of  taxes 


WATER     WORKS     ENGINEERING.  270 

which  would  have  to  be  paid  on  the  plant  if  it  were  privately  owned. 
Or  in  the  case  of  a  municipal  plant  operated  at  a  profit,  the  credit 
which  should  be  given  for  such'part  of  this  profit  as  might  be  avail- 
able for  the  general  fund  after  deducting  the  two  amounts  above 
referred  to. 

A. 

The  water  rates  are  found  in  Section  17,  pp.  3-4  of  Exhibit  14 
(not  reproduced  here) . 

It  should  be  noted  that  Section  17  provides  that  the  frontage 
rates  shall  be  assessed  against  every  building  fronting  on  a  street  in 
which  there  is  a  water  main  regardless  of  whether  water  is  taken  or 
not,  and  that  the  minimum  meter  rate  is  the  frontage  rate.  Upon 
notice  from  property  owner  that  his  premises  are  vacant  and  pay- 
ment of  $1  for  turning  off,  water  will  be  turned  off,  and  rebate  of 
75  per  cent,  of  assessed  rates  allowed,  provided  the  turn-oflE  period 
exceeds  60  days. 

The  city  pays  no  hydrant  rentals  to  the  water  department. 

B. 

The  extra  insurance  premiums  paid  on  account  of  water  works 
deficiencies  were  estimated  for  the  writer  by  an  engineer  employed 
by  the  insurance  companies  to  report  on  the  fire  protection  features 
of  water  works  plants  in  cities  in  this  section  of  the  United  States 
at  $1,350,000  for  the  year  1905.  In  making  this  estimate  the  mer- 
cantile schedule  was  used  as  a  guide. 

The  writer  has  no  means  of  determiniug  the  amount  of  loss  not 
covered  by  insurance  sustained  by  citizens  ot  Chicago  as  a  result  of 
lack  of  water  works  fire  protection. 

The  total  appropriations  for  the  fire  department  for  the  year 
1905  amounted  to  $2,345,838.24.  The  writer  has  no  means  of 
knowing  how  much  of  this  appropriation  was  rendered  necessary  by 
the  unusually  low  hydrant  pressures. 

C. 
(See  also  H  166.)  The  amount  paid  in  addition  to  water  rates 
by  the  citizens  of  Chicago  for  drinking  water  in  1905  is  estimated 
by  the  writer  to  have  been  not  less  than  $650,000.  This  estimate  is 
based  on  statements  of  yearly  sales  furnished  by  some  of  the  prin- 
cipal purveyors  of  table  waters  in  the  city  and  does  not  include  any 
artificially  medicated  waters,  nor  Apollinaris,  nor  other  natural 
bottled  waters  sold  for  medicinal  purposes. 

D. 

The  writer  of  this  report  is  unable  t6  make  any  estimate  of 
the  value  of  damages  caused  by  sickness  or  death  as  the  result  of  any 
inferiority  in  quality  of  the  city  supply. 

E. 
The  supply  to  the  city  as  a  whole  was  not  at  any  time  inter- 
rupted during  1905.    Many  people  were  at  times  deprived  of  the  use 
of  water  as  a  result  of  lack  of  pressure. 
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The  writer  Jias  no  means  of  estimating  the  value  of  the  dam- 
ages sustained  by  reason  of  this  deprivation  of  supply. 

F. 

There  is  no  way  of  determining  the  value  of  damages  suffered 
by  the  citizens  as  a  result  of  their  inability  to  secure  extensions 
when  and  where  needed. 

G. 

The  amounts  in  addition  to  water  rates  paid  out  for  water 
service  by  the  citizens  of  Chicago  in  the  form  of  taxes  for  other 
purposes  should  properly  include  the  following  items: 

(1)  Interest  on  the  imreturned  balances  of  the  cost  of  any. 
portions  of  the  plant  that  may  have  been  built  by  any  form  of  as- 
sessment levied  against  the  property  owners  or  out  of  the  general 
fund.  The  writer  is  unable  to  state  even  approximately  the  amount 
of  this  item. 

(2)  (See  answer  to  H  50.)  Interest  and  taxes  on  such  pro- 
portion of  the  cost  of  the  sanitary  canal  and  of  the  system  of  inter- 
cepting sewers  as  may  be  fairly  considered  to  have  been  incurred  for 
the  purpose  of  purifying  the  city's  water  supply.  Also  a  similar 
proportion  of  the  operating  expenses,  including  proper  allowances 
for  depreciation  and  maintenance  of  the  said  canal  and  sewers. 

(See  also  answers  to  H  50  and  H  60.).  The  cost  of  the  sani- 
tary canal  up  to  January  1,  1906,  was  $49,719,957.54  (as  set  out  in 
Exhibit  11,  not  reproduced  here),  and  there  has  been  in  the  neigh- 
borhood of  $5,000,000  expended  on  the  intercepting  sewers,  malmig 
a  total  of  a  little  under  $55,000,000  for  the»two.  Practically  none 
of  the  expense  incurred  in  the  construction  of  the  sanitary  canal  was 
due  to  any  consideration  of  the  need  of  a  deep  water-way.  It  was 
necessary  to  excavate  a  channel  of  a  certaiil  size  in  order  to  fulfill 
the  legal  requirement  that  its  discharge  should  be  200,000  cubic 
feet  per  minute  for  each  million  inhabitants  of  the  sanitary  dis- 
trict. The  cross-section  chosen'  for  the  canal,  which  happens  to 
give  the  depth  required  for  the  water-way,  was  more  economical  to 
excavate  than  a  shallow  one  would  have  been.  The  only  other  two 
reasons  for  the  construction  of  the  canal  were  the  purification  of 
the  water  supply  and  the  cleansing  of  the  Chicago  river,  which  was 
foul  as  a  result  of  the  sewage  discharged  into  it.  The  river  could 
have  been  cleansed  by  pumping  water  through  tunnels  from  the  lake 
into  its  upper  reaches,  as  is  done  in  Milwaukee.  This  could  have 
been  accomplished  at  much  smaller  cost  than  the  construction  of 
the  canal.  The  intercepting  sewers  would  not  then  have  been  re- 
quired. The  writer  believes  that  between  80  and  90  per  cent,  of  the 
cost  of  these  two  works  is  fairly  chargeable  to  the  purification  of 
Chicago's  water  supply. 

Assuming  $45,000,000  as  the  expense  incurred  for  this  purpose, 
the  interest  charge  at  4  per  cent,  would  amount  to  $1,800,000  per 
annum. 

The  writer  is  unable  to  state  what  would  be  a  proper  allowance 
for  taxes  and  operating  expenses  on  the  above  proportions  of  these 
two  work^. 
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The  taxes  that  would  have  been  paid  on  the  Chicago  water 
works  plant,  assuming  that  it  was  owned  and  operated  by  a  private 
corporation,  have  been  estimated  by  the  expert  accountants  for  the 
National  Civic  Federation  at  about  $430,360. 

The  same  accountants  have  also  estimated  that  a  fair  annual 
charge  for  fire  insurance,  boiler  insurance  and  employers'  liability 
insurance  for  the  water  works  plant  would  be  $60,385. 

Cleveland.  (H  158)  A  report  on  city  of  Cleveland  published 
in  April,  1904,  by  Cleveland  inspection  bureau,  and  giving  descrip- 
tion of  water  works,  fire  department  and  other  features  affecting  the 
fire  hazards  of  the  city,  with  maps,  is  attached  to  original  of  engi- 
neer's report  as  Exhibit  18  (not  reproduced  here). 

Eeport  of  Committee  of  Twenty,  National  Board  of  Fire  Un- 
derwriters, published  in  July,  1906,  is  attached  to  original  of  en- 
gineer's report  as  Exhibit  19  (not  reproduced  here).  It  covers  36 
large  printed  pages. 

The  Cleveland  key  rate  under  the  mercantile  schedule  is  33 
cents  instead  of  the  minimum  of  35  cents.  Mr.  C.  H.  Patton,  man- 
ager Cleveland  inspection  bureau,  states  that  of  the  difference  of  8 
cefits  one-half,  or  4  cents,  would  be  properly  chargeable  to  water 
works  deficiencies,  the  remaining  4  cents  being  added  for  fire  de- 
partment and  striTctural  deficiencies  and  for  conflagration  hazards. 
Mr.  Patton  estimates  roughly  that  the  total  fire  insurance  premiums 
paid  in  Cleveland  in  1905  was  $1,850,000,  and  that  of  these  pre- 
miums about  $1,300,000  were  on  property  whose  rate  was  affected 
by  the  4  cents  increase  chargeable  to  water  works  deficiencies,  and 
that  the  total  amount  by  which  the  premiums  were  so  increased  was 
about  $48,000. 

COST  OF  A  COMPARABLE  UNIT  OF  SERVICE. 

Letters  A  to  G  correspond  to  those  used  in  Chicago  H  158. 

A. 

The  water  rates  will  be  found  in  Exhibit  16  and  Exhibit  17 
(not  reproduced  here).     See  also  H  79  and  H  80. 

The  rates  given  in  Exhibit  17  are  intended  to  supersede  those 
given  in  Exhibit  16  and  are  becoming  effective  in  each  case  from 
the  date  of  the  setting  of  meter.  Meters  are  being  set  as  fast  as 
possible,  68.4  per  cent,  of  all  active  services  having  been  metered 
up  to  the  end  of  1905. 

The  city  pays  no  hydrant  rentals  to  the  water  department. 

B. 

The  extra  insurance  premiums  paid  on- account  of  water  works 
deficiencies  were  estimated  for  the  writer  by  Mr.  H.  C.  Patton,  man- 
ager Cleveland  inspection  bureau,  to  have  been  $48,000  in  1905. 

The  writer  has  no  means  of  determining  the  loss  not  covered  by 
insurance  sustained  by  the  citizens  of  Cleveland  as  a  result  of  any 
lack  of  water  works  fire  protection.  Fire  steamers  are  a  part  of 
the  fire  department  equipment  and  are  generally  used  when  water  is 
drawn  at  fires.     There  is  also  a  separate  fire  service  system,  con- 
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sisting  of  a  system  of  high  pressure  mains  laid  in  the  business  dis- 
trict and  supplied  by  two  fire  tugs,  which  are  also  equipped  with 
hose  for  fighting  fires  close  to  or  on  the  lake. 

For  details  of  this  high  pressure  fire  service  system  see  pp. 
11-13  of  Exhibit  18  (Fire  underwriters'  report)  and  pp.  8-10,  Ex- 
hibit 19  (maps  accompanying  fire  underwriters'  report).  (Not  re- 
produced here.) 

The  cost  of  the  high  pressure  fire  equipment  and  of  its  main- 
tenance and  operation  was  not  paid  by  the  water  works  division. 

The  writer  has  no  means  of  determining  what  proportion  of 
the  expense  of  all  this  equipment  should  be  fairly  charged  to  the 
deficiencies  in  the  fire  protection  afforded  by  the  water  works  plant. 

C. 

The  amount  paid  in  addition  to  water  rates  by  the  citizens  of 
Cleveland  for  drinking  water  in  1905  is  estimated  by  the  writer  to 
have  been  $80,000.  This  estimate  is  based  on  statements  of  yearly 
sales  furnished  by  some  of  the  principal  purveyors  of  table  waters 
in  the  city  and  does  not  include  any  artificially  medicated  waters, 
nor  Apollinaris,  nor  other  natural  bottled  waters  sold  for  medicinal 
purposes. 

D. 

The  writer  of  this  report  is  unable  to  make  any  estimate  of  the 
value  of  damages  caused  by  sickness  or  death  as  the  result  of  any 
inferiority  in  quality  of  the  city  supply. 

E. 

The  supply  of  the  city  as  a  whole  was  not  at  any  time  inter- 
rupted during  1905.  A  few  people  hacj  at  times  insufficient 
pressure. 

The  writer  has  no  means  of  estimating  the  value  of  the  dam- 
ages sustained  by  reason  of  this  deprivation  of  supply. 

P. 
There  is  no  way  of  determining  the  value  of  damages  suffered 
by  the  citizens  as  a  result  of  their  inability  to  secure  extensions 
when  and  where  needed.  Where  such  extensions  offered  what  might 
be  considered  a  good  return  on  the  investment  they  appear  to  have 
been  made  with  reasonable  promptness. 

G. 

The  amounts  in  addition  to  water  rates  ^ind  to  the  other  charges 
already  referred  to  in  para^aphs  B  to  F,  just  preceding,  paid  out 
for  water  service  by  the  citizens  of  Clevelamd  should  properly  in- 
clude interest,  taxes  and  other  fixed  charges  on  some  proportion  of 
the  $1,500,000  already  spent  in  the  construction  of  the  uncompleted 
intercepting  sewers.  This  expense  was  incurred  partly  to  purify 
the  wafer  supply  and  partly  to  purify  the  Cuyahoga  river.  While 
it  is  diffieult  to  apportion  the  expense  accijrately  between  the  two 
the  writer  estimates  that  about  80  per  cent.,  or  $1,300,000  of  the 
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cost  of  the  intercepting  sewers  would  be  fairly  chargeable  to  the 
purification  of  the  city's  water  supply. 

The  interest  and  depreciation  at  6  per  cent,  on  $1,200,000 
would  be  $72,000.  Taxes  at  $31.70  per  $1,000  on  60  per  cent,  of 
the  valuation  would  be  $22,834. 

The  taxes  that  would  have  to  be  paid  on  the  Cleveland  water 
works  plant,  assuming  that  it  was  owned  ahd  operated  by  a  private 
corporation,  have  been  estimated  by  the  expert  accountants  for  the 
National  Civic  Federation  at  $232,365. 

The  same  accountants  have  also  estimated  that  a  fair  annual 
charge  for  fire  insurance,  boiler  insurance  and  eiiiployer's  liability 
insurance  for  the  water  works  plant  would  be  $15,155.66. 

Syracuse.  (H  158).  The  basis  rate  in  Syracuse  on  mercan- 
tile buildings  is  30  cents.  The  basis  rate  for  a  "  model  city  "  from 
a  fire  insurance  standpoint  would  be  35  cents;  the  increase  of  5 
cents  having  been  made  on  account  of  deficiencies  in  fire  alarm  tele- 
graph system.  Up  to  September,  1906,  there  had  been  no  increase 
in  insurance  rates  on  accoimt  of  lack  of  water  works  fire  protection. 

Report  on  the  city  of  Syracuse,  dated  Hecember,  1904,  by  Com- 
mittee of  Twenty  of  National  Board  of  Fire  Underwriters,  is 
attached  to  the  original  of  engineer's  report,  as  Exhibit  11.  It 
covers  29  large  printed  pages.     (Not  reproduced  here.) 

COST  OP  A  COMPAEABLE  UNIT  OF  SBEVICE. 

Letters  A  to  G  have  the  same  meaning  as  under  Chicago 
H  158. 

A. 

The  water  rates  are  given  in  the  rate  sheet.  Exhibit  8  (not  re- 
produced here).  It  should  be  noted  that  the  legislative  act  which 
became  a  law  June  6,  1895,  *  *  *  provides  for  an  annual 
frontage  tax  of  5  cents  per  lineal  foot  of  frontage  on  each  side  of 
the  main,  subject  to  certain  rebates  to  water  takers  as  specified  in 
said  law.  The  amount  paid  by  citizens  of  Syracuse  in  frontage  tax 
and  fees  in  1905  was  $17,697.99. 

The  city  pays  no  hydrant  rentals  to  the  bureau  of  water. 

B. 

There  were  no  extra  insurance  premiums  paid  on  account  of 
water  works  deficiencies  in  1905. 

The  writer  has  no  means  of  determining  the  amount  of  loss 
not  covered  by  insurance  sustained  by  citizens  of  Syracuse  as  a  re- 
sult of  lack  of  water  works  fire  protection.  Fire  steamers  are  a 
part  of  the  regular  fire  department  equipment,  but  good  pressures 
and  discharges  may  be  obtained  directly  from  most  of  the  hydrants 
on  the  lower  levels  of  the  city  without  the  aid  of  steamers. 

C. 

So  far  as  the  writer  was  able  to  learn,  except  for  Apollinaris 
and  artificially  carbonated  waters  or  natural  waters  sold  for  medic- 
inal purposes,  there  was  practically  no  sale  of  drinking  water  other 
than  that  supplied  by  the  city. 
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D. 

The  water  supplied  by  the  city  of  Syracuse  in  1905  was,  in  the 
writer's  opinion,  of  excellent  sanitary  character. 

E. 
The  supply  to  the  city  as  a  whole  was  at  no  time  interrupted. 
A  few  persons  living  in  the  higher  portions  of  the  city  suffered  in- 
convenience from  lack  of  pressure,  and  a  still  smaller  number  were 
.  occasionally  without  water  for  some  hours  at  a  time. 

The  writer  has  no  means  of  estimating  the  value  of  the  dam- 
ages sustained  by"  reason  of  the  deprivation  of  supply  in  these  rare 
instances. 

F. 
There  is  no  means  of  determining  the  value  of  the  damages 
suffered  by  the  citizens  as  a  result  of  their  inability  to  secure  ex- 
tensions when  and  where  needed.    Any  such  damages  were  doubt- 
less comparatively  small. 

So  far  as  the  writer  was  able  to  learn  there  were  apart  from 
the  frontage  tax  already  mentioned  practically  no  payments  in  ad- 
dition to  water  rates  in  the  form  of  taxes  for  other  purposes. 

The  bureau  of  water  paid  out  of  earnings  taxes  on  property 
outside  the  city  limits,  but  the  additional  taxes  which  would  have 
been  paid  in  1905  on  the  property  of  the  Syracuse  water  works,  had 
it  been  owned  by  a  private  company,  are  estimated  by  the  expert 
accountants  for  the  Federation  at  $56,530. 

The  same  expert  accountants  estimate"  that  a  fair  charge  for 
accident  insurance  in  1905  would  be  $1,250. 

The  bureau  of  water  carries  fire  insurance  so  that  no  further 
charge  is  necessary  under  that  heading. 

Indianapolis.  (H  158.)  A  5  per  cent,  increase  on  buildings 
in  congested  district  for  alleged  water  works  deficiencies  and  5  per 
cent,  for  alleged  fire  department  deficiencies,  in  addition  to  5  per 
cent,  for  unprotected  vertical  openings,  and  5  per  cent,  for  unpro- 
tected wall,  door  and  window  openings  were  added  in  1904.  No 
report  was  made  by  underwriters  prior  to  the  increases  in  rates 
nor  until  October,  1906. 

Coj)j  of  report  of  committee  on  fire  prevention.  National  Board 
of  Fire  Underwriters,  October,  1906,  is  attached  to  the  original  of 
the  engineer's  report  as  Exhibit  16.  (Not  reproduced  here.)  It 
covers  28  large  printed  pages. 

THE  COST  OF  A  COMPARABLE  UNIT  OF  SERVICE. 

The  letters  A  to  G,  inclusive,  correspond  to  those  used  in  Chi- 
cago, H  158. 

A. 

The  water  rates  are  attached  to  the  original  of  the  engineer's 
report  as  Exhibit  14  (not  reproduced  here). 

The  city  pays  the  company  $45  per  annum  for  each  fire  hy- 
drant ordered  by  the  city  and  agrees  to  take  one  hydrant  for  each 
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500  feet  of  main  which  the  city  may  order  the  company  to  lay. 
The  city  also  pays  $45  per  annum  for  each  continuously  flowing 
fountain. 

B. 

The  extra  cost  to  the  citizens  of  Indianapolis  as  a  result  of 
the  increase  in  insurance  rates  for  alleged  water  works  deficiencies 
is  estimated  by  the  local  insurance  inspector  to  have  been  $115,000 
in  1905. 

Without  attempting  to  explain  the  intricacies  of  the  Dean  mer- 
cantile or  other  schedules  which  are  supposed  to  be  used  by  the 
insurance  companies  as  a  guide  in  iixing  the  basis  rate  in  different 
cities,  the  writer  must  here,  in  fairness,  express  his  opinion  that 
the  attitude  of  the  insurance  representatives  in  Indianapolis  have 
not  been  consistent.  This  opinion  was  formed  almost  wholly  from 
personal  interviews  with  these  representatives.  Without  going  into 
the  details  of  those  interviews,  in  which  a  number  of  statements 
were  made  to  the  writer  which  showed  a  surprising  lack  of  knowl- 
edge of  the  local  conditions,  the  following  facts  may  be  stated : 

The  insurance  representatives  appear  to  have  made  no  thor- 
ough systematic  test  of  the  fire  protection  efficiency  of  the  water 
works  plant  prior  to  increasing  the  rates.  The  increase  in  insur- 
ance rates  included  specific  charges  for  certain  specified  alleged 
deficiencies  in  water  works.  These  included  certain  additions  for 
lack  of  duplicate  mains  from  pumps  to  the  business  center,  and 
certain  other  additions  for  small  size  of  certain  mains  in  the  con- 
gested district.  As  a  matter  of  fact,  there  were  two  34  inch  mains 
leading  to  the  business  center  from  two  separate  and  independent 
pumping  stations.  At  one  of  these  stations  there  were  two  sources 
of  supply,  in  addition  to  about  4,500,000  gallons  stored  in  res- 
ervoirs, as  well  as  an  emergency  intake  fr.om  the  river.  There 
were  also  at  this  station  three  pumping  engines  in  separate  en- 
gine rooms.  Leading  to  the  other  station,  was  a  large  gravity 
conduit  fed  by  the  same  sources  of  supply  as  at  the  first  station, 
as  well  as  a  second  emergency  intake  from  the  river.  At  the  sec- 
ond station  there  were  four  pumps  in  three  engine  rooms. 

Obviously  these  conditions  offered  better  protection  than  if 
the  two  mains  came  from  one  pumping  station,  so  that  the  spe- 
cific charge  for  lack  of  duplicate  mains  does  not  appear  to  have 
been  well  founded  in  the  first  instance. 

As  the  case  now  stands,  however,  a  separate  and  entirely  in- 
dependent 36  inch  main  has,  since  the  increase  in  the  insurance 
rates  went  into  effect,  been  laid  to  the  center  of  the  city,  and  a 
considerable  amount  of  smaller  pipe  has  b'^en  replaced  by  larger 
mains. 

The  insurance  representatives  admit  that  these  improvements 
have  been  carried  out,  but  no  reduction  in  rates  has  been  made  or 
is  contemplated  on  that  account,  partly,  as  stated  by  them,  because 
the  rates  might  not  be  high  enough  anyhSAv,  and  partly  for  the 
reason  that,  if  the  rates  were  lowered,  they  fear  that  the  other 
improvements  demanded  might  not  be  completed. 


286  NATIONAL     CIVIC     FEDERATION. 

The  writer  of  this  report  does  not  assume  to  know  whether  the 
insurance  rates  as  a  whole  are  too  high  or  too  low;  but  if  certain 
charges  are  added  by  the  iasurance  companies  for  certain  specific 
deficiencies,  and  if,  after  those  deficiencies  are  corrected,  the  speci- 
fied charges  are  not  removed,  inconsistency  would  seem  to  be 
proven. 

The  writer  has  no  means  of  determiipng  the  amount  of  loss 
not  covered  by  insurance  sustained  by  citizens  of  Indianapolis  by 
reason  of  lack  of  water  works  fire  protection. 
!  Fire  steamers  are  part  of  the  Indianapolis  fire  department 

equipment.  The  report  of  fire  attendant  employed  by  Indianap- 
olis Water  company  shows  that  about  9.6  per  cent,  of  the  total 
streams  used  at  fires  were  engine  streams,  the  remaining  90.4  per 
cent,  of  the  streams  being  used  under  the  'hydrant  pressure  alone. 

C. 

A  canvass  of  all  the  principal  purveyors  of  table  waters  in 
Indianapolis  showed  that  the  total  amourit  spent  iu  1905  by  its 
citizens  for  drinMng  waters,  not  iucluding  artificially  medicated 
waters,  nor  Apolliaaris,  nor  waters  sold  for  medicinal  purposes, 
was  about  $10,000. 

See  H  159  and  H  166. 

D. 

Interviews  with  members  of  the  Indianapolis  Board  of  Health 
as  well  as  all  that  the  writer  was  able  to  learn  from  other  com- 
petent sources,  corroborate  the  opinion  that  the  water  supplied  in 
1905  was  of  good  sanitary  character. 

The  president  of  the  Board  of  Health  stated  that  he  had  from 
time  to  time  analyzed  the  water  from  about  four  thousand  pri- 
vate wells  iu  Indianapolis,  and  ordered  closed  75  per  cent,  of  aU 
the  wells  that  he  had  examined,  but  that  tlie  wells  would  soon  be 
used  again  as  there  was  no  law  by  which  the  board  could  enforce 
these  orders.  The  president  and  secretary  of  the  board  both 
stated  that  they  had  tried  for  a  long  time  to  get  an  ordinance 
compelling  the  closing  of  cesspools,  and  the  putting  in  of  con- 
nections to  sewers,  but  that  real  estate  men  and  property  owners 
had  always  succeeded  in  defeating  the  ordinance.  The  city  has  a 
plumbing  ordinance ;  but  no  plimibing  inspector,  and  the  Board  of 
Health  is  said  to  have  been  tmable  to  get  one  appointed,  because 
'of  the  opposition  of  the  master  plumbers,  who  fear  favoritism  in 
the  purchase  of  supplies. 

In  view  of  the  statements  quoted  above,  it  is  the  writer's 
opinion  that  a  high  typhoid  fever  death  r.ate  might  naturally  be 
anticipated,  even  with  the  purest  possible  city  water  supply.  (See 
also  H  61.) 

E. 

Except  for  the  total  time — about  four  hours  altogether — dur- 
ing which  the  pressure  dropped  as  a  result  of  the  four  breaks  in 
the  mains  mentioned  in  the  answer  to  H  162,  there  was  no  inter- 
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ruption  of  the  supply  to  the  city.  The  normal  pressure  was  suf- 
ficient to  afEord  excellent  service  to  the  upper  floors  of  residences 
anywhere  within  reach  of  the  city's  mains,  except,  perhaps,  during 
the  sprinkling  season  to  a  very  few  houses,  in  the  high  land  in 
Irvington,  for  which  remote  and  recently  annexed  suburb  the  com- 
pany is  now  about  to  install  a  separate  high  service  pumping  plant. 
See  also  H  163. 

F. 

There  is  no  means  of  ascertaining  definitely  what  damages 
were  suitered  as  the  result  of  failure  to  obtain  extensions  of  mains 
when  desired.  As  previously  stated,  the  city  may  order  mains 
where  it  likes  up  to  40,000  feet  per  annum.  The  company  has 
averaged  68,986  feet  per  annum  for  the  past  15  years,  laying 
53,201  feet  in  1905.  ^ 

G. 

As  the  plant  is  privately  owned,  the  rates  paid  for  water  and 
fire  protection  are  not  affected  by  gains  or  losses  in  the  operation  of 
the  water  plant. 

New  Ravefh  (H  158.)  The  writer  was  unable  after  much 
inquiry  among  local  insurance  agents  to  learn  of  any  extra  prem- 
iums paid  in  1905  on  account  of  water  works  deficiencies  in  New 
Haven. 

Exhibit  12  (below)  is  a  copy  of  a  letter  from  Mr.  Horace  H. 
Soule,  Jr.,  qjiairman  of  New  Haven  committee  of  New  England 
insurance  exchange,  which  indicates  that  in  1906  there  was  a  con- 
flagration advance  of  20  cents  in  the  New  Haven  key-rate,  of  which 
advance  15  cents  were  for  water  works  deficiencies.  This  advance 
is  said  to  have  been  based  on  reports  published  by  the  National 
board  of  fire  underwriters;  but  the  underwriters'  report,  attached 
hereto  as  Exhibit  13  (reproduced  in  part  below)  makes  no  recom- 
mendation for  any  such  sweeping  changes  as  are  referred  to  in  Mr. 
Soule's  letter.  It  would  seem  that,  as  has  already  been  observed 
in  other  cities,  the  advance  in  rates  is  based  less  on  the  actual 
merits  of  the  case  than  on  the  desire  to  quickly  recoup  the  losses 
at  San  Francisco  and  Baltimore. 

EXHIBIT  13. 

Mr.  Soule's  letter,  dated  July  30,  1906,  and  addressed  to  C. 
C.  Chalker,  secretary,  New  Haven,  Connecticut. 
Dear  Sir: 

Eeferring  to  the  recent  conflagration  advance  of  30  cents 
which  was  made  by  the  New  England  Insurance  exchange  in  the 
city  of  New  Haven,  I  beg  to  advise  you  that  this  advance  is  based 
on  defects  developed  by  reports  published  by  the  National  board 
of  fire  underwriters,  and  it  was  the  understanding  that  the  whole 
or  a  part  of  this  advance  might  be  removed  should  the  municipal 
authorities  cornply  with  the  recommendations  for  improvements 
hereafter  mentioned. 

The  charges  applying  to  New  Haven,  have  been  apportioned 
as  follows,  and  none  of  the  charges  will  be  removed  until  all  the 
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recommendations  in  that  particular   group   have  been   complied 
with. 

As  regards  the  municipal  electrical  inspection  department. 
Inspector  Sweetland  of  the  exchange  will  he  ready  to  advise  the 
municipal  authorities  as  to  the  requirements  of  such  an  electrical 
inspection  department  as  would  he  considered  necessary  to  remove 
this  charge. 

(a)  Establish  a  municipal  electrical  inspection  department 
by  the  passage  of  an  ordinance  and  the  appointment  of  an  electrical 
inspector  satisfactory  to  the  New  England  Insurance  exchange. 

For  the  above,  5  cents. 

(b)  Urgent  efforts  should  be  made  to  replace  all  of  the  cement 
lined  and  covered  iron  pipes  of  the  water  distribution  system  by 
standard  cast  iron  mains  and  lateral  pipes. 

For  the  above,  5  cents. 

(c)  Ample  water  supply  'be  provided  which  will  furnish 
pressure  of  not  less  than  60  pounds  at  any  point  in  the  city. 

For  the  above,  10  cents. 

Will  you  kindly  furnish  this  information  to  the  members  of 
your  board  in  the  hope  that  influence  may  be  brought  to  bear  on 
the  New  Haven  authorities  to  remedy  these  defects  and  thus  re- 
move the  recent  advance  made  by  the  exehapge. 
Very  truly  yours, 
(Signed)    Horace  H.  Soule,  Jr., 

Chairman. 

EXHIBIT  13. 

REPORT  OF  NATIONAL  BOARD  OF  FIRE  UNDERWRITERS  OX  NEW  HAVEN. 

Dated  September  27,  190^.  (5  pp.) 

The  more  important  sections  of  this  bearing  on  the  water 
supply  are  as  follows : 

After  describing  the  sources  and  pumping  arrangements  un- 
der the  heading  "Mains  and  Distribution,"  we  have  the  following : 

Trank  or  delivery  mains,  27  inch  diameter,  reduced  to  24 
inch  from  Lake  Dawson. 

Sixteen  inch  reduced  to  13  inch  from  Lake  "Wintergreen. 
High  pressure. 

Twenty-four  inch,  reduced  to  16  inch  from  Maltby  lakes. 

Twenty-four  inch  from  Lake  Saltonstall. 

One  30  and  one  20  inch  from  Lake  Whitney  to  reservoir,  then 
one  16  inch  and  24  inch  mains,  reduced  to  one  30  inch  main  along 
Whitney  avenue. 

Eecords  could  not  be  obtained  from  the  water  works  company 
relating  to  the  lengths  and  material  of  the  distribution  system, 
but  an  estimate  indicates  186  miles  of  delivery  and  distribution 
mains.  Of  this  amount,  there  are  5  milds  of  cement  lined  and 
covered  wrought  iron  mains  and  lateral  pipes.  Doubtless  nearly 
all  the  cement  pipe  is  in  a  very  defective  condition,  and  should 
be  replaced  by  standard  cast  iron  mains  o:^  not  less  than  8  inches 
in  diameter.     All  4  inch  mains  have  been  practically  abandoned, 
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and  replaced  by  6  and  8  inch  diameter  pipes.  The  business  and 
manufacturing  sections  are  gridironed  by  mains  of  8,  10,  12  and 
16  inch  diameter.  The  supply  of  water  has  thus  far  proved  ample 
for  steam  fire  engine  purposes." 

The  location  and  size  of  hydrants  are  described,  and  the  hy- 
drants are  declared  to  be  "well  cared  for  to  prevent  obstruction 
and  freezing."     *     *     * 

WATBK  SUPPLY. 

(P.  4.)  Available  records  could  not  be  obtained  at  the  water 
works  office  of  the  amount  and  description  of  the  water  mains  and 
lateral  pipe  system,  but  mention  was  made  that  there  was  about 
5  miles  of  cement  lined  and  covered  mains  that  have  been  in  use 
since  the  early  construction  of  the  water  works  and  piping  sys- 
tem, which  no  doubt  have  become  rotted,  unreliable  and  useless, 
and  liable  to  collapse  at  the  most  important  time.  During  my 
visit  I  witnessed  the  removal  of  a  section  of  16  inch  diameter 
cement  lined  main  at  Grand  avenue  and  East  street  which  burst 
during  the  early  hours  of  September  23,  arfd  repairs  had  not  been 
finished  at  5  o'clock  P.  M.  the  same  day.  This  16  inch  main  is 
one  of  the  principal  reiuforcing  pipes  for  supplying  this  section  of 
the  city.  The  pressure  of  water  could  not  be  increased  for  fear  of 
bursting  such  defective  water  mains  and  lateral  pipes. 

ELECTHOLTSIS. 

Superintendent  David  Daggett  of  the  water  department  stated 
that  electrolysis  was  damaging  the  water  mains  along  the  lines  of 
the  electric  street  car  system,  but  careful  inspection  tests  are  be- 
ing made  by  officials  of  the  water  supply  company,  and  defects  are 
remedied  soon  after  discovered,  both  by  the  officials  of  the  water 
and  electric  railroad  companies.  •• 

The  recommendations  of  this  report,  so  far  as  they  relate  to 
water  supply  are : 

(1)  Urgent  effort  should  be  made  to  replace  all  of  the  cement 
lined  and  covered  iron  pipes  of  the  water  'distribution  system  by 
standard  cast  iron  mains  and  lateral  pipes. 

(2)  A  thorough  examination  should  be  made  to  determine  as 
to  the  defective  condition  of  water  mains  and  lateral  pipes  caused 
by  the  action  of  electrolysis,  and  apply  the  proper  remedies  to  les- 
sen electric  action  by  bonding  the  rails  and  suitable  return  wiring. 

COST  OP  A  COMPARABLE  UNIT  OF  SERVICE. 

(H  158-166.)  The  letters  A  to  G  have  the  same  significance* 
as  under  Chicago  in  same  questions. 

A. 
The  water  rates  are  given  on  pages  4-7,  Exhibit  3   (not  re- 
produced here) .    The  city  pays  no  hydrant  rentals  to  the  company. 
The  company  will  set  hydrants  as  requested  by  the  city,  the  city 
paying  the  cost  of  hydrant  and  the  setting. 

Vol.  II.— 20. 
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B. 

So  far  as  the  writer  has  been  able  to  iiscertain  there  were  no 
extra  insurance  premiums  paid  on  account  of  the  water  works 
deficiencies  in  1905.  The  writer  has  no  means  of  determining  the 
amount  of  loss,  not  covered  by  insurance,  sustained  by  citizens  of 
ISTew  Haven  as  the  result  of  lack  of  water  works  fire  protection. 
Fire  steamers  are  a  part  of  the  regular  fire  department  equipment 
and  are  usually  used  at  fires,  as  the  hydrant  'pressures  in  many  parts 
of  the  city  are  not  sufficient  to  give  effective  streams  for  buildings 
much  over  two  stories  in  height. 

C. 
The  amount  paid  in  addition  to  wat^r  rates  Ijy  the  citizens 
of  New  Haven  for  drinking  water  in  1905  is  estimated  by  the 
writer  to  have  been  about  $25,000.  This  estimate  does  not  include 
any  artificially  medicated  waters,  nor  Apollinaris  nor  other  nat- 
ural bottled  '\^'aters  sold  for  medicinal  purposes. 

D. 

The  writer  of  this  report  is  unable  to  make  any  estimate  of 
the  value  of  damages  caused  by  sickness  or  death  as  the  result  of 
any  inferiority  in  quality  of  the  city  supply: 

E. 
The  supply  to  the  city  as  a  whole  was  at  no  time  interrupted 
in  1905.     A  few  people  had  at  times  insiifficient  pressure.     The 
writer  has  no  means  of  estimating  the  value  of  the  damages  sus- 
tained by  reason  of  this  deprivation  of  supply. 

F. 
There  is  no  way  of  determining  the  value  of  damages  suffered 
by  the  citizens  as  a  result  of  their  inability  to  secure  extensions 
when  and  where  needed.  Where  such  extensions  offered  what 
might  be  considered  a  good  return  on  the  investment  they  appear 
to  have  been  promptly  made. 

G. 

As  the  plant  is  privately  owned,  the  rates  paid  for  water  are 
not  affected  by  gains  or  losses  in  the  operation  of  the  plant. 
H  159.     The  extent  to  which  the  hotels  and  clubs  and  perhaps 
the  merchants  in  some  typical  block  in  the  heart  of  the 
city  use  other  than  city  water  for  drinking  purposes. 

Chicago.  Practically  all  the  hotels,  restaurants  and  clubs  of 
the  better  class  buy  other  than  city  water  for  drinking  purposes, 
as  do  almost  all  of  the  principal  business  offices. 

Cleveland.  Inquiries  made  at  three  of-  the  principal  hotels 
two  of  the  principal  clubs,  and  two  of  the*  principal  restaurants' 
brought  out  the  fact  that  at  none  of  these  .establishments  was  the 
untreated  city  water  used  for  drinking  purposes.  ]\Iany  of  the 
business  offices  and  all  the  better  class  of 'private  residences  use 
spring  water,  or  water  purified  by  distillation  or  bv  other  pro- 
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cesses,  and  supplied  by  one  or  the  other  of  the  various  companies 
engaged  in  the  business  of  selling  drinking  water  in  Cleveland. 

Syracuse.  The  city  water  is  almosf  universally  used  for 
drinking  purposes.  There  is  practically  no  sale  of  bottled  waters 
lexcept  of  Apollinaris  or  artificially  carbonated  waters,  or  such 
waters  as  may  be  retailed  for  medicinal  purposes. 

Indianapolis.  See  statement  by  the  company  in  Exhibit  2, 
which  follows  Inquiry  H  166. 

Neiu  Haven.  A  number  of  the  principal  hotels,  restaurants 
and  clubs  use  other  than  city  water  for  drinking  purposes.  The 
use  of  bottled  or  filtered  waters  was  also  observed  in  a  few  of- 
fices. 

H  160.     The  total  amount  spent  in  extensions  for  the  last  few 
years,  and  to  what  extent  they  have  been  paid  for  by 
bonds,  and  to  what  extent  out  of  earnings. 
Chicago.     Answered  under  H  94. 

Cleveland.     The  expenditures  for  construction  of  all  sorts  in 
1903,  1904  and  1905  were  as  follows; 
Total  Construq- 

Balance  on  Hand  at 
End  of  Year. 
Paid  From    , * ^ 


tion  of  All  Sorts, 

Including 

Year. 

Main           Paid  From 

Extensions.       Earnings. 

1903. 

$844,921  31     $576,921  31 

1904. 

588,895  34       193,895  34 

1905. 

618,184  61''     397,093  85 

Bond  Money.    Earnings.  Bonds. 

$268,000  00    $353,345  98  

395,000  00       456,581  47  

221,090  76'      361,924  47  $94,909  24 

Syi-acuse.  (H  160.)  The  last  bond  issue  of  $100,000,  made 
in  1901,  was  used  up  during  1903.  Extensions  in  1904  and  1905 
are  said  to  have  been  made  out  of  earnings,  but  no  separation  of 
the  amounts  paid  for  extensions  appears  in  the  annual  reports  of 
the  bureau  of  water  for  those  years. 

Indianapolis.     See  Exhibit  2. 

New  Haven.  Reconstruction  (of  mains  only),  meaning  the 
replacing  of  old  cement-lined  and  wrought'  iron  pipes  with  cast 
iron  mains.  This  includes,  where  a  large  main  replaces  a  smaller 
one,  the  whole  cost  of  the  large  main.  Th'e  amounts  given  below 
are  charged  to  maintenance  account: 

1901.  1902.  1903.  1904.  1905. 

$27,966.10       $9,082.06        $18,082.43       $12,457.17       $19,779.91 

Extensions  (of  mains  only)  including,  where  a  large  maia  re- 
places a  smaller  one,  only  the  difference  between  the  costs  of  the 
two.  The  amounts  given  below  are  charged  to  construction  ac- 
count : 

1901.  1902.  1903.  1904.  1905. 

$21,369.11       $10,538.07       $11,648.49       $14,134.18       $26,080.14 

'■  Includes  the  assuming  of  Glenville  and  South  Brooklyn  bonds, 
which  had  been  issued  by  said  villages  for  pipe  extensions. 

^  Includes  the  amount  paid  to  villages  of  Glenville  and  South  Brook- 
lyn for  pipe  acquired  by  annexation. 
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H  161.  Eates  charged  and,  if  practicabfe,  the  revenue  derived 
from  the  water  used  in : 

Chicago,     (a)  Public  schools.    Free. 

(b)  Private  and  parochial  schools.  Free  unless  conducted  for 
profit. 

(e)  Hospitals.     Free  unless  conducted  for  profit. 

(d)  Orphan  and  other  charitable  institutions.     Free. 

(e)  Public  buildings,  police  stations,  engine  houses,  etc. 
Free. 

(f)  Fountains.     Public  fountains  free. 

(g)  Cemetery.    Cemeteries  paid  by  meter. 

(h)  Parks  aside  from  fountains.  Parks  aside  from  foun- 
tains, free,  but  some  supply  their  own  water. 

(i)  Flushing  sewers.    Free. 

(j)  Cleaning  streets  by  flushing  or  otherwise.  Street  sprink- 
lers are  paid  for.    Have  no  flushing  machines. 

(k)   All  other  public  uses.     Free. 

(Note.)  In  this  connection  it  may  be  stated  that  about 
3,835,000  gallons  per  day  are  furnished  without  charge  for  con- 
densing water  at  one  of  the  two  municipal  electric  lighting  stations 
in  Chicago.  This  amoimt  is  about  13  per  cent,  of  the  total  pump- 
ing capacity  of  the  Harrison  street  station,  which  furnishes  the 
water. 

Cleveland,     (a)   Public  schools.     Free.     165,613,750  gallons. 

(b)  Private  and  parochial  schools.  P&rt  free  and  part  paid 
for  at  5  1/3  cents  per  thousand  gallons.  $74.13.  16,536,250  gal- 
lons. 

(c)  Hospitals.  Free,  104,565,000  gallons. 

(d)  Orphan  and  other  charitable  institutions.  Part  free  and 
part  paid  for  at  5  1/3  cents  per  thousand  gallons.  $109.60.  75,- 
752,000  gallons. 

(e)  Public  buildings,  police  stations,  fire  engine  houses,  water 
department  offices,  etc.     Free,  161,532,500  gallons. 

•  (f  and  h)   Parks,   including   fountains.     Free,    135,220,000 
gallons. 

(g)   Cemeteries.    Free,  26,175,000  gallons. 

(i)   Flushing  sewers.    Free,  87,000,000  gallons. 

(j)   Cleaning  streets.    Free,  90,000,000  gallons. 

(k)  All  other  public  uses.    All  free. 

Fires,  27,000,000  gallons. 
Sewer  and  paving  construction,  40;000,000  gallons. 

Water  troughs,  6,000,000  gallons. 

Water  department  pumping  station,  14,000,000  gallons. 

Testing  meters,  18,000,000  gallpns. 

Total,  $183.73.     Total  gallons,  957,384,500. 
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Of  the  above  quantity  of  water,  663,734,500  gallons  were 
supplied  by  meter,  the  unmetered  balance  of  393,650,000  gallons 
being  estimated.  Of  the  metered  water  *3,444,750  gallons  were 
paid  for  at  5  1/3  cents  per  thousand  gallons,  producing  a  revenue 
of  $183.73.  All  the  rest  of  the  water  an^ounting  to  954,939,750 
gallons  was  supplied  free. 

Syracuse,     (a)   Public  schools.    Free,  no  revenue. 

(b)  Private  and  parochial  schools.  3^  cents  per  hundred  cubic 
feet.    Eevenue,  including  that  from  Syracuse  university,  $700.36. 

(c)  Hospitals.  90  per  cent,  discount  from  regular  meter  rate. 
Net  revenue,  $380.73. 

(d)  Orphan  and  other  chaVitable  institutions.  90  per  cent, 
discount  from  regular  meter  rates.     Net  revenue,  $139.70. 

(e)  Public  buildings,  including  police  'stations,  engine  houses, 
etc.    Free.    No  revenue. 

(f)  Fountains.    Public,  free.    No  revenue. 

(g)  Cemeteries.     Regular  meter  rates.     Eevenue,  $99.39. 
(h)   Parks  aside  from  fountains.    Free.    No  revenue. 

(i)   Flushing  sewers.     Public,  free.     No  revenue. 

(j)  Cleaning  streets  by  flushing  machines  or  otherwise.  Free. 
No  revenue. 

(k)  All  other  municipal  and  public  uses.  Municipal,  free. 
No  revenue.  State,  county  and  government  uses  paid  for  at  reg- 
ular meter  rates.  Revenue,  $1,833.30.  Total  revenue  from  above 
uses  in  1905,  $3,033.38. 

Indianapolis.     See  Exhibit  3. 

I^ew  Haven,     (a)   Public  schools.     Free. 

(b)   Private  and  parochial  schools.     Regular  rates. 

(e)  Hospitals.    Charity  rates,  one-hall -of  lowest  meter  rates. 

(d)  Orphan  and  other  charitable  instijfcutions.  Charity  rates 
as  above. 

(e)  Public  buildings,  including  police  stations,  engines  houses, 
etc.     Free. 

(f)  Fountains.    Public,  free. 

(g)  Cemeteries.     Regular  rates. 

(h)   Parks  aside  from  fountains.     Free, 
(i)   Flushing  sewers.    Free. 

(j)   Cleaning  streets  by  flushing  machines  or  otherwise.   Free, 
(k)   All  other  public  uses.     Free. 

Total  amount  furnished  free,  as  above,  estimated  to  have  been 
968,000,000  gallons  in  1905. 

H  163.  Any  facts  about  the  breaking  of  mains  during  1905. 
How  many  breaks  were  there?  Do  they  especially  occur 
when  the  high  pressure  is  put  on  at  fires,  and  have  these 
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breaks  at  fires  been  observed  as  a  handicap  upon  the  fire 
department  ? 

Chicago.  (See  also  Exhibit  6,  H  94.)  One  very  serious 
break  in  1905  and  many  joint  leaks.  Pressure  is  not  increased  for 
fires,  and  is  never'  high  enough  to  burst  mains. 

Cleveland.  Attached  hereto.  Exhibit  1-5,  is  a  tabulated  sum- 
mary of  work  done  by  the  repair  department  in  1905,  showing  59 
breaks  in  mains,  and  277  joint  leaks.  A6  the  pressure  on  the 
mains  is  not  increased  during  fires  in  Cleveland,  fire  steamers  be- 
ing used  to  give  fire  pressure,  these  breaks  were  not  the  result  of 
high  pressure,  and  there  was  no  reason  why  they  should  occur 
oftener  during  fires  than  at  other  times. 

(EXHIBIT  15.)  Summary  of  work  done  by  repair  depart- 
ment during  1905.  Data  furnished  by  Mr.  C.  F.  Schulz,  First 
Assistant  Engineer,  Division  of  Water : 

Labor.        Material.         Total. 

Pipe  construction $765.78     $2,344.82       $3,010.60 

Hydrant  construction 131.85  318.11  439.96 

Sprinkler  construction 928.02  662.86         1,590.88 

Miscellaneous  construction. .. .  13.60  13.43  27.03 

Service  connection  construction       2,872.31       3,893.04         6,765.35 

Totals $4,701.56     $7,132.26     $11,833.82 

General  repairs $6,633.78  $965.32  $7,598.10 

Pipe  repairs 4,128.23  1,147.34  5,275.57 

Hydrant  repairs 3,334.21  1,337.41  4,671.63 

Valve  repairs 746.07  332.94  969.01 

Sprinkler   repairs 262.59  129.33  391.93 

Service  connection  repairs 10,022.70  3,437.10  13,459.80 

Total $25,126.58     $7,339.44     $32,366.03 

The  following  leaks  in  the  pipe  system  were  repaired  during 
the  year  1905 :  ^ 

BREAKS. 

1  48-inch  at  west  shaft  of  Clark  avenue  tunnel,  caused  by  set- 
tlement of  the  ground. 

1  36-inch  on  Hough  avenue  between  -Ansel  and  Amesbury; 
pipe  was  split ;  cause  not  known. 

1  30-inch  on  Spruce  street  at  Mulberry;  piece  broken  out  of 
pipe ;  cause  not  known. 

1  30-inch  on  Willson  avenue  south  of -Sweeney  street;  pipe 
cracked ;  cause  not  known. 

1  16-inch  on  Harvard  street  east  of  Broadway ;  broken  during 
grade  separation  work. 

2  12-inoh  caused  by  grade  separation  wofk. 

3  8-inch  caused  by  grade  separation  wor^. 
2  8-inch  caused  by  settling  of  sewer  trenefi. 
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26  6-inch  caused  by  settling  of  sewer  trench. 
8  6-inch  caused  by  grade  separation  work. 
3  6-inch  caused  by  cinders  in  contact  with  pipe. 
6  4-inch  caused  by  settling  of  sewer  trench. 
2  4-inch-  on  hydrant  branches;  caused  by  frost  heaving  hy- 
drants. 

1  4-inch  on  Spruce  street ;  caused  by  break  in  30-inch  main. 

1  4-inch  on  hydrant  branch ;  caused  by  electrolysis. 

5  4-inch  from  miscellaneous  or  unknown  causes. 

1  3-inch  on  wrought  iron  pipe ;  caused  by  contraction. 

Total  number  of  breaks,  59. 

Leaks  in  joints  were  as  follows : 

Inch. 

13 48 

10 42 

41 36 

43 30 

6 24 

3 30 

11 16 

9 , 12 

22 10 

32 8 

57 , 6                    ' 

29 4 

1 3 


Total,  277  leaks  in  Joints. 

Of  this  number: 

16  are  directly  traceable  to  settling  of  sewer  trench; 
3  are  chargeable  to  contraction  of  pipe  in  cold  weather; 
18  (on  30-inch)  are  due  to  settling  of  pipe  by  reason  of  con- 
tractor excavating  along  side  and  under  pipe; 
5  on  hydrant  branches,  caused  by  frost  heaving  hydrants; 
235  from  miscellaneous  or  unknown  causes. 

Summary  of  repairs  of  all  hinds. 
335  repairs  to  pipe  system,  consisting  of  59  breaks  and 

377  joints  recaulked;  cost $5,375.57 

113  valves  repaired ;  cost 969.01 

779  hydrant  repairs;  cost 4,671.63 

58  sprinkler  repairs;  cost 391,93 

1,386  general  repairs,  consisting  of  leaks  reported  and 
investigated,  changing  valve  boxes  to  grade 
prior  to  paving  of  streets,  watching  pipe  on 
streets  where  sewers  were  being  built,  clean- 
ing out  valve  boxes,  repairing  sewer  pipes, 
catch  basins,  etc.,  at  pumping  stations,  op- 
erating valves,  examining  connections,  tak- 
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H  165.  The  duty  of  each  of  the  pumps,  of  the  station  as  a  whole. 
Any  tests  that  may  have  been  made  of  the  boiler  equip- 
ment.   Any  statistics  of  coal  consujnption. 

Chicago.  See  answers  to  H  16  and  H  85.  Answer  shown  in 
plate  15,  not  reproduced  here. 

Cleveland.  Exhibit  3,  forty-seven  printed  pages  (not  repro- 
duced), gives  the  results  of  engine  and  boiler  tests  made  in  Febru- 
ary, 1904.  Exhibit  20  attached  hereto  gives  ia  summary  of  pumping 
statistics  for  1905  in  the  form  recommended  by  the  New  England 
Water  Works  association.  The  data  given  ih  the  summary  as  orig- 
inally furnished  to  the  writer  by  Mr.  C.  R.  Schulz,  first  assistant 
engineer  of  the  water  works  division,  made  no  allowance  for  slip 
of  pumps.  The  writer  has  introduced  figures  computed  from  those 
of  Mr.  Schulz,  but  allowing  for  the  estimated  slip  of  each  pump. 

EXHIBIT  20.  Summary  of  statistics,  (for  the  year  ending 
December  31,  1905)  in  the  form  recommended  by  the  'New  Eng- 
land Water  Works  association. 

CLEVELAND    WATER    WORKS,    CLEVELAND,    CUYAHOGA    COUNTT,    GEN- 
ERAL statistics: 

Population  according  to  census  of  19001,  381,867. 
Estimated  in  1905  for  Cleveland  and  silhurbs  using  city  water, 
463,000. 

Date  of  construction,  1856. 
By  whom  owned,  the  city. 
Source  of  supply,  Lake  Erie. 
Mode  of  supply,  pumping. 

PUMPING    STATISTICS' 

(1)  Builders  of  pumping  machinery — Worthington,  Knowles, 
Allis,  Ejlby,  Holly. 

(2)  Description  of  fuel  used. 

(a)  Kind — bituminous.  ♦ 

(b)  Brand  of  coal — Pittsburg  slack. 

(c)  Average  price  of  coal  per  gross  ton  delivered  at  Kirt- 
land,  $1.?0  per  net  ton  delivered  at  Kirtland,  $1,518. 

(d)  Percentage  of  ash — 

(e)  Wood,  price  per  cord — 0. 

(3)  Coal  consumed  for  the  year. 

(a)  At  Kirtland  station 46,330.400  lbs. 

(b)  At  Division  station    6,235,300  lbs. 

(c)  At  Eairmount  station 1,96T,400  lbs. 

(d)  At  all   stations ., 54,542,100  lbs. 

(4)  Pounds  of  wood  consumed — none. 

(a)   Amount  of  other  fuel  consumed — none. 

(5)  Total  amount  of  coal  consumed  for  the  year — same  as  in 

]\To.  3   (54,242,100). 
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(6)  Total  purnpage  for  the  year — 

Not  allowing  for  Allowing  for 

slip  {gallons).  slip  {gallons). 

(a)  At  Kirtland  station  32,053,431,993  31,040,197,169 

(b)  At  Division  station 

re-pumping  from 
low  pressure  sys- 
tem into  high 
pressure   system..     2,090,306,208       2,006,598,459 

(c)  At   Pairmount  sta- 

tion, re-pumping 
from  Pairmount 
reservoir  into 
high  service  sys- 
tem           367,689,-771  312,536,305 

(d)  Total     pumped     at 

all  stations  in- 
cluding repump- 
age    24,511,317,971     33,359,331,933 

(7)  Average  static  head  against  which  pumps  work. 

(a)  Low  service — 171.81  feet. 

(b)  First  high  service — 323.7  minus  171.8  equals  151.9. 

(8)  Average  dynamic  head  against  which  pumps  work. 

(a)  Low  service  at  Kirtland  station — 198.283  feet. 

(b)  At  Division  station  repumping  into  high  service — 
197.795  feet. 

(c)  At  Pairmount  station  repumping  into  high  pressure 
—159.347  feet. 

(d)  Average  of  all  water,  including ! amount  repumped — 
197.654  feet. 

(9)  Number  of  gallons  pumped  per  pound  of  equivalent  coal: 

Not  allow-      Allowing 


ing  for  slip 

for  slip 

/ 

{gallons). 

{gallons). 

(a) 

Low  service  at  Kirtland  sta- 

tion     

475.9 

454 

(b) 

At     Division     station,     re- 

pumping into  high  service 

335.2 

321.3 

(c) 

At   Pairmount   station,    re- 

pumping into  high  service 

186.9 

158.9 

(d) 

Total   gallons    pumped   per 

pound  of  coal,  including 

■  amount     repumped     into 

high  service 

449.4 

438.3 
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flO)   Duty  per  hundred  pounds  of  coal: 

^                                                             Not  allow-  Allowing 

ing  for  slip  for  slip 

(foot  lis.),  (foot  lis.). 

(a)   At  Kirtland  station 78,700,431  75,080,311 

h)   At  Division  station 5*5,398,473  53,086,534 

(e)   At  Fairmount  station 34,836,982  21,111,435 

(d)  Average  of  all  stations. . . .   ^4,081,120  70,643,756 
Cost  of  pumping,  figured  on  pumping  stations  expenses,  viz. : 

(a)  At  Kirtland  station , $84,639.64 

(b)  At  Division  station 15,411.99 

(c)  At  Fairmount  station 3,486.33 

(d)  Total  of  all  stations.  .  •. $103,537.95 

(11)   Per  million  gallons  pumped. 

Not  allow-  Allowing 

ing  for  slip,  for  slip. 

(a)  At  Kirtland  station $3,838  $4,033 

(b)  At  Division  station 7.373  7.680 

(c)  At  Fairmount  station 9.483  11.155 

(d)  Average  of  all  stations 4.334  4.433 

(13)  Per  million  gallons  raised  one  foot  (dynamic). 

Not  allow-  Allowing 
ing  for  slip,      for  slip. 

(a)  At  Kirtland  station *$0.01936  $0.02038 

(b)  At  Division  station 0.03728  0.03883 

(c)  At  Fairmount  station 0.05950  0.07000 

(d)  Average  of  all  stations....        0.02137  0.03241 
(Note.)     Figures  under  the  caption  "allowing  for  slip"  in 

items  6,  9,  10,  11,  and  13  were  inserted  by  D.  H.  Maury,  and  are 
based  on  the  slip  estimated  for  each  pump.  All  other  figures  ■were 
furnished  by  C.  F.  Schulz,  first  assistant  engineer  of  water  works 
division. 

Syracuse.  There  is  no  pumping  station,  no  pumps,  and  no 
boilers. 

Indianapolis.  See  Exhibit  2.  30,300  tons  of  coal  consumed 
for  all  purposes  at  all  stations.  No  station  duty  tests  of  engines 
available,  as  the  same  boilers  furnish  steam  to  air  compressors  as 
well  as  to  all  pumps.  The  Snow  pumping  engine  at  time  of  its 
first  trial  held  the  record  for  high  duty  under  test  conditions. 

New  Haven.  The  six  million  gallon  -compound,  condensing, 
low  duty  "Worthington  pumping  engine  at  Saltonstall  pimiping 
station,  tested  on  January  1,  1885,  gave  61,181,407  foot  pounds 
per  hundred  pounds  of  coal.  The  10,000j000  gallon  compound, 
condensing,  high  duty  Worthington  pumping  engine  at  Whitney- 
ville  pumping  station,  tested  by  Mr.  W.  L.  Mather  in  April,  1896, 
gave  116,453,000  foot  pounds  per  thousand  pounds  dry  steam; 
91,413,455  foot  pounds  per  hundred  pounds  coal,  and  94,775,900 
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foot  pounds  per  hundred  pounds  combustible.  The  10,000,000  gal- 
lon compound  condensing  high  duty  D'Auria  pumping  engine  at 
Saltonstall  pumping  station,  tested  in  1905  by  Professor  C.  B. 
Eichards  of  Yale  University  and  Professor  Wm.  H.  Kenerson  of 
Brown  University,  gave  134,000,000  foot,  pounds  per  thousand 
pounds  steam  while  pumping  at  the  rate  of  7,430,000  gallons  per 
twenty-four  hours,  and  21,800,000  foot  pounds  per  thousand  pounds 
steam  while  pumping  at  the  rate  of  9,680,000  gallons  per  twenty- 
four  hours. 

Prom  data  as  to  coal  consumed,  water  pumped  and  dynamic 
head,  furnished  by  the  officers  of  the  company,  the  writer  has  fig- 
ured the  working  duties  of  the  steam  pumps  for  1905,  after  allow- 
ing for  slip,  as  follows: 

Ten  million  gallon  high-duty  Worthington  at  Whitneyville, 
71,500,000  foot  pounds  per  hundred  pounds  of  coal.  The  6,000,- 
000  gallon  low-duty  Worthington  at  SaltOnstall,  51,870,000  foot 
pounds  per  hundred  pounds  of  coal.  The  10,000,000  gallon  high- 
duty  D'Auria  at  Saltonstall,  79,850,000  foo't  pounds  per  hundred 
pounds  coal. 

The  data  furnished  were  not  very  complete  as  to  specific  de- 
tails, but  if  they  were  correct,  and  the  writer  has  no  reason  to 
think  they  are  not,  the  station  duties  given  above  are  remarkably 
high,  when  the  types  and  ages  of  the  pumps  are  considered. 
H  166.     Extent  to  which  business  and  domestic  consumption  is 
not  at  all  dependent  upon  the  water  company,  and  the 
extent  to  which  consumers  have  both  sources  of  supply, 
so  far  as  records  obtainable  will  indicate. 

Chicago.  Very  large  amounts  of  drinking  water  purchased 
from  other  sources.  Some  industries  located  near  the  river  pump 
river  water  for  certain  uses,  but  the  river  water  is  so  foul  that  it 
cannot  be  used  for  all  industrial  purposes.  Domestic  consumption 
is  practically  dependent  upon  city  supply,  and  on  drinking  water 
purchased  at  retail  prices.    See  also  answer  to  H  158. 

Cleveland.  There  are  practically  no  private  wells  in  use  in 
the  city,  as  the  board  of  health  usually  condemns  them  as  fast  as 
its  attention  is  called  to  them.  There  are  very  few  cisterns  in  use 
for  drinking  water.  Por  domestic  consumption  almost  everyone 
in  the  territory  supplied  by  the  water  mains  is  entirely  dependent 
upon  the  city  supply,  supplemented  by  such  water  as  may  be  pur- 
chased for  drinking  purposes  from  one  or:  the  other  of  the  local 
companies  engaged  in  purveying  drinking  waters.  As  a  rule,  all 
business  and  industrial  establishments  have  connections  with  the 
city  mains,  but  a  number  of  the  latter  class,  such  as  the  American 
Steel  &  "Wire  company,  with  its  many  bransh  works,  the  Cleveland 
Provision  company,  the  Cleveland  Electric  Illuminating  company, 
and  others,  have  their  own  private  pumping  plants,  and  draw  the 
major  portion  of  their  water  supply  from  lake,  river  or  wells. 

Syracuse.  There  are  very  few  private  .wells  or  cisterns  in  use. 
A  number  of  industries  along  the  Erie  canal  and  some  along  Onon- 
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daga  Lake  have  their  own  pumping  plants,  drawing  water  from 
these  sources  for  industrial  uses  only.  The  city  water  is  used  almost 
universally  for  drinking  purposes. 

Indianapolis.  See  Exhibit  3.  Underlying  the  larger  part  of 
the  city,  and  especially  those  portions  adjacent  to  White  river  and 
Fall  creek,  there  are  two  strata  of  water  bearing  gravel,  separated 
by  a  stratum  of  blue  clay  of  varying  thickness.  Much  water  can  be 
obtained  from  the  upper  stratum  by  wells  only  30  or  30  feet  deep, 
while  the  second  gravel  stratum  can  be  reached  by  weUs  of  from 
90  to  100  feet  in  depth.  Below  this  gravel  there  is  a  fissured  Cor- 
niferous  limestone  from  which  wells  from  275  to  400  feet  can  be 
made  to  yield  large  amounts  of  water.  The.  ease  with  which  water 
can  be  obtained  from  these  sources,  and  more  especially  from  the 
upper  gravel,  has  had  a  very  important  bearing  on  the  entire  water 
works  situation  in  Indianapolis,  as  more  fuUy  explained  elsewhere, 
especially  H  158  and  ia  general  historical  sketch. 

New  Haven.  The  Candee  Eubber  company,  and  Messrs,  Sar- 
gent &  Company,  and  W.  &  E.  T.  Eitch  have  wells  in  addition  to 
their  city  supply  to  save  money  in  water  -rates.  There  are  only 
a  few  places  in  K ew  Haven  where  wells  wilt  yield  any  considerable 
quantity  of  water.  The  business  and  domestic  consumption  is, 
as  a  rule,  dependent  upon  the  supply  furnished  by  the  water  com- 
pany, supplemented  to  some  extent  for  drinking  purposes  by  bot- 
tled or  filtered  waters.  The  Winchester  Eepeating  Arms  company 
is  said  to  have  drilled  a  well  about  8,000  feet  deep  some  ten  years 
ago  in  search  of  water,  but  without  success;. 

Indianapolis.  EXHIBIT  3. 

Information  furnished  by  the  president  of  the  water  com- 
pany as  an  answer  to  Inquiries  H  158  to  H  166,  inclusive. 

Contents  of  Paper. 

Some  history  of  the  water  company. 

Information  as  to  contract  and  business  of  the  company. 

Extract  from  meeting  of  the  city  officials,  the  Commercial 
club,  and  water  company  in  relation  to  rates  for  insurance. 

Answers  to  questions  propounded  by  member  of  the  Commis- 
sion. 

Letter  from  the  United  States  Cast  Iron  Pipe  and  Foundry 
company. 

Statement  from  Mr.  Hill,  City  Expert. 

Indianapolis,  Indiana. 

This  city  is  built  upon  the  east  and  west  bank  of  the  west  fork 
of  White  river. 

Public  Water  Supply. 

The  public  water  supply  of  the  city  is  furnished  by  the  In- 
dianapolis Water  company,  a  private  corporation,  and  a  succes- 
sor to  the  Indianapolis  Water  Works  company. 


\\'ATER     WOKKS     ENGINEERING.  303 

Indianapolis  Water  Works  Company. 
Indianapolis  Water  Worlds  company  was  organized  October  7, 
1869,  and  continued  in  business  until  April  21,  1881,  when  it  was 
sold  out  by  the  sheriff.    The  failure  was  due  to  the  continued  use 
of  wells  by  the  people  after  the  company  went  into  business. 

Sources  of  Supply. 

Underlying  the  city  is  water-bearing  gravel,  which  afforded 
an  abundant  supply  of  water.  This  water  was  obtainable  at  a  depth 
of  18  to  25  feet.  In  addition  to  this  is  another  supply,  obtainable 
at  about  90  to  100  feet  below  the  surface,  which  is  separated  from 
ihe  first  vein  by  a  layer  of  blue  clay,  varying  in  thickness.  There 
is  also  another  supply  found  in  the  limestone  at  a  depth  of  375 
to  400  feet.  These  various  veins  are  used  for  domestic  supply, 
as  well  as  for  factories  and  railroads. 

The  report  of  the  expert  committee  appointed  by  the  city 
and  the  water  company,  made  October  26,  1904,  confirms  the  rea- 
son stated  above  for  the  failure  of  the  water  works  company,  by 
which  a  loss  of  more  than  $1,000,000  was  sustained  by  that  com- 
pany. Page  31  of  that  report  estimates  that  there  are  25,000  pri- 
vate wells  used  more  or  less  regularly  for  drinking  purposes,  show- 
ing that  a  majority  of  people  get  their  drinking  water  from  these 
feoiirces.  Page  29  furnishes  further  information,  showing  that 
after  an  existence  of  thirty-eight  years,  the  people  have  not  aban- 
doned their  wells. 

A  recapitulation  of  certain  wards,  as  taken  from  the  report. 


shows 

the  following: 

N 

J.  using 

city  ivater 

No.  us- 
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59 

24 

19 

11 
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557 

59 

61 

15 

11,106 

373 

114 
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87,996  3,426  1,309  1,128 

These  figures  show  that  in  a  population  of  87,996  there 
are  only  3,426  taps  patronizing  the  public  water  supply,  1,309 
water  closets  and  1,128  baths.  This  repor.t  furnishes  conclusive 
evidence  that  many  of  the  citizens  still  cling  to  their  wells  without 
regard  to  sanitary  conditions  or  conveniences..  Water  so  easily 
obtained  as  it  is  from  the  various  veins,  makes  severe  competition 
for  a  water  works,  whether  it  be  owned  by,  the  city  or  a  private 
corporation. 
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Indianapolis  Water  Company. 

The  Indianapolis  "Water  company  has  a  capital  stock  of  $500,- 
000,  and  a  bonded  indebtedness  of  $3,200,000.  In  addition  to  this 
indebtedness  are  the  current  bills  and  contract  obligations  incurred 
on  account  of  construction  work,  so  that  in  the  near  future  the 
bonded  indebtedness  will  be  increased  considerably. 

The  city  has  an  option  to  buy  the  company  on  giving  six 
months^  notice.  The  language  of  the  city  ordinance  ( Sec.  7 )  is  as 
follows :  "That  at  any  time  on  giving  six  months'  notice,  the  city 
shall  have  the  right  to  purchase  from  the  company  all  the  build- 
ings, machinery  and  pipes  of  said  water  works,  with  all  its  corpo- 
rate rights  and  privileges  (but  not  including  any  franchise  herein 
granted  or  that  may  hereafter  be  granted  to  the  company,  but  not 
including  any  estimated  value  of  this  charter),  at  such  price  as 
may  be  agreed  upon  by  the  common  council  and  the  board  of  direc- 
tors of  the  company." 

The  contract  between  the  city  and  the  water  company  provides 
for  the  payment  of  $45  per  hydrant  per  annum,  also  that  the  city 
can  require  the  company  to  lay  40,000  feet  of  mains  each  year, 
taking  one  hydrant  every  500  feet.  The  term  mentioned  in  the 
present  contract  expires  January  1,  1908,  but  there  is  a  clause 
which  continues  the  contract  until  the  city  and  the  compaiUy  can 
agree  upon  a  new  one.  In  addition  to  furnishing  water  for  the 
hydrants,  the  company  is  required  to  furnish  water  for  drinking 
fountains  which  run  a  continuous  stream.  The  price  of  the  drink- 
ing fountains  is  $45  each  per  year.  In  addition  to  this,  the  water 
company  furnishes  to  the  city  free  of  charge  water  from  its  mains 
as  hereinafter  stated,  namely: 

"Water  for  a  fountain  in  each  of  the  following  parks:  Mili- 
tary park.  University  park,  Garfield  park,  St.  Clair  park.  High- 
land and  Fletcher  parks,  Brookside  park  and  Eiverside  park,  and 
one  in  each  ward  park  when  erected  during  this  contract.  Also 
water  for  each  engine  house,  each  reel  hoilse,  each  station  house, 
city  dispensary,  thirty  thousand  (30,000)  gallons  of  water  at  each 
per  month,  if  so  much  shall  be  required.  Also  water  for  police 
headquarters,  four  hundred  thousand  (400,0*00)  gallons  per  month, 
if  so  much  shall  be  required.  Also  water  necessary  for  the  pur- 
pose of  flushing  and  cleaning  public  sewers-  and  improved  streets 
and  the  filling  of  public  cisterns  within  the  reach  of  the  line  of 
water  pipe.  Also  water  for  public  latrines  when  constructed  under 
streets.  Also  water  for  Tomlinson  hall  and  market  houses,  five 
hundred  thousand  (500,000)  gallons  per  month  in  the  aggregate 
at  said  hall  and  market  houses,  if  so  much  shall  be  required.  Also 
water  for  the  city  hospital,  six  hundred  thousand  (600,000)  gallons 
per  month,  if  so  much  shall  be  required.  Also  water  for  public 
baths  when  established,  one  hundred  thousand  (100,000)  gallons 
per  day,  if  so  much  shall  be  required.  Also  water  for  sprinkling 
lawns  and  roadways  in  all  public  parks,  five  million 
(5,000,000)  gallons  per  month  in  the  aggregate,  if  so  much 
shall  be  required.     Water  from  the  canal  to  supply  a  four   (4) 
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inch  pipe  for  the  lily  pond  in  Eiverside  park,  the  pipe  foi-  such 
4  inch  line  to  be  furnished,  laid  and  maintained  by  the  city,  and 
the  water  drawn  therethrough  for  said  pond  not  to  be  computed 
as  a  part  of  the  said  five  million  (5,000,000)  gallons  above  men- 
tioned. The  members  of  the  fire  departnient  may,  without  cost 
to  the  city,  use  water  from  the  fire  hydrants  or  plugs  to  sprinkle 
the  streets  immediately  adjacent  to  the  several  engine  houses  and 
hose  reel  houses,  provided  ordinary  sprinkling  nozzles  are  used 
for  that  purpose." 

The  company  is  supplying  16,330  attachments.  This  includes 
all  classes  of  consumers  in  the  population  9f  223,000  (estimated). 
*  *  *  Meter  rates  range  from  18  cents  per  thousand  gallons 
down  to  4|-  cents.  The  company  is  using  meters  only  for  commer- 
cial uses  and  large  consumers.  The  company  pays  $8.20  (on  the 
nundred)  of  its  gross  receipts  for  taxes.  The  company  is  com- 
pelled to  repair  the  street,  wliere  it  cuts  it,  at  its  own  expense.  The 
streets  of  this  city  are  broad  and  the  lots  large.  This  condition 
is  very  desirable  for  the  city,  but  increases  the  outlay  of  public 
utilities.  The  company  has  2T5  miles  of  mains.  It  has  three 
pumping  stations  with  a  capacity  of  82,000,000  gallons  in  24 
hours.  The  average  daily  pumpage  is  18^,798,772  gallons.  The 
real  estate  owned  by  the  water  company  for  its  buildings,  filter 
beds  and  protection  of  the  water  supply  is  about  325  acres.  It  also 
owns  the  canal  9  miles  in  length  and  a  dam  across  White  river. 
The  water  from  the  canal  is  used  on  the  filter  beds,  and  also  for 
power. 

(Exhibit  2,  Continued.} 

Indianapolis,  April  2,  1906. 

H  158.  The  fire  insurance  rates  and  any  recent  changes  in 
the  same,  and  any  report  made  by  the  underwriters  within  two  or 
three  years  upon  the  fire  insurance  protection. 

We  herewith  attach  certain  extracts  from  the  minutes  of  the 
meeting  of  the  commercial  bodies  of  the  city  of  Indianapolis  and 
the  Insurance  commission  held  November  22,  1904.  We  also  here- 
with submit  a  statement  of  what  the  watijr  company  has  accom- 
plished since  that  time.  We  have  removed  4,700  feet  of  6  incli 
(mains)  substituting  20,  30  and  36  inch  (mains).  We  have  laid 
a  36  inch  main  from  the  Eiverside  station  to  the  intersection  of 
Capitol  avenue  and  Ohio  street,  which  is  more  than  is  required  by 
the  commission.  A  36  inch  main  is  equal  to  2.74  times  a  24 
inch  main  in  delivery.  For  the  betterment  of  the  fire  protection 
at  the  stock  yards  the  board  of  public  works  ordered  a  10  inch 
main  laid  whenever  the  Stock  Yards  eomijany  would  connect  its 
system  to  it.  So  far  that  company  has  not  gotten  ready  to  make 
the  connection.  The  fifth  requirement  of  the  commission  has  been 
complied  with,  also  the  sixth,  and  the  seventh  is  being  complied 
with.  N"otwithstanding  we  have  complied  with  95  per  cent,  of  the 
requirements  the  rates  have  not  been  decreased.  In  our  opinion 
the  reason  for  not  decreasing  the  rates  is  found  in  Mr.  McGregor's 

Vol.  II.— 21. 
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remarks  before  the  meeting.     "We  think  it  not  worth  while  to  go 
any  farther  because  there  is  a  definite  reason  furnished. 
H  159.     Tlie  extent  to  which  the  hotels  and  clubs  and  perhaps 
the  merchants  in  some  typical  block  in  the  city  use  other 
than  city  water  for  drinking  purposes.     I  found,  for  ex- 
ample, after  our  talk  about  conditions  in  Chicago,  that 
the  Grand  hotel  uses  well  water  and  l(that)  probably  other 
places  refrain  from  using  the  city  water. 
All  hotels  patronize  the  water  company,  also  all  the  clubs  and 
mercantile  houses,  and  all  blocks  except  three,  Lombard,  Lemcke 
and  Law  building.     The  owners  of  these  buildings  say  they  can 
pump  water  from  wells  for  less  than  we  can  supply  it  for.    Where 
water  is  so  easily  ol)tained  and  concerns  have  machinery  and  en- 
gines, they  claim  they  can  get  water  for  pfactieally  nothing. 

H  160.  Mr.  Boyd  told  me  that  he  wo'uld  be  glad  to  give  you 
the  total  amount  spent  in  extensions  for  the  last  few  years  and  to 
what  extent  they  had  been  paid  for  by  bonds  and  to  what  extent  out 
of  earnings. 

We  have  added  to  our  system  since  190Q,  280,176  feet  of  mains 
and  paid  for  them  by  sales  of  bonds,  earnings  of  the  company  and 
other  resources. 

H  161.     The 'rates  charged,  and,  if  practicable,  the  revenue  derived 
from  water  used  in: 

(a)  Public  schools,  6  cents  per  1,000  gallons. 

(b)  Private  and  parochial  schools.     Elat  rates. 

(c)  Hospitals.  Private,  6  cents;  public,  free  up  to  certain 
amount. 

(d)  Orphan  institutions  and  other  charities.    6  cents. 

(e)  Public  buildings,  including  police  stations,  engine  houses, 
etc.    Free  up  to  certain  amount. 

(f)  Poimtains.    Public,  in  parks,  free. 

(g)  Cemeteries.    Pree. 

(h)  Parks,  aside  from  fountains.     See  extract  from  contract 
as  to  free  uses,  hereto  attached, 
(i)   Flushing  sewers.    Free. 

(,j)  Cleaning  streets  by  flushing  machmes  or  otherwise.  Free. 
(For  details,  see  page  3  of  city  contract.) 

(k)   All  other  public  uses.     See  contract. 

Taps  inserted  free.  Meters  furnished  and  maintained  without 
cost  to  consumer.  Bills  rebated  for  unexpired  time  at  same  rate  as 
paid. 

House  of  2  rooms,  $3  per  annum. 

House  of  3  rooms,  $4  per  annum. 

House  of  4,  5,  and  up  to  6  rooms,  $5  per  annum. 

For  each  additional  room,  $1. 

Bath — hot,  cold,  shower,  $3  per  annum. 

Closet,  $3  per  annum. 

Mo  charge  for  laundry  tubs. 
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Sprinkling  lawni,  street,  gardens,  washing  porches,  windows 
and  pavement  charged  for  according  to  frontage.  (For  details, 
s6e  attached  schedule.) 

H  1G2.  Any  facts  about  the  breaking  of  mains  during  1905. 
How  many  breaks  were  there?  Bo  they  especially  occur 
when  the  high  pressure  is  put  on  at  fires  and  have  these 
breaks  at  fires  been  observed  as  a  handicap  upon  the  fire 
department?     (Compare  answer  of  H  93.) 

On  July  25,  1905,  we  finished  the  36  and  30  inch  main.  On 
August  6,  while  running  on  a  fire,  a  30  inch  plug  in  a  cross  broke 
and  the  upper  half  went  out.  It  is  no  uncommon  occurrence  for 
a  plug  to  blow  out,  but  to  break  in  two  is  almost  an  unheard  of 
accident.  From  the  dates  given  you  will  observe  that  the  line  could 
not  in  so  short  a  time  be  tested  out.  The  work  upon  the  36  and 
3D  inch  line  has  been  and  was  a  matter  of  pride  with  the  water  com- 
pany. The  lines  were  laid  promptly  and  it  was  remarkable  that 
there  were  no  other  accidents  than  the  breaking  of  the  30  inch 
plug.    Pipe  tested  to  300  pounds,  plugs  are  not  so  tested.     *     *     * 

Language  taken  from  the  report  of  Mrt  J.  W.  Hill,  the  expert 
employed  by  the  city  in  1898  to  examine  tlje  water  company's  sys- 
tem and  report  to  it  as  to  its  condition  (found  on  page  33,  first 
paragraph) . 

"The  cast  iron  pipe,  special  castings,  fire  hydrants,  stop  valves, 
and  water  meters  have  each  been  obtained  from  the  best  manufac- 
turers, and,  depending  upon  examination  of  portions  of  the  pipe 
which  was  laid  during  the  early  years  of  the  water  works,  are  in 
a  good  state  of  preservation  and  not  materially  injured  by  time. 
Sections  of  water  pipe  said  to  have  been  laid  25  years  ago  were 
cut  out  of  the  lines  at  different  places,  and  all  of  these  were  found 
to  be  in  as  good  condition  to  resist  the  pressure  of  water  as  when 
laid,  and  but  slightly  affected  by  the  deposit  from  the  water  upon 
the  inner  surface.  In  fact,  for  pressure  and  capacity  to  deliver 
water,  these  older  lines  of  pipe  have  suffered  so  little  as  to  make  it 
quite  difficult  to  fix  a  limit  to  the  durability  and  usefulness  of  the 
pipe  system.  We  have  had  occasions  to  make  many  examinations 
of  cast  iron  water  pipes  which  have  been  in  service  for  several  years, 
and  in  no  instance  has  its  condition  been  so  satisfactory  as'  this. 
So  far  as  decay  of  pipe  or  tuberculation  and  deposits  on  the  inner 
surface  are  concerned,  the  pipe  system  and  its  appurtenances  should 
be  in  good  condition  a  century  hence." 

November  22,  1905,  a  20  inch  main  in  Ohio  street  burst.  4,000 
feet  of  20  inch  mains  were  purchased  for  this  line  and  after  it  was 
received  it  was  found  to  be  unsatisfactory  and  not  up  to  the  stand- 
ard required  by  the  water  company.  The  water  company  had  all 
the  pipe  removed  from  the  street  and  piled  up  so  that  the  company 
shipping  tlie  pipe  could  take  it  away  as  it  could  disposed  of  it. 
This  pipe  was  replaced  with  pipe  manufactured  especially  for  the 
water  company  at  Louisville  by  the  United  States  Cast  Iron  Pipe 
and  Foundry  company.  It  was  one  of  these  new  pipes  that  gave 
away.    Why'^  it  gave  away  is  a  mystery.     Examination  of  the  pipe 
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after  the  break  showed  that  there  'was  a  fine  hair  crack  in  the 
spigot  end,  but  not  observable.  This  may  in  some  measure  account 
for  the  accident.  Eunning  near  and  parallel  with  the  main  is  the  in- 
terurban  track  upon  \vhich  heavy  cars  run.  This  may  to  some  ex- 
tent have  unsettled  the  main.  This  pipe  stood  pressure  from  July 
26,  1904,  to  Xovember  22,  1905,  one  year  qnd  four  months. 

In  this  connection  we  attach  herewith  a-  copy  of  a  letter  writ- 
ten the  board  of  public  works  by  the  United  States  Cast  Iron  Pipe 
and  Foundry  companj',  who  had  seen  the  criticism  of  the  newspapers 
upon  the  mains  purchased  ]]}•  the  water  company. 

April  19,  1905,  accident  occurred  at  the  pumping  station  ia  a 
flanged  30  inch  pipe.  This  pipe  had  stood  pressure  for  more  than 
20  years.  The  support  imder  the  pipe,  which  was  laid  on  the  bot- 
tom of  the  basement  of  the  pumping  station,  which  is  sand  and 
gravel,  must  have  been  slightly  disturbed  by  reason  of  the  flood, 
thus  putting  an  unequal  strain  upon  the  pipe.  • 

In  putting  in  the  12  inch  suction  for  the  Snow  and  Gaskill 
engine,  we  excavated  under  the  36  inch  pipe  and  near  the  36  inch 
"Y."  It  was  anticipated  that  there  would  be  some  settlement  of 
the  earth,  and  provision  made  for  it,  but  the  constant  running  over 
the  pipe  and  the  "Y"  by  the  Bay  City  machine,  which  weighs  about 
40  tons  with  its  ballast,  digging  the  trench,  which  was  20  feet,  and 
lowering  the  42  inch  pipe,  caused  too  great  a  disturbance  of  the 
earth  and  the  result  was  the  breaking  of  the  36  inch  "Y,"'  March 
20,  1905. 

During  1905  the  water  company  raised  fire  pressure  519  times, 
and  the  above  four  are  the  only  accidents  that  interfered  temporarily 
with  our  furnishing  fire  pressure.  While  these  are  a  very  unusual 
number  of  accidents  for  us.  yet  we  think  that  in  the  light  of  the  ex- 
planations and  the  fact  that  there  was  only  one  pipe  in  our  system 
of  265  miles  to  give  way,  that  it  is  a  fine  shpwing  for  our  pipe  sys- 
tem and  well  worth  a  favorable  notice.     *     *     * 

H  163.  The  number  of  hydrants  of  each  size  to  connection  with 
the  street  main  and  the  number  of  each  size  put  in  the 
past  year. 

The  number  of  fire  hydrants  and  kind  is  as  follows : 
1,546  ilathews  double,  6  inch. 

34  ^lathews  single,  4  inch. 

!-il   ]\[athews  triple,  6  inch. 

S9  ilathews  3-waY  and  engine,  6  inch, 

11  Mathews  4-waY,  6  inch. 
*318  Holly  single,  4  Inch. 

I)-")  Holly  double,  6  inch. 
1  Holly  2-way  and  engine,  S  inch. 
*10  Gaskill  single,  4  inch. 

16  ^lieliigan  double,  4  inch. 
2,201  fire  hydrants  in  service  ilarch  1*0,  1906. 
125  hydrants  set  during  the  past  calendar  year. 


*  Being  removed,  2-way  substitute. 
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H  164.  ilaximum  hourly  punipage  during  the  last  two  or  three 
years.  This  is  important  in  a  city  which  has  no  reser- 
voirs on  any  high  elevation. 

The  domestic  pressure  carried  is  from  60  to  65  pounds,  fire 
pressure  from  100  to  120.  *  *  *  (Por  hourly  pumpage  see 
copy  of  table  8  hereto  attached.) 

TABLE  NO.  8,  showing  the  rate  at  which  water  was  pumped 
at  different  hours,  expressed  in  million  gallons  per  24  hours  and 
based  on  hovirly  counter  readings  from  the  pumps  at  both  stations, 
October  31-22,  1904  (from  page  20  of  the  report  of  the  Joint 
Commission  of  1904) . 

Bate  in  million 
Hour.  gal.  'per  24  hours. 

10-11  p.  m •. 12.5 

11-12     « 10.5 

12  p.  m.-l  a.  m 10.5 

1-  2  a.  m .• 10.5 

2-3     "      11.6 

3-4     "     12.2 

4-5     "      10.7 

5-6     "      11.8 

6-7     "      12.9 

7-8     " 17.0 

8-9     "      18.5 

9-10     "      17.7 

10-11     " 20.6 

11  a.  m.-12  m 18.9 

12  m.-l  p.  m 16.8 

1-  2  p.  m 19.9 

2-3     "      17.5 

3-4     "      20.3 

1-  5  -  "      , 16.2 

5-6     "      17.3 

6-7     " 15.7 

7-8     "      15.1 

8-9     "      13.3 

9-10     "      13.6 

H  165.     The  duty  of  each  of  the  pumps  or  the  station  as  a  whole. 
Any  tests  that  may  have  been  made  of  the  boiler  equip- 
ment.    Any  statistics  of  coal  consumption. 
The  pumping  capacity  of  the  works  is  82  million  gallons. 
Tons  of  coal  consumed  in  1905  were  30,3Q0. 
H  166.     Extent  to  which  business  and  domestic  consumption  is 
not  at  all  dependent  upon  the  i^ater  company  and  the 
extent  to  which  coifeumers  have  both  sources  of  supply, 
so  far  as  records  obtainable  will  indicate. 
Owing  to  the  ground  supply  the  users  of  water  are  inde- 
pendent of  the  water  company.    The  water  company  is  patronized 
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because  of  the  superior  quality  of  the  water  furnished  and  because 
the  facilities  furnished  by  the  water  company  can  not  be  supplied 
for  less  money.     *     *     * 

Conference  of  the  commercial  bodies  of  the  city  of  Indianap- 
olis, held  November  22,  1904.    Page  18. 

Mayor  Holtzman:  I  would  like  to  have  information  as  to 
wherein  the  fire  department  is  insufficient,  and  the  water  works 
as  well,  if  you  have  the  specifications  there. 

Mr.  G.  H.  Lermit :    Would  you  like  me  to  read  the  charges  ? 

Mayor :  You  might  read  them  so  that  we  vnll  all  know  what 
they  are. 

Lermit:  Xo.  1.  Water  supply  and  street  mains.  "Keplace 
all  6  inch  by  8  inch  or  larger  mains  in  congested  district.""  In 
the  East  where  the  government  officials  have  been  working,  they 
have  thought  it  expedient  to  call  for  very  much  larger  mains  than 
we  are  calling  for,  and  I  think  perhaps  we  are  too  moderate  in  that 
respect.  They  will  not  be  satisfied  with  less  than  S  inch  mains  in 
the  residential  districts. 

No.  2.  "Eeplace  the  13  inch  main  supply  on  Indiana  from 
St.  Clair  to  Washington  by  a  24  inch  pipe,  which  should  be  a  con- 
tinuation of  the  same  sized  main  used  on  the  above  named  avenue 
from  the  pump  house  to  St.  Clair  street."  I  have  heard  that  you 
are  contemplating  putting  down  a  36  inch  main.  We  are  only 
asking  for  a  24  inch  main.    We  are  too  moderate. 

Mayor :    Of  course  we  expect  you  to  give-us  something  for  that. 

Lermit:  Of  course  we  will  give  you  everything  we  can.  We 
are  in  the  humor. 

(3)  "Install  a  diiplicate  24  inch  supply  pipe  from  the  main 
station  to  connect  with  the  24  inch  on  Washington  street  at  or 
near  the  old  pumping  station  which  could  3?ome  across  by  way  of 
Blake  street." 

(4)  "Eeplace  the  6  inch  and  8  inch  mains  on  Kentucky  ave- 
nue and  supplying  the  stock  yards  by  12  inch  mains  with  a  "larger 
supply  main  on  Morris  street." 

(5)  "Eeplace  the  6  inch  main  supplying  the  factory  district 
on  Chestnut  south  of  Eay  street  by  a  12  inch  main." 

(6)  "All  cisterns  used  for  steam  engine  service  should  be  con- 
nected up  with  the  city  mains." 

(7)  "Eeplace  all  single-way  Holly  hydrants  by  standard  2-way 
hydrants."  That  is  all  we  ask  in  reference  to  the  water  supply 
and  street  mains. 

Xow  as  to  the  fire  department,  our  recommendations  are : 
(1)  "Additional  men  should  be  had  to  bring  those  hose  wagon 
companies  having  but  4  men  to  6  men  each,  and  the  service  truck 
companies  having  5  men  to  8  men  each,  and  the  aerial  truck  com- 
panies having  7  men  to  10  men  each,  necessitating  the  employment 
of  at  least  40  additional  men  to  man  tte  present  apparatus. 

Mt.  Edwin  H.  Forry :  Does  that  apply  to  all  the  fire  depart- 
ment stations  in  the  city  or  to  those  in  the  congested  district  only  ? 
I  believe  it  was  held  yesterday  that  it  was  for  the  entire  citv. 
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Lerniit :  That  would  be  for  the  entire  city,  for  all  those  com- 
panies are  not  within  the  conflagration  area"*. 

Xow  (2)  "All  electrical  wires  should  Be  placed  underground. 
The  wires  in  this  city  are  strung  in  the  allays  where  they  interfere 
with  the  hoisting  of  ladders." 

Now  those  are  the  only  two  recommendations  we  make  in  ref- 
erence to  the  fire  department.  As  I  said  before,  gentlemen,  if  you 
will  comply  with  our  suggestions  in  reference  to  the  water  supply 
and  street  mains,  the  5  per  cent,  charge  now  put  on  on  that  account 
will  be  taken  ofl^.  If  you  will  comply  with  our  requirements  in 
reference  to  the  fire  department,  the  5  per  cent,  charge  now  put  on 
for  those  deficiencies  will  be  taken  off.  And  the  other  txi'O  5  per 
cents,  for  unprotected  vertical  openings  and  unprotected  openings 
in  side  and  rear  walls,  5  per  cent,  each,  apply  to  indiyidual  risks 
where  those  defects  exist,  and  will  be  taken  ofl:'  as  soon  as  the  owner 
of  the  building  likes  to  comply  with  those  requirements,  so  that  it 
is  up  to  the  city  and  it  is  up  to  the  individiial  owners  to  have  those 
charges  removed  as  soon  as  they  see  fit;  and  not  only  that,  when 
those  charges  are  taken  off,  at  the  same  tipie  the  base  rate  of  the 
city  will  be  lowered  and  you  will  get  your  insurance  cheaper  than 
you  were  previous  to  the  time  these  charges  were  put  on. 

Mr.  H.  P.  Wasson :    What  do  you  mean  by  cheaper  than  they 
were  before  the  charges  were  put  on? 
Mr.  Lermit:     10  to  15  per  cent. 

Mr.  Wasson:  Instead  of  being  an  adyance  of  20  per  cent,  it 
will  be  1 5  per  cent  less. 

Page  53. 
Mr.  P.  D.  McGregor,  representing  the  insurance  companies: 
"Take  the  city  of  Baltimore,  a  fairly  level  city.  Baltimore  had 
a  wonderfully  good  fire  record — I  mean,  good  absence  of  fires, 
which  is  the  way  we  express  fire  record — -well,  Baltimore,  a  well 
settled  city,  not  much  change  in  its  business,  some  buildings  there 
that  have  stood  50  or  100  years,  practically  as  good  as  when  built; 
but  on  a  certain  Sunday,  when  the  conditions  were  not  different 
from  any  other  Sunday,  no  great  high  wind,  the  streets  were  clear 
of  most  vehicles  that  use  them  on  week  days,  a  fire  breaks  out  in 
a  wholesale  dry  goods  store — why,  nobody  has  yet  learned.  Some 
think  it  was  a  cigar  or  cigarette  stump,  some  trivial  cause.  It  does 
not  matter  what  it  was.  TJiey  have  got  lots  of  water  there  and  a 
fire  department^  and  they  are  within  easy  reach  of  other  cities  and 
could  couple  onto  their  hydrants,  but  the  fire  spread  and  spread 
and  burned  something  like  48  hours  before  it  could  be  said  to  be 
under  control,  and  the  result  was  a  loss  variously  estimated 
from  50  to  85  million  dollars.  Perhaps  60  per  cent,  of  that  was 
recovered  from  the  insurance  companies.  That  means  from  you, 
and  you,  and  you,  and  from  Tom,  Dick  and  Harry  over  the  coun- 
try, and  of  course  that  loss  is  as  much  a  loss  as  the  oth.er.  People 
are  accustomed  to  say  the  insurance  is  so  much,  therefore  the  net 
loss  is  so  much.  Of  course  that  is  fallacious,  the  loss  is  the  loss. 
The  part  of  the  loss  that  is  covered  by  insurance  is  scattered  and 
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spread  out  among  those  from  whom  the  insurance  companies  col- 
lect premiums,  but  it  is  loss  none  the  less.  But  be  that  as  it  may, 
if  that  fire  shall  produce  as  much  loss  as  we  expect  in  one-third  or 
one-half  of  an  average  year,  making  the  loss  for  that  year  exceed 
the  normal  loss  one-half,  some  drastic  steps  must  be  taken  to  get 
that  moneii  hack.  That  is  what  ordinary  business  prudence  would 
dictate.  So  the  natural  thing  would  be  to  do  the  same  thing  as 
was  done  after  the  Chicago  fire,  but  in  less  degree.  At  that  time 
the  rates  were  practically  doubled,  there  was  not  any  discrimination 
between  cities.  The  insurance  companies  jiast  said,  we  will  double 
your  rates  until  we  can  find  out  where  we  are.  We  have  progressed 
some  since  then.  A  good  many  of  us,  I  among  the  number,  thought 
Just  after  the  Baltimore  fire  that  the  proper  thing  would  be  to 
make  a  flat  advance  of  20  per  cent,  on  all  the  cities  of  25,000  pop- 
ulation or  over  east  and  west,  until  we  could  find  out  something 
about  what  we  were  going  to  do ;  but  those  wiser  and  better  posted 
than  I  said,  Xo,  we  cannot  do  that,  that  would  not  be  fair  to  our 
customers  and  would  not  be  just.  ^Ve  have  met  with  a  calamity, 
we  will  have  to  take  some  of  our  surplus  and  pay  for  it,  and  we 
will  look  into  the  matter  carefully  and  dispassionately  and  we  will 
find  out  as  far  as  we  can  how  liable  we  aT£  to  have  another  con- 
flagration of  that  kind,  find  out  what  contributed  to  the  spread  of 
that  conflagration,  and  then  we  will  take  up  each  city  in  its  turn 
as  we  can  reach  it,  make  our  investigation,  discover  how  nearly 
they  are  akin  to  the  conditions  in  Baltimore,  and  we  will  then  try 
to  bring  about  the  remedy.  Mind  you,  nothing  is  said  about  largely 
increasing  the  rate,  but  ive  will  bring  about  pevenue  to  the  end  that 
the  fire  waste  must  be  lessened/' 

I'nited  States  Cast  Iron  Pipe  and  Foundry  Co. 

Chicago,  November  28,  1905. 
The  Department  of  Public  Works, 

Indianapolis,  Indiana. 
Gentlemen : 

Water  Supply. 

"We  have  our  attention  called  to  some  newspaper  articles  rel- 
ative to  a  recent  fire  that  you  had  in  the  city  of  Indianapolis,  dur- 
ing which  a  20  inch  cast  iron  pipe  burst  under  pressure,  and  we 
have  had  our  attention  particularly  called  to  an  editorial  in  the 
''Indianapolis  Xew?.'"  ^S^ovember  23,  wherein  they  speak  of  need- 
ing a  high  pressure  fire  system  and  where  they  state  that  your 
water  company  "is  to  l^e  credited  with  the  laudable  purpose  of"  im- 
proving the  quality  of  its  water,  but  as  to  fire  purposes,  either  its 
pipe(sj  are  rotten  or  it  is  impracticable  to  attempt  to  accomplish 
what  it  pretends  under  its  contract  to  accomplish." 

While  of  course  it  is  fo  be  regretted  that  imder  fire  pressure 
when  a  fire  is  raging  a  piece  of  pipe  should  break,  still  such  a  ca- 
ta^ti-oplie  cannot  in  any  sense  be  attributed  to  carelessness  or  neg- 
lect on  the  part  of  the  water  company,  and  perhaps  for  the  purpose 
of  setting  the  Ijoard  of  public  works  straight  on  this  difficulty, 
it  is  no  more  than  proper  for  us,  who  are  l^rge  manufacturers  of 
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cast  iron  pipe,  and  who  have,  we  think,  sold  the  Indianapolis  Water 
company  the  bulk  of  the  pipe  they  have  installed  in  your  city  for 
many  years,  to  write  this  letter  in  full  exoqeration  of  any  seeming 
neglect  or  carelessness  on  their  part  when  purchasing  pipe  for  their 
requirements. 

We  say  unhesitatingly  that  in  all  our  experience  in  selling 
cast  iroji  pipe  to  various  large  municipalities  in  this  country,  also 
private  water  companies  (and  we  presume  We  sell  practically  three- 
quarters  of  them,  as  we  are  the  largest  manufacturers  of  cast  iron 
pipe  in  this  country)  there  is  no  one  who  is  so  particular  and  so 
persistent  in  demanding  the  most  rigid  inspection  and  the  best  pipe 
that  cau  he  made  as  Mr.  Davis,  the  president  of  your  company. 
In  fact,  many  times  we  have  deemed  him  altogether  too  technical 
in  calling  our  attention  to  or  perhaps  rejecting  certain  pieces  of 
pipe  that  might  he  overlooked  by  ourselves,  but  which  he  abso- 
luteh'  refused  to  retain  and  called  upon  us  to  r^lace  with  other 
pipe. 

Regarding  the  breaking  of  the  20  inch  pipe  in  question,  would 
say  it  is  the  effort  of  this  company  to  never  ship  any  pipe  but 
what  we  consider  first  class  in  every  Avay.  Our  pipe  is  all  very  thor- 
oughly tested  to  300  pounds  hydrostatic  pressure  before  shipment 
and  scrutinized  very  closely  by  inspectors,  but,  at  times,  in  spite 
of  the  most  careful  inspection,  a  piece  of  pipe  might  get  installed 
in  the  line  with  some  inherent  defect  that  under  certain  conditions 
might  result  in  a  breakage. 

Then  again  there  are  conditions  existing  at  times  when  a  pipe 
line  is  under  pressure  where  a  break  might  occur  that  would  not 
be  at  all  the  fault  of  the  pipe,  but  might  be  caused  by  the  ground 
in  which  the  pipe  is  laid  or  for  other  reasons  outside  of  the  pipe 
in  question.  For  instance,  a  couple  of  weeks  ago  the  city  of  Chi- 
cago had  a  very  bad  break  in  a  36  inch  main  that  flooded  the  streets 
and  the  section  where  the  break  occurred  and  caused  a  large  amount 
of  damage  and  curtailed  the  supply  of  water.  This  pipe  had  been 
installed  some  12  years,  but  when  taken  out  showed  no  deteriora- 
tion whatever,  but  the  perfect  metal,  and  no  reason  so  far  as  ex- 
perts could  determine  why  it  should  break  unless  it  was  broken 
by  the  ground  sagging  or  by  vibration  from  the  top  of  the  ground. 
This  piece  of  pipe  was  laid  under  30  feet  of  fill  and  a  great  many 
trains  passed  over  the  top  of  it,  and  the  ground  being  perhaps  a 
little  spongy,  the  indications  are  that  the  vibrations  from  the  trains 
passing,  or  the  ground  slipping  away  from  beneath  the  pipe  caused 
it  to  sag  and  break.  We  have  known  of  breaks  in  mains  in  Cincin- 
nati and  Cleveland  which  occurred  after  pipe  had  been  installed 
from  15  to  25  years,  and  had  been  in  use  continuously  and  after 
examination  of  such  breaks,  the  general  consensus  of  opinion  was 
that  they  were  caused  by  the  soil  giving  away  where  they  were  laid, 
or  exterior  vibration,  and  not  through  any  fault  or  defect  in  the 
pipe.  We  take  this  occasion  to  say  to  your  board  that  the  Indianap- 
olis Water  company  have  laid'  a  great  deal  tof  pipe  in  the  last  two 
or  three  years,  and  some  large  mains,  and,  so  far  as  we  have  advices. 
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they  have  had  as  little  trouble  with  their  water  works  distribution 
system  as  any  company  or  municipality  that  we  are  aware  of,  and 
this  we  think  is  on  account  of  the  carefulness  with  which  tbey  in- 
stall their  material. 

Yours  truly, 
UNITED  STATES  CAST'IB(3At  pipe  AND  POUXDEY  CO. 

(Signed)     A.  J.  Goodhue,     , 
Western  gales  ]\[anager.    J. 
(End  of  Exhibit  2,  which  was  furnished  by  F.  A.  ^\.  Davis, 
President,  Indianapolis  Water  company.) 

Chicago.  The  engineer's  general  description  or  supplementary 
report,  so  far  as  it  has  not  been  embodied*  in  the  answers  to  the 
questions  in  the  schedule,  is  as  follows : 

General  Description. 
The  city  of  (Shicago  lies  low  and  almost  level.  The  surface 
elevations  of  the  main  portion  of  the  city  average  twenty-five  feet 
above  low  mater  mark  of  Lake  ^Michigan,  ranging  from  fifteen  to 
forty  feet.  In  Washington  Heights,  a  residence  section  of  about 
two  square  miles  in  the  southwest  portion  of  the  city,  the  elevations 
range  from  thirty-five  to  ninety  feet,  and  average  about  sixty  feet 
above  the  low  water  mark  of  the  lake.  ( See  plate  I,  not  reproduced 
here.)  *  *  *  r^^ie  Chicago  river,  and  its  north  and  south 
branches,  divide  the  city  into  three  parts,  locally  known  as  the 
"Forth  side,"  "South  side"  and  "West  side"  respectively.  The 
main  stream  originally  flowed  eastwardly  into  the  lake  at  a  point 
a  little  to  the  north  of  the  center  of  the  city  shore  line,  but  since 
the  completion  of  the  sanitary  canal,  the  current  in  the  main 
stream  and  in  part  of  the  south  branch  has  been  reversed,  the  water 
flowing  from  the  lake  into  the  river  and  the  south  branch,  and 
thence  southwesterly  through  the  sanitary  -canal  into  the  Illinois 
river.  The  business  center  of  the  city  lies,  a  few  bloclrs  south  of 
the  main  stream,  and  a  few  blocks  west  of  the  lake.  The  be-t  res- 
idence districts  are  near  the  lake,  to  the  north  and  south  respec- 
tively, and  some  distance  from  the  business  center.  ^Moro  import- 
ant industrial  and  manufacturing  establishments  are  to  be  found 
to  the  southwest  and  along  both  branches  of  the  river.  Tlie  popu- 
lation of  the  entire  city  in  1900  was  by  government  cen=u*  1.6PS.- 
5'75.  The  population  on  January  1,  1906,  ]vas  estimated  at  about 
two  million.  Thfe  city  limits  enclose  an  area  of  190.638  square 
miles,  of  which  3.8T5  square  miles  are  within  the  original  limits 
of  the  village  of  Rogers  Park,  annexed  in  1898.  and  still  supplied 
by  the  Eogers  Park  Water  company.  Underlying  most  of  the  city 
is  a  stratum  of  stiff  blue  clay  about  one  hundred  feet  in  thickness, 
resting  on  bedrock.  Wliile  there  is  a  little  water  in  the  sand  pock- 
ets to  be  found  in  this  clay,  shallow  wells  sunk  into  it  would  yield 
only  small  amounts,  which  would  naturally  be  much  polluted,  so 
that  there  are  very  few  shallow  private  wells'ln  the  city.  Water  can 
be  had  by  sinking  well,=  1,400  feet  or  more  i.nto  the  more  pervious 
rocks,  but  the  cost  of  this  sort  of  well  for  private  use  is  prohibitive, 
so  that  the  citizens  mny  be  said  to  he  almost  entirely  dependent 
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for  domestic  consumption  upon  tlie  city  supply,  supplemented  to 
some  extent  by  cistern  water,  and  for  drinking  pvirposes  by  table 
waters  purchased  at  retail  prices.    See  H  2.     *     *     * 

HISTORICAL    SKETCH.- 

Most  of  the  information  contained  in  this  sketch  has  been 
condensed  from  the  interesting  papers  by  Mr.  J.  H.  Spongier  and 
Mr.  Henry  W.  Thurston,  Exhibits  II  and  III  (not  reproduced 
here) . 

The  first  permanent  settlers  in  Chicago  dug  wells  near  their 
own  houses.  With  the  growth  of  the  population,  the  water  from 
these  wells  became  polluted  and  insuiEcient,  and  water  was  hauled 
from  the  lake  in  carts  and  peddled  at  from  five  to  ten  cents  a  barrel. 
In  1836  the  Chicago  Hydraulic  company  got  permission  from  the 
state  to  pump  water  from  the  lake  to  supply  the  city  and  citizens, 
but  the  panic  of  1837  so  interfered  with  the  affairs  of  the  com- 
pany that  it  was  not  actually  ready  to  begin  pumping  till  1842, 
and  even  then  could  only  supply  a  few  people  on  the  south  and 
west  sides  of  the  city,  so  that  the  majority  still  used  either  well 
water  or  water  hauled  from,  the  lake.  The  epidemic  of  cholera 
which,  with  other  diseases,  killed  one  person  out  of  every  fourteen 
in  the  city,  brought  home  to  the  people  the  necessity  for  a  supply  of 
good  water  sufficient  for  the  whole  community.  Accordingly,  they 
asked  the  state  legislature  to  give  a  charter  to  all  the  people  of  the 
city,  acting  together,  permitting  them  to  put  in  a  complete  water 
works  plant.  This  charter  was  granted  in  1851,  and  the  Chicago 
City  Hydraulic  company  was  formed.  The  plant  installed  Ijy  this 
city  company  was  Chicago's  first  public  waler  system.  The  rights 
of  the  Chicago  Hydraulic  company  were  bought  out  by  the  city, 
and  the  work  of  the  new  system  was  begun  in  1852.  The  pump, 
well,  building  and  water  tower  were  finished  in  the  summer  of 
1853,  but  it  was  not  imtil  early  in  1854  that  the  inlet  pipe  was 
ready.  In  1854  an  elevated  reservoir  was  built  at  La  Salle  and 
Adams  streets,  where  the  Eookery  now  startds,  and  in  1859  a  500,- 
000  gallon  reservoir  was  erected  on  the  North  side,  and  another 
of  the  same  capacity  at  ]\IoTiroe  and  Morgan  streets  on  the  West 
side.  By  1861  there  were  two  pumping  engines,  one  erected  in 
1853  and  the  other  in  1857,  and  about  ninety-five  miles  of  cast 
iron  pipe.  Meanwhile  the  sewage  and  offal  from  the  growing  com- 
munity was  already  beginning  to  pollute  the  lake  water  as  far  out 
as  the  intake,  and  after  several  remedies  for  the  evil  had  been  con- 
sidered, it  was  finally  decided,  upon  the  adfice  of  Mr.  E.  S.  Ches- 
brough,  to  tunnel  under  the  lake  to  a  crib,  t*o  be  built  two  miles  out 
from  the  shore.  This  work  was  executed  successfully,  and  late  in 
November,  1866,  the  last  stone  of  the  tunnel  was  laid,  the  com- 
pletion of  this  part  of  the  work  being  celebrated  with  much  cere- 
mony and  great  enthusiasm.  The  first  city  pumping  station  was 
at  Chicago  avenue,  and  in  1867  this  station  was  rebuilt  and  en- 
larged, and  the  present  new  water  tower  was  constructed  to  replace 
the  old  one.     All  this  time  the  city  was  grpwing  at  a  rate  beyond 
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all  precedent,  and  a  second  lake  tunnel  was  planned  in  1870  from 
the  two-mile  crib  to  the  Chicago  avenue  station,  and  thence  under 
the  land  to  a  second  station  to  be  built  ^t  Twenty-second  street 
and  Ashland  avenue. 

Before  this  work  could  be  fairly  begun,  the  great  fire  started 
on  Sunday,  October  8,  1871,  and  on  October  9  had  reached  the 
water  works,  driven  away  the  engiaeers  and  disabled  the  engines. 
Eepairs  on  these  were  started  as  soon  as  possible,  and  by  October 
17  one  engiae  was  again  at  work;  by  ISTovember  10  another,  and  by 
ISTovember  30  all  three  were  running.  The  work  on  the  new  tunnel 
was  completed  in  July,  1874,  and  the  Twenty-second  street  pump- 
ing station  was  put  in  operation  in  1876.  As  the  city  grew  and 
its  sewage,  etc.,  became  greater,  the  water  siipply  became  more  and 
more  polluted.  The  construction  of  a  second  water  works  system, 
consisting  of  the  four-mile  crib  with  tunnels  connecting  it  with 
new  pumping  stations  at  Fourteenth  street  and  Indiana  avenue 
and  at  Harrison  street,  near  Halstead,  was  the  next  important  step 
forward,  work  being  begun  in  December,  1887,  and  finally  com- 
pleted ia  189'2.  In  the  meantime  the  town  of  Lake  View,  with  its 
crib  and  tunnel  and  pumping  station  and  mains,  was  annexed  in 
1889,  and  the  tunnel  was  subsequently  extended  to  a  new  crib 
two  miles  from  shore,  which  was  put  into  service  in  1896.  The 
other  adjacent  suburbs,  Hyde  Park  and  the  town  of  Lake,  were  an- 
nexed in  1889,  together  with  other  then  existing  water  works  sys- 
tems, and  the  city  thereafter  replaced  their  pumping  stations  with 
the  large  Sixty-eighth  street  pumping  station,  and  extended  a  tun- 
nel for  its  supply  out  to  a  new  crib  two  miles  from  shore.  The 
Washington  Heights  plant  was  the  next  to  pass  by  annexation  into 
the  possession  of  the  ever-growing  city.  This  took  place  in  1890. 
The  village  had  been  pumping  from  a  well  1,350  feet  deep.  In 
1893  the  city  enlarged  this  well,  and  in  1895  extended  a  sixteen 
inch  main  from  the  Sixty-eighth  street  purfiping  station  to  supply 
the  pumps  at  "Washington  Heights.  Norwdod  Park,  with  its  well 
and  small  pumping  plant  and  water  tower,,  was  annexed  in  1893. 
Tho  village  of  Eogers  Park  became  a  part  qt  the  city  in  1893,  but 
its  water  works  plant  was  then  and  still  is  owned  and  operated  by 
the  Eogers  Park  Water  company.  To  the  water  works  appliances 
built  or  acquired  as  just  described,  the  city  from  time  to  time  made 
additions  or  extensions,  but  these  were  never  completed  fast  enough 
to  keep  pace  with  the  growth  of  the  population,  and  its  demand  for 
more  water. 

The  details  of  the  system  proper  as  it  exists  to-day  are  de- 
scribed in  subsequent  portions  of  this  report,  and  in  the  plates  and 
exhibits  which  accompany  it.  All  this  time  the  pollution  of  the 
water  supply  by  the  city's  own  sewage  continued.  Even  with  the 
crilis  from  two  to  four  miles  from  shore,  floods  in  the  river,  or 
offshore  winds  would  sweep  the  sewage  out*  to  the  cribs,  and  bad 
water  and  the  sickness  and  death  which  follow  in  its  train  were  the 
results. 
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At  length  in  1885,  the  elder  Carter  Harrison,  then  mayor  of 
Chicago,  appointed  a  commission  of  emine.nt  hydraulic  and  sani- 
tary engineers  to  devise  means  to  so  dispose  of  the  city's  sewage  that 
it  should  no  longer  contaminate  the  water  supply.  The  head  of 
this  commission  was  Mr.  Rudolph  Hering,  -and  his  associates  were 
Messrs.  Benezette  Williams,  Samuel  G.  Artingstall  and  L.  B. 
Cooley.  It  is  believed  that  the  final  report  of  this  commission  was 
never  printed.  The  preliminary  report  presented  three  alterna- 
tive recommendations : 

Pirfit,  an  intercepting  sewer,  which  should  gather  all  of  the 
sewage  of  the  city  and  convey  it  to  the  extreme  southern  end  of 
Lake  Michigan,  where  it  was  to  be  pumped  into  the  lake.  At  the 
same  time  all  the  water  works  intakes  were'  to  be  removed  to  the 
northward,  thus  divorcing  the  source  of  supply  from  the  cause  of 
its  pollution. 

Secondj  an  intercepting  sewer  as  in  the  first  plan,  its  ef- 
fluent to  be  pumped  on  to  lands  to  be  used  as  a  sewage  farm.  The 
cost  of  this  second  plan  was  given  as  about  $75,000,000  and  the 
annual  maintenance  at  about  $2,000,000. 

Third,  the  cutting  of  a  channel  connecting  Lake  Michigan, 
with  the  Illinois  valley  watershed.  Into  this  channel  all  of  the 
sewage  of  the  city  was  to  be  directed.  The  third  plant  on  an  en- 
larged scale  has  been  carried  out  by  the  construction  of  the  Chicago 
sanitary  canal.  Lake  water  was  first  turiied  into  this  canal  on 
January  17,  1900.  The  intercepting  sewers  which  are  designed  to 
bring  into  the  canal  the  sewage  which  would  otherwise  naturally 
still  flow  into  the  lake  from  the  eastern  edge  of  the  city,  are  now 
under  construction,  and  in  the  course  of  a  year  most  of  them  will 
be  practically  completed.     *     *     * 

(See  H  50.) 

Chicago  sanitary  canal  was  constructed  by  special  taxation 
under  a  charter  from  the  state.  Its  maintenance  and  operation 
are  not  entrusted  to  the  water  department.  The  whole  undertak- 
ing was  carried  out  primarily  for  the  purification  of  Chicago's 
water  supply,  and  the  sanitary  canal  and  the  intercepting  sewers 
which  are  tributary  to  it,  are  in  large  measure  just  as  much  an  es- 
sential part  of  the  water  works  system  as  a  filtration  plant  or  any 
other  purification  works  would  ordinarily  b6. 

Criis  and  Tunnels. 

See  plates  II  and  III  (not  reproduced  here). 

In  1905  the  committee  of  twenty  of  the  National  Board  of 
Fire  Underwriters  made  an  exhaustive  investigation  of  the  water 
works  system  of  Chicago.  Part  of  this  report  is  attached  hereto, 
as  Exhibit  5,  and  on  pages  eight  and  nine  will  be  found  a  good  de- 
scription of  Chicago's  five  cribs  and  of  the  tunnels  connecting 
them  to  the  several  pumping  stations.  Exhibits  I  and  II  also  con- 
tain a  number  of  interesting  references  to  these  cribs  and  tunnels, 
so  that  it  is  not  thought  necessary  to  do  more  here  than  to  refer 
to  those  reports  .    (These  exhibits  not  reproduced  here.) 
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Pumping  Stations. 

Plates  IV  and  XIII,  inclusive,  are  photographs  of  Chicago's 
ten  pumping  stations.  Plate  XI^"  shows  in  tabulated  form  the 
mechanical  equipment  at  each  station  on  January  1,  1906.  Plate 
XA'  shows  the  essential  details  of  operation  of  the  stations  for  the 
_vear  1905,  and  plate  XTI  gives  their  operating  cost  for  the  same 
period.  Exhibits  I  to  Y,  inclusive,  contain  further  reference  to  the 
pumping  stations,  so  that  the  following  notes  are  intended  only  to 
give  such  information  as  is  called  for  by  the  schedule,  and  as  may 
not  be  found  fully  set  forth  in  the  other  papers  referred  to.  (But 
little  of  the  matter  contained  in  these  exhibits  reproduced,  and 
none  of  the  plates  are  reproduced.) 

The  conditions  in  which  the  engines  and  boilers  are  kej)t  and 
the  general  appearance  of  the  interiors  of.. most  of  the  pumping 
stations  are  such  as  to  give  the  impression  that  the  chief  engineers 
at  the  stations  are  competent  men,  and  this  impression  is  con- 

.  firmed  Ijy  personal  intercourse  with  them.  Regular  daily  reports 
covering  fairly  well  all  the  essential  details  of  the  operation  of  the 

^pumping  stations  are  required  from  each  chief  engineer,  and  since 
the  close  of  1905  ~Sh.  AValter'  A.  Shaw,  acting  city  engineer,  has 
prepared  a  new  and  improved  form  of  report  for  this  purpose. 

:  See  H  16.  H  85,  H  165  and  plates  XA"  and  XVI.     =••     *     * 
See  H  129  and  130.    See  H  5,  H  128  ahd  H  131. 

Sanitary  Condition  of  Water  Supply. 
See  H  5?,  58,  59  and  61.     *     *     * 

Appraisal. 

See  H  30,  H  33,  H  122,  H  34,  H  35,  H  36,  H  42,  H  23, 
H  26,  H  83a  and  H  44. 

For  cost  of  a  comparable  unit  of  service,  see  H  158. 
See  also  H  166  and  H  50. 

(Chicago.)  EXHIBIT  6,  Extract  from  report  by  Air.  AV. 
A.  Levering,  superintendent  of  division  of  water  pipe  extension. 

This  extract,  so  far  as  the  material  has  not  been  embodied  in 
the  answers  to  the  speciiic  inquiries  H  94  and  H  44-J  (fire  cisterns), 

\is  as  follows : 

Distribution  System  of  Water  Maim. 
The  distribution  system  of  water  mains  of  the  city  of  Chicago 
is  one  of  the  largest  single  water  pipe  systems  in  the  world.  It 
consists  of  upwards  of  two  thousand  (2,00Q)  miles  of  water  pipe 
spreading  out  over  an  area  of  more  than  two  hundred  square  miles. 
It  is  all  interconnected  into  one  great  system,  there  being  no  high 
])Tcf-ure  domestic  systems  as  in  most  other  cities  for  the  reason 
that  the  city  is  practically  level.  The  pressure  is  maintained 
throughout  the  system  by  eight  large  pumping  stations  ranging 
fin  capacity  from  thirty  to  eighty  million  gallons  of  water  per  day, 
and  by  three  minor  stations.     Four  of  the  large  stations  are  sit^ 
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uated  along  the  lake  front,  and  the  other  four  are  located  from  one 
and  a  half  to  five  miles  inland.  These  eight  stations  take  their 
water  supply  from  water  tunnels  running  out  into  Lake  Michigan, 
and  connecting  up  with  five  intake  cribs,  which  are  from  two  and 
a  half  to  four  miles  distant  from  the  shore  line.  The  water  in  the 
tunnels  *  *  *  flows  to  the  pumping  stations  by  gravity,  where 
it  is  pumped  into  the  mains  under  pressure.  Large  trunk  mains 
radiate  from  the  four  pumping  stations  along  the  shore  line,  sup- 
plying water  to  the  territory  two  or  three  miles  inland,  where  they 
are  reinforced  by  trunk  mains  from  the  inland  pumping  stations 
which  take  their  supply  from  the  tunnels.  These  trunk  mains  are 
all  interconnected,  so  that  if  any  station  i§  partially  disabled  the 
necessary  supply  and  pressure  can  be  maintained  from  the  other 
stations.  The  water  flows  through  the  large  trunk  mains  to  the 
smaller  mains,  and  thence  through  the  house  service  or  factory  ser- 
vice, finally  reaching  the  consumer.  If  a  consumer  takes  water 
near  a  pumping  station,  he  will  probably  have  no  trouble  from  lack 
of  pressure,  but  if  he  is  a  long  distance  from  the  pumping  station, 
he  will  quite  naturally  suffer  first  from  this  cause.  In  order  to 
facilitate  the  flow  of  water  and  increase  the  pressure  throughout  the 
system,  reinforcements  to  the  trunk  or  feeder  mains  are  being  de- 
signed to  carry  water  with  as  little  loss  in  pressure  as  possible  to 
every  section  of  the  city. 

The  water  pressure  at  the  pumping  stations  varies  somewhat, 
ranging  from  thirty  to  sixty  pounds.  In  one  instance  the  water 
leaves  the  station  under  sixty  pounds  pressure,  and  is  finally  de- 
livered to  the  consumer,  eleven  miles  away  -under  ten  pounds  pres- 
sure. The  delivery  of  water  for  long  distances  is  difficult  and  ex- 
pensive, and  the  common  belief  that  the  use*  of  water  should  be  un- 
restricted is  an  erroneous  one. 

All  water  mains  are  made  of  cast  iron.,  weighing  in  excess  of 
Class  "D"  of  the  N"ew  England  water  woijks  standard,  which  re- 
quires a  test  pressure  of  three  hundred  pounds  per  square  inch. 
The  cast  iron  pipe  is  always  inspected  at  the  foundry  by  a  repre- 
sentative of  the  city.  Beginning  with  1906,  all  water  pipe  when 
laid  will  be  subjected  to  a  pressure  of  one  hundred  pounds.  The 
depth  of  cover  for  water  mains  laid  in  the  city  of  Chicago  ranges 
frOm  3^  to  5^  feet.  Smaller  mains  from  which  service  pipes  are 
taken  are  generally  laid  at  a  depth  of  5^  feet,  when  the  surface  of 
a  street  is  established  grade.  If  the  surface  of  the  street  is  below 
grade,  then  the  pipe  is  laid  5J  feet  below  the  surface.  This  guar- 
antees a  protection  from  frost,  which  sonietimes  penetrates  the 
ground  to  a  maximum  depth  of  five  feet.  A.  complete  record  of  all 
water  mains  is  kept  in  atlases  of  a  scale  of  200  feet  to  the  inch, 
which  show  the  size  and  location  of  mains,  hydrants,  valves  and 
fire  cisterns,  and  the  date  of  their  installation.  These  maps  are 
all  strong,  well  bound  canvas  back  books,  kept  on  file  in  the  office 
for  constant  reference.  As  soon  as  any  pipe  lines  or  accessories 
are  completed,  or  any  changes  made,  they  are  immediately  recorded 
in  the  proper  atlas  books,  so  that  a  complete  and  up-to-date  system 
of  records  of  pipe  lines  is  always  at  hand. 
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Water  Service  Pipes.- 

Prior  to  the  passage  of  the  amendment  of  the  ordinance  of 
July  5,  1905,  covering  the  iiistalling  of  water  service  pipes,  all 
pipes  were  installed  and  maintained  from  the  mains  to  the  buffalo- 
box  by  and  at  the  expense  of  the  interested  property  owner.  On 
that  date  an  ordinance  ^\as  passed  requiring  the  work  to  be  done  by 
and  at  the  expense  of  the  city  of  Chicago.  This  comprehended  the 
expenditure  of  a  large  sum  of  money,  for  which  no  provision  was 
made  by  appropriation,  so  that  the  city  was  unable  to  immediately 
comply  with  the  full  requirements  of  the*  ordinance.  However, 
orders  were  issued  that  the  repairs  of  services  should  be  made  by 
this  division,  and  the  expense  thereof  taken  from  our  appropriation 
for  maintenance  and  repairs  to  the  water  system.  This  order  has 
been  complied  with,  and  895  service  pipes  wfere  repaired  at  an  aver- 
age cost  of  $8.73  each.  Beginning  with  1906,  the  water  service 
pipes  will  be  installed,  as  weU  as  repaired;,  by  this  division,  and 
although  it  will  greatly  increase  the  work  of  the  division,  it  is  pro- 
posed to  distribute  the  work  in  the  various  districts  and  perform 
the  same  in  the  manner  now  observed  in  the  installation  of  water 
mains.  The  record  of  service  pipes  is  kept  in  small  atlases,  num- 
bering in  all  about  117  books,  each  book  having  140  pages,  accom- 
modating from  one  to  two  average  city  blocks.  The  records  in 
these  books  are  drawn  to  a  scale  of  50  feet  to  the  inch, 
and  show  the  size  of  lots,  width  of  streets,  accurate  location  of 
water  mains  and  services  leading  into  lots,  also  giving  curb  stop- 
box  location,  and  the  location  of  tap  or  ferrule  in  main.  They 
also  show  the  size  and  class  of  buildings. 

Hydrants. 

At  every  street  intersection  in  the  city  of  Chicago  there  are 
one  or  more  hydrants,  and  they  are  also  placed  in  the  center  of  long 
blocks.  They  serve  the  purpose  of  supplying  water  to  fire  engines, 
to  street  sprinklers  for  flushing  streets  and  sewers,  and  for  supply- 
ing water  for  building  construction  and  other  temporary  uses.  The 
constant  use  of  hydrants  by  the  great  number  of  miscellaneous 
users,  not  including  the  fire  department,  causes  a  considerable  ad- 
ditional source  of  expense  for  maintenance.  A  solution  of  the 
problem  is  sought  whereby  these  u^ers  can  secure  water  satisfac- 
torily from  other  sources. 

The  hydrants  throughout  the  city  are  of  several  makes  and 
designs,  including  the  Cregier,  Holly,  Ludlow,  ilathews,  Wood, 
Chapman,  Gaskill,  Edd}',  ilorgan  and  Crane  hydrants.  The  stand- 
ard hydrant  adopted  by  the  city  is  the  Cregier  design,  and  consti- 
tute? about  80  per  cent,  of  the  total  number  of  hydrants  in  use. 
This  hydrant  is  made  after  a  patent  issued  some  twenty-five  years 
ago,  and  is  not  entirely  satisfactory.  Improvements  upon  it  are 
now  being  considered.  These  hydrants  are  made  in  the  water 
works  shops,  which  are  owned  and  operated  by  the  city. 

Hydrants  are  generally  designated  as,"  one-way, 'two-way  or 
three-way  hose  hydrants,  according  to  the  number  of  outlets  or 
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hose  attachments  they  have,  and  are  connected  to  the  water  main 
in  the  street  by  a  four  inch  or  six  inch  water  pipe.  For  most 
purposes,  the  two-way  hydrant  is  the  more  convenient,  and  gen- 
erally used  throughout  the  city.  The  one-way  or  single  nozzle 
hydrants  have  a  two  and  a  half  inch  hose  connection.  The  two- 
way  or  double  hydrants  have  two  two  and  a  half  inch  hose  con- 
nections, or  have  two  three  and  one-half  inch  or  four  inch  steamer 
connections.  The  larger  of  these  two-way  hydrants  are  to  be  found 
generally  in  the  downtown  or  congested  districts.  The  two-way 
hydrants,  Tvith  three  and  a  half  inch  steamer  connections  are 
especially  designed  for  the  high  pressure  system.  The  three-way 
hydrants  have  two  two  and  a.  half  inch  hoge  connections,  and  one 
four  inch  steamer  connection.  The  major  portion  of  the  latter  are 
located  south  of  Thirty-ninth  street. 

The  Cregier  hydrant  is  not  provided  with  the  frost  jacket  and 
cannot  be  removed  from  its  place  except  by  removing  bolts  from 
bottom  of  hydrant.  To  provide  an  access  to  the  hydrants  a  cir- 
cular brick  basin  is  built  around  each  hydrant's  stem,  below  the 
sidewalk  level.  The  basin  is  also  used  in  connection  with  the  pro- 
tection of  the  hydrant  from  frost,  and  is  filled  with  manure  above 
a  wooden  platform  or  false  bottom,  which  is  separated  about 
one  foot  above  the  hydrant  branch,  thereby  permitting  hydrant 
basin  being  drained  to  sewer  by  four  inch  tile  pipe.  The  manure 
is  put  into  the  hydrant  basins  late  in  the  fall.  The  work  requires 
about  two  months  time  just  before  winter  sets  in,  and  was  done 
this  fall  at  an  average  cost  of  93  cents  for  each  basin.  In  the 
spring  the  manure  is  removed,  the  hydrant  basin  thoroughly 
cleaned,  and  all  hydrants  placed  in  good  condition.  A  systematic 
inspection  is  made  every  fall  and  spring,  when  all  hydrants  are 
oiled  and  repaired.  This  work  is  done  under  the  direction  of  the 
district  foreman.  During  cold  weather  men  are  assigned  to  a  def- 
inite territory  to  detect  frozen  hydrants.  In  the  downtown  dis- 
trict during  this  period  the  hydrants  are  tested  every  day,  and  in 
the  outlying  districts  they  are  inspected  every  two  or  three  days. 
After  fires  all  hydrants  used  are  reported  and  inspected  immediately 
under  the  direction  of  the  district  foreman.  Frozen  hydrants  are 
usually  thawed  by  hot  water.  Common  salt  is  also  sometimes 
thrown  in  to  start  the  thawing.  The  number  of  frozen  hydrants 
reported  during  the  winter  season  is  small. 

(Fire  cisterns,  see  Note  8  in  answer  to  H  44a.) 

Valves. 

There  are  now  in  the  city  of  Chicago  about  16,940  valves  on 
water  mains,  ranging  in  size  from  four  inches  to  thirty-six  inches. 
A  valve  on  a  water  pipe  is  used  to  stop  the  flow  of  water  in  the 
main,  either  temporarily  or  permanently  for  some  purpose.  They 
are  necessary  to  cut  off  the  flow  in  case  of  a  break,  to  control  the 
Sow  in  order  to  equalize  the  pressure  in  any  portion  of  the  system, 
and  are  used  when  connecting  new  pipe  lines  to  the  existing  mains. 
In  case  it  is  desired  to  connect  mains  without  stopping  the  flow 
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of  water,  a  Smith  patent  sleeve  and  valve  is  used,  permitting  the 
main  to  be  tapped  while  it  is  under  water  pressure.  In  addition 
to  the  frequent  inspection  in  connection  with  their  usage,  a  system- 
atic and  complete  inspection  is  made  once  a  year  in  the  fall  of 
all  gate  valves  throughout  the  entire  system  to  ascertain  if  they  are 
properly  oiled,  and  in  thorough  working  condition,  to  detect  leakage 
and  to  see  if  valve  boxes  are  clean.  This  immense  task  is  done 
under  the  direction  of  the  eight  district  foremen.  In  order  that 
valves  may  be  accessible  for  repairs  and  inspection,  a  circular  brick 
basin  is  built  around  them,  provided  with  a  cast  iron  cover  on  the 
surface  of  the  street.  Whenever  a  gate  valve  is  closed  and  the 
water  supply  is  temporarHy  cut  off,  all  consumers  are  notified  in 
the  territory  affected,  and  the  fire  department  is  notified  promptly 
by  the  foreman  of  the  district.  In  important  cases  a  letter  from 
the  superintendent  of  water  pipe  extension  to  the  fire  department 
follows  the  telephone  message  by  the  district  foreman.  The  spac- 
ing of  the  valves  in  the  city  is  greater  than  it  should  be,  partic- 
ularly in  the  downtown  section.  However,  this  condition  has  been 
materially  improved,  as  shown  by  the  number  of  valves  added  dur- 
ing the  past  year  to  thq  system. 

To  further  improve  the  situation,  so  that  in  case  of  accident 
or  repair,  not  more  than  one  business  block  or  two  residence  blocks 
will  be  without  water,  an  appropriation  of  ten  thousand  dollars 
will  be  asked.  If -received,  this  appropriation  will  also  be  applied 
to  installing  additional  valves  on  large  feeder  mains. 

Pressure  Gauges. 
Throughout  the  city  in  the  low  pressure  districts,  the  depart- 
ment has  placed  continuous  recording  pressure  gauges,  which  show 
the  variations  of  pressure  in  the  water  mains.  These  gauges  record 
the  pressure  upon  discs  which  run  for  seven  days.  They  are  placed 
in  the  fire  engine  houses,  where  they  can  be  looked  after  by  the  fire 
department.  By  the  use  of  these  gauges,  the  department  is  able  to 
know  at  all  times  what  pressures  are  being  maintained  in  the  mains. 
This  is  important  as  the  question  of  pressures  has  a  direct  bearing 
upon  conditions  for  which  the  department  js  responsible.  At  the 
present  time,  ten  of  these  recording  gauges  have  been  installed,  and 
others  will  be  installed  as  appropriation  for  them  is  made.  The 
data  furnished  by  the  recording  gauges  is  supplemented  by  pres- 
sure gauge  readings  taken  from  hydrants. 

Leaks  and  Breaks. 
(See  H  162.) 

A  considerable  number  of  leaks  and  breaks  occurred  during 
the  year.  These  were  not  serious,  however;  excepting  one,  which 
was  the  bursting  of  a  thirty-six  inch  feeder  main  in  the  vicinity 
of  Eighteenth  and  La  Salle  streets  under  the  track  elevation  at 
that  point,  fiooding  the  entire  neighborhood  and  to  some  extent 
doing  damage  to  railroad  property  and  buildings  in  the  immediate 
vicinity.    The  cause  of  this  break  is  not  definitely  known,  but  in- 
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dications  point  to  the  fact  that  a  small  leak  occurred  in  the  lead 
joint.  The  water,  instead  of  appearing  on  the  surface,  probably 
found  its  way  underground  to  the  sewer,  washing  the  earth  from 
around  the  joint  of  pipe,  which  settled  from  the  jar  of  trains  run- 
ning every  day,  causing  the  break. 

The  leaks  reported  and  repaired  are  given  as  follows : 

Joints  ia  mains 2,376 

Hydrants 3,898 

Private  service  pipe  shut  off 646 

Private  service  repaired  by  owner  .i 714 

Private  service  repaired  by  city. 573 

Miscellaneous  complaints 690 

Important  Work  Done  During  Year  1905. 
With  a  view  to  increasing  the  water,  supply  and  pressure  in 
the  north  end  of  Hyde  Park,  where  trouble  from  low  pressure  has 
existed  for  several  years,  a  new  large  pump  was  iastalled  at  the 
Sixty-eighth  street  pumping  station.  Prom  this  station  a  thirty- 
six  inch  discharge  main  was  laid,  connecting  to  the  Hyde  Park  sys- 
tem. There  was  also  laid  about  four  miles  of  thirty-six  inch  pipe 
from  Sixty-seventh  street  to  Sixtieth  street,  in  Sixtieth  street  from 
Cottage  Grove  avenue  to  Wabash  avenue,  and  in  Wabash  avenue 
from  Sixtieth  street  to  Porty-third  street.  In  Porty-third  and 
Porty-seventh  street  about  one  and  a  half  miles  of  sixteen  inch  pipe 
was  laid  each  from  Wabash  avenue,  distributing  the  supply  from 
this  thirty-six  inch  main  throughout  the  territory  as  far  east  as 
Cottage  Grove  avenue.  These  improvements  have  increased  the 
supply  materially  and  no  complaint  of  lack  of  pressure  is  now  re- 
ceived. The  laying  of  about  two  and  onferhalf  miles  of  twenty- 
four  inch  pipe  in  Austin  avenue  from  Madison  street  to  Twelfth 
street,  and  in  Twelfth  street  from  Austin  avenue  to  Porty-eighth 
avenue,  connecting  with  the  water  supply  system  at  the  latter 
point,  gives  a  reinforcement  to  the  Austin  mains  from  the  Central 
Park  avenue  pumping  station,  increasing  the  pressure  and  elim- 
inating the  danger  to  the  village  from  its  being  entirely  dependent 
on  the  thirty-six  inch  supply  main  from  the  Springfield  avenue 
pumping  station.  Another  section  of  the  city  where  the  water 
pressure  has  been  extremely  low  is  that  which  lies  southwest  of  the 
stock  yards  district.  To  relieve  this  condition  one  and  a  half 
miles  of  sixteen  inch  pipe  was  laid  ia  Popty-seventh  street  from 
the  twenty-four  inch  main  in  California  avenue  to  Ashland  ave- 
nue, connecting  to  all  intersecting  small  water  pipes.  In  connec- 
tion with  the  installation  of  the  Eeidler  pump  at  Chicago  avenue 
pumping  station,  a  thirty-six  inch  discharge  pipe  was  laid,  con- 
necting with  existing  mains.  The  deepening  and  widening  of  the 
North  branch  of  the  Chicago  river  by  the  sanitary  district  required 
the  removing  of  the  twenty-four  inch  main  on  the  bottom  of  the 
river  at  Montrose  avenue,  and  the  construction  of  an  eight  foot 
diameter  tunnel,  through  which  this  division  laid  a  thirty-six  inch 
main  to  replace  the  twenty-four  inch  main  temoved. 
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Considering  the  many  and  varied  interests  at  stake,  involving 
a  possible  loss  of  millions  of  dollars  in  the  ease  of  fire,  the  most 
important  work  done  by  this  division  has*' been  the  installing  of 
valves  in  the  downtown  district  bounded  by  Chicago  river  on  the 
north.  Twelfth  street  on  the  south,  Chicago'  river  on  the  west,  and 
Michigan  avenue  on  the  east.  Prior  to  the  placing  of  additional 
valves  in  this  district,  in  case  of  repairs  to  the  water  mains,  it  re- 
quired the  cutting  off  of  the  water  supply  from  several  blocks  of 
business  houses,  office  buildings  and  theatres.  Had  a  fire  occurred 
when  water  was  shut  off  from  these  mains,  imder  the  old  conditions, 
it  would  have  been  impossible  for  the  fire  department  to  obtain 
an  adequate  supply  of  water  and  an  immense  conflagration  might 
have  been  the  resTilt.  With  the  placing  of  these  valves  there  is  no 
danger  to  the  downtown  business  district  which  cannot  be  cov- 
ered by  fire  protection  during  the  repair  of  g,  leak  in  any  portion  of 
this  district. 

A  further  feature  of  this  installation  of  valves  is  the  reduction 
in  the  cost  of  repairs,  and  the  insuring  the  city  against  loss  from 
damage  in  case  of  a  break  in  the  mains,  which  tmder  the  old  sys- 
tem might  have  flooded  the  basements  of  business  buildings  before 
the  siipply  to  the  section  eoidd  be  cut  off. 

Austin  Acquisition. 

On  August  4,  1905,  the  city  of  Chicago  purchased  from  the 
Chicago  Suburban  Water  and  Light  company,  for  $250,000,  that 
portion  of  said  company's  system  lying  east  of  Austin  avenue, 
amounting  to  22.8  miles  of  pipe,  from  four  inch  to  ten  inch  iii 
diameter,  285  hydrants  of  the  Mathews  type,  and  136  valves. 

The  pressure  carried  prior  to  the  purchase  of  the  plant  was 
40  poimds  domestic  and  60  pounds  fire  pressure.  Upon  being  taken 
over  by  the  city  of  Chicago,  the  domestic  pressure  in  Austin  was 
reduced  to  about  17  poimds,  which  has  since  been  increased  to 
23  or  25  pounds  by  laying  large  feeder  mains  into  this  territory. 
Fifty-five  per  cent,  of  the  pipe  in  Austin  is  four  inch  in  diameter, 
with  poor  reinforcements  in  the  way  of  connections  to  larger 
mains.  Under  the  present  pressure,  any  of  the  mains  are  too  small 
to  furnish  an  adequate  supply  in  case  of  fire,  and  an  appropriation 
of  $20,000  is  asked  for  additional  supply  pipe  to  reinforce  the 
four  inch  mains.  The  water  service  pipes,  of  which  there  are 
about  2,702,  are  mostly  f  inch  in  diameter,  connected  by  one-half 
inch  tap,  and  with  the  decreased  pressure  are  insufficient  to  supply 
the  needs  of  many  of  the  consumers.  Complaints  are  made  daily 
by  residents  having  insufficient  pressure  on  upper  floors.  Unless 
some  method  is  at  once  used  for  increasing'  the  pressure,  some  of 
these  services  supplying  the  larger  buildings  will  have  to  be  re- 
placed, and,  as  the  streets  are  paved  with  asphalt,  the  ultimate  cost 
to  the  city  will  be  approximately  ten  thousand  dollars.  Consider- 
able trouble  from  frost  is  also  anticipated,  in  case  of  severe  cold 
weather,  as  the  Austin  system  has  but  four  and  one-half  feet  of 
cover.     At  the  time  the  city  purchased  the  system,  some  of  the 
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streets  in  the  territory  bounded  by  Austin  avenue,  Augusta  street, 
Fifty-second  avenue  and  Chicago  avenue,  were  being  paved  and 
graded,  so  that  in  some  cases  the  pipe  was  only  covered  about  two 
to  two  and  one-half  feet,  leaving  but  little  covering  on  the  services. 
If  the  services  should  freeze,  this  would  be  the  source  of  consider- 
able additional  expense  for  maintenance.  Electrolysis,  a  serious 
form  of  corrosion  which  has  given  trouble  in  Chicago,  is  the  elec- 
trolysis which  is  caused  by  return  currents  from  electric  railways. 
The  currents  should  return  through  the  rails  and  other  circuits 
provided,  but  as  these  are  not  always  thoroughly  insulated  and 
bonded,  a  portion  of  the  current  passes  through  the  earth  to  that 
sub-structure  which  forms  the  easiest  channel  for  the  current  to 
return  to  the  generating  station.  As  the  iron  water  pipe  is  near 
to  the  street  car  tracks,  the  current  finds  its  way  to  it  first,  then  it 
flows  along  the  pipe  with  more  or  less  resistance  until  it  reaches  a 
neighborhood  where  the  rails  or  some  other  conductors  are  of  a 
lower  potential  than  the  water  pipe,  this  being  usually  in  the 
vicinity  of  the  power  house.  The  current  then  leaves  the  pipe,  and 
in  doing  so  sets  up  corrosive  electrolytic  action.  Such  action  takes 
place  only  where  the  current  passes  from  the  pipe  to  the  ground, 
and  not  vice  versa.  Slight  currents  do  not  affect  the  pipe,  but 
where  sufficiently  strong  to  set  up  electrolytic  action  a  constant 
eating  away  of  the  pipe  is  in  progress,  and  an  opening  in  the 
water  mains  or  service  is  the  result.  This  corrosion  takes  place  so 
rapidly  in  some  cases  that  the  pipe  is  practically  eaten  through 
in  three  or  four  years.  This  electrolytic  action  has  been  going  on 
quietly  for  a  long  period  of  time.  Evidence  of  this  is  furnished 
by  the  appearance  of  leaks  on  the  surface.  To  investigate  this  mat- 
ter during  the  coming  year,  a  systematic  survey  will  be  instigated 
throughout  the  entire  city  to  ascertain  the  districts  most  affected 
by  this,  and  to  fix  the  responsibilty  for  the  damage  resulting  from 
this  destruction. 

Removal  of  Pipe  Under  Track  Elevation. 
The  serious  break  in  the  thirty-six  inch  main  at  La  Salle  and 
Eighteenth  streets  (hereinbefore  referred  to)  has  again  called  at- 
tention to  the  fact  that  all  mains  under  track  elevation,  where  same 
are  not  placed  in  subways,  should  be  removed  to  streets  where  only 
the  average  amount  of  filling  would  be  over  same.  This  matter 
was  especially  mentioned  in  the  report  of  190S,  but  at  that  time 
no  action  was  taken  towards  the  replacing  of  these  mains,  and  as 
there  are  several  such  cases  in  the  city,  an  appropriation  of  fifty 
thousand  dollars  has  been  requested  from  the  finance  committee 
for  the  year  1906,  in  order  that  immediate,  steps  may  be  taken  to 
the  end  that  there  can  be  no  recurrence  of  the  conditions  met  with 
in  repairing  breaks  similar  to  that  mentioned  above. 

Recommendations  for  1906. 
Laying  additional  large  feeder  mains  in  low  pressure  districts; 
connecting  all  "dead  ends"  wherever  possible  for  better  cireula- 
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tion  about  system;  laying  pipe  ia  Austin  to  insure  supply  for  fire 
protection;  placing  additional  valves  throughout  the  system;  im- 
proving Cregier  hydrants  and  valves  to  obtain  the  best  results  from 
their  usage;  providing  a  substitute  for  hydrant  to  be  used  by  con- 
tractors and  sprinklers ;  improving  pipe  and  district  yards  and  pur- 
chasing additional  land  for  yards;  installing  more  pressure  record- 
ing gauges;  making  an  electrolysis  survey j  removing  pipe  from 
track  elevations. 

Cleveland.    Supplementary  report. 

The  engineer's  supplementary  report  on  Cleveland,  so  far  as 
not  embodied  in  the  answers  to  the  questions  in  the  schedule,  is 
as  follows : 

General  Description.. 

The  city  of  Cleveland  lies  on  the  southeast  shore  of  Lake  Erie, 
and  on  the  east  and  west  bank  of  the  Cuyahoga  river,  which  flows 
northwesterly  in  a  very  tortuous  channel  through  the  central  por- 
tion of  the  city.  The  ground  rises  abruptly  from  the  lake  shore  to 
an  elevation  of  about  eighty  feet,  forming  a  plateau  which  extends 
parallel  to  the  shore,  and  on  which  the  larger  part  of  the  city  is 
built.  For  half  a  mile  or  more,  from  the  edge  of  the  plateau,  the 
ground  lies  almost  level,  except  where  it  is  cut  through  by  the 
river,  and  then  rises  with  the  gradually  increasing  slope  to  hills 
some  four  hundred  feet  high  to  the  south,  and  southeast.  Plate 
I  shows  the  topography  of  the  city  (not  reproduced).  The  busi- 
ness center  of  the  city  lies  half  a  dozen  blocks  northeast  of  the 
river,  and  about  the  same  distance  southeast  of  the  lake  front.  The 
best  residence  districts  lie  to  the  northeast  and  to  the  southwest, 
and  in  a  territory  of  more  recent  development,  on  the  high  ground 
to  the  eastward. 

The  city  takes  its  entire  water  supply  from  Lake  Erie.  There 
are  two  cribs,  known  as  the  Bast  Side  crib  and  the  West  Side  crib 
respectively.  On  account  of  pollution  froni  the  shore,  the  West 
Side  crib  is  not  now  used,  being  held  in  res.erve,  so  that  all  of  the 
water  now  pumped  to  the  city  is  drawn  from  the  Bast  Side  crib. 
There  are  three  pumping  stations;  of  these,  two,  the  Division 
street  station  and  the  Kirtland'  street  station,  are  on  the  lake  front. 
The  engines  at  the  Kirtland  street  station  now  pump  the  entire  sup- 
ply, some  of  it  being  delivered  directly  into  the  low  service  dis- 
tributing system  of  mains,  and  into  Bairmount  reservoir,  while 
some  is  forced  to  the  suction  pipe  of  one  of  the  engines  at  the  Di- 
vision street  station,  which  gives  it  the  added  pressure  necessary 
to  deliver  it  into  the  first  high  service  system  and  Kinsman  reser- 
voir. The  other  engines  at  Division  street  station  are  held  in 
reserve. 

The  third  pumping  station  is  located  at  Bairmount  reservoir, 
and  draws  water  from  the  Bairmount  reservoir  for  supplying  the 
first  high  service  system  and  Kinsman  reservoir. 
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Historical  BTcetch. 
An  "act  to  incorporate  the  Cleveland  "Water  Company,"  dated 
January  35,  1833,  created  "Philo  Scovill  and  his  associates  for 
the  time  being,  their  successors  and  assigns,^'  a  body  corporate  and 
politic  by  the  name  of  the  Cleveland  Water  company,  for  the  pur- 
pose of  supplying  the  village  of  Cleveland,  m  the  county  of  Cuya- 
hoga, with  good  and  wholesome  water.  The  capital  stock  of  the 
company  was  fixed  at  $25,000,  with  the  right  to  increase  it  to 
$50,000.  By  an  amendment  enacted  March  19,  1850,  the  capital 
stock  of  the  Cleveland  Water  company  was  increased  to  $100,000, 
and  the  company  was  authorized  to  make  a  further  increase  when 
necessary  to  $300,000,  and  the  rights  of  the  company  were  ex- 
tended to  embrace  the  territory  included  within  the  corporate  lim- 
its of  the  city  of  Cleveland,  and  county  of  Cuyahoga.  It  appears 
that  the  original  charter  was  accepted  on  February  8,  1850,  and 
carried  into  effect  by  the  subscription  of  $37,000  to  the  capital 
stock,  and  that  subsequently  on  May  4,  1850,  an  organization  was 
effected  by  the  election  of  officers. 

Nothing,  however,  appears  to  have  been  done  by  the  Cleveland 
Water  company  in  the  way  of  constructing  a  water  works  plant; 
and  beyond  the  brief  mention  of  its  organization  just  given,  and 
which  was  taken,  together  with  most  of  the  other  data  contained 
in  this  historical  sketch,  from  the  annual  reports  of  the  water  de- 
partment of  the  city  of  Cleveland,  there  is  no  further  allusion  to 
the  Cleveland  Water  company.  From  such  reports  as  are  available, 
the  fact  would,  therefore,  seem  to  be  established  that  the  plant 
hereinafter  described,  the  construction  of  which  was  begun  by  the 
city  in  1854,  was  the  first  to  supply  water  for  Cleveland.  On  Feb- 
ruary 38,  1853,  Mr.  Theodore  L.  Scowden,  hydraulic  engineer  of 
Cincinnati,  Ohio,  presented  to  the  mayor  and  city  council  of  Cleve- 
land, a  report  on  the  subject  of  a  complete  water  works  system  for 
the  city  as  it  then  existed,  accompanied  by  estimates  as  to  the  cost 
of  the  work.  The  estimates  included  an  aqueduct  from  the  lake 
to  the  engine  house,  an  engine  and  boiler  house  with  stack,  two 
Cornish  pumping  engines,  each  of  three  million  gallons  daily  ca- 
pacity ;  Cornish  boilers,  standpipe  and  reservoir  tower ;  and  a  system 
of  distributing  mains ;  amounting  altogether  with  real  estate  and 
contingencies,  to  $380,766.65.  The  capacity  of  plant  was  based 
on  its  having  to  supply  an  average  of  thirty  gallons  per  capita  per 
day  to  a  population  of  one  hundred  thousand  people. 

In  the  report  of  a  special  water  works  committee  appointed 
at  about  this  time  to  investigate  the  subject  of  a  supply  of  pure 
water  for  the  city,  the  population  of  the  city  is  estimated  at  aboiit 
five  thousand  families.  The  general  plan  suggested  by  Mr.  Scow- 
den in  his  preliminary  report  was  practically  approved  by  the 
committee,  and  he  was  recommended  as  a  desirable  person  to  pre- 
pare a  final  and  more  thorough  report,  with  detailed  estimates. 
Analyses  of  water  from  various  sources  made  in  1853  form  the  sub- 
ject of  a  report  by  Professor  W.  W.  Mather,  which  accompanied  the 
report  of  the   committee.     Professor   Mather  recommended   the 
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lake  as  the  source  of  supply.  Under  the  caption  "Mode  of  doing 
the  ■work,"  the  report  of  the  special  committee  states  that  "all  ex- 
perience shows  that  such  undertakings  can  be  carried  on  more  eco- 
nomically by  individuals  or  companies  than  by  municipal  corpora- 
tions, and  also  better  managed  after  construction." 

in  this  case,  however,  there  was  not  sufficient  inducement  at 
the  start  for  private  capitalists,  although  some  had  proposed  to 
share  the  cost  with  the  city.  The  committee  could  find  in  the 
charter  nothing  whereby  the  water  works  could  be  a  mixed  affair. 
It  must  be  wholly  either  a  public  or  private  work.  The  committee 
had  knowledge  of  the  existence  of  a  charter,  and  of  the  fact  that 
a  private  company  was  organized  under  it-,  but  did  not  consider 
itself  sufficiently  acquainted  with  the  valiidity  of  the  charter  to 
express  an  opinion  as  to  its  availability  as  an  aid  to  the  city  in 
building  its  works.  The  committee's  report  further  states:  "One 
thing  is  clear  to  us,  the  city  should  by  no  means  allow  the  power 
to  pass  from  them  of  either  keeping  the  control  or  assuming  it 
at  such  time  as  they  might  think  proper  upon  certain  stipulated 
terms." 

In  June,  1853,  Mr.  Scowden  submitted  another  report,  which 
contained,  along  with  recommendations  and  estimates  for  other  fea- 
tures of  a  complete  plant,  comparative  estimates  of  costs  of  reser- 
voirs of  five  million  gallons  capacity,  to  be  erected  on  one  or  the 
other  of  several  different  sites.  The  site  at  the  corner  of  Kentucky 
and  Prospect  streets  was  recommended  by  him,  and  the  city's 
first  reservoir,  long  since  abandoned,  was  built  at  that  point,  its  site 
now  being  occupied  by  public  park.  Mr.  Scowden's  estimate  of 
the  cost  of  the  completed  works,  as  recommended  in  his  second 
report,  was  $461,314.62.  The  works  included  a  fifty  inch  inlet 
pipe  of  f  inch  boiler  plate,  extending  into  the  lake  three  hundred 
feet  from  shore,  connected  at  the  shore  end  to  an  aqueduct  four 
feet  by  five  feet  inside  diameter  and  3,550  feet  long,  leading  to 
the  pump  well  at  the  engine  house.  The  outer  end  of  the  intake 
pipe  was  protected  by  driving  piles  around  it,  so  as  to  form  two 
concentric  circles,  the  space  between  which  was  filled  with  stones 
to  the  tip  of  the  pile.  The  engine  house  was  of  brick  solidly  built, 
and  included  a  stack  and  a  masonry  tower  .enclosing  a  standpipe 
36  inches  in  diameter,  and  148  feet  high.  Each  of  the  two  Cornish 
engines  had  a  steam  cylinder  seventy  inches  in  diameter,  with  ten 
foot  stroke,  and  a  pump  cylinder  thirtv  inches  in  diameter  by 
eight  feet  ten  inches  stroke.  The  walking  beams  weighed  fortV 
tons  each.  There  were  three  Cornish  boilers,  each  six  feet  in 
diameter,  and  28  feet  long.  The  surface  of  the  ground  on  the 
reservoir  side  not  being  high  enough  to  gite  the  desired  height, 
it  was  necessary  in  constructing  it  to  first  build  up  a  solid  em- 
bankment twenty-one  feet  high  over  the  entire  surface.  On  the 
plateau  thus  formed  retaining  embankments  were  raised  23  feet 
higher.  The  reservoir  was  designed  to  hold  six  million  gallons  at 
twenty  feet  in  depth.  The  distributing  system  comprised  about 
fourteen  miles  of  pipe,  202  gate  valves  and  200  fire  hydrants.  The 
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works  were  begun  on  August  10,  1854,  and  water  was  turned  into 
the  city  temporarily  September  34,  1856,  the  event  being  cele- 
brated with  great  joy  and  enthusiasm  by  the  officials  and  citizens. 

While,  viewed  in  the  light  of  later  developments,  the  predic- 
tions of  those  who  planned  the  city's  first  water  works  as  to  con- 
tinued immunity  from  pollution  of  lake  water  taken  only  three 
hundred  feet  from  shore,  and  as  to  the  maximum  estimated  con- 
sumption, appear  to  have  been,  to  say  the  least,  sanguine,  it  is 
interesting  to  note  that  the  large  and  difficult  work  undertaken 
by  those  early  engineers  seems  to  have  been  otherwise  admirably 
planned  and  well  carried  out,  while  its  cost  was  in  every  case  re- 
markably close  to  the  estim^ates.  The  city  seems  to  have  been  ex- 
ceedingly fortunate  in  securing  the  services  of  Mr.  Scowden. 

For  the  first  year  or  two  the  running  expenses  and  repairs  of 
the  new  plant  were  in  excess  of  the  receipts, -but  in  1858  there 
was  a  balance  of  over  two  thousand  dollars  on  the  right  side, 
which  was  increased  to  over  five  thousand  dollars  in  1859,  so  that 
on  January  1,  1860,  the  total  receipts  since  the  date  of  commenc- 
ing to  nm  the  works  had  exceeded  the  total  running  expenses  and 
repairs  for  the  same  period  by  $1,687.16.  In  the  report  of  the 
trustees  for  the  year  ending  December  31,  1860,  we  find  that  there 
were  then  33^  miles  of  mains,  138  fire  hydrants  and  49  street 
reservoirs,  or  fire  cisterns,  35  of  them  supplied  from  city  mains. 
The  daily  pumpage  was  a  little  over  700,000  gallons,  being  14.11 
gallons  per  day  per  capita  for  all  the  inhabitants,  and  101.57  gal- 
lons per  day  per  capita  of  consumers.  The  purity  of  the  supply 
having  fallen  under  suspicion,  the  trusteea  referred  to  the  analy- 
ses made  by  Professor  Mather  in  1852,  and  stated,  evidently  in 
all  seriousness,  that  in  view  of  these  analyses  they  could  not  see 
the  necessity  for  a  new  analysis. 

In  1865,  however,  a  report  of  Professor  J.  L.  Cassels,  while 
rather  indefinite  in  some  of  its  conclusions,  showed  that  the  water 
at  the  existing  intake  three  hundred  or  four  hundred  feet  from 
shore  was  by  no  means  so  good  as  at  a  point  three  thousand  feet 
further  out.  In  the  report  for  1866,  the  trustees  considered  as 
"a  remote  possibility"  the  extension  of  an  underlake  tunnel,  "to 
secure  purity  of  the  water  now  occasionally  tainted  by  petroleum, 
the  residuum  from  the  oil  refineries  located  on  our  rivers  and 
streams,  which  are  adjacent,  and  thence  carried  into  the  lake." 
In  the  1868  report  "plans  are  being  prepared  for  the  extension  of 
the  inlet  in  order  to  obtain  a  supply  of  water  free  from  unpleas- 
ant or  injurious  substances."  Up  to  this  time,  December  31, 
1868,  the  total  expenditures  for  construction  and  extension  of 
water  works  plant  had  amounted  to  $722,273.33.  There  were 
39^  miles  of  mains,  545  gate  valves,  and  235  fire  hydrants.  By 
early  in  1869,  surveys  for  the  tunnel  had  been  completed,  and  dur- 
ing "that  year  the  third  shaft  was  sunk.  By  the  end  of  1870,  this 
tunnel,  which  was  five  feet  in  diameter,  was  well  under  way,  2,710 
lineal  feet,  having  been  completed  from  the  shore  shaft  outwards. 
The  crib  had  been  built  and  towed  out,  and=  was  sunk  in  October, 


330  NATIONAL     CIVIC     FEDERATION. 

1870.  A  succession  of  storms  that  began  just  as  the  crib,  only 
partly  filled  with  stone,  was  being  sunk,  oaused  it  to  settle  un- 
equally and  occasioned  much  expense  for  repairs. 

On  December  31,  1872,  one  year  after  the  date  specified  in 
the  contract  for  the  completion  of  the  tunnel,  only  5,594  feet  had 
been  buUt,  leaving  1,006  feet  yet  to  be  finished.  Much  trouble 
was  experienced  with  bad  ground,  water,  quicksand  and  gas  ex- 
plosions. The  work  was  finally  completed  March  3,  1874.  Seven 
men  lost  their  lives  in  this  first  tunnel,  and  a  number  of  others 
were  injured.  By  July,  1874,  a  new  ten  million  gallon  compound 
condensing  pumping  engine  locally  known  as  the  "Cuyahoga  en- 
gine" had  been  installed  in  a  new  engine  house,  kno\vn  as  Engine 
House  Number  2.  A  new  land  tunnel  was  completed  on  September 
9,  1876,  to  take  the  place  of  the  old  aqueduct  from  the  lake  tunnel 
to  the  pump  well.  A  ten  million  gallon  Worthington  compound 
condensing  pumping  engine  was  ready  for  use  on  July  18,  1876, 
and  in  1881,  a  second  and  similar  engine  was  installed.  By  the 
end  of  1880,  402  water  meters  of  different  makes  and  sizes  were 
in  use.  The  population  and  the  daily  consumption  of  water  had 
both  begun  a  more  rapid  increase.  In  f881  the  average  daily 
consumption  was  13,280,000  gallons,  which  was  equivalent  to 
76.76  gallons  per  inhabitant  (the  population  being  173,000),  and 
162.34  gallons  per  consumer.  In  1883  contracts  were  let  for  the 
eighty-million  gallon  Fairmount  reservoir,  and  for  the  thirty-five 
million  gallon  high  service  Kinsman  reservoir,  as  well  as  for  a  new 
boiler  house,  new  boilers  and  a  third  ten  million  gallon  Worthing- 
ton pump  for  the  Division  street  station. 

In  1884  contract  was  let  for  a  high  service  pumping  station 
at  Fairmount  reservoir,  and  by  the  end  of  that  year  one  of  the 
two  old  Cornish  engines,  which  had  been  repaired  and  removed  to 
that  point,  was  ready  to  begin  pumping  into  the  high  service  sys- 
tem. Fairmount  reservoir  was  put  into  service  November  29, 
1884,  taking  the  place  of  the  cit^s  first  old  reservoir  at  Kentucky 
street.  On  January  18,  1887,  a  report  was  presented  by  ilr.  John 
Whitelaw,  superintendent  and  engineer,  covering  estimates  of 
$581,840  for  a  new  tunnel  seven  feet  in  diameter  and  8,800  feet 
long  from  crib  to  pumping  station ;  two.-  fifteen  million  gallon 
pumping  engines;  six  tubular  boilers,  and  24,280  feet  of  thirty 
inch  cast  iron  mains.  By  the  end  of  1888  the  two  new  fifteen 
million  gallon  Knowles  pumping  engines  had  been  practically 
completed  in  the  space  formerly  occupied  by  the  old  Cornish  en- 
gines in  engine  house  Number  1  at  Division  street.  The  seven 
foot  tunnel  was  completed  in  January,  1891.  In  report  for  1892 
recommendations  were  made  for  a  new  pumping  station  to  the 
eastward,  with  a  crib  further  out  in  the  lake.  In  1893  the  Cuya- 
hoga engine  was  torn  out  to  make  room  for  a  fifteen  million  gal- 
lon high  duty  Worthington  engine,  which  was  ready  to  run  by 
the  end  of  that  year.  All  of  this  time  the  water  was  becoming 
more  and  more  polluted  by  the  city's  sewage. 
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In  July,  1895,  a  commission  consisting  of  Messrs.  Rudolph 
Hering,  George  H.  Benzenberg  and  Desmond  Fitzgerald,  expert 
engineers,  with  Messrs.  M.  E.  Eawson,  chief  engineer  of  water 
works,  and  M.  W.  Kingsley,  superintendent  of  water  works  of 
the  city  of  Cleveland,  as  ex-oflScio  members,  was  appointed  to_  re- 
port on  the  proposed  extension  of  water  works  tunnel  eastward, 
intercepting  sewer  system  and  river  flushing  tunnel.  The  report 
of  this  commission,  dated  February  4,  1896,  is  attached  hereto 
as  Exhibit  I  (not  reproduced) .  On  August  39,  1895,  having  been 
asked  to  make  a  preliminary  report  in  order  that  immediate  steps 
might  be  taken  to  prepare  for  constructioil,  the  three  experts  on 
the  commission  recommended  the  extension*  of  one  eight  foot  tun- 
nel, about  two  and  a  half  miles  out  into  the  lake,  beyond  the 
West  Side  crib,  and  the  installation  of  additional  pumping  en- 
gines, of  a  total  capacity  of  at  least  thirty,  million  gallons  at  Di- 
vision street  station.  AH  pumps,  both  old  and  new,  were  to  be 
so  placed  that  the  water  in  the  pump  wells  could  be  lowered  to 
a  point  not  less  than  twenty  feet  below  lowest  lake  level,  with  a 
view  to  utilizing  the  full  capacity  of  the  tunnels.  They  further- 
more advised  against  the  construction  at  that  time  of  a  new  tun- 
nel and  pumping  station  in  the  eastern  part  of  the  city,  but  rec- 
ommended that  surveys  of  the  lake  bottom  beyond  the  West  Side 
crib  and  borings  to  the  northward  along  the  line  of  the  proposed 
eight  foot  tunnel  extension  should  at  once  be  made. 

In  the  commission's  final  report  the  three  experts  repeated 
the  recommendations  made  in  their  preliminary  report,  adding 
thereto  a  recommendation  that  the  new  intake  should  be  a  sub- 
merged crib  instead  of  one  rising  above  the  water  line,  and  ex- 
posed to  damage  by  storms  and  ice.  For  the  further  purification 
of  the  water  supply  they  advised  the  installation  of  a  system  of 
high  level  and  low  level  intercepting  sewers  along  the  shores  of 
river  and  lake  to  divert  the  sewage  discharge  into  these  waters  to 
an  outfall  to  be  located  in  deep  water,  opposite  a  point  on  the 
lake  shore  ten  miles  northeast  of  the  mouth  of  the  river.  They 
also  recommended  the  construction  of  an  18  foot  river  flushing 
tunnel,  three  miles  long,  through  which  water  to  flush  and  purify 
the  river  was  to  be  pumped  from  the  lake  into  the  river  at  a  point 
far  enough  up  stream  to  be  above  the  locations  of  most  of  the 
sources  of  pollution  by  sewage  and  factory  wastes. 

One  of  the  experts,  Mr.  Hering,  was  .of  the  opinion  that  the 
river  flushing  tunnel  should  not  be  built  till  the  effect  _  of  the  in- 
tercepting sewers  could  be  ascertained,  and  in  this  opinion  the  su- 
perintendent of  the  water  works  concurred.  The  superintendent 
was  also  of  the  opinion  that  a  new  and  independent  water  works 
tunnel  with  a  pumping  station  to  be  located  on  the  east  side  should 
be  constructed,  either  simultaneously  with  or  before  the  extension 
of  the  existing  water  works  tunnels.  The  chief  engineer  concurred 
in  the  recommendations  of  the  majority  of  the  experts.  Both  of 
these  ex-offieio  members  of  the  commission  advocated  providing 
temporary  outfalls  for  the  intercepting  sewers  to  give  relief  to 
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those  portions  of  the  city  where  some  immediate  action  seemed 
imperative.  On  July  31,  1896,  bids  were  opened  for  a  nine  foot 
tunnel  36,000  feet  long  from  a  crib  in  the  lake,  near  the  point 
recommended  by  the  commission,  to  a  new  pumping  station  to  be 
built  on  the  East  Side,  and  also  for  an  eight  and  one-half  foot 
txmnel  15,000  feet  long  extending  a  little  to  the  west  of  north 
from  the  existing  West  Side  crib. 

It  was  finally  decided  to  build  the  east  side  tunnel.  Tempo- 
rary crib  Number  1,  for  construction  purposes  only,  was  sunk  m 
position  11,000  feet  from  the  shore  shaft.  May  27,  1897.  The 
contractors  made  an  unsuccessful  attempt  to  tow  the  temporary 
crib  Number  3  to  its  proper  place  and  sink  it  there,  but  the  crib 
sunk  inside  the  breakwater  instead,  and  it  was  then  taken  out  of 
their  hands,  and  on  September  8  was  sunk  in  position  by  the  city 
18,800  feet  from  the  shore  shaft. 

Contract  for  the  permanent  steel  East:  Side  crib  was  let  De- 
cember 31,  1896,  and  work  on  it  was  begun  April  1,  1897,  the 
crib  being  sunk  in  position  July  1,  1898.  A  new  twenty  million 
gallon  vertical  triple  expansion  Allis  engine  was  put  iu  service  at 
Division  street  station  in  October,  1898.  Worthiagton  engine 
Number  1  was  removed  from  Division  street  station  in  November, 
1900.  Foundations  for  the  new  East  Side  station  at  Kirtland 
street  were  finished  in  the  latter  pari  of  1901.  A  ten  million  gal- 
lon vertical  triple  expansion  Holly  engine  began  pumpiug  to  the 
high  service  system  at  engine  house  Number  3  Division  street  sta- 
tion on  July  13,  1903.  The  twenty  million  gallon  vertical  triple 
expansion  Kilby  engine  started  regular  wprk  on  low  service  at 
Division  street  on  September  33,  1903.  The  engine  house  at  Kirt- 
land street  station  was  nearly  finished  iu  1902,  but  boiler  house 
was  delayed  for  lack  of  steel.  The  fifteen  million  gallon  Knowles 
engine  Number  3  was  moved  from  Division  street  to  Kirtland  in 
1903,  and  Knowles  Number  1  followed  in.  1904.  Early  in  Feb- 
ruary, 1904,  the  twenty-five  million  gallon  vertical  triple  expan- 
sion Holly  engine,  called  by  the  water  department  Holly  Number  2, 
began  pumping  to  low  service  at  Kirtland  station,  and  on  Febru- 
ary 38,  1904,  its  mate.  Holly  Number  3,  was  started  on  the  same 
service.  These  engines  had  been  contracted  for  October  16,  1900; 
one  to  be  finished  in  18  and  the  other  in  33  months. 

In  the  meantime,  work  on  the  tunnel  was  being  carried  on 
against  great  difficulties.  Bad  ground  was  encountered  and  ex- 
plosions of  gas  developed  in  the  excavations  were  frequent.  The 
first  gas  explosion  killed  nine  men ;  the  second  eleven.  The  burn- 
ing of  temporary  crib  Number  3  cost  ten  or  eleven  lives;  five  men 
were  killed  in  the  blowing  up  of  the  shaft  at  the  permanent  crib. 
One  foreman  fell  overboard  from  the  tug  and  was  drowned;  an- 
other died  from  caisson  disease  or  ''bends,"  and  two  inspectors 
lost  their  lives  in  the  same  way.  After  the  fire  in  crib  Number 
2  and  the  blowing  up  of  the  shaft  in  the  permanent  East  Side  crib, 
the  city  took  the  work  out  of  the  contractor's  hands  and  pushed  it 
to  successful  completion  under  the  direction  of  Mr.   George  H. 
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Benzenberg  as  chief  engineer.  Even  after  -the  city  took  charge  of 
the  work  the  fatalities  did  not  cease,  for  an  electrician  and  two 
laborers  were  killed  by  an  explosion  of  gas  between  cribs  2  and  3, 
and  six  or  seven  men  died  from  bends.  Altogether  about  fifty 
persons  lost  their  lives  in  the  construction  of  the  East  Side  cribs 
and  tunnel,  and  an  unknown  number  were  injujred. 

The  last  headings  of  the  tunnel  were  finally  joined  in  De- 
cember, 1903,  but  nearly  a  year  longer  was  spent  working  inside 
the  tunnel,  cutting  out  brick  work  in  the  portion  done  by  contract, 
and  inspecting  for  and  repairing  bad  woj-k,  so  that  it  was  not 
until  November  31,  1903,  that  the  tunnel  was  actually  ready  for 
service. 

But  the  Kirtland  street  pumps  were  not  yet  ready  for  service, 
and  it  was  Eebniary  10,  1904,  before  the. first  water  was  drawn 
from  the  new  East  Side  crib.  Even  then  the  supply  from  that 
source  was  only  partial,  the  old  West  Side  crib  being  still  in  ser- 
vice, and  it  was  not  until  April  7,  or  four  and  one-half  months 
.after  the  final  completion  of  the  tunnel,  that  all  the  water  for  the 
city  was  taken  from  the  new  crib. 

In  the  meantime,  typhoid  fever  resulting  from  the  pollution 
of  the  city's  water  supply  by  its  sewage,  had  been  prevalent  since 
January,  1903,  and  was  greatly  augmented  by  a  series  of  storms 
and  floods  occurring  in  January  and  Eebrilary,  1904. 

The  influence  of  the  quality  of  the  city  water  supply  upon 
this  epidemic  is  well  brought  out  in  the  interesting  report  of  Dr. 
George  C.  Whipple,  consulting  engineer;  an  extract  from  which  is 
attached  hereto  as  Exhibit  XIII  (small  part  of  extract  only  re- 
produced here). 

The  intercepting  sewers  unanimously  recommended  in  1896 
by  the  commission  already  referred  to,  although  they  had  been 
begun  in  1897',  were  only  one-third  completed  on  January  1,  1906. 
At  that  time  only  about  a  million  and  a  half  had  been  expended 
on  these  sewers,  and  it  was  estimated  that  it  would  require  five 
years  more  and  a  further  expenditure  of  three  million  dollars  to 
complete  them.  It  does  not  appear  that  this  work  was  delayed 
as  a  result  of  any  insurmountable  difficulties,  or  of  any  incompe- 
tence or  neglect  on  the  part  of  the  engineers  in  charge  of  it.  The 
necessary  appropriations  were  not  provided,  and  contracts  could, 
therefore,  be  let  for  only  small  sections  at  a  time.  The  river 
flushing  tunnel  has  not  yet  been  begun.  Had  the  intercepting 
sewers  been  pushed  to  completion  within  a  reasonable  time,  and 
had  the  pumping  plant  at  Kirtland  street  been  ready  for  service 
when  the  tunnel  was  finished,  much  of  the*  typhoid  fever  of  1903 
and  1904  would  have  been  averted.  The  introduction  of  water 
from  the  East  Side  crib  has  greatly  improved  the  quality  of  the 
city's  supply,  and  the  typhoid  rate  has  decTeased  correspondingly. 

Cribs  and  Tunnels. 
There  are  at  present  two  intake  cribs,  one  of  which,  the  West 
Side  crib,  is  held  in  reserve,  all  the  water  supplied  to  the  city  be- 
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ing  drawn  from  the  East  Side  crib.  The  West  Side  crib  was  built 
in  1874.  The  sub-structure  is  pentagonal  in  plan,  54  feet  on  a 
side,  and  is  built  of  pine  timbers,  oak  sheathed  on  outside  from 
four  feet  below  to  seven  feet  above  the  water  line.  The  middle 
well  is  nineteen  feet  ia  diameter,  supplied'  by  two  inlets  four  by 
five  feet  each.  This  crib  was  originally  connected  to  Division 
street  pumping  station  by  a  brick-lined  tunnel  five  feet  by  five 
feet  two  inches  inside,  and  9,155  feet  long.  In  1891  a  second 
well  was  cut  in  the  northeast  wall  of  crib  to  furnish  water  to  a 
second  tunnel  seven  feet  by  seven  feet  two  inches  inside,  and  9,080 
feet  long.  The  arrangement  of  the  aqueducts  leading  from  shore 
shafts  to  pump  wells  at  Division  street  station  is  such  that  any  of 
the  low  service  pumps  at  that  station  may  draw  from  either  of 
these  two  tunnels. 

This  crib,  shown  in  plates  IV  and  V  (not  reproduced)  and 
the  tunnels  connecting  it  to  shore,  are  not  now  used  for  city 
supply,  having  been  abandoned  as  soon  as  the  Kirtland  street 
engines  were  ready  for  service  in  1904.  They  are,  however,  main- 
tained and  kept  ready  for  an  emergency.  The  crib  is  equipped 
with  two  rowboats  and  a  life  buoy,  six  life  preservers,  a  hand 
pump  and  two  fire  extinguishers.  There  is  a  fifth  order  govern- 
ment light  maintained,  and  the  crew,  kept  constantly  at  crib,  con- 
sists of  two  men. 

The  Bast  Side  crib,  buHt  in  1898,  is  shown  in  various  stages 
of  construction  in  plates  IX,  X,  XI,  XII,  XIII  and  XIV  (plates 
not  reproduced  here).  This  crib  consists  of  two  cylindrical  steel 
shells,  the  outer  one  hundred  feet,  and  the  inner  fifty  feet  in  diam- 
eter, firmly  held  together  by  twenty-four  radial  water-tight  bulk- 
heads, the  space  between  bulkheads  being  loaded  with  stone,  with 
a  top  cover  of  concrete.  Concrete  is  also  used  instead  of  stone 
for  four  feet  above  and  four  feet  below  the  water  line.  The  steel 
cylinders  rest  on  a  hexagonal  grillage  of  heavy  timbers.  There  are 
twelve  ports,  each  six  by  seven  feet,  to  admit  water  to  inner  fifty 
foot  well.  Inside  of  this  inner  well  there  is  a  ten  foot  steel  intake 
shaft,  with  its  open  top  below  the  water  line  to  admit  the  water  to 
the  tunnel.  The  tunnel  is  nine  feet  inside  diameter  and  36,048 
feet  long  from  crib  to  shore  shaft  at  Kirtland  street  station.  An 
aqueduct  235  feet  long  and  seven  feet  in  diameter  connects  shore 
shaft  to  the  four  pump  wells  at  this  station.  East  Side  crib  is 
equipped  with  100  horse  power  boiler,  small  hoisting  engine,  der- 
rick, force  pump,  life  raft,  buoys,  yawl  an^  a  rowboat.  There  are 
also  a  government  light  and  a  fog  bell  and  automatic  anemometer, 
and  an  automatic  device  for  recording  the  level  of  the  lake. 

In  addition  to  the  two  cribs  mentioned,  there  are  two  tempo- 
rary cribs  which  were  used  in  the  construction  of  the  nine  foot  tun- 
nel, and  which  have  not  yet  been  removed.  No  water  is  taken  at 
these  cribs,  the  tunnel  having  been  roofed  over  beneath  them.  They 
serve  no  useful  purpose,  and  are  a  source  of  expense  to  the  city,  as 
the  maintenance  on  them  of  the  lights  required  by  the  govern- 
ment necessitates  the  constant  presence  of  two  men  on  each  crib. 
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These  two  cribs  have  not  been  removed  because  the  bids  received 
so  far  for  their  removal  have  been  considered  too  high.  All  cribs 
are  maintained  in  good  and  neat  condition. 

Pumping  stations.    See  H  10. 

Distributing  system.    See  H  22  and  H  83a. 

Keservoirs.    See  H  9. 

Quality  of  the  water  supply.     See  H  55.,  H  60. 

Meters.     See  H  64. 

Appraisal.    See  note  on  H  29  to  H  47. 

Cost  of  a  comparable  unit  of  service.    See  H  158. 

Syracuse.  The  portion  of  the  supplementary  report  of  the 
engineer,  so  far  as  not  included  in  the  answers  to  specific  inquiries 
of  the  schedule,  is  as  follows : 

General  Description. 

The  city  of  Syracuse  lies  at  the  sout^ieasterly  end  of  Onon- 
daga lake  and  on  the  north  and  south  sides  of  the  Erie  canal, 
which  passes  through  the  central  portion  of  the  city.  The  topog- 
raphy of  the  central  part  of  the  city,  in  which  are  located  the 
business  and  industrial  interests,  is  fairly  level,  lying  at  an  aver- 
age elevation  of  about  400  feet  above  sea,  level,  as  shown  on  Plate 
I  (not  reproduced  here).  Leaving  the  valleys  of  the  Erie  canal 
and  of  the  small  streams  which  are  tributary  to  Onondaga  lake, 
the  ground  rises  with  increasing  abruptness  to  the  hills  which  on 
three  sides  surround  the  city.  The  highest  lands  within  the  city 
linjits  are  the  hills  to  the  southeast,  where  are  located  the  build- 
ings of  Syracuse  university.     *     *     * 

See  H  6. 

Historical  Sketch.'^ 

The  first  settlers  in  Syracuse  depended"  upon  springs  for  their 
water  supply.  Later  wells  were  dug  by  individuals  at  their  own 
expense,  to  be  followed  by  other  and  larger  wells  dug  at  public 
cost. 

On  March  37,  1821,  the  legislature  passed  an  act  to  supply 
the  village  of  Syracuse  with  wholesome  water.  This  act  granted 
to  the  village  the  right  to  use  sufficient  water  for  its  needs  from 
any  of  the  springs  on  adjacent  lands  beloilging  to  the  state,  and 
provided  for  the  election  of  a  board  of  three  trustees  to  carry  out 
the  provisions  of  the  act.  There  appears  to  be  no  evidence  that 
the  provisions  of  this  act  were  ever  put  into  effect,  the  expense  of 
securing  an  adequate  supply  of  good  water  seeming  to  have  been 
the  stumbling  block. 

^  The  data  from  which  this  sketch  is  written  are  talien  largely  from 
an  interesting  paper  entitled  "Early  History  of  the  Syracuse  Water 
Works,"  by  Mr.  John  Tenner,  Chief  Inspector  of  Water,  published  in 
the  bureau's  annual  report  for  1902. 
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On  April  13,  1825,  an  act  was  passed  by  the  legislature  "in- 
corporating the  village  of  Syracuse."  Thig  act  vested  all  rights, 
property  and  powers  of  the  trustees  of  the  water  works  provided 
for  in  the  act  of  March  27,  1821,  in  the  village  corporation,  and 
the  hypothetical  water  works  proposed  in  1821  were  placed  under 
the  control  of  the  village  trustees  until  1829.  There  seems  to  be 
no  evidence  that  between  1825  and  1829  the  village  trustees  did 
any  actual  work  looking  toward  the  securing  of  a  water  supply,  and 
on  April  23,  1829,  the  legislature  passed  an  act  authorizing  the 
village  trustees  to  convey  to  Captain  Oliver  Teall,  his  heirs  and  as- 
signs, all  rights,  property  and  powers  of  the  village  as  regards  a 
water  supply  for  the  village,  "for  a  period  q|  twenty  years." 

This  act  fixed  a  schedule  of  water  rates,  as  follows:  Private 
family,  $5 ;  boarding  house,  $10 ;  tavern,  $10.  It  further  provided 
that  in  case  Captain  Teall  failed  to  exercise  the  rights  and  powers 
conveyed  to  him  within  one  year  from  date,  or  before  April  23, 
1830,  all  rights  and  powers  so  conveyed  should  revert  to  the 
village  trustees. 

Captain  Teall,  presumably  because  o*f  the  low  rates,  and 
probable  lack  of  sufficient  consumers,  failed  to  take  any  steps 
within  the  prescribed  period  towards  introducing  water  into  the 
village,  and  all  rights  and  powers  reverted  to  the  village  trustees, 
and  remained  vested  in  them  until  1834,  when  on  April  22,  as  a 
result  of  public  agitation  of  the  water  question,  the  village  trus- 
tees again  conveyed  to  Captain  Teall  all  said  rights  and  powers 
for  a  period  of  35  years. 

During  the  next  six  years  Captain  Teall  appears  to  have  done 
nothing  towards  supplying  the  village  with  water.  On  July  19, 
1841,  a  public  meeting  was  called  "to  take,  into  consideration  the 
propriety  of  laying  a  string  of  logs  from  the  lock  near  Almond 
street,  through  Almond  and  Third  South  (now  Fayette)  streets, 
to  supply  the  village  with  water  in  cases  of  fire,  and  to  raise  money 
to  pay  for  the  same."  Whether  this  meeting  was  ever  actually  held 
or  not  does  not  appear,  but  on  March  29,  184^,  the  legislature 
amended  former  acts  and  authorized  Captain  Teall  to  charge  the 
following  rates  for  water : 

Private  family,  $10 ;  boarding  house,  $20 ;  tavern  or  hotel,  $40. 

Soon  after  this  Captain  Teall  began  work  in  earnest,  and  the 
first  string  of  log  pipes  was  laid  late  in  the  fall  of  1842  in  Almond 
street,  and  through  East  Payette  street  early  in  1843.  In  1846 
there  was  apparently  some  question  as  to  whether  the  water  sup- 
plied was  wholesome,  and  in  1847  Captain  Teall  and  his  associates 
were  granted  by  unanimous  resolution  of  the  village  trustees  the 
right  to  supply  water  from  any  springs  they  -might  select,  provided 
the  water  so  supplied  was  better  than  that  then  being  supplied. 

On  April  15,  1849,  the  Syracuse  City  Water  Works  company 
was  incorporated,  with  Captain  Teall  as  president,  the  original 
incorporators  being  Oliver  Teall,  Ira  Seymour,  John  Wilkinson, 
Hamilton  White  and  Eobert  Freeman. 


WATER     WORKS     ENGINEERING.  :]37 

The  first  water  used  to  supply  the  village  of  Syracuse  came 
from  the  base  of  what  was  then  ealled  Foot  (now  James)  street 
hill  to  the  east  of  Lodi  street.  This  was  afterwards  supplemented 
by  water  from  wells  driven  through  a  thin  stratum  of  red  shale 
rock  which  lay  a  few  feet  below  the  surface,  and  from  sundry  ad- 
ditional springs  and  brooks  in  the  vicinity,  the  rights  to  which  are 
of  record  in  various  deeds  to  the  Syracuse  "Water  Works  company, 
or  to  some  of  its  incorporators. 

The  first  reservoir  was  built  by  Captain  Teall  in  1842  and 
1843  on  the  triangular  piece  of  land  bounded  by  Alice  and  Foun- 
tain streets  and  Hawley  avenue.  This  reservoir  was  a  small  ma- 
sonry structure,  oval  in  plan,  8  feet  by  6  feet,  and  about  23  feet 
deep,  the  upper  12  feet  extending  above  the  surface  of  the  ground. 

Prom  time  to  time  the  water  works  plant  was  extended  and 
improved  by  the  water  works  company  until,  when  it  was  finally 
purchased  by  the  city  on  January  1,  1892,  it  comprised  some  forty 
odd  miles  of  m.ains,  some  of  whieh  were  cast  iron  and  some  cement 
lined  wrought  iron  pipe;  387  fire  hydrants;  three  reservoirs  of 
combined  capacity  of  325,000,000  gallons;  three  pumps  of  a  com- 
bined capacity  of  16,000,000  gallons,  and  the  usual  appurtenances. 

In  the  early  '80's  the  Syracuse  Water  Works  company,  hav- 
ing apparently  reached  the  limit  of  its  resources,  there  was  much 
cpmplaint  of  the  quality  of  water  and  inadequacy  of  the  service^ 
As  a  result  of  much  public  agitation,  a  special  election  was  held 
April  27,  1886,  for  the  purpose  of  deciding  whether  the  city  should 
issue  bonds  for  municipal  ownership  of  its  water  works.  The  vote 
for  municipal  ownership  was  2,292,  and  against  municipal  owner- 
ship, 6,368.  Those  in  favor  of  municipal  ownership  still  contin- 
ued their  efforts,  however,  and  the  legislature  passed  an  act  "pro- 
"  viding  for  the  appointment  of  a  commission  to  inquire  into  and 
investigate  the  source  of  a  water  supply  for  the  city  of  Syracuse 
for  public,  mechatiical  and  domestic  uses."  On  January  21,  1888, 
this  commission  was  appointed. 

The  commissioners  selected  as  their  engineer  Mr.  J.  J.  E. 
Croes,  C.  E.,  who  thoroughly  investigated  11  different  sources  of 
supply,  and  submitted  estimates  on  the  cost  of  acquiring  and  util- 
izing such  of  these  as  were  considered  available.  Chemical  and 
bacteriological "  analyses  were  made  of  the  water  from  the  various 
sources. 

(See  also  H  2.)  The  report  of  the  commissioners,  dated  Feb- 
ruary 1,  1889,  was  accompanied  by  the  report  of  the  engineer  and 
numerous  maps  and  exhibits.  (Report,  Exhibit  1 ;  also  Exhiliit  2, 
address  of  Engineer  William  R.  Hill  on  the  water  works  of  Syra- 
cuse, not  reproduced  here.) 

It  is  evident  that  the  investigation  was  thoroughly  and  care- 
fully conducted,  and  in  a  manner  which  reflects  credit  upon  those 
who  were  connected  with  it.  The  comniissioners  unanimously 
recommended  Skaneateles  lake  as  a  source  of  supply,  and  also  that 
the  city  of  Syracuse  should  own  its  water  works. 

Vol.  II.— 23. 
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On  May  15,  1889,  the  governor  of  the  state  of  Xew  York 
approved  a  law  authorizing  the  city  of  Syracuse  to  take  water  from 
Skaneateles  lake,  subject  to  the  approval  of  the  canal  board  (the 
lake  being  one  of  the  feeders  of  the  Erie  canal),  and  on  condition 
that  a  majority  of  votes  east  at  a  special  election  to  be  held  after- 
wards should  be  in  favor  of  city  ownership  and  control  of  the 
water  works.  The  special  election  was  held  June  4,  1889,  and  out 
of  a  total  vote  of  12,212  there  were  11,302  votes  cast  in  favor  of 
mimicipal  ownership.  The  mayor  subsequiently  appointed  a  non- 
partisan board  of  water  commissioners.  This  water  board  being 
unable  to  agree  with  the  water  company  as  to  the  price  to  be  paid 
for  the  existing  plant,  applied  to  the  Supreme  court  for  a  com- 
mission to  condemn  the  plant.  The  Supreme  court  granted  the 
petition,  and  the  company  was  awarded  the  sum  of  $850,000.  The 
\\ater  board  took  possession  of  the  then  existing  plant  on  January 
1,  180-?,  and  at  once  began  the  work  of  building  the  new  system. 
Mr.  AV.  E.  Hill,  who  had  been  assistant  engineer  to  ilr.  Croes  in 
the  work  of  investigation  of  the  sources  of  supply,  was  employed 
by  the  water  board  as  its  chief  engineer,  and  given  full  charge  of 
the  construction  work. 

The  new  construction  work  included  6,419  feet  of  oi  inch 
steel  riveted  pipe  in  Skaneateles  lake,  a  dam  and  gate  house  on  its 
shores,  a  30  inch  cast  iron  conduit  19.29  iailes  long,  a  distribut- 
ing reservoir  of  121,000,000  gallons  capacity  near  the  city,  and 
very  extensive  enlargements  and  improvements  in  the  distribution 
system  throughout  the  city.  Under  the  able  and  enegretic  man- 
agement of  Mr.  Hill,  this  work  progressed  so  rapidly  that  the  city 
was  enabled  to  begin  using  Skaneateles  water  in  July,  1894,  since 
which  time  there  has  been  no  other  source  qf  supply. 

The  details  of  the  construction  work  are  given  in  the  paper 
by  Mr.  Hill  referred  to  above  (Exhibit  2){' 

For  a  fuller  description  of  the  source  of  supply,  see  the  an- 
swer to  H  2. 

Submerged  Pipe. 

In  order  to  take  the  water  from  the  lake  at  a  point  where  it 
could  be  kept  safe  against  shore-line  pollution,  a  submerged  in- 
take pipe  was  laid  from  the  gate-house  at  its  lower  end  to  a  point 
6,419  feet  southeasterly.  This  intake  pipe  is 'of  steel,  54  inch 
diameter  by  |  inch  thick,  and  for  4,500  feet  of  its  length  was  laid 
in  a  trench  excavated  in  the  bottom  of  the  lake.  Its  upper  end, 
which  lies  in  40  feet  of  water,  terminated  in  a  crib  fitted  with 
copper  wire  screens  of  one  inch  mesh. 

Gate  House  and  Dam. 
The  old  dam,  which  was  nine  feet  high,  was  replaced  by  a 
new  one  17  feet  high,  with  spillway  2  feet  higher  and  foundation 
six  feet  deeper  than  those  of  the  old  dam.  Six  cast  iron  sluices, 
built  into  the  masonry  of  the  dam,  are  fitted  with  gates  to  control 
the  water  taken  to  supply  the  Erie  canal.  These  gates  are  en- 
closed in  a  frame  gate  house,  9  by  32  feet,  built  on  top  of  the  dam. 
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"Water  for  supplying  the  city  oJ;  Syracuse  is  admitted  through 
the  submerged  intake  pipe  to  an  intake  well  35  feet  deep  in  a  hand- 
some masonry  gate-house.  The  intake  well  is  separated  by  a  ma- 
sonry partition  wall  from  an  adjoining  screen  wall,  the  flow  from 
one  to  the  other  being  regulated  by  gates  on  cast  iron  sluices  built 
into  partition  wall.  After  passing  throiigh  the  screens,  the  water 
enters  the  30  inch  cast  iron  conduit,  the  supply  to  which  is  con- 
trolled by  a  sluice  gate. 

Conduit  Line. 

The  conduit  line  of  30  inch  cast  iron  pipe  is  19.39  miles  in 
length.  The  law  giving  the  city  the  right  ±o  take  its  supply  from 
the  lake  limited  the  amount  that  might  be  so  taken  to  what  would 
flow  through  a  30  inch  pipe.  As  a  result  of  this  restriction,  it 
was  necessary,  in  order  to  keep  the  conduit  at  all  points  below  the 
hydraulic  grade  line,  to  lay  the  first  two  miles  of  it,  as  shown  on 
the  profile  of  the  conduit,  Plate  III  (not  reproduced  here),  at 
considerable  depth  below  the  surface.  This  part  of  the  trench  was 
in  places  30  feet  deep,  and  lay  parallel  to-  the  course  of  Skanea- 
teles  creek.  The  depth  of  the  trench,  its  proximity  to  the  creek, 
and  the  quicksand  and  water  found  in  the'  excavation  greatly  in- 
creased the  cost  and  difficulty  and  danger  of  construction.  The 
contractor  for  this  part  of  the  work  lost  so  much  money  that  he 
was  unable  to  build  it,  and  it  was  finally  finished  by  the  city. 

Plates  IV  and  V  illustrate  some  of  the  difficulties  encoun- 
tered here.  Plates  VI,  VII,  VIII  and  IX  are  construction  views 
taken  further  along  the  line  of  the  conduit,  and  show  some  of  the 
broken  and  rugged  country  through  which, it  was  laid.  (None  of 
these  plates  reproduced  here.)  The  conduit  is  fitted  with  all  nec- 
essary air  valves,  blow-offs,  gate  valves  and  drains. 

i^s  each  section  was  completed,  it  was  earefully  tested  to  pres- 
sures 40  pounds  in  excess  of  the  static  pressure,  and  any  leaks, 
however  slight,  that  developed  were  repaired,  and  the  section  again 
tested  imtil  it  was  perfectly  tight. 

In  connection  with  the  taking  of  water  from  Skaneateles  lake 
and  the  building  of  the  conduit  line,  it  was  necessary  to  acquire, 
in  addition  to  the  right  of  way  for  the  latter,  a  numlier  of  water 
power  rights  along  Skaneateles  creek.  When  terms  could  not  be 
agreed  upon,  the  lands  or  rights  were  acquired  by  condemnation 
proceedings. 

V/oodland  Reservoir. 

This,  the  distributing  reservoir  for  the  present  plant,  receives 
the  discharge  from  the  lower  end  of  the  condiiit.  It  is  built  partly 
in  excavation  and  partly  in  embankment,  has  a  maximum  depth 
of  35  feet,  and  with  the  water  at  this  depth  has  a  surface  area  of 
13.97  acres,  and  a  capacity  of  121,000,000  gallons.  This  affords 
nearly  10  days'  storage  for  the  city  at  the  present  average  rate  of 
consumption.  The  flow-line  of  the  reservoir  is  at  an  elevation 
S21  feet  above  the  water  works  datum.  Efandsome  and  substan- 
tial masonry  gate-houses  and  valve-houses  enclose  the  gates  and 
valves  which  control  the  supply  to  and  from  tlie  reservoir. 
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Plates  X,  XI,  XII,  XIII  and  XIA'  are- views  giving  some  idea 
of  the  beauty  of  Woodland  reservoir  and  its  surroundings.  (Plates 
not  reproduced  here.) 

For  description  of  the  distributing  system,  see  answer  to  H 
■22;  and  for  description  of  the  quality  of  the  supply,  see  answ<;rs 
to  H  55,  57,  58,  60  and  61.  For  comments  on  the  appraisal  of 
the  plant,  see  answers  to  H  30  to  H  47  inclusive. 

Indianapolis. 

The  portions  of  the  supplementary  or  general  report  so  far 
as  the  same  are  not  contained  in  the  answers  to  specific  inquiries 
in  the  schedule  are  as  follows : 

General  Description. 

The  city  of  Indianapolis  lies  in  an  open  prairie  country.  Its 
topography  is  almost  level,  the  land  rising  very  gradually  towards 
the  north  and  east,  the  highest  ground  being  found  in  the  neigh- 
borhood of  C'rovra.  Hill  cemetery  on  the  north  and  in  the  newly 
annexed  suburb  of  Irvington  on  the  east.  The  west  fork  of  White 
river  flows  in  a  southeasterly  direction  through  the  western  half  of 
the  city,  and  at  a  point  about  2  miles  northwest  of  the  center  of  the 
city  is  joined  from  the  east  by  Fall  creek,  one  of  its  principal  trib- 
utaries. In  its  upper  reaches.  White  river  ^orms  the  chief  attrac- 
tion of  a  fine  system  of  extensive  parks  ahd  driveways.  Plate  I 
(not  reproduced  here)  is  a  map  of  Indianapolis,  and  shows  its 
streets,  railways,  parks,  water  courses,  and  other  principal  features. 
The  general  plan  of  the  city  somewhat  resembles  that  of  Washing- 
ton, T).  C,  the  monotony  of  the  streets  runndng  north  and  south, 
or  east  and  west,  being  broken  by  broad  diagonal  avenues  radiating 
from  the  imposing  Sailors'  and  Soldiers'  monument  in  the  center. 
The  streets  are  unusually  wide.  The  industrial  and  commercial 
district  lies  south  of  Monument  Circle,  and  the  best  residence  dis- 
trict to  the  north.  The  population  has  grown  from  169,164  by 
the  government  census  of  1900,  to  about  220,000,  estimated,  on 
January  1,  1906.  The  present  city  limits  enclose  30.13  square 
miles,  or  19,283  acres.  With  the  exception  of  the  very  small  res- 
idence territory  within  the  limits  of  the  fofiner  village  of  Bright - 
wood,  and  which  still  depends  for  its  water  supply  on  the  old 
water  works  plant  acquired  by  the  city  when  it  annexed  the  vil- 
lage, Indianapolis  is  supplied  with  water  for  fire  protection  and 
other  public  uses,  and  for  domestic  consumption,  by  the  Indianap- 
olis Water  company.  As  the  Brightwood  plant  is  muncipallv 
owned  and  operated,  it  does  not  come  within  the  scope  of  this  in- 
vestigation, which  will  deal  only  with  the  plant  of  the  Indianapolis 
Water  company. 

(For  the  character  of  the  soil  about  Indianapolis,  see  answer 
to  H  166;  and  for  a  similar  description  of  the  sources  of  supply 
of  the  water  compai^^y,  the  answer  to  H  2.) 

Historical  Shetcli. 
The  Water  Works  Company  of  Indianapolis,  predecessor  of 
the  present  Indianapolis  Water  company,  was  organized  October 
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7,  1S69.  By  an  ordinance  approved  JanuaTy  3,  1870,  the  water 
works  company  was  authorized  to  lay  pipes  in  the  streets  of  Indian- 
apolis, subject  to  city  laws,  and  in  such  manner  as  not  to  inter- 
fere with  the  Indianapolis  Gas  Light  and  Coke  company;  and  to 
enforce  reasonable  rules  and  regulations  against  waste,  etc.  The 
ordinance  specified  that  the  Holly,  or  direct  pressure  system  of 
pumping  be  installed,  with  a  maximum  capacity  of  at  least  6,000,- 
000  gallons  per  34  hours,  and  capable  of  throwing  eight  fire  streams 
100  feet  high.  Steam  power  was  to  be  used  for  pumping,  and  at 
least  two  pumping  engines  were  to  be  installed.  The  ordinance 
further  provided  that  the  water  supplied  by  the  company  was  to 
be  taken  from  wells  near  White  river,  north  of  Maryland  street, 
not  connected  with  the  river  by  any  other  open  stream  or  channel, 
so  that  the  water  should  have  "natural  filtration."  This  meant 
that  the  supply  was  to  be  taken  from  the  upper  gravel  stratum 
already  referred  to  (H  166). 

For  further  reference  to  the  original  ordinance  and  to  sub- 
sequent amendments,  see  laws  and  ordinances  of  city  of  Indianap- 
olis, revision  of  1904,  4014  to  4053  inclusive. 

The  first  annual  report  of  the  president  of  the  old  company 
for  year  ending  December  31,  1871,  states  that  on  that  date  the 
company  had  laid  98,958  feet  of  cast  iron  pipe  of  from  4  inch  to 
20  inch  diameter,  51,606  feet  being  6  inch  pipe;  had  set  thereon 
60  gate  valves;  and  had  installed  63  single  and  130  double  Holly 
hydrants. 

The  subsequent  annual  reports  of  the  water  works  company 
reveal  the  fact  that,  after  struggling  along  for  years  in  the  face  of 
all  sorts  of  difficulties,  financial,  legal  and  controversial,  the  old 
company  was  sold  out  by  the  sheriff  on  April  21,  1881,  being  suc- 
ceeded by  the  present  Indianapolis  Water  company. 

The  principal  cause  of  the  failure  of  t&e  old  company  appears 
to  have  been  the  continued  use  of  wells  by  very  large  numbers  of 
people.  It  is  estimated  that  there  are  in  the  city  about  35,000 
private  wells,  used  more  or  less  regularly  for  drinking  purposes, 
and  a  compilation  of  available  statistics  shows  that  in  eight  out 
of  fifteen  city  wards,  having  a  total  population  of  87,996,  there  were 
in  1904  only  3,426  taps  taking  water  from  the  Indianapolis  Watel 
company. 

The  first  pumping  station  of  the  old.  water  works  company 
was  located  on  the  east  bank  of  White  river  just  south  of  Wash- 
ington street.  *  *  *  ^he  shallow  wells  which  furnished  its 
supply  have  long  since  been  condemned  and  abandoned  on  account 
of  pollution  by  drainage  from  the  thickly  settled  neighborhood,  but 
the  old  station,  enlarged  and  equipped  with  additional  pumps,  is 
still  in  intermittent  service.  The  growth  of  the  city  and  the  de- 
mand for  a  supply  of  water  purer  and  more  abundant  than  could 
be  drawn  from  its  original  shallow  wells  caused  the  Indianapolis 
Water  company  to  install  a  new  pumping  station  and  to  seek  a 
new  source  of  supply. 
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The  site  selected  was  the  point  of  land  between  White  river 
and  Fall  creek  and  just  above  their  junction.  Here  was  built  the 
open  gallery  reservoir  already  mentioned  (see  H  2),  as  well  as  the 
closed  gallery  connecting  it  with  a  crib  ii*  the  river,  long  since 
abandoned.  The  sand  and  gravel  with  which  this  crib  was  cov- 
ered were  intended  to  provide  the  "natura-1  filtration'"  called  for 
by  the  ordinance.  This  filtration  was  by  no  means  efficient  and 
such  water  as  was  drawn  from  the  crib  pr  leaked  through  the 
wooden  gates  or  bulkheads  put  in  to  shut  it  off  had,  as  might  be 
predicted  in  these  days  of  more  advanced  knowledge  of  filtration, 
most  of  the  characteristics  of  the  water  of  White  river.  The  water 
from  the  closed  gallery  was  also  unsatisfactory,  showing  evidence 
of  pollution  by  river  water. 

In  the  meantime,  driven  wells  were  sunk  into  the  fissured 
limestone,  and  an  air  lift  plant  was  installed  to  lift  the  water  from 
these  wells  into  the  open  gallery  reservoir,  whence  it  could  be 
reached  by  the  suction  pipes  of  the  Eiverside  steam  pumps,  or  could 
flow  through  the  conduit  leading  to  the  lower  station.  For  many 
years  these  driven  wells  furnished  all  the  water  used,  except  such 
ground  water  as  came  into  the  bottom  of  the  open  gallery  reser- 
voir, and  such  relatively  small  amounts  of  river  water  as  may  have 
from  time  to  time  leaked  into  the  closed  gallery  and  thence  into 
the  open  gallery  reservoir. 

The  deep-well  water,  though  carrying  some  iron,  was  excellent 
from  a  sanitary  standpoint,  but  the  cost  of  operating  the  air  lift 
plant  was  great,  and  the  maximum  capacit.y  of  the  wells  was  in 
time  almost  equalled  by  the  rapidly  increasing  daily  consumption. 
It  was  decided  to  put  in  sand  filter  beds,  a,nd  to  furnish  filtered 
water  from  White  river,  with  Fall  creek  as  a  second  or  emergency 
source  of  supply  to  the  filters. 

Ground  was  broken  on  September  10,  1902.  The  water  was 
turned  into  the  first  filter  on  September  23,  1904.  In  the  mean- 
time, on  March  27,  1904,  there  was  an  unprecedented  flood  in 
White  river  and  Fall  creek.  The  writer  of  this  report,  who  hap- 
pened to  be  flood  bound  in  Indianapolis  on  that  day,  witnessed 
some  of  the  damage  caused  by  these  streams.  The  White  river 
canal,  in  its  course  from  Broad  Eipple  dam,  at  that  time  crossed 
Fall  creek  in  an  aqueduct  supported  by  a  steel-trussed  bridge. 
Plates  II,  III  and  IV  show  different  views  of  the  destruction  of 
the  aqueduct;  and  Plate  V  shows  the  handsome  new  reinforced 
concrete  aqueduct  built  by  the  company  to  replace  the  old  one. 
(None  of  these  plates  reproduced  here.)  Fall  creek  burst  its 
levees  above  the  Indiana  avenue  bridge  and  flooded  the  land  sur- 
rounding the  Riverside  station,  being  four  feet  deep  in  the  Gas- 
kill  engine  room  and  in  the  boiler  room.  The  levee  surrounding 
the  open  gallery  reservoir  was  burst,  and  the  reservoir  was  filled 
with  the  flood  waters.  At  the  same  time-  many  of  the  streets, 
sewers  and  private  yards  in  the  city,  and  a  large  number  of  the 
25,000  private  wells  before  mentioned,  were  inundated. 
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Following  this  flood  there  was  an  unusual  amount  of  typhoid 
fever,  as  a  result  of  which  a  joint  commission  v.-as  appointed  to 
investigate  the  -water  supply  and  sanitary  conditions  of  the  city. 
Jlr.  George  W.  Fuller  represented  the  water  company,  Doctor  C. 
E.  Ferguson,  the  cit}^,  and  Mr.  B.  J.  T.  Jeup,  city  civil  engineer, 
was  added  by  agreement  to  the  commission. 

The  report  of  this  Joint  commission  *  *  *  covers  fully 
the  situation  as  it  then  existed.  At  the  pijesent  time  most  of  the 
changes  or  improvements  which  the  commission  recommended  that 
the  water  company  should  make  have  been  Completed,  and  work  is 
in  progress  on  the  others. 

(For  a  description  of  the  filter  plant,  see  answer  to  H  50  and 
11  60.) 

The  Washington  Street  Pumping  Station. 

This  old  station,  as  at  present  enlarged,  is  a  substantial  brick 
building,  containing  three  pump  rooms,  one  boiler  room,  and 
a  coal  room.  There  is  a  four  foot  brick  stack,  125  feet  high.  Steam 
is  supplied  by  two  150  H.  P.  Babcock  and  Wilcox  water-tube  boil- 
ers, installed  in  1896;  and  two  250  H.  P.  boilers  of  same  make, 
installed  in  1900.    All  boilers  are  hand-firedi 

The  pumping  equipment  is  as  follows : 

One  Holly  pump  with  inclined  steam  cylinders  geared  to 
rotary  pumps  of  a  total  rated  capacity  of  4,500,000  gallons  per  24 
hours,  installed  in  1870. 

One  Holly  quadruples  steam  pump,  rated  at  6,000,000  gal- 
lons, installed  in  1872. 

Two  horizontal  'pumps  of  a  rated  capacity  of  6,000,000  gal- 
lons each,  installed  in  1885.  The  last  two  pumps  are  connected 
to  horizontal  steam  engines  as  well  as  to  the*  vertical  shafts  of  three 
5'3  inch  turbines,  so  that  they  may  be  driven  either  by  steam  power 
or  by  water  power  from  the  "White  river  canal.  • 

N'one  of  these  steam  pumps  can  be  called  modern  or  econom- 
ical in  fuel  consumption.  The  old  geared  pump  is  especially  anti- 
quated and  inefficient ;  but  all  of  them  can'  still  be  relied  upon  to 
pump  water  against  the  necessary  head,  and  as  they  are  \rsually 
held  in  reserve  and  are  very  rarely  used,  it  has  not  been  found  nec- 
essary to  replace  them  with  more  modern  rnachinery. 

The  growth  of  factories  around  the  station  has  encroached 
upon  its  grounds,  and  almost  hidden  it  front  view,  so  that  little  or 
nothing  can  be  accomplished  by  trying  to  beautify  the  exterior  of 
the  building,  but  the  interior  is  kept  clean  and  well  painted,  and 
the  machinery  is  maintained  in  good  working  order. 

Coal  is  hauled  to  the  station  by  wagons,  unloaded  in  coal 
bins,  and  thence  wheeled  to  boilers. 

The  Riverside  Pumping  Station. 

The  group  of  buildings  composing  this  station ;  the  pipe  lines 
and  conduits  leading  to  it  from  the  wells  and  filters,  and  leading 
from  it  to  the  old  lower  station  or  to  the  city;  and  the  receiving 
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or  distributing  Avell  and  open  gallery  reservoir,  are  all  shown  in 
plan  on  Plate  XIX  (not  reproduced  here), 

The  boilers,  the  HoUy-Gaskill  pumping  engine,  and  the  air 
compressors  are  all  housed  in  one  building.  The  Snow  pumpmg 
engine  and  the  new  Davis  pumping  engine  are  in  separate  build- 
ings. All  the  buildings  are  substantial  and  are  well  kept,  and  the 
Snow  and  Davis  buildings— shown  on  Plates  XX,  XXI  and  XXII 
(not  reproduced  here) —are  tinusually  handsome  structures.  A  re- 
inforced concrete  conduit  brings  water  by  gravity  from  filters  to 
receiving  well,  whence  it  may  either  be  drawn  by  the  suction  pipes 
of  the  pumps  or  flow  on  do\\Ti  to  the  old  station.  Each  of  the 
three  pumps  is  so  connected  that  it  may  dJaw  either  from  the  re- 
ceiving well  or  open  gallery  reservoir,  or  both.  Steam  for  the 
Eivcrside  engines  is  furnished  by  eight  250  H.  P.  Babcock- Wilcox 
water-tube  boilers.  There  is  a  self-supporting  steel  stack  five  feet 
in  diameter  by  150  feet  high.    The  boilers  are  hand-fired. 

The  company's  officers  state  that  they  had  the  advisability 
of  installing  automatic  stokers  carefully  considered  by  experts, 
who  reported  against  their  installation  principally  on  the  ground 
that  the  automatic  stokers  had  not  the  requisite  flexibility  and 
could  not  be  forced  sufficiently  to  meet  the  varying  needs  of  a  di- 
rect pressure  system  upon  which  sudden  calls  were  likely  to  be 
made  for  fire  pressure  and  greatly  increased  rate  of  pumping. 

Coal  cars  are  set  on  the  company's  switch,  and  there  unloaded 
into  in-' all  tram  cars  by  the  company's  Bay  City  Orange-peel  exca- 
vator. The  tram  cars  are  then  pushed  alohg  the  tracks  in  front 
of  the  boilers. 

The  pumping  engines  are  as  follows : 

One  horizontal  compound  condensing  HoUy-Gaskdll  steam 
pumpiig  engine,  rated  at  12,000,000  gallons. 

One  Snow  vertical  triple  expansion  puruping  engine,  rated  at 
20,000,000  gallons. 

One  Davis  vertical  triple  expansion  pumping  engine,  rated  at 
30,000,000  gallons. 

There  are  three  single-stage  air-compressors,  and  one  two- 
stage  compound  Corliss  compressor,  having  a  combined  capacity 
of  8,000  cubic  feet  of  free  air  per  minute  against  50  pounds  pres- 
sure. 

All  of  this  machinery  is  kept  in  first  rate  order.  It  is  not 
possible  to  make  any  statement  of  duties  of  engines  because  of  the 
fact  that  the  same  boilers  furnish  steam  ta  all  the  engines  and  to 
all  the  compressors.  The  air-lift  plant,  as  is  always  the  case  with 
this  device  for  raising  water,  gives  a  very  low  duty,  but  at  the  time 
of  its  installation  it  was  practically  the  Qlily  contrivance  in  the 
market  bv  which  water  could  be  drawn  in  large  quantities  from 
driven  wells.  With  the  completion  of  the  improvements  now  un- 
der way  at  the  filters,  the  use  of  the  air-li|t  plant  will,  except  in 
time  of  emergency,  be  almost  discontinued. 

The  total  coal  consumed  in  1905  for  all  purposes  at  both 
pumpino'  stations  and  at  the  filter  plant  is.  stated  by  the  officers 
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of  the  c-onipauy  to  have  been  ,30,300, tons,  averaging  about  $1.75 
pel'  ton. 

The  extensive  grounds  around  the  Eiverside  station  have  been 
transformed  by  the  company  into  a  park.  There  is  a  large  green- 
house where  large  quantities  of  flowers  and' shrubs  are  grown,  and 
these  in  season  are  set  out  to  beautify  the  approaches  to  the  hand- 
some pumping  station  buildings. 

For  "the  cost  of  a  comparable  unit  of  service,"  see  answer  to 
H  158,  H  61  and  H  162. 

New  Haven. 

The  supplementary  report  on  New  HaVen,  so  far  as  the  mat- 
ter has  not  been  embodied  in  the  answers  to  the  speeiiie  inquiries 
in  the  printed  schedule,  is  as  follows : 

General  Description.^ 

Xew  Haven  is  situate(J.  on  the  southern  edge  of  Connecticut, 
and  at  the  north  end  of  New  Haven  harbor,  an  estuary  of  Long 
Island  Sound.  Plate  1  (not  reproduced  here)  shows  the  topog- 
raphy of  New  Haven  and  vicinity.  The  main  portion  of  the  city 
lies  low  and  is  nearly  level,  but  the  grourtd  rises  gradually  from 
the  water  front  to  Prospect  Hill  and  Mill  Eock  on  the  northeast 
and  Beaver  Hill  and  Pine  Eock  on  the  northwest.  The  city  is 
flanked  on  the  east  by  a  ridge  which  terminates  in  the  bold  and 
picturesque  promontory  known  as  East  Eock,  355  feet  high,  the 
site  of  an  imposing  soldiers'  monument  and  handsome  park,  and 
on  the  west  by  West  Eock  Eidge  whose  southern  end  is  another  steep 
and  rocky  promontory  over  400  feet  in  height.  The  highest  land 
within  the  territory  supplied  by  the  mains  of  the  water  company 
is  found  on  Prospect  Hill,  which  is  about  140  feet  above  sea  level. 
The  Quinnipiac  river  flowing  south  into  tfhe  harbor  just  east  of 
Bast  Bock  separates  East  Haven  from  Pair  Haven,  and  Mill 
river,  just  west  of  East  Eock  divides  Fair  Haven  and  New  Haven. 
"West  river  flowing  southerly  along  the  west  side  of  West  Eock 
Eidge  separates    West  Haven  from  New  Haven. 

The  New  Haven  Water  company  now  supplies  the  city  of 
New  Haven  and  the  neighboring  towns  or  villages  of  West  Haven, 
East  Haven  and  Hampden  and  parts  of  Orange.  The  company 
takes  its  water  from  9  lakes  or  reservoirs,  and  the  supply  is  dis- 
tributed partly  by  gravity  and  partly  by  pumping. 

Historical. 
Attached  hereto  as  Exhibit  1  is  an  historical  sketch  of  the 
water  works,  prepared  by  Mr.  David  Daggett,  secretary,  New 
Haven  Water  company,  which  gives  a  brief  outline  frbm  the  com- 
pany's standpoint  of  the  series  of  events,  legal  and  political,  which 
culminated  finally  in  the  company's  existing  contract  with  the  city 
and  amended  charter  from  the  state.  In  so  far  as  the  physical 
features  of  the  plant  are  concerned,  the  earliest  and  for  many  years 
the  only  source  of  supply  was  Lake  Whitney,  the  water  from  which 
was  first  pumped  to  the  city  by  water  power  on  January  1,  1862. 
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About  1S?0  the  curious  old  steam  pumping  engine  built  by  the 
Yale  Iron  works  was  installed  in  the  first -steam  pumping  station 
at  AYhitneyville.  In  1884  the  East  Haven,  pumping  station  was 
built  on  the  shore  of  Lake  Saltonstall  and  the  6^  million  gallon 
compound  condensing  low  duty  Worthingtbn  engine  began  to  de- 
liver Saltonstall  water  to  the  consumers.  In  1896  a  new  engine 
room  and  a  new  boiler  room  having  been  added  to  the  Whitneyville 
steam  pumping  station,  the  10  million  gaUon  compound  condensing 
high  dutj'  Worthington  pumping  engine,  with  a  complete  new 
boiler  plant,  was  added  to  the  equipment  of  that  station.  Finally 
in  1905  a  new  engine  room  was  built  on  to  the  north  end  of  the 
East  Haven  pumping  station,  a  complete  new  boiler  plant  re- 
placed the  then  existing  one,  and  the  10  million  gallon  compound 
condensing  high  duty  D'Auria  pumping  engine  was  put  into  reg- 
ular service.  In  the  meantime,  the  Prospect  Hill  and  East  Haven 
reservoirs  and  the  East  Haven  standpipe  wete  built,  and  the  lakes 
which  furnished  the  gravity  supply  were  acquired  one  after  the 
other;  dams  were  constructed  to  increase  their  storage,  and  mains 
laid  to  convey  their  waters  to  the  city.  The  plant  of  the  "^'est 
Haven  Water  company  was  bought  in  190(7,  and  the  Maltby  lakes 
were  substituted  as  a  source  of  supply  instead  of  Lake  Phipps, 
which  had  been  used  for  the  purpose  by  that  company.  The  dis- 
tributing system  of  mains  was  improved  and  extended  to  keep  pace 
with  the  growth  of  the  city,  and  finally  the  fine  new  filter  plant 
was  installed,  which  early  in  1906  began  its*  work  of  purifying  the 
water  from  Lake  T\Tiitney.  The  administtation  of  the  plant  of 
the  company  as  it  now  exists  is  described  in  a  paper  prepared  by 
;Mr.  David  Daggett,  secretary,  Xew  Haven  Water  company,  and 
which  accompanies  this  report  as  Exhibit  3.  For  fuller  descrip- 
tion of  sources  of  supply  see  H  2.  For  the  sanitary  quality  of  the 
water,  see  H  55.  For  description  of  pumping  stations,  see  H  129. 
The  description  of  the  filters  is  to  be  found  under  H  129.  The 
distributing  system  is  described  under  H  22  and  H  85.  Proposed 
extensions  are  explained  under  H  131.  Quality  of  water  i-  de- 
scribed under  H  55,  H  60  and  H  61.  For  cost  of  "a  comparable 
imit  of  service,"  see  H  158. 

EXHIBIT  1. 

THE    EISTOUT    OF    THE    :SEW    HAVEN    WATEK    COIIPAXY. 

Written  by  David  Daggett,  Secretarv  Xew  Haven  Water  Co., 
ISTovember  20,  1906. 
The  history  of  the  Xew  Haven  Water  conipanv  shows  conclu- 
sively that  the  relative  advantage  of  private  and  municipal  owner- 
ship of  public  utilities  was  as  much  a  burning  and  debated  ques- 
tion in  the  year  1849  as  it  is  to-day,  and  t&at  the  solution  of  the 
problem  then,  as  now,  depends  upon  the  individual  ca<e  in  point 
and  not  upon  any  general  principle  applicable  to  all  localities  alike. 
The  question  was  thoroughly  threshed  out  in  A^ew  Haven  between 
1849  and  1854,  and  twice  later,  as  the  facts  related  below  will 
prove. 
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The  population  of  New  Haven  in  1849  was  about  2-i,000, 
and  in  that  year  a  charter  was  granted  by  the  general  assembly  of 
the  state,  incorporating  the  New  Haven  Water  company  and  em- 
powering them  to  furnish  and  sell  water  to  takers  in  the  city  of 
New  Haven.  This  was  not  a  municipal  charter,  but  was  granted 
upon  the  petition  of  private  capitalists  who  recognized  the  need  of 
a  public  water  supply,  and  who  were  willing  to  risk  their  money  in 
such  an  undertaking.  They  were  not  capitalists  in  the  sense  that 
that  word  conveys  to-day,  biit  were  men  of  education  and  position 
in  the  community.  The  influx  of  foreign  labor  had  not  then 
reached  the  city,  and  all  debates  upon  public  questions  were  par- 
ticipated in  by  an  exceptionally  intelligent  body  of  citizens  who 
were  much  interested  in  the  welfare  of  the  city.  Once  this  charter 
was  granted,  other  equally  intelligent  menrbers  of  the  community 
recognized  that  it  might  be  to  the  advantage  of  all  to  have  the 
public  water  supply  owned  by  the  city  instead  of  by  private  capital, 
and  debates  upon  the  question  of  private  and  municipal  control 
were  at  once  started  and  public  interest  aroused.  During  this  time 
the  owners  of  the  original  charter  did  nothing  in  the  way  of  de- 
velopment, except  to  open  books  for  subscription  to  the  capital 
stock  of  the  private  company,  and  seemed  to  be  passive  as  to  the 
ultimate  solution  of  the  question,  save  that  they  were  unanimous 
as  to  the  need  of  some  kind  of  a  public  water  supply.  Meantime 
the  discussion  went  on  and  finally  culminated  in  a  meeting  of  citi- 
zens, called  by  the  mayor  in  June,  1853,  at  which  a  committee 
was  appointed  to  inquire  and  report  as  to  the  most  feasible  method 
of  supplying  the  city  with  water  by  a  municipal  plant.  Surveys 
were  undertaken  and  a  report  made  in  March  of  1853,  when  the 
citizens  voted  by  ballot  in  favor  of  a  petition  to  the  General  As- 
sembly for  an  amendment  to  the  charter  of  the  city  authorizing 
an  issue  of  bonds  to  build  the  works,  and  another  ballot  was  taken 
in  July  in  favor  of  accepting  the  amendihent — as  passed  in  re- 
sponse to  the  petition — and  the  citizens  thus  twice  recorded  them- 
selves as  in  favor  of  owning  their  own  water  works. 

Commissioners  were  then  appointed,  dpd  contracts  had  been 
made  for  the  reservoir,  when  a  flaw  was  discovered  in  the  legis- 
lative act,  necessitating  alteration  in  order;  to  make  a  bond  issue 
valid,  and  during  the  agitation  respecting  a-petition  for  an  amend- 
ment to  remedy  the  matter,  decided  opposition  developed  to  the 
city  making  any  such  expenditures,  and  .after  several  meetings 
and  much  earnest  discussion,  a  petition  was  prorcnted  to  the  Gen- 
eral Assembly  in  June  of  1854  for  a  repeal  of  the  act  authoriz- 
ing a  municipal  plant.  This  was  passed  and  a  new  ballot  ordered 
upon  the  subject,  requiring  this  time  a  vote  of  three-fifths  of  the 
citizens  to  make  the  matter  binding.  This  vote  was  taken  in  July, 
1854,  and  showed  a  decided  change  in  sentiment,  for  the  project 
was  defeated  by  a  majority  of  608  votes.  This  was  a  very  large 
meeting  of  the  citizens  and  indicated  the  Jjr^t  interest  taken  in 
the  question  by  everyone  resident  in  New  Haven  at  that  time. 

In  1859  the  original  incorporators  imder  the  act  of  1849, 
being  convinced  that  a  public  water  supply  could  be  obtained  only 
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through  private  enterprise,  again  opened  their  subscription  books 
and  solicited  capital  for  the  erection  of  a  private  plant.  The  op- 
portunity to  become  interested  in  the  project  was  not  enthusias- 
tically received,  but  later  in  the  year  contracts  were  made  for  the 
erection  of  the  works  for  $350,000,  and  a  dam  was  built  across 
Mill  river  at  the  northerly  end  of  the  city,  and  a  reservoir  built 
upon  Prospect  Hill,  at  elevation  129.  Pumping  machinery  was 
bought  and  installed  and  the  water  supply  of  the  new  company 
was  first  distributed  to  consumers  on  Xew  Year's  day  of  1862. 
JFrom  that  time  to  this  the  works  have  been  in  the  hands  of  the 
original  company  and  have  steadily  expanded,  not  only  keeping 
pace  with  the  growth  of  the  city,  but,  through  judicious  purchases 
of  land  and  water  rights,  provided  an  ample  supply  for  the  full 
needs  of  the  community  for  many  years  to  come. 

After  the  failure  of  the  municipal  project  and  the  starting 
of  the  private  plant,  opposition  developed  ftom  two  sources — from 
those  who  had  been  advocates  of  municipal  ownership  of  the  plant, 
and  from  others  who  recognized  the  future  possibilities  of  the 
earnings  of  a  private  plant  and  who  had  neglected  the  opportunity 
to  become  participants  in  the  enterprise,  and  a  new  company  was 
formed — another  private  water  undertaking — and  after  repeated 
efforts  a  charter  was  finally  obtained,  and)  to  make  a  long  story 
short,  the  original  company  was  obliged  as  an  act  of  self-preser- 
vation to  purchase  the  property  and  franchises  of  two  opposing 
companies,  the  Mountain  TTater  company  and  the  Fair  Haven 
Water  company,  these  two  opponents  having  merged  their  inter- 
ests, and  in  1875  their  identity  was  lost  by  absorption  in  the  pres- 
ent company.  Later,  in  1900,  the  works  and  franchise  of  the  "West 
Haven  Water  company  came  under  the  control  of  the  present  com- 
pany, and  that  district  is  now  supplied  with  ISTew  Haven  water  from 
the  Maltby  lake  supply,  the  old  West  Haven  reservoirs  being  held 
as  a  reserve  supply.  This  last  was  a  private  company,  but  their 
pre -sure  was  insufficient,  being,but  fourteen  pounds,  while,  as  now 
connected  with  the  New  Haven  system.  West  Haven  enjoys  from 
forty-five  to  fifty  pounds. 

The  water  furnished  to  the  city  for  mimicipal  purposes  was 
under  a  regular  contract  with  the  city  at.  the  rate,  for  the  first 
contract,  of  $5,500  per  year.  This  contract  ran  for  twenty  years, 
or  until  1882.  Under  its  provision  the  c^ty  might  purchase  the 
works  at  any  time  after  ten  years  from  the  date  of  the  contract 
by  paying  the  amount  of  the  capital  stock  and  the  interest  upon 
the  same  at  the  rate  of  ten  per  cent,  per  annum,  less  all  dividends 
paid,  but  no  action  was  ever  taken  to  exercise  this  option  and  the 
contract  ran  until  its  expiration. 

In  1881  and  18S2  there  was  again  considferable  agitation  and  dis- 
cussion over  the  question  of  buying  the  works  under  the  option 
before  mentioned,  and  before  any  new  contract  was  made  with  the 
city  a  vote  of  the  citizens  was  polled  which  resulted  in  a  majority 
of  1,600  against  purchase  by  the  municipality,  and  a  new  contract 
was  then  made,   running  for   ten  years,   with  similar   conditions 
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as  to  purchase  as  in  the  first  contract,  and  at  the  end  of  this  period, 
or  in  1H'J2,  the  city  having  failed  to  exercise  its  option  as  to  pur- 
chase, another  ten  year  contract  was  made  practically  identical  with 
the  former  save  in  the  amount  to  be  paid  by  the  city  for  water  used 
for  municipal  purposes.  This  had  varied  with  each  contract,  until 
in  1902,  the  end  of  the  period  covered  by  the  1892  contract,  the 
city  was  paying  the  water  company  the  sum  of  $20,000  yearly. 
While  this  seemed  quite  a  sum  compared  with  the  price  paid  in 
1862,  careful  estimates  made  by  engineers  proved  that  the  munici- 
pal uses  of  the  city,  figured  upon  the  lowest  meter  rate  of  the 
company,  were  more  nearly  three  times  the  sum  paid. 

The  ten  year  periods — or  optional  purchase  periods — had  al- 
ways been  of  more  or  less  embarrassment  to  the  company  in  the 
development  of  their  works,  mainly  because  of  the  difficulty  of 
enlisting  capital  for  extensions  if  the  call  was  made  at  any  time 
near  the  expiration  of  one  of  the  periods^  Every  contract  con- 
tained the  purchase  clause,  and  stockholders  were  diffident  in  regard 
to  increasing  their  interest  with  the  possibility  of  municipal  owner- 
ship staring  them  in  the  face;  and  in  1902,  when  the  contract  of 
1892  expired,  this  was  recognized  and  a  new  contract  was  made, 
under  which  the  city  gives  the  company  a  contract  in  perpetuity, 
but  retains  the  optional  purchase  clause  at.  the  end  of  twenty-five 
years,  and  has,  in  addition,  the  right  to  supervise  the  rates  charged 
consumers  every  five  years  if  they  are  deemed  unfair  or  inequitable. 
In  return  for  this  contract,  the  company  gives  the  city  free  water 
for  municipal  purposes  in  perpetuity. 

The  relations  therefore  of  the  company  and  of  the  munici- 
pality at  this  vrriting — and  certainly  for  twenty  years  hence,  or 
until  the  city  shall  exercise  its  purchase  option  in  1927 — are 
intimate  and  interesting ;  for,  while  the  works  are  not  the  property 
of  the  city,  the  rates  charged  consumers  are  under  municipal  con- 
trol, the  city  obtains  free  water  for  all  public  uses,  the  optional 
purchase  clause  is  retained,  and  the  company,  insured  against 
purchase  for  a  fairly  long  term  of  years,  can  proceed  to  extend  and 
develop  its  plant  without  the  menace  of  municipal  ownership.  The 
situation  is  really  one  of  private  ownership  with  municipal  con- 
trol, and  at  this  time — after  four  years  of  experience  with  the  new 
contract — the  relations  of  the  company  to  the  city  and  to  the 
citizens  appear  all  that  can  be  desired. 

THE  ADMINISTEATION   OF   THE   NEW   HAVEIST   VFATEE   COMPANY. 

Written  by  David  Daggett,  Secretary  New  Haven  Water  Co., 
November  20,  1906. 
The  Few  Haven  Water  company  is  a  private  company  with  a 
capital  stock  of  $2,500,000  of  a  par  value  of  $50  per  share,  held  at 
this  date  by  about  900  stockholders.  Of  these,  about  85  per  cent, 
reside  in  New  Haven;  the  remainder  is  variously  held  through 
division  of  estates  and  sales,  but  over  80  per  cent,  of  the  stock  is 
still  held  in  New  Haven.  There  are  no  mortgage  bonds  of  any 
kind  and  but  one  class  of  stock— no  preferred.    In  1904  the  com- 
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pany  issued  debenture  bonds  to  the  amount  of  $500,000  con- 
vertible into  stock  at  par  between  January  1,  1910,  and  January 
1,  1915,  at  the  option  of  the  directors.  These  bonds  are  secured 
only  by  the  credit  of  the  company. 

The  stockholders  elect  by  ballot  each  year  a  board  of  nine 
directors  who  admiaister  the  affairs  of  the  company,  and  who 
elect  from  their  own  number  each  year  a  president,  vice-president, 
and  treasurer,  and  also  elect  or  appoint  a  secretary,  assistant  treas- 
urer, superintendent,  chief  inspector,  superintendent  of  the  filter, 
chief  pumping  engineer,  chief  sanitary  inspector,  and  an  engineer. 

The  president  has  immediate  charge  of  the  affairs  of  the 
company  and  devotes  practically  his  entire  time  to  its  affairs.  At 
present  he  is  also  treasurer.  The  vice-president  is  not  an  active 
officer.  The  secretary  has  charge  of  the  office,  purchases,  collec- 
tions, and  with  the  president  keeps  in  touch  with  the  general 
administration.  The  assistant  treasurer  has  charge  of  the  cor- 
poration books  and  divides  with  the  secretary  the  details  of  office 
administration.  All  of  the  above  have  desks  in  the  general  office 
of  the  company. 

The  superintendent  has  active  charge  *of  all  the  outside  work 
of  the  company — pipe  laying,  buildings,  care  of  sheds,  rents — and, 
with  the  engineer,  lias  oversight  of  all  construction,  whether  under 
contract  or  not.  He  reports  to  the  general  office  daily  and  from 
there  obtains  orders  for  pipe  laying  and  changes  in  property  or 
buildings.  The  purchase  of  tools  and  smaller  supplies  is  also  his 
care.  He  appoints  an  assistant  superintendent  who  has  charge  of 
meters  and  their  care  and  who  also  oversees  the  records  of  the 
work  done  and  the  pay-roll  of  employees.  All  labor  is  engaged  by 
the  superintendent  in  person  and  he  determines  the  wages  paid. 
The  office  of  the  superintendent  is  separate  from  the  general  office, 
and  is  connected  with  the  supply  yard  where  the  stores  are  kept; 
he  has  the  custody  of  all  gates,  pipe,  hydrants,  meters,  and,  in 
general,  of  all  articles  used  in  construction,  and  has  his  own  clerks 
or  bookkeepers. 

The  chief  inspector  of  the  company  reports  to  the  secretary, 
and  has  under  him  the  staff  of  regular  hoijse  to  house  inspectors. 
The  city  is  divided  into  districts — radiating,  out  from  the  general 
office  fan-shaped — and  each  inspector  is  assigned  a  district  and 
is  responsible  for  all  fixtures,  excavations,  changes  in  plumbing,  and 
wasting  water  in  his  section.  The  chief  inspector  goes  into  all 
districts,  and  all  inspectors  report  to  the  general  office  every  morn- 
ing and  usually  twice  a  day.  They  are  allo-vved  car  fares  to  distant 
points  and  work  from  8  A.  M.  to  5  P.  il.  One  of  them  is  detailed 
to  inspect  vacancies  and  uses  a  bicycle.  They  are  not  allowed  to 
quote  rates  or  to  collect  bills;  they  simply  report  what  they  see. 
There  is  also  a  special  inspector  in  the  employ  of  the  company  who 
is  unknown  to  the  regular  force  and  who  is  in  a  position  to  report 
to  us  monthly  every  change  in  plumbing  in  the  entire  city.  This 
gives  us  a  positive  check  upon  our  regular  force.  All  inspectors 
have  badges  and  identification  cards,  but  are  not  in  uniform. 
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The  chief  sanitary  inspector  lias  under  him  sub-iuspeetors  and 
^patrolmen,  and  the  entire  watershed  of  the  company  is  under  con- 
stant surveillance.  These  inspectors  are  carefully  selected;  most 
of  them  are  resident  upon  the  shed  they  cover  and  many  of  them 
are  constables  under  a  state  law.  They  all  have  a  force  of  laborers 
under  them  who  are  constantly  cleaning  the  sheds.  They  are  ac- 
quainted with  and  visit  the  residents,  and  in  case  of  any  sickness 
upon  the  sheds,  report  is  at  once  made  to  th'e  head  inspector  and  by 
him  to  the  superintendent.  The  inspectors  themselves  are  on  duty 
seven  days  a  week  and  in  some  instances*  are  furnished  with  a 
team.  All  but  one — the  inspector  on  the  Maltby  sheds,  which  are 
but  two  miles  from  the  office — have  telephones  in  their  residences 
which  are  paid  for  by  the  company.  The  physicians  in  every  town 
in  which  a  water  shed  is  located  are  furnished  with  blanks  by  the 
company,  and  in  cases  of  typhoid  or  any  water-borne  disease  they 
fill  these  out  and  mail  them  to  the  office  of  the  company— or  to 
the  town  health  officer — for  which  they  receive  one  dollar  as  a  fee. 
The  telephone  is  always  used  if  possible  before  the  mailing  of  the 
blank.  If  a  typhoid  case — or  a  suspected  case — is  reported,  a 
patrolman  is  at  once  stationed  upon  the  premises  night  and  day, 
the  grounds  are  disinfected  and  the  head  inspector  knows  where 
all  the  excreta  are  placed,  where  the  sink, water  is  thrown,  and 
whatever  else  is  done  upon  the  premises.  The  inspector  keeps  in 
touch  with  the  physician  and  the  health  officer,  and  by  rendering 
assistance  to  the  family  makes  himself  unobjectionable.  The  dis- 
infection of  premises  is  under  a  regular  course  of  procedure  laid 
out  for  us  by  Prof.  Smith  of  Yale  university,  and  a  full  supply 
of  disinfectants  is  always  on  hand  at  the  superintendent's  office 
and  in  the  distant  sections  is  stored  where  the  district  inspector 
can  immediately  get  at  it. 

The  superintendent  of  the  filter  plant  *has  charge  of  the  filter 
and  of  the  filter  laboratory,  and  the  watgr  is  tested  daily,  and 
reports  made  to  the  main  office  daily,  upon  printed  blanks,  of  the 
number  of  gallons  filtered  by  each  bed,  loss  of  head,  temperature 
of  raw  water  and  effluent  of  the  filter,  turbidity  and  per  cent, 
removed,  bacteria  and  per  cent,  removed,  alkalinity,  sediment,  and 
tests  for  the  colon  bacillus.  These  reports  are  kept  on  file  in  the 
general  office  and  are  open  to  the  inspection  of  any  responsible 
person.  A  monthly  chemical  and  bacteriological  examination  of 
all  the  supplies  is  also  made  by  Prof.  Smith,  and  more  frequently 
in  case  of  heavy  rains  or  if  occasion  demands  it.  In  general  it 
may  be  said  that  no  expense  is  spared  to  injure  the  purity  of  the 
supplies.  A  force  of  men  is  continually  employed  at  the  filters 
cleaning  and  managing  the  gates. 

The  chief  pumping  engineer  has  charge  of  the  pumping  sta- 
tions and  has  under  him  competent  engineers  who  run  the  ma- 
chinery. He  purchases  the  smaller  supplies*  through  the  superin- 
tendent's office,  and  with  the  superintendent  regulates  the  wages 
paid  at  the  several  stations.  Careful  and  detailed  records  of  the 
pumps,  coal  consumption,  etc.,  are  kept  daily  and  filed  at  the  main 
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office  each  week.     Daily  records  are  also  made  at  each  station  of 
the  ^^-patller,  rainfall,  height  of  lakes  and  .reservoirs. 

Automatic  recordrDg  gauges  for  pressure  are  ke^Dt  at  several 
of  the  fire  engine  houses  through  the  city  and  at  other  points,  and 
these  are  collected  daily  and  forwarded  to  the  superintendent. 

The  engineer  of  the  company  has  his  office  in  the  building  with 
the  main  office,  and,  while  he  and  his  assistants  do  outside  work, 
his  staff  is  always  available  for  the  work  of  the  company.  He  makes 
all  contracts  for  construction  and  supervises  the  work,  draws  plans 
for  dams  and  reservoirs,  and  has  charge  of  the  development  of  the 
water  sheds. 

Of  the  five  supplies  distributing  Avater  to  Xew  Haven,  the 
company  own  practically  all  of  the  flow  lines  of  the  lakes  and 
several  feet  beyond.  They  own  all  of  the  watershed  of  the  Maltby 
lakes  and  practically  all  of  Lake  Saltonstall  and  Lake  Wintergreen. 
■\^Tiitney  Lake  has  a  shed  of  about  55  square  miles,  and  of  this  the 
company  owns  a  large  share,  but  this  supply  is  now  filtered.  The 
West  Eiver  shed  is  in  process  of  acquisition,  and  but  little  remains 
to  purchase. 

The  undeveloped  supplies  of  ^he  company  are  the  Wepauwaug 
river,  which  will  eventually  be  turned  into  the  Maltby  system;  the 
Farm  river,  which  will,  get  into  Lake  Saltonstall  by  a  tunnel  lately 
completed;  and  an  undeveloped  shed  in  East  Wallingford  and  at 
Prospect,  both  of  which  will  probably  enlarge  the  Saltonstall  and 
Whitney  supplies. 

Xo  fishing  is  permitted  in  any  of  the  reservoirs;  but,  from 
April  to  October,  permits  for  line  fishing  in  Saltonstall  may  be 
obtained  without  charge  at  the  office.  Skating  is  allowed  only 
upon  a  portion  of  Lake  Whitney,  which  has  so  long  been  the  main 
skating  privilege  of  'New  Haven  that  it  is  difficult  to  stop  it.  The 
skating  season  is  very  uncertain,  and  while  it  continues  special 
inspectors  are  upon  the  lake  at  all  times.  Through  existing  con- 
tracts when  the  property  was  purchased,  ice-cutting  is  allowed  at 
Lake  Whitney,  Lake  Maltby — number  1 — ^and  for  residents  near 
the  lakes  upon  Dawson,  Chamberlain  and  Bethany.  During  the 
cutting  season  the  most  rigid  precautions  a^re  taken  against  pollu- 
tion and  inherited  ice  privileges  are  cancelled  as  fast  as  possible. 

Wages  are  paid  every  Monday  and  salaries  once  a  month. 
During  the  present  administration — now  over  nine  years — no  em- 
ployee of  the  company  has  ever  been  asked  to  vote  in  any  particular 
way,  and  all  of  the  force,  both  laboring  ^nd  office,  are  engaged 
and  hold  their  positions  strictly  upon  merit.  No  person  in  the 
employ  of  the  company  is  engaged  for  over  one  year. 

Under  an  arrangement  with  the  IST.  Y.,  N.  H.  &  H.  E.  E.  Co. 

all  train  closets  are  locked  between  ISTew  Haven  and  Cheshire on 

the  Whitney  shed — and  between  ISTew  Haven  and  Branford  on  the 
Saltonstall  shed,  and  dining  car  refuse  is  not  allowed  to  be  thrown 
from  the  trains. 
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I— FINANCIAL    MATTERS. 

I  1.  Secure  and  transmit  a  printed  or  Written  copy  of  all  rate 
schedules,  forms  of  contracts,  schedules  and  conditions  of 
discounts,  rebatqg,  deposits,  penalties,  etc.,  so  as  to  show 
in  detail  all  charges,  such  as  fees  "for  tapping  mains,  and 
turning  on  water,  which  any  consumer  might  be  called 
upon  to  pay,  as  in  force  at  the  end  of  the  last  fiscal  year, 
which  is  for  Chicago,  Cleveland,  and  Syracuse,  December 
31st,  1905. 
Chicago.     Accompanying  this  report  are  the  following:    (1) 

Ecvised  Municipal  Code  of  Chicago,  of  1905.     (2)  The  Thirtieth 

Annual  Eeport  of  the  Department  of  Public  Works,  for  the  year 

ending  December  31st,  1905. 

The  rules  and  regulations  prescribed  for  the  management  of 

the  water  works  will  be  found  in  the  Code,  chapters  52  and  71,  at 

the  following  sections : 

Sections.  Particulars. 

1906-1911  Water  Mains. 

2379  to  2406  Eules  and  .Eegulations. 

2407  to  2419  Water  Eafes. 

2420  to  2436  ]\Ieter  Measurement  Bates. 

2437  to  2453  Collection  *f  Eates. 

Certain  of  these  sections  are  amended  by  an  ordinance  passed 
b}'  the  city  council,  July  5th,  1905,  as  sho^vm  on  pages  706  to  710 
of  the  supplement  to  the  revised  code. 

(Eates  for  Chicago  taken  by  J.  H.  Gray  from  report  by  D. 
H.  Maury.) 

Frontage  Bates. 

The  following  water  rates  were  fixed  hj  ordinance  May  1st, 

1898.    In  some  particulars,  the  rates  have  been  amended,  the  rates 

here'  given  being  those  in  force  at  the  time' this  investigation  was 

made.    Section  17  of  the  ordinance  (as  amended)  :  "  The  minimum 

^'ol.  II.— 24. 
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■water  assessment  on  each  and  every  building  fronting  on  any  street, 
avenue  or  other  public  highway,  in  or  thr&ugh  which  any  public 
water  supply  is  laid,  shall  be  the  amount  respectively  specified 
hereinafter  as  frontage  rates  and  for  special  use  of  water  such  rates 
in  addition  as  are  hereinafter  named ;  provided,  however,  that  when 
the  supply  of  water  to  any  building  or  premises  is  wholly  controlled 
b}'  meter,  the  said  bunding  or  premises  shall  be  assessed  by  meter 
measurement  only,  irrespective  of  the  number  and  character  of  the 
fixtures  or  the  special  uses  for  which  the  water  may  be  used;  pro- 
vided further,  that  in  no  case  shall  any  building  or  premises  sup- 
plied from  meter  be  less  per  annum  than  the  amount  prescribed 
for  such  building  or  premises  by  frontage  'rates." 

Frontage  Ratos  Per  Antnim.     Stories  in 
Height  of  Building. 


Front  Width  of  Building.  One.  Two.  Three.  Four.  Five.  Hi.):. 

12  ft.   and   less $2  50  $4  00  $5  50  $7  00  $8  50  .?10  00 

Over  12  ft.  to  15  ft 3  50  5  00      6  50  8  00  9  50  11  00 

Over  15  ft.  to  18  ft 4  50  6  00  7  50  9  00  10  50  12  60 

Over  18  ft.  to  21  ft 5  50  7  00  8  50  10  00  11  50  13  00 

Over  21  ft.  to  24  ft 6  00  7  50  9  00  10  50  12  00  13  50 

Over  24  ft.  to  27  ft 7  00  8  50  10  00  11  50  13  00  14  50 

Over  27  ft.  to  30  ft 8  00  9  50  11  00  12  5D  14  00  15  50 

Over  30  ft.  to  33  ft 9  00  10  50  "  12  00  13  50  15  00  16  m 

Over  33  ft.  to  36  ft 9  50  11  00  12  50  14  00  15  50  17  00 

Over  36  ft.  to  40  ft 11  00  12  50  14  00  15  50  17  00  18  50 

Over  40  ft.  to  44  ft 11  50  13  00  14  50  16  00  17  50  19  00 

Over  44  ft.   to  48  ft 12  50  14  00  15 '50  17  00  IS  50  20  00 

Over  48  ft.  to  52  ft 13  50  15  00  16  50  18  00  19  50  21  00 

Over  52  ft.  to  5B  ft 14  50  16  00  17  50  19  00  20  50  22  00 

Over  56  ft.  to  62  ft 15  50  17  00  18  50  20  00  21  50  23  fio 

Over  62  ft.  to  67  ft 16  00  17  50  19  00  20  50  22  00  23  50 

Over  67  ft.  to  72  ft 17  00  18  50  20  00  21  50  23  00  24  50 

Over  72  ft.  to  77  ft 18  00  19  50  21  00  22  50  24  00  25  50 

Over  77  ft.  to  82  ft 19  00  20  50  22  00  23  50  25  00  20  50 

Over  82  ft.  to  87  ft 20  00  21  50  23  DO  24  50  26  00  26  50 

Larger  buildings  in  proportion.  The  rates  other  than  average  rates 
are  not  reproduced  here. 

All  basements  containing  two  or  more  .finished  rooms,  not  in- 
cluding the  laundry  room,  shall  be  deemed  and  estimated  as  an 
additional  story. 

All  buildings  with  attics  contaiaing  m'ore  than  one  finished 
room  shall  be  deemed  an  additional  story. 

Eesidences,  ilat  buildings  or  famUy  *3lotels,  not  containing 
bath  tubs,  water  closets,  urinals  or  wa'sh-hand  basins,  shall  be 
charged  in  addition  to  the  frontage  rates  for  each  fiat  or  apartment 
therein  in  excess  of  two  occupied  bv  one  familv,  not  to  exceed  twelve 
persons  $3.00. 

Bath  tubs,  water  closets,  urinals,  or  wash-hand  basins  may 
be  added  at  the  following  rates : 

Bath  tubs  each  per  annum $3.00 

Water  closets  each  per  annum 3.00 

Urinals   each   per    annum 1.00 

"Wash-hand  basins  with  faucets  each  per  annum 1.00 


WATER     FINANCE.  355 

Provided  one  aggregate  charge  of  $''J'-.00  per  annum  be  made 
against  any  flat  or  apartment  occupied  by  a  family  not  to  exceed 
twelve  persons,  including  all  children,  boarders,  employees  and 
servants.  No  additional  charge  shall  be  made  for  extra  bath  tubs, 
water  closets,  urinals  or  wash-hand  basins  with  faucets. 

The  frontage  rates  for  each  residence,  flat  building,  or  family 
hotel  occupied  by  more  than  one  family'  shall  include  the  use  of 
one  bath  tub,  one  water  closet  and  one  wash-hand  basin  without 
extra  charge. 

All  basements  or  attics  used  for  business  purposes  shall  be 
deemed  and  estimated  as  additional  stories. 

In  addition  to  the  above  scale  of  frontage  rates,  for  special 
water  fixtures  in  each  dwelling,  the  rate  shall  be  as  hereinafter 
specified. 

Independent  vacant  lots,  not  exceeding  35  foot  frontage  sup- 
plied with  water  through  one  faucet,  shall  be  assessed  not  less 
than  $3.00  per  annum,  and  for  any  additional  water  fixtures,  the 
same  rates  as  hereinbefore  specified  for  like  fixtures. 

Cleveland.  A  copy  of  the  "  Ordinances,  Kules,  and  Eegula- 
tions  for  the  Management  and  Protection  of  the  Waterworks,  as 
Amended  by  the  City  Council,  Dec.  21st,  1896,"  accompanies  this 
schedule,  together  with  the  "  Annual  Eepprt  of  the  Board  of  Pub- 
lic Service  (Waterworks  Division)  of  the  City  for  the  Year  ending 
Dec.  31st,  1905."  These  documents  give  the  particulars  of  the  rates, 
forms  of  contracts,  schedules  and  conditions  of  discounts,  rebates, 
deposits,  penalties,  etc.  Certain  rates  ihave  been  changed  since 
the  book  of  rules  and  regulations  referred  to  was  made  up,  but 
the  following  statement  shows  the  position  to  1905. 

Schedule  of  Water  Rates,  1900-1905. 
Metered. 

1900.  The  rate  for  water  used  flirough  a  meter  was  40 
cents  per  thousand  cubic  feet.  This  rate  remains  imchanged.  The 
minimum  rate  was  $10.00  per  year,  where  the  meter  was  furnished 
and  set  by  the  water  department,  and  $8:P0  per  year,  where  it  was 
furnished  and  set  by  the  consumer.  This  applied  to  all  meters 
over  ■^-  inch.  Fo  f  inch  meters  were  in  use  until  the  latter  part 
of  1901. 

1901.  Same  as  1900  until  August  26th,  when  the  following 
minimums  were  niade  effective:  $2.00  semi-annually  where  the 
assessment  rate  was  $7.00  or  less  per  year.  $3.00  semi-annually 
where  the  assessment  rate  was  from  $7  to  $10  per  year.  $4.00  semi- 
annually where  the  assessment  rate  was  pver  $10.00  per  year.  On 
meters  larger  than  |-  inch,  the  minimum  "i-euTained  unchanged. 

1902.  Same  as  190r. 

1903.  Same  as  1901  and  1902,  except  where  the  assessment 
rate  was  $4.00  or  less  per  year,  the  miuimum  semi-annually  was 
reduced  to  $1.25.     This  amendment  was  passed  Feb.  9th,  1903. 

1904.  The  same  as  1903,  until  Sept.  2d,  when  the  board  of 
public  service  passed  a  resolution  establishing  two  minimums  only 
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for  f  ineli  meters,  namely,  where  the  assessed  rate  is  $3.50  or 
less  semi-amiually,  the  meter  minimmn  is  $1.25.  Where  the 
assessed  rate  is  over  $7.00  per  year,  the  m^eter  m.inimum.  is  $2.50 
semi-annually.  For  meters  larger  than  t  inch,  the  following  min- 
imums  semi-annually  were  established : 

^inch $5.00 

1-inch ..  6.00 

1-J-inch     8.00 

2-inch ,.  .  .  10.00 

3-ineh -.  . .  16.00 

4-inch 20.00 

6-inch 30.00 

1905.     Same  as  1904. 

Assessed. 

Xo  change  has  been  made  in  the  assessment  rate  except  that 
where  the  annual  rent  was  $4.00  or  less,  the  discount  of  15  per  cent- 
is  allowed.    This  amendment  was  passed  August  26th,  1901. 

Syraciise. 

Accompanying  this  schedule  are  the  following:  (a)  Eules,. 
Eegulations,  and  Bates,  as  at  Jan.  1st,  1902,  and  in  force  at  Dec. 
31st,  1905;  (b)  Sixth  Annual  Beport  of  the  Superintendent  of 
the  Bureau  of  "Water  to  the  Commissioner  of  Public  Works,  for 
the  fiscal  year  ended  Dec.  31st,  1905. 

Indianapolis.     (Xo  accountant's  report  was  made  on  the  In- 
dianapolis plant.) 
New  Haven. 

By  arrangement  between  the  company  and  the  committee, 
the  scope  of  the  examination  of  this  plant  was  limited.  The  re- 
sults "  as  far  as  we  are  able  to  investigate/'  are  given. 

The  following  documents  accompany  this  schedule:  (1)  Con- 
tract between  the  City  of  Xew  Haven  and  the  Xew  Haven  Water 
Company,  dated  Feb.  17th,  1902.  (2)  Application  for  metered 
service.  (3)  Eules  and  Eegulations,  including  annual  and  meter 
rates. 

The  following  are  the  fees  for  tapping : 

i-inch $4^.00 

l-inch 5.00 

l-ineh .  g.OO 

1-inch  and  over,  special  rates  depending  on  cost. 
I  2.     If  any  of  the  above  schedules,  forms,  contracts,  etc.,  differed 
materially  from  those  in  force  during  the  last  fiscal  year, 
state  differerwes. 

Xo  material  change,  except  as  noted  in  I  1,  in  the  case  of 
any  plant. 

I  3.     Have  rates  fluctuated  ? 

Cliicago,  Cleveland,  and  Xew  Haven.     Xo. 

Syracuse.     Yes. 
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I  4.     Were  these  schedules,  contracts,  and  rules  strictlj'  enforced? 
Chicago.     Yes,  practically  so. 

Cleveland.  Yes,  except  that  occasions  have  arisen  when  the 
management  used  their  own  discretion. 

Syracuse.  No.  For  instance,  the  following  rules  were  not 
strictly  observed.  Rule  5.  "  Plumbers  shall  execute  a  bond  in 
the  sum  of  $1,000  to  indemnify  the  city  against  loss,  or  damage 
from  defective  work."  Eule  53.  The  bureau  will  not  employ  a 
collector.  Eule  56.  A  penalty  of  2J  per  cent,  to  be  added  to  me- 
tered bills  unpaid  on  the  due  date. 

New  Haven.     Yes. 

I  5,  Were  extensions  to  new  territory  made  free,  or  were  they 
charged  for  under  these  rates? 

Chicago.  The  extension  of  large  feeder  mains  is  made  free, 
these  mains  not  being  tapped  for  private  supply.  The  extension 
of  small  water  mains  is  made  free  provid!ed  the  annual  revenue 
to  be  derived  amounts  to  10  cents  per  lineal  foot  of  the  main  so 
laid.  Extensions  of  main  are  also  made  by  special  deposit'  and  by 
special  assessment  under  Sections  1906-1900  of  CUiapter  52,  Article 
11,  of  the  Mimicipal' Code  of  1905  as  follows: 

Water  Mains,  cost  advanced  by  property  owners.  "  The  Com- 
missioner of  public  works  may  extend  water,  mains  where  the  own- 
ers of  the  property,  or  persons  desiring  such  extension,  shall  ad- 
vance, and  pay  into  the  city  treasury,  a  sura  of  money  equal  to 
the  entire  cost  thereof,  and  whenever  upon  a  proper  survey  it  is 
shown  that  a  permanent  annual  revenue  of  10  cents  per  lineal 
foot  is  being  derived  from  such  water  maips,  so  laid,  then  such 
monej',  so  advanced,  as  aforesaid,  shall  be  repaid  to  the  person  or 
persons  so  advancing  the  same,  provided,  however,  if  the  money  so 
advanced  is  not  paid  back  within  two  years,  interest  at  the  rate  of 
3^  per  cent,  per  annum  shall  be  allowed  after  the  expiration  of 
the  said  two  years  until  paid." 

Special  Assessment  for  Water  Mains.  » 
"Whenever  any  special  assessment  shall  be  collected  by  or 
for  the  city  for  the  purpose  of  laying  or  extending  any  water  main 
within  said  city,  there  shall  be  repaid  out,  of  the  moneys  in  the 
city  treasury  to  the  credit  of  the  water  fund,  to  the  person  to 
whom  the  special  assessment  receipt  shall  be  given,  or  upon  his 
order,  upon  production  of  the  original  reqeipt,  the  amount  for 
which  any  such  receipt  was  given  (less  the  rebate  previously  paid, 
if  any;  and  less  10  per  cent,  of  the  amount  originally  paid,  and  for 
which  such  receipt  was  given),  when  from  the  surplus  of  the  net 
income  from  the  water  rates  not  otherwise  appropriated  or  pledged, 
there  is  in  the  city  treasury  sufficient  money  therefor,  and  when 
the  city  comptroller  shall  so  certify;  provided,  however,  that  no 
such  money  shall  be  repaid  unless  the  permanent  annual  water 
rates  derived  by  reason  of  the  laying  of  such  water  main  for  which 
any  such  receipt  was  given  shall  at  the  time  of  such  proposed  re- 
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payment,  per  annum,  equal  at  least  10  cents  per  lineal  foot  so 
laid,  and  for  which  such  special  assessment-  was  made." 

Cleveland.  Extensions  of  main  were  made  free.  In  cases 
where  extensions  of  main  are  made  at  the  request  of  property  own- 
ers, and  the  estimated  revenue  therefrom  will  not  amount  to  6 
per  cent,  per  annum  upon  the  cost  of  the  pipe,  then  the  depart- 
ment requires  the  property  owners  to  deposit  $1.00  for  each  foot 
of  pipe  so  laid.  When  the  annual  revenue  therefrom  reaches  an 
amount  equal  to  the  said  6  per  cent,  per  annum,  the  deposit  is 
returned. 

Syracuse.  Extensions  to  new  territory  were  made  free,  ex- 
cept in  the  case  of  a  few  temporary  extensions  which  were  paid 
for  by  the  property  owners. 

New  Haven.     Free  as  regards  street  mains. 

I  6.  Did  the  consumer  pay  for  damages  and  repairs  to  meters 
and  any  other  appliances  furnished  by  the  company  or 
municipality  ? 

Chicago.  For  about  the  first  six  months  of  1905  the  con- 
sumer paid  for  damages  and  repairs  to  meters,  although  this  is 
evidently  contrary  to  Sec.  2423  of  Chapter  71,  Article  2  of  the 
Municipal  Code.  Since  then  the  cost  of  repairing  meters  has  been 
borne  by  the  city. 

Following  are  the  sections  referred  to : 

Code,  1905,  Sec.  2423,  Article  2,  Chapter  71.  "All  meters 
installed  in  any  building,  structure,  or  premises,  shall  be  of  a  de- 
sign, type,  and  size  to  be  approved  by  the,  commissioner  of  pub- 
lic works.  Such  meters  shall  be  supplied  and  installed  by  the 
department  of  public  works  at  the  expense  of  the  consumer  or  per- 
son owning,  or  in  possession,  charge  or  control  of  the  building, 
structure,  or  premises  in  which  such  meter  was  installed.  After 
installation  such  meter  shall  be  uader  the  sole  control  of  the  depart- 
ment of  public  works,  and  the  expense  of  a^iy  replacement  thereof, 
or  repairs  thereto  shall  be  borne  by  the  city  without  fiirther  cost 
to  the  consumer  or  person  owning,  or  in  possession,  charge  or  con- 
trol of  such  premises."  An  amendment  affecting  the  above,  was 
passed  July  5,  1905,  as  follows :  Supplement  to  Code,  1905,  Sec. 
2394.  «  *  *  *  there  shall  be  furnished  and  iastalled  a  water 
meter  for  the  purpose  of  controlling  and  measuriag  such  water 
supply,  which  said  meter  shall  be  furnished,  installed  and  main- 
tained at  the  cost  and  expense  of  the  city."  Sec.  2383  (amended) 
relates  to  Buffalo  and  shut-off  boxes,  which  are  to  be  furnished 
and  maintained  by  the  city  at  its  own  expehse. 

Cleveland.  ISTo,  except  in  the  case  of  repairs  to  private 
meters,  or  where  damage  results  to  meters  from  hot  water  backing 
up  into  them.  (See  Sec.  1009,  Eules  33,  44  and  45  of  "Eules  and 
Eegulations.") 

Syracuse.  Yes.  Rule  15  reads:  "Any  injury  to  service  pipes, 
street  mains,  hydrants,  valves,  valve  boxes,, or  other  fixtures,  and 
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any  damage  that  may  be  caused  by  leakage  or  flow  of  water  oc- 
casioned by  sucli  injury,  caused  by  putting  in  any  sewer,  drain  or 
other  pipe,  or  by  any  excavation,  embankment,  track  laying,  pav- 
ing or  other  construction  shall  be  paid  by  the  contractor  doing  the 
work,  or  by  the  owner  of  the  premises,  or  by  the  person  or  corpo- 
ration for  whom  such  work  is  being  done."  And  Eule  26  provides 
that  "The  owner  of  property  into  which  vater  is  introduced  by 
a  service  pipe,  shall  be  required  to  maintain  in  perfect  order,  at 
his  own  expense,  the  said  service  pipe,  from  the  curb  cock  to  his 
own  premises,  including  all  fixtures  therein  provided  for  delivering 
or  supplying  water  for  any  purpose.  And  in  case  such  service 
and  fixtures  are  not  so  kept  in  repair,  the  bureau  of  water  may 
shut  off  the  supply  of  water."  The  actual*  work  of  repairing  the 
meters  is  done  by  the  department.  Eule  89  provides  that  "In 
case  any  damage  to  a  street  hydrant  is  done  by  any  person  having 
a  permit  and  taking  the  water  from  said  hydrant  for  street  sprink- 
ling, or  other  uses,  the  holder  of  the  permit  shall  pay  such  dam- 
ages and  all  costs  and  expenses  that  may  be  incurred  by  reason 
thereof,  on  demand,  to  the  bureau  of  water-,  and  in  case  of  refusal 
or  neglect  to  pay  the  same,  his  permit  shall  be  revoked." 

New  Haven.     If  his  fault,  he  does. 
I  7.     Did  consumer  pay  for  connections  with  mains  ? 

Chicago.  During  1905,  the  property  owner  paid  for  the 
tapping  of  the  main  and  ferrule  inserted.  Since  January  1,  1906, 
however,  this  cost  has  been  borne  by  the  city. 

Cleveland.  Yes.  (See  Sec.  1009,  Side  3  of  "Eules  and 
Eegulations.") 

Syracuse.     No. 
New  Haven.     Yes. 
I  8.     Was  any  part  of  the  cost  of  laying  pipes  and  mains  paid 
by  consumers  or  property  owners?     If  so,  wliat? 
Chicago.     Yes.     The  consumer  or  property  owner  paid  for 
service  connections  during  1905.    Beginning  with  1906,  the  water 
service  pipes  will  be  installed  as  well  as  repaired  by  the  city.     (For 
cost  of  laying  mains,  see  answer  to  question  15.) 

Cleveland.  Yes.  The  consumers  or  property  owners  are 
charged  for  service  connections  and  pipes  from  main  to  property. 
(For  cost  of  laying  main,  see  answer  to  question  15.) 

Syracuse.  Yes.  Property  owners  paid  for  the  laying  of  ser- 
vice pipes  from  curb  to  meter,  but  the  cost  of  laying  main  and  the 
connection  from  the  main  to  the  curb  was  paid  by  the  water  de- 
partment, except  in  the  case  of  temporary  extensions  of  mam  as 
referred  to  in  answer  to  question  I  5. 

New  Haven.     ISTo.     Company  furnishes  water  at  main  only. 
All  connections  are  paid  for  by  the  consumer  or  property  owner. 
I  9.     If  meters  or  any  appliances  or  renewals  were  supplied  free 
to  consumers,  state  A\hat,  and  upon  what  conditions. 
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Chicago.  During  1905  meters  were  ]3*aid  for  by  the  consum- 
ers. Prom  January  1,  1906,  this  cost  will  be  borne  by  the  city. 
(See  answer  to  qiiestion  I  6.) 

Cleveland.  Ordinarily  meters  and  ftoewals  were  supplied 
free,  except  in  a  few  cases  where  a  large  jneter  was  required  or 
where  the  revenue  to  be  derived  from  the.^  consumption  of  water 
would  not  warrant  the  setting  of  a  meter  (for  example,  churches.) 
In  all  cases  where  private  meters  are  to  be  used,  the  total  charges 
comprising  the  setting  of  the  meter  and  .a  suitable  meter  vault 
^or  box  must  be  paid  in  advance  at  the  office  of  the  water  works. 

Syracuse.  Meters  and  appliances  ar^  paid  for  by  property 
owners.  The  use  of  wrenches  for  opening  hydrants  is  free,  a  de- 
posit of  $2.00  being  required,  which  is  returned  when  the  wrench 
is  returned  to  the  department. 

A'ew  Haven.  The  company  owns  all  meters,  which  are  sup- 
plied free  to  consumers. 

Meter  Rentals. 

For    f-inch  meters $1.00 

"      f-ineh       "     

"       1-inch       "      

"     l^-inch       "      

"       2-inch       "      


)1.UU 

per  a 

nnr 

1.50 

iC 

2.00 

a 

3.00 

cc 

5.00 

it 

0.00 

a 

"       3-inch       "      

I  10.     "Were  rates  reduced  or  increased  betiween  Januarv  1,  1900. 
and  December  31,  1!105  ?  -  '  ' 

Chicago.     There  were  no  changes. 

Cleveland.     Certain  of  the  rates  were  reduced. 

Sl/racusc.     Certain  of  the  rates  were  increased. 

A'cw  Haven.     Yes. 
T  11.     If  so,  to  what  extent? 

Chicago.     . 

Cleveland.     See  answer  to  I  1. 

Sijmcuse.  On  July  1,  1905,  the  schedule  rate  for  faucet  use 
for  each  family  was  increased  from  $5.00.  to  $6.00  per  annum. 
On  January  1,  1906,  the  rate  was  increased  to  $r.00. 

New  Haven.     The  rates  for  stables,   ijinks  and  closets  were 
reduced,  and  rates  were  charged  for  set  bowls  and  tubs  which  were 
not  charged  for  prior  to  May,  1902,  the  date  of  adoption  of  con- 
tract with  the  city.    The  extent  of  these  reductions  was  as  follows : 
Old  rate.  Present  nitc. 

Stables    $6.00  for  first  horse,  and         $3.00  for  first  horse,  and 

$2.00  for  each  other.  9f->m  for  each  other. 

Sinks    $6.00  for  each  famil}'.  $5.00  for  each  familv. 

Closets    $3.00  each.  '  $3.00    for    first     closet, 

and  $1.00  extra  for  each 
closet  after. 

Set  bowls  and  tuljs  are  now  charged,  l}ut  ■^^■pl■c  not  charged  for 
prior  to  May,  1902.  ° 
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I  12.  Was  the  reduction  voluntary,  the  result  of  law  or  ordinance, 
or  competition? 

Chicago.     

Cleveland.  The  reductions  were  made  by  resolutions  passed 
by  the  board  of  public  service  and  the  city  douncil. 

Syracuse.  The  increase  was  established  by  the  commissioner 
of  public  works,  and  approved  by  the  board  of  estimate  and  appor- 
tionment, under  authority  of  the  charter  of  the  cities  of  the  sec- 
ond class,  Sec.  110,  namely,  "The  commissioner  of  puljlic  works 
has  power,  with  the  assent  of  the  board  of  estimate  and  apportion- 
ment, to  establish  rates  of  rents  to  be  charged,  and  paid  annually 
for  the  supply  of  water,  or  for  the  benefits  resulting  therefrom,  to 
be  called  "water  rents,"  apportioned  to  the  different  classes  of 
buildings  in  said  city,  in  reference  to  their  dimensions,  and  the 
ordinary  uses  of  water  for  the  same,  and  to  vacant  lots,  as  may  be 
practicable,  and  from  time  to  time  to  modify  and  amend,  increase 
or  diminish  such  rates,  and  to  extend  them  to  other  descriptions 
of  buildings,  lots,  establishments  and  uses." 

Neio  Haven.     Voluntary. 

I  13.  If  plant  has  undergone  a  change  from  private  to  public 
management  or  vice  versa,  give  rates  just  before  and 
just  after  change,  with  dates. 

Chicago.  Public  management  of  the  water  works  was  as- 
sumed in  1851.  The  rates  current  at  that  time  are  not  obtain- 
able. 

Cleveland.  The  plant  has  always  been  under  public  man- 
agement. 

Syracuse.  The  plant  changed  from  private  to  public  man- 
agement on  January  1,  1893.  The  rates  which  were  in  force  im- 
mediately before  the  change  and  which  \fere  continued  by  the 
water  board  until  1896,  will  be  found  under  the  heading  "1885" 
on  pages  39  and  30  of  the  "Third  annual  ireport  of  the  Supt.  of 
the  Bureau  of  Water,"  a  copy  of  which  report  accompanies  this 
schedule. 

New  Haven.  The  plant  has  always  been  under  private  man- 
agement. 

I  14.  Were  bills  considered  as  liens  against  the  property  or  sim- 
ply as  bills  against  the  consumer? 

Chicago.     Against  the  consumer.  ^ 

Cleveland.  The  bills  were  considered  by  the  department  as 
liens  against  the  property.  (See  Sec.  1009,  Eule  50,  of  "Eules 
and  Eegulations.") 

Syracuse.  Bills  are  liens  against  the  property  as  provided 
by  the  city  charter. 

New  Haven.     Against  the  consumer. 
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I  15.     How  were  bills  collected. 

Chicago.  Bills  are  mailed  to  consumers,  who  remit  or  call 
at  the  water  bureau,  collection  division,  to  make  payment. 

The  United  States  Express  Company  ajso  makes  collections  on 
behalf  of  the  department. 

Cleveland.  Advertisements  were  inserted  in  local  papers  in- 
timating the  due  dates  of  bills.  Consumers  are  then  required  to 
call  at  the  water  department  oflSce,  where  they  obtain  their  bills, 
and  are  expected  to  make  payment  at  the  same  time. 

Syracuse.  The  majority  of  the  bills  are  delivered,  while  the 
minority  are  mailed.  The  property  owners:  are  required  to  call  at 
the  water  office  to  pay  their  bills.  Bills  overdue  are  collected  by 
collectors. 

New  Haven.  Bills  are  sent  by  mail.  Consumers  call  at  the 
office  with  the  cash,  or  send  same.  All  accdunts  are  expected  to  be 
paid  within  10  days. 

If  not  paid,  a  notice  as  enclosed  is  sent  to  consumer,  then 
after  a  reasonable  time,  if  still  unpaid,  a  further  notice  called 
"Delinquent  K'otice,"  is  sent,  and  if  the  consumer  then  does  not 
pay,  the  inspector  who  acts  as  collector  makes  a  call  and  reports 
to  the  oflfice.  The  secretary  uses  his  discretion  as  to  whether  the 
water  should  be  cut  off  or  not. 

I  16.     How  often  were  collections  made? 

Chicago.  Meter  rates,  monthly.  Flat  rates,  semi-annually. 
Code,  1905,  Sec.  2437,  Article  3,  Chapter  71. 

Semi-annual  Payment.  Districts. 
"The  water  rates  or  charges  as  herein,  or  hereafter  established, 
except  where  water  supply  is  controlled  by  meter,  shall  be  paid 
semi-annually  in  advance  at  the  office  of  the  department  of  public 
works.  The  semi-annual  pajments  shall  cover  a  period  from  the 
first  day  of  ilay  to  the  31st  day  of  October,  and  the  1st  day  of 
November  to  the  30th  day  of  April  in  each*  and  every  year.  *  * 
*"     Sec.  2433,  Article  2,  Chapter  71. 

Bills  to  Be  Made  Out  2IonthIy. 
"IVhere  water  is  delivered  through  a  meter,  the  bills  therefor 
shall  be  presented  monthly,  and  if  remaining  unpaid  for  30  days 
after  presentation,  the  water  supply  shall  be  shut  off  forthwith, 
and  shall  be  kept  shut  off  until  such  bill  shall  have  been  paid,  to- 
^gether  with  the  charge  for  shutting  off  and  turning  on  such  water. 
If  the  water  shall  be  found  turned  on  to  such  premises  without 
such  amount  haviag  been  paid  and  without  permission  from  the 
commissioner  of  public  works,  the  same  pubceedings  shall  be  had, 
and  the  same  penalty  imposed  as  is  provided  in  and  by  Sec.  2389 
of  this  chapter  in  cases  where  water  has  been  unlawfully  turned 
on.'"'  The  foregoing  section  was  amended  July  5,  1905,  the  words 
"together  with  the  charge  for  shutting  off  a-nd  turning  on  such 
water"  being  omitted. 
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Cleveland.  Half-5fearly  on  April  1  arid  October  1,  assessed 
rates  being  payable  in  advance. 

Syracuse.  Schedule  bills  are  payable  semi-annually  in  ad- 
vance. Bills  for  metered  vfater  are  payable  monthly  except  bills 
to  domestic  consumers,  who  pay  monthly  or  quarterly  or  semi-an- 
nually in  advance.  Schedule  bills  for  an  in,termediate  period  must 
be  paid  before  the  water  is  turned  on.  A  discount  of  5  per  cent, 
is  allowed  on  schedule  and  semi-annual  bills  paid  on  or  before  the  ' 
15th  of  January  and  July. 

New  Haven.  May  and  November  for  assessed  rates.  Meter 
charges  are  collected  either  monthly  or  quiarterly,  entirely  at  the 
option  of  the  company. 

I  17.  What  system  of  accounts  was  used  during  the  last  fiscal 
year? 

Chicago.  There  is  a  lack  of  concentration  of  results  in  the 
bookkeeping  methods  in  force.  While  ordrqary  expenses  are  shown 
in  considerable  detail,  yet  no  detailed  construction  accounts  are 
carried  on  the  books  of  the  department.  No  store  room  account  is 
kept,  nor  allowance  made  on  the  books  at  the  close  of  the  fiscal 
year  for  inventory  values  of  stock  on  hand.  Bills  are  only  entered 
on  the  books  when  ready  for  payment,  consequently  the  liability 
for  unpaid  bills  is  not  shown  on  the  books.  While  the  books  of  the 
collection  division  show  the  revenue  from  the  water  rents,  the 
comptroller's  books  only  deal  with  actual  collections,  consequently 
the  amount  due  from  this  sovirce  is  not  shoVn  on  the  balance  sheet 
prepared  by  the  comptroller  at  the  close  of  the  fiscal  year. 

The  following  is  an  extract  from  the  report  of  the  chief  account- 
ant to  the  commissioner  of  public  works ;  "  *  *  *  The  rec- 
ords in  use  prior  to  the  fiscal  year  1906  consisted  merely  of  books 
showing  the  various  amounts  appropriated  by  the  council  to  be 
expended,  and  the  amount  of  each  respective  appropriation  ex- 
pended. This  method  alone  M^as  productive  of  no  accounting  re- 
sults, and  as  a  consequence  the  department  has  been  in  ignorance 
as  to  the  financial  condition  of  its  water  works,  the  cost  of  opera- 
tion, repairs  and  renewals,  and  construction.,  Further,  the  absence 
of  ledgers  in  which  capital  accounts  should  be  carried,  placed  it  in 
the  position  of  being  unable  to  produce  a  balance  sheet.     *     *     *'"" 

Cleveland.  While  some  of  the  accounting  methods  adopted 
can  be  considered  good,  yet  there  are  certain  methods  in  vogue 
which  are  decidedly  poor.  The  methods  in  use  were  also  such  that 
the  accounts  did  not  show  a  sufficient  amOunt  of  detail  in  order 
to  readily  prepare  the  accoim.ts  required  by  this  schedule.  A 
store  room  account  was  not  kept,  and  tho  bills  for  purchases  of 
material,  supplies  and  other  expenses  wefe  only  entered  in  the 
books  at  the  time  of  payment.  As  a  natural  consequence  of  such 
methods,  the  results  shown  by  the  books  were  subject  to  many 
adjustments.  Material,  for  instance,  which  was  originally  charged 
to  construction  accounts  was  partly  used  in  repair  work  without  a 
record  of  same  being  made  in  the  financial  books,  but  the  amount 
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involved  ^vas  small.  The  liabalitj'  for  bills  cine  and  unpaid  at  the 
close  of  the  fiscal  year  is  not  shown  on  the  'books  at  that  date,  nor 
is  there  shown  thereon  the  amounts  due  from  sundry  persons  and 
public  departments  for  work  done,  these  accounts  receivable  be- 
ing kept  in  a  memorandum  book  only  until  such  time  as  the 
amounts  are  paid,  when  they  then  come  thrdugh  the  regular  books 
of  account.  These  credits  do  not  always  occur  in  the  same  fiscal 
period  in  which  the  charges  were  made.  lii  case  any  of  these  ac- 
counts should  prove  to  be  uncollcctablc,  the  loss  would  consequently 
not  appear  as  a  bad  debt,  the  charge  never  having  been  entered  in 
the  financial  books.  Such  an  entry  would  merely  be  marked  off 
the  "accounts  receivable  register,''  and  the  same  remark  applies 
to  any  allowances  made  on  these  accounts.  Although  inventories 
of  material  and  supplies  on  hand  at  the  beginning  and  at  the  end 
of  the  fiscal  year  were  prepared  and  valued,  the  amounts  were  not 
entered  on  the  books. 

Si/racuse.  The  accounting  methods  adopted  lack  concentra- 
tion of  the  1j(_iokkeeping  work.  In  one  office  are  kept  tlie  accounts 
relating  to  the  details  of  revenue.  In  another  office  in  a  separate 
building  are  kept  the  details  of  the  expenditure  accounts,  ai^d  in 
yet  another  office,  the  comptroller's  office,  ifi  another  building,  are 
kept  the  accounts  of  cash  receipts  and  expenses.  Invoices  for 
supplies  and  materials  were  charged  to  operating  accounts  at  the 
time  they  were  ready  for  payment,  and  as  a  store-room  account 
was  not  kept,  the  distribution  of  the  expenses  as  shoim.  on  the 
books  may  not  be  •wholly  in  accordance  with  the  facts.  Inven- 
tories of  the  materials  and  supplies  on  hand  at  December  31, 
1904,  and  December  31,  190.5,  were  prepared,  but  values  were  not 
affixed  to  the  various  items,  and,  of  course,  the  books  do  not  show 
any  values  for  such  in^'entories.  A  large  amount  of  repair  work 
is  done  for  property  owners,  but  the  credit  for  such  work  is  not 
shown  on  the  accounts  in  the  books  until  payment  for  same  is 
received,  which  may  be  months  after  the  completion  of  the  work. 
The  accoimts  kept  in  the  office  which  takes  charge  of  the  revenue 
accounts  have  not  been  closed  periodically  to  a  profit  and  loss 
account,  but  have  been  carried  on  continususly  with  accumulat- 
ing balances.  Owing  to  the  fact  that  no  store-room  account  is 
kept,  material  which  has  been  charged  to  construction  mav  be  used 
on  repair  work  and  no  transfer  entry  made  oh  the  books.  Otherwise 
the  records  are  good. 

Neiu  Haven.  The  accounts  are  prepared  upon  tha  basis  of 
"receipts  and  payments,"  and  not  "revenue  and  expenditure." 
No  charge  is  macle  for  depreciation,  but  all  repairs  and  renewals 
are  stated  to  be  charged  a,a-ainst  revenue.  In  other  respects,  so 
far  as  we  are  able  to  learn,  the  system  of  accounts  is  good. 
I  18.     By  whom  Avere  the  accounts  audited,? 

Chicago.     The  auditing  department  of  the  city  government. 

CIrvelaiul.  The  city  "department  of  accounts"  makes  a  par- 
tial examination  of  the  accounts  of  the  water  department,  but  that 
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examination  does  not  constitute  an  audit  of  tlie  accounts.  "Tlie 
department  of  accounts"  was  only  concerned  to  the  extent  of  see- 
ing that  the  proper  headings  of  appropriation  were  cliarged,  that 
payments  were  not  made  in  excess  of  the  amounts  appropriated^ 
and  at  intervals  they  verified  the  cash  on  hand. 

Syracuse.  In  1904,  by  E.  DeWitt  Mann,  public  accountant, 
Kirk  Building,  Syracuse.  Up  to  the  time  of  our  investigation  no 
audit  had  been  made  for  1905. 

New  Haven.     C^has.  E.  Curtis  makes  an  audit  twice  a  year. 
Mr.  Curtis  is  vice-president  of  The  City  Bgnk  of  Isew  Haven,  the 
bankers  of  the  company. 
I  19.     Who  paid  for  this  auditing? 

Chicago,  Syracu.'ic,  Cleveland.     The  city. 

New  Haven.     The  company. 
I  20.     Who  selected  the  auditor  ? 

Chicago.  Auditor  Louis  E.  Gosseliri*  was  selected  iDy  the 
city  comptroller  from  the  civil  service  list. 

Cleveland.  The  city  auditor  is  elected  by  the, vote  of  the 
people.    He  selects  his  own  staff. 

Syracuse.     The  city  council. 

New  Haven.     The  directors. 
I  21.     Was  each  item  charged  to  the  proper  account? 

Chicago,  Cleveland,  Syracuse.     No. 

New  Haven.     We  were  not  allowed  to   satisfy  ourselves   on 
this  matter,  but  from  conversations  with  the  secretary  we  are  of 
the  opinion  that  each  item  would  be  properly  charged. 
I  22.     What  provision  was  there  for  assuring  that  each  item  was 
properly  charged? 

Chicago.  All  bills  are  revised  and  verified  by  tlie  auditing 
department  of  the  comptr(511er's  division  of  the  city,  whose  duty 
it  is  to  see  that  these  are  properly  charged  out. 

Cleveland.  Requisitions  for  material  stating  the  purposes  for 
which  it  was  required  were  made  out  by  the  chief  engineer,  fore- 
man, or  some  other  responsible  party,  and  were  sent  to  the  store 
keeper,  who  supplied  the  material  if  it  was  in  stock,  or  who  sent 
an  order  to  the  purchasing  agent  to  procure  same,  if  it  was  not 
in  stock.  Transfers  from  the  store  room  were  not  given  effect  to 
in  the  financial  books. 

When  bills  are  received  for  supplies  and  material,  ordered 
and  delivered,  they  are  checked  with  the  original  order  and  are 
then  marked  with  the  name  of  the  accomlt  chargeable.  The  ac- 
counts charged  were  not  always  the  proper  accounts,,  as  is  ex- 
plained in  question  I  17. 

Syracuse.  Orders  for  material  are  made  out  and  signed  by 
the  store  clerk  and  sent  to  the  water  works  office  for  approval  by 
the  s-uperintendent.  On  bills  being  rendered,  they  are  checked 
by  the  store  clerk  with  the  original  order  and  sent  to  the  ofiice 
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for  approved  by  and  signature  of'  the  superintendent  and  the  com- 
missioner of  public  works.  The  store-room  clerk  keeps  the  rec- 
ords showing  the  distribution  of  operating  expenses. 

]^ew  Haven.  As  the  invoices  come  in  they  are  examined  as 
to  correctness.  The  accounts  to  which  they  are  chargeable  are 
marked  thereon,  and  they  are  approved  by  the  finance  committee 
for  payment. 

I  23.     Were  the  accounts  of  the  particular  plant  kept  separate 
from  all  others  and  from  the  general  accounts  of  the 
city? 
Chicago,  Cleveland,  Sj/racuse.       Yes. 

New  Haven.    

I  24.     Were  expenses  for  the  following  items  charged  upon  the 
books  of  the  plant,  and  included  in  the  financial  returns 

given  below  ? 

'New 

Chicago.  Cleveland.  Syracuse.       Haven. 

(1)  Taxes  No.  No.  No.=              Yes. 

(2)  Accident    Insurance. .         No.  No.  No.                No. 

(3)  Fire    insurance No.  No.  Yes.               Yes. 

(4)  Boiler  insurance No.'  No.  No.              Yes. 

(5)  Water  used  by  plant.         No.  No.  No.                No. 

(6)  Claims  and  damages.       Yes.  Yes.  Yes.      Yes,  if  any. 

(7)  Water  used  in  plant 

and  offices No.  No.  No.  No. 

(8)  Rental  of  lands  and 

buildings  not  owned 

but  used ■■  No.  Yes.  ...' 

(9)  Interest  on   bonds...       Yes.  Yes.  Yes.  Yes. 

No  charge 

(10)  Interest  on.  liabilities         . . .'              No.          necessary.  Yes. 

(11)  Depreciation  No.                No.'^               No.  No. 

(12)  Sinking  funds . .  .*               No.     No  sinking  fund.  No. 

I  25.     When  any  city  officer  performed  a  service  for  the  plant, 
for  example,  city  treasurer,  ^^r  corporation  counsel,  was 
any  part  of  his  salary  charged  against  the  plant? 
Chicago.     Yes.    The  following  arbitrary  pi'oportions  of  salar- 
ies and  expenses  of  other  departments  were  charged  against  the 

^  No  insurance  is  carried  on  the  water  works  boilers,  but  in  the 
case  of  the  Carter  H.  Harrison  pumping  station,  used  for  interception 
of  sewers,  boiler  insurance  is  carried. 

'The  department  pays  rent  for  space  occupied  in  the  City  Hall. 
No  rent,  however,  is  paid  for  the  use  of  the  fprmer  electric  light  plant 
at  Indiana  avenue  used  as  a  repair  shop. 

^  Interest  on  judgments,  and  interest  paid  on  certificates  represent- 
ing cost  of  laying  water  mains  paid  by  proper.t5'  owners,  is  charged  on 
the  books. 

*  The  "  water  loan  sinking  fund "  is  carried  on  the  books  of  the 
comptroller's  offlce. 

°  The  subject  of  depreciation  of  the  plant,  however,  is  dealt  with 
extensively  by  the  superintendent  in  his  annual  report. 

"Taxes  on  property  outside  the  city  limits  are  paid  by  the  bureau 
and  included  in  the  accounts. 

'The  company  owns  all  lands  and  buildings  as  far  as  practicable 
and  necessary'  to  protect  their  own  water  supply  from  pollution. 
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plant  under  autlioritA^  "of  an  ordinance  of  the  city,  jjassed  February 

18,  1905: 

Proportionate  amount  of  salaries  and  expenses  of  city 

attorney's  office $30,000.00 

Proportionate  amount  of  salaries  and  expenses  of  cor 

poration  counsel   ,: 13,899.92 

yo  per  cent,  of  salaries  in  office  of  commissioner  of  pub- 
lic works 15,441.70 

90  per  cent,  of  expenses  in  office  of  cQilimissioner  of 

public  works    4,059.81 

75  per  cent,  of  salaries  in  bureau  of  map^  and  plats. .  .  17,165.78 

75  per  cent,  of  expenses  in  bureau  of  maps  and  plats.  .  807.45 

30  per  cent,  of  salaries  in  paymaster's  bureau 2,748.10 

SO  per  cent,  of  maintenance  of  paymaster's  wagon. .  .  .  19.07 
20  per  cent,  of  salary  of  complaint  clerk  in  bureau  of 

sewers    219.96 

40  per  cent,  of  salaries  in  department  of  supplies 5,154.62 

40  per  cent,  of  expenses  in  department  of  supplies.  . .  .  1,260.97 

90  per  cent,  of  salaries  in  city  engineer's  office 10,142.11 

90  per  cent,  of  expenses  in  city  engineer's  office 2,602.90 

Miscellaneous  pay  roll  in  city  engineer's  office 2,823.65 

Board  of  local  improvements,  proportionate  amount  of 

salaries   -. 7,361.38 

Board  of  local  improvements,  proportionate  amount  of 

expenses    12,165.00 

Board  of  local  improvements,  proportionate  amount  of 

discount    10,943.22 

Harbor  police,  and  dredging  inspectors'  salaries 9,623.60 

Cleveland,  Syracuse.     No. 

Nciv  Haven.     No  service  rendered. 

I  36.  Were  there  any  other  charges  which  should  properly  be 
included  in  expenses,  but  which  are  actually  paid  from 
other  sources  and  were  not  charged  to  the  plant? 

Chicago.     Proportion  of  salaries  and  expenses  at  offices  of  city 
treasurer,  comptroller  and  collector.    Elpctric  light  (70  arc  lamps) 
in  pumping  stations,  supplied  by  the  electric  light  bureau.     Pent 
of  building  at  Indiana  avenue,  belonging  to  electric  light  bureau,, 
and  used  as  repair  shop. 

Cleveland.  Electric  light  in  offices  prior  to  September  1. 
Pent  of  offices  in  City  Plall.  Pent  of  premises  used  as  store  room 
on  Lake  street.  Pent  of  lot  on  Pelton  -arvenue,  belonging  to  street 
department.  Pent  of  telephone.  Board  of  public  service,  salaries 
of  directors.  Department  of  accounts,  proportion  of  salaries  and 
expenses  of  city  auditor  and  staff.  Law  department,  proportion  of 
salaries  and  expenses.  City  treasurer's  department,  proportion 
of  salaries  and  expenses. 

Syracuse.  Expenses  of  examinations  conducted  by  Dr.  IM^ay, 
city  bacteriologist.     Paving  work  performed  by  the  department 
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of  public  works.    Proportion  of  salary  and  expenses  of  city    coun- 
sel.   Proportion  of  salaries  and  expenses  of  comptroller,  city  treas- 
urer, comniissioncT  of  public  works  and  city  engineer. 
Sew  Haven.     Xo. 

I  27.     Was  the  income  account  credited  with  services  to  city  de- 
partments such  as  water  for  fire  .protection,  flushing  of 
sewers,  street  sprinlding  and  flushing,  public  buildings, 
etc.? 
Chicago.     The  income  account  is  not  credited  with  the  value 
of  these  services. 

Cleveland.     Xo  credit  was  given  for  Ihese  services. 
Syracuse.     Xo. 

2\ew  Haven.  Xo;  water  is  free  for  n^unicipal  use.  See  con- 
tract accompanying  this  schedule. 

I  28.  Xame  any  other  item  that  should  be  credited  to  the  income 
account  that  was  not  on  the  books. 

Chicago .  Ground  rental  of  land  at  Indiana  avenue,  Chicago 
avenue,  and  Fullerton  avenue,  occupied  by  electric  light  plants,  esti- 
mated at  4  per  cent,  on  values  as  appraised  hx  the  city  real  estate 
expert,  $1,918.  Interest  on  bank  balances.  'Y\\(i  proportion  of  in- 
terest on  bank  balances  obtained  by  the  city  treasurer,  and  applic- 
able to  the  water  department,  was  not  determined  by  the  treas- 
urer. Based  on  an  average  cash  balance  of  $800,000,  and  an  aver- 
age interest  rate  of  2^  per  cent.,  the  amount  of  interest  for  the 
year  would  be  $20,000. 

Cleveland.  The  department  also  supplied  water  free  of  charge 
to  certain  charitable  institutions  and  cemeteries.  ( See  answer  to 
question  I  30.) 

Eental  of  lot  at  corner  of  Pearl  and  Columbus  streets,  used 
l]y  the  street  department,  estimated  by  first  assistant  engineer  at 
$60.  Accrued  interest  received  on  sale  of  bonds  for  $250,000  in 
1905,  $1,315.07. 

Sijracuse.  Board  and  feed  of  three  horses  belonging  to  other 
departments,  of  the  city,  estimated  by  the  management  at  $350. 
A^'ork  done  for  other  departments,  estimated  at  $756.  Laud  and 
^  reservoir  used  by  city  as  park,  rental  estinlated  at  6  per  cent,  on 
appraised  value,  $4.."/35.  Barn  used  by  department  of  public 
works,  rental  estimated  at  6  per  cent,  on  appraised  value.  $240. 
^^cw  Haven.     

1  29.     "O'as  water  supplied  free  to  anv  one? 

In  the  case  of  each  of  the  Iowt  plants,  yes. 
I  30.     If  so,  to  whom,  and  upon  what  conditions  ? 

Chicago.  Water  was  supplied  free  to  city  departments,  pub- 
lic schools  and  charitable  and  other  iastitutibn's. 

.  Cleveland.     To  certain   city  departments,   also  to   charitable 
institutions  and  cemeteries,  there  being  restrictions  as  to  the  quan- 
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tity  obtainable  free.  In  some  cases  the  charitable  institutions  used 
water  in  excess  of  the  stipulated  quantity,  dnd  recently  the  depart- 
ment decided  to  render  bills  for  such  excess  quantity  consuined. 
The  following  is  a  statement  of  the  estimated  consumption  of  free 
water  during  the  year. 

Metered  Gals.  Vnmetered  Gals.  'I'ntitl  (lals. 

Public    schools 162,513,750  3,100,000        1C5,G1.'!,750 

Private  and  parochial  schools      15,136,500  15.336,500 

Hospitals   104,565,000  104,563,000 

Orphan  institutions  and  other 

charities 72,547,000  1,150,000  7::.697,000 

Public   buildings,   police   sta- 
tions, fire  engine  houses, 

etc 157,282,500  2,100,000        159,382,500 

Cemeteries  26,025,000  150,000  26,175,000 

Parks,  including  fountains...     122,220,000  3,000,000         125,220,000 

Flushing  sewers 87,000,000  87,000,000 

Cleaning  streets 90,000,000  90,000,000 

Sewer  and  paving  construction         40,000,000  40,000,000 

Watering  troughs 6,000,000  6,000.000 


660,289,750        232,500,000        892.780.750 

Syracuse.     Following  is  the  estimated  consumption  of  "free 
water,"  and  for  what  purposes  used: 

Unmetered.  Gallons. 

Flushing  streets    3S,040,143 

Sprinkling  streets 66,241,500 

Flushing  sewers 32,080,000 

Public  bath   18,000,000 

Watering  troughs   218,326,154 

Bridges 39,888,510 

Fountains 168,804,000 

Fire  hydrants 15,000,000 

586,380,307 

Metered. 

Schools  and  school  motors 49,147,500 

School  motors   14,537,250 

Fire    department   buildings,    city   hall, 

Carnegie  library   19,122,000 

'- 82,806,750 


669,187,057 
Say  670,000,000  gallons. 

Note.  Charitable  institutions  (including  churches  and  church 
motors)  are  billed  at  regular  meter  rates  with  90  per  cent,  dis- 
count. The  consumption  under  this  head  during  the  year  wa^ 
76,035,750  gallons. 

Neu>  Haven.  Directors,  secretary,  superintendent  (of  com- 
pany) and  city. 

Vol.  11,-25. 
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I  31.     ^Yhat  wa-  the  approximate  value  of  this  free  service:-' 

Chicago.  The  approximate  value  of  this  free  service  as  esti- 
mated by  the  department  was  $715,987.93,  as  follows: 

Fire  hydrants  (20,794  at  $30) $415,880.00 

Sewer  pumpage  and  flushing 45,000.00 

Public  parks 55,000.00 

Track  elevation 50,000.00 

Street  cleaning   ■,'5,000.00 

Street  improvement   , 5,000.00 

City  schools 5,s,20G.86 

City  fire  engine  houses ' •.',953.55 

Citv  police  stations .- 1,883.47' 

City  baths    ' -2,040.75 

City  buildings,  miscellaneous 3,960.55 

Churches  and  religious  institutions 30,133.57 

Private  schools  and  colleges 10,401.13 

Hospitals    IJ..5S9.00 

Asylums  and  homes 8.006.05 

iliscellaneous   1.581.50 

Department  of  electricity - 15.361.50 

$715,987.93 
Tlie  quantity  of  "free  water"  consumed  as  represented  by  the 
above  figures  is  not  obtainable.  Tbe  amount  included  above  as 
estimated  by  the  water  department  to  be  applicable  to  the  electric 
light  department  is  $15,361.50.  This  amount  is  determined  by 
vising  the  "'Frontage  rate  plan."    Eeference  may  be  made  to  page 

II  of  the  schedule  of  the  commission  (I  50)  submitted  by  us  re- 
lating to  tlie  electric  light  plant  of  the  city,  wherein  it  is  shown  that 
at  tlie  regular  meter  rates  the  estimated  value  of  1,400,000,000  gal- 
lons, the  minimum  amount  supplied  to  the  electric  light  plants 
would  be  $59,640.00.  which  sum  is  used  in  the  accounts  of  the  elec- 
tric light  department  submitted  to  the  commission.  Had  the  elec- 
tric light  plants  been  charged  at  cost,  the  amount  would  have  been 
$31,576.00. 

Cleveland.  The  approximate  value  of  the  foregoing'  service 
at  5  13  cents  per  1,000  gallons,  being  the  rate  charged  bv  the 
water  division  for  water  used  thrnugh  a  meter,  is  $47.61  l.iirt.  as 
follow- : 

Public  fountains $6,678.00 

Public  buildings    8.500.00 

^^treet  watering 4,800.00 

Miscellaneous -57,636.00 


$47,614.00 
Note.  It  is  stated  by  the  engineer,  Mr.  D.  H.  :Maury,  that 
27,000,000  gallons  of  water  were  consumed  during  the  year  on  ac- 
count of  fires.  The  department  estimated  that  at  $30  a  hydrant 
per  annum,  the  rc\i'uue  to  1>c  derived  from  this  source  would 
amount  to  approximately  $-550. 000. 00.  whicli  amount  wo  have  ac- 
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cepted  aud  included  in  the  revenue  as  shown  in  the  portion  of  this 
report  headed  "Profit  and  Loss  Account." 

Syracuse.  The  approximate  value  of  the  foregoing  "free  ser- 
vice'' at  3^  cents  per  hundred  cubic  feet,  being  the  city  rates  on 
consumptioli  of  57,100  cubic  feet  and  up,  equals  $30,565.00,  as 
follows : 

Public  fountains  $7,877.00 

Public-  buildings   892.00 

Street  watering  4,866.00 

Miscellaneous   •.  .      16,930.00 

Total $30,665.00 

The  approximate  value  of  the  free  use  of  fire  hydrants  is  esti- 
mated by  the  management  at  $25  per  hyd/ant  per  annum,  equal 
to  $69,725.00. 

New  Haven.  The  approximate  value  of  the  free  service  to 
the  directors,  secretary  and  superintendent  was  $150.  The  service 
to  the  city  of  Kew  Haven,  which  has  water  free  under  contract 
therewith,  is  estimated  by  the  secretary  of  the  company  to  be  of 
the  annual  value  of  $60,000.00. 
I  32.     To  what  account  was  it  debited  and  credited? 

Chicago.  The  collection  accounts  are  debited,  and  the  assessed 
and  metered  rates  accounts  credited  with  $159,458.33,  the  entry 
being  written  back  at  the  close  of  the  year.  The  reason  for  the 
difference  between  the  values  shown  in  tl:i|e  books  and  the  value 
estimated  above  is  that  the  book  figure  does  not  include  all  items  of 
free  service. 

Cleveland.  Entries  were  not  made  on  the  accounts  in  the 
books. 

.'Syracuse  and  New  Haven.     No  entries  Were  made  in  the  books. 
I  33.     Has  the  amount  been  credited  on  the  books  and  no  farther 
attention  paid  to  it,  or  have  bills  jjeen  rendered  with  the 
understanding  that  they  were  not  to  be  paid  ? 
Chicago  and  Syracuse.     Bills  were  not  rendered. 
Cleveland.     Bills  have  not  been  rendered  to  the  charitable  in- 
stitutions until  recently,   when  bills  for  the   quantity   consumed 
above  the  stipulated  amount  have  been  rendered  with  the  object 
of  obtaining  payment  of  same. 

New  Haven.     No  entry  is  made  in  the  books. 
I  34.     Was  there  a  store  room  account  to'  which  materials  were 

charged  when  piirchased? 
I  35.     What  was  the  system  of  charging  them  out  to  operating 
accounts  when  used  ? 

Chicago,  Cleveland,  -Syracuse.     No. 

New  Haven.  Yes.  Materials  as  purchased  are  debited  to  the 
account  for  which  they  were  purchased,  that  is  plant,  new  services, 
repairs,  etc.  When  materials  are  purchased  and  put  into  stock, 
they  are  debited  to  "Suspense  Account,"  arid  as  used  the  superin- 
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tendent  sends  a  note  to  the  oiiice  of  what  has  been  used  and  for 
what  purpose,  and  the  "Suspense  Account"'  is  then  credited. 
I  :i6.  If  there  was  no  store-room  account,  how  were  materials 
charged ''. 
Chicago.  Bills  for  materials,  etc.,  were  charged  direct  to  oper- 
ating and  construction  accounts  when  passed  and  approved,  and 
read}'  for  payment. 

Cleveland.  ]\Iaterials  are  charged  dirept  to  operating  and  con- 
struction accounts  when  hills  are  passed,  approved  and  ready  for 
payment.  The  bills  are  then  sent  to  the  department  of  accounts, 
whicli  issues  a  warrant  on  the  city  treasurer  for  payment  by  him. 
Syracuse,  ilaterials  'were  charged  on,  the  books  at  the  time 
the  invoices  were  approved  and  ready  for  payment. 

Xew  Haven.     See  answer  to  questions  I  34  and  I  35. 
I  37.     If  the  plant  was  run  at  a  loss,  how  was  the  deficit  met? 

Chicago  and  Cleveland.     The  plants  were  not  run  at  a  loss. 
Syracuse.     The  operations  of  the  planl  resulted  in  a  proiit. 

l\ew  Haven.     

T  .!8.     How  did  the  rate  of  interest  paid  by  the  city  compare  with 
the  rate  paid  by  private  public  service  companies  ? 

Bate  per  cent.         Amount 
Name.  of  interest.       outstanding. 

Chicago  Edison  Co 5        '  $5,500,000 

Commonwealth  Electric  Co 5  6,000,000 

Chicago  &  Suburban  Water  and  Light  Co .     .5  700,000 

Chicago  Electric  Traction  Co 5  650,000 

People's  Gas,  Light  &  Coke  Co 6  4,900.000 

People's  Gas,  Light  &  Coke  Co 5  7,900^000 

Bonds  assumed : 

Equitable  Gas,  Light  &  Fuel  Co 6  2,000,000 

Chicago  Gas,  Light  &  Coke  Co 5  10,000,000 

Consumers'  Gas  Co 5  4,246,000 

Illinois  Light,  Heat  &  Power  Co.  . .  .      '^  'soo'ouo 

Lake  Gas  Co 6  300,000 

Mutual  Euel  Gas  Co 5  5,000,000 

Cahimet  Gas  Co 6  'i'SO  000 

Chicago  Union   Traction  company  bonds 
assumed : 
Chicago  West  Division  Eailway  Co. .  .     4^  4,016,000 

Chicago  Passenger  Eailway  Co 5  1^600^0(}0 

West  Chicago  Street  Eailroad 5  "iSC-ifiOd 

West  Chicago  Street  Eailroad 5  (iJ.'ifi'oOO 

West  Chicago  Street  Eailroad  Tunnel 

Co 5  l..")')0.(iOO 

Xorth  Chicago  City  Eailroad 4  .500, OnO 

North  Chicago  Cit_y  Eailroad 44  2..500  000 

Xorth  Chicago  Street  Eailroad .5  ;?.) :  I'onO 

Xorth  Chicago  Street  Eailroad 41  l.C,  14.000 

(XoTE.)     Tlie  above  information  was  obtained  from  Aloody's 
3rr,;iual,  l'U»6. 
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The  ionds  of  the  City  of  Chicago  are  as  follows: 

Rate  per  cent.  Amount 

Name.                                                    of  interest.  outstanding . 

Water  loan H  $338,500 

Water  loan 4  3,241,500 

Sewerage  loau   4  1,666,500 

Kiver  improvement 4  3,605,500 

Village  of  Eogers  Park 5  7,000 

Municipal  4  60,000 

Municipal   3^  775,000 

School   4  760,000 

School  3i  135,000 

Tunnel      -4  100,000 

Tunnel    31  396,000 

World's  Fair   4  4,393,000 

Judgment  funding   4  5,350,000 

Permanent  improvement   4  3,000,000 

General  corporate  purposes 4  3,000,000 

Cleveland.     Bonds  of  private  public  service  corporations  are 
as  follows : 

Bate,  per  cent. 

Name.                                                of  interest.  Amount. 
Cleveland  Electric  Illuminating  Co.  gold 

bonds,  due  October  1,  1937 5 

Cleveland  Gas,  Light  &  Coke  Co No  bonds. 

Cleveland  Electric  Railway  funded  debt. .      5  $8,026,000 
Cleveland,  Painesville  and  Eastern  Eail- 
road  Co.  funded  debt : 

A  first  mortgage  gold  bond  due  April 

1,  1916 5  500,000 

Debenture  bonds  due  July  1,  1907.  .  .     6  500,000 

Consolidated  mortgage  gold  bonds  due 

October  1,  1918 5  403,000 

Cleveland,  Painesville  &  Ashtabula  Eail- 

road  Co.  30-year  gold  bonds,  dated 

July  1,  1902 5  850,000 

Cuyahoga    Telephone    Co.    first   mortgage 

gold  bonds  due  January  1,  1919 5  3,333,000 

The  lands  of  the  City,  exclusive  of  the  Water  Worlcs  londs,  are  as 

follows : 

Rate  per  cent. 

Name.                                                of  interest.  Amount. 

Bridge 5  $135,000 

Bridge 4  3,139,000 

Cemetery    4  150,000 

City  Hall  4  700,000 

City  Farm  school 4  70,000 

Fire  department  4  597,000 
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Rate  per  cent. 

Name.                                                 of  interest.  Amount. 

Fire  department     4|  and  5  $20,000 

Flood  damage   4  70,000 

Electric  light  plant.: 5  30,000 

Funded  debt 4  1,354,000 

Giddings  Brook 4  50,000 

Garbage 4  255,000 

Grade  crossings 4  750,000 

General  sewer 5  90,000 

Hospital       4  100,000 

Intercepting  sewer   4  2,504,000 

Light    4i  10,000 

Market  house 4  160,000 

Morgana  sewer   4  25,000 

Public  bath  house 4  50,000 

Park   4  3,680,000 

Police    4  225,000 

Paving  and  Intersection 4  450,000 

Eiver  and  Harbor 4  1,250,000 

Sanitary   4  110,000 

Street  opening "4  316,000 

Sewer,  drain  and  ditch 4^  60,000 

Town  Hall 6  1,000 

Sewer  district   4  3,781,000 

Street  improvement   4  44,000 

Street  improvement   5  811,000 

Street  improvement   4^,  5,  6  400,744 

Street  improvement  (notes) 5  506,080 

Syracuse. 

Rate  per  cent.  A  m  o  u  at 
Name.                                                    of  interest.       outstanding. 

Syracuse  Lighting  Co 5  $2, 341,000 

Syracuse  Gas  Co.    (assumed  by  Syracuse 

Lighting  Co.)    5  2,107,000 

Syracuse  &  Suburban  Eailroad  Co.  first 

gold    5  400,000 

Syracuse  &  Suburban  Eailroad   Co.   con- 
solidated gold   5  150,000 

Syracuse  Eapid  Transit  Co.  first  consoli- 
dated mortgage 5  2,500,000 

Syracuse  Eapid  Transit  Co.  second  mort- 
gage        5  611,000 

Syracuse  Eapid  Transit  Co.  bonds  assumed : 

People's  Eailroad  Co 5  7  50,000 

East  Side  Traction  Co 5  250,000 

The  above  information  has  been  obtained  from  Moodv's  Man- 
ual, 1906. 

The  bonded  debt  of  the  city  of  Syracuse,  at  December  31.  1905, 
exclusive  of  water  bonds,  was  as  follows : 


WATER    FINANCE.  375 

Rate  per  cent.        Amount 
Name.  of  interest.       outstanding. 

Syracuse  Korthern  Eailroad 4  $457,500 

Syracuse  and  Chenango  Valley  Eailroad.  .  4  451,500 

Collegiate 4  100,000 

High   School    3^  400,000 

Syracuse  School,  1902 3^  105,400 

Citv  Hall 3^  300,000 

Funded  debt  1904 '4  -^38,400 

Gere  and  Truant  School 3.1  40,000 

Columbus  Park sl  10,000 

Eound  Top  Park 3|  20,000 

Beldeti  avenue  bridge 3-i  11,'300 

Library  site   3|  30,400 

Fire  department   3i  54,850 

Onondaga  creek 3|  4'i!,500 

Onondaga  creek 4  23,750 

Harbor  brook 3^  21,100 

Union  Free  School,  Eimwood 5  1,500 

Porter  School    4  5,000 

Local  improvements  4  813,500 

Local  improvements   3^  84,000 

Temporary  loan 4J  30,000 

Kev:  Haven. 

1'he  following  particulars  relate  to  New  Haven  city  bonds : 

Amount  Bate  per  cent. 

Class.                               outstanding.            Due.  of  interest. 

Bridge  bonds $65,000  1914-16  4 

Bridge  bonds 290,000  1920-25  Si 

Boulevard  sewerage    75,000  1906-08  3 J 

Funding  and  high  school..     466,000  1906-24  3} 

Library    100,000  1910-19  3i 

Funding      253,000  1925-35  3^ 

Paving    187,500  1906-16  4" 

Paving    200,000  1907-22  Si 

City  sewerage    500,000  1910-39  4' 

City  sewerage,  1905 100,000  1925  3^ 

I  39.     In  the  case  of  municipal  plants,  was  an  appropriation  made 
for  the  plant  ? 

Chicago.  Yes.  An  appropriation  w*as  made  by  the  city 
council,  but  this  was  merely  as  a  limitation  of  expenditures,  the 
actual  payments  being  made  from  the  revenues  of  the  department. 

Cleveland.  Yes.  Under  the  law  of  Ohio  an  appropriation 
must  be  made  by  the  council.  This  appropriation,  howe\'er,  was 
merely  a  limitation  of  the  expenditures  urider  the  various  heads, 
no  actual  cash  of  the  city  being  appropriated,  for  water  works  pur- 
poses. 
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Sijracuse.  Yes.  But  was  not  payable,|Or  paid  in  cash  by  the 
cit}-  to  the  department,  being  intended  only  as  an  order  by  the 
council  as  to  limitation  of  expenses. 

Nfw  Haven.    

I  40.     Was  it -lump  sum  or  in  detail? 

Chicago.  The  appropriation,  amounting  to  $5,889,498.78, 
was  in  detail. 

Cleveland.  Definite  amounts  were  appropriated  to  specific 
items  of  expenditure. 

l<iimcuse.  Lump  sum  of  .$-266,000,  applied  to  various  heads 
of  expenditure. 

ye IV  Haven.     

I  41.  AVhat  is  the  amount  of  the  bonds  or'-other  liabilities  of  the 
plant  cancelled  since  it  began  operation  ? 

Chicago.     $6,551,400.00. 

ritvdand.  $3,512,000.  The  sum  of  $935,000  was  shown  on 
the  books  to  the  credit  of  "bonds  redeemed  account."  This  amount 
represents  Isonds  redeemed  by  the  Sinking  Fund  commission  of 
1862  during  the  years  from  18T9  to  1884.  As  the  sinking  fund 
commissioners  do  not  appear  to  consider  that  any  such  amoiint  is 
due  from  the  departTuent  to  them,  we  havp  credited  this  amount 
to  the  surplus  account. 

Syracuse.     $20,000. 

yeio  Haven.     No  bonds  issued. 
T  42.     What  provision  is  being  made  for  paying  off  the  bonds 
when  due  ? 

Chicago.  Prior  to  1904  there  were  no  sinking  fund  provi- 
sions for  payment  of  bonds.  In  that  year  a  sinking  fund  to  be 
provided  from  taxation  was  commenced,  the  account  being  carried 
on  the  l^ooks  of  the  city  comptroller's  department. 

Clevelarul.  There  are  not  any  sinking  fund  provisions  for 
the  redemption  of  bonds,  refunding  bonds  being  issued  for  that 
purpose.  The  laws  of  Ohio  require  a  sinking  fund  to  be  provided, 
but  this  has  not  been  carried  out. 

Syracuse.  ISTone.  The  issue  of  April  1,  1901  ($100,000)  is 
being  paid  off  at  the  rate  of  $5,000  per  annum  from  the  surplus 
revenue  of  the  bureau. 

Sevj  Haven.     

I  43.  If  there  were  any  items  omitted  frojn  any  of  the  following 
.accounts,  state  what,  give  amounts,  actual  or  estimated, 
and  state  reasons  why  these  should  be  included,  and  the 
method  of  computing  all  estimates.- 

Chicago.  Taxes  on  $6,163,760  (being  1/5  of  the  approxi- 
mate \  alue  of  the  real  and  personal  property  during  the  year  under 
review,  based  on  the  appraised  value  at  December  31,'  1905)  at 
67,9.3  mills  per  dollar,  being  the  average  of  the  rates  levied  during 
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the  year,  in  the  several  districts  of  the  city,  for  state,  county  and 
city  purposes,  $418,705. 

Fire  insurance  as  under : 

Valuation..  Rate.  Amount. 

Buildings    $710,105  .75  $5,325.00 

Pumping  equipment    1,431,852  1.00  14,318.00 

Other  permanent  works. . .          55,315  1.00  553.00 

Supplies,   etc 317,477  1.00  3,174.00 

Office  furniture    18,535  .1.00  185.00 


$33,455.00 

Boiler  insurance  on  83  boilers  at  pumping  stations,  at  $30.00 
per  boiler  for  3  years,  $830.00.  Accident  instffanee  on  $900,000  of 
Avages,  at  4  per  cent.,  $36,000.00. 

Depreciation,  based  on  the  life  and  cost  of  the  depreciablu 
property  contained  in  a  new  duplicate  plant,  as  follows : 

Bate  per  cent. 

Cost  of  deprecia-  of  deprecia- 

able  property  con-  tion  based 

tained  in  a  new  op-  life         Deprrcia- 

duplicate  plant.  of  plant,     tion  for  year. 

Wells  $10,000.00  4                      $400.00 

Cribs   800,000.00  ,     3'                   16,000.00 

Conduits,  aqueducts 

and  tunnels  to  mains     7,000,000.00  3                 140,000.00 

Buildings    905,000.00  U                  33,635.00 

Pumping  equipment  .  .      3,870,000.00  4'                 114,800.00 

Standpipes  and  tanks.           14,000.00  3  1/3                  466.67 
Mains  (including  valves 

and  basins)    33,334,000.00  3.                 444,480.00 

Meters 33,000.00  6  2/3               1,533.33 

Hydrants       (including 

fire   cisterns)     894,000.00  3  1/3             39.800.00 

Furni  t  u  r  e,  fixtures, 
maps  and  engineer- 
ing  records,    etc 143,579.96*  4                      5.743.00 


$34,883,579.96  3.234         $775,848.00 

The  cost  of  the  depreciable  property  contained  in  a  new  du- 
plicate plant,  and  the  rate  of  depreciation  based  on  the  life  of  the 
plant,  have  been  ascertained  by  Mr.  D.  H.  Maury,  engineer.  Pro- 
portion of  salaries  and  expenses  of  comptroller,  treasurer  and  city 
collector  and  their  stafl's.  (The  amount  applicable  as  a  charge  to  the 
operations  cannot  be  satisfactorily  determinedi,  but  considering  the 
charges  already  made  for  the  expenses  of  other  departments  of  the 
city,  no  additional  charge  need  be  made  under  this  head.) 

*  Inventory  value. 
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Electric  light  in  pumping  stations  supplied  by  the  electric 
light  bureau  free  of  charge,  70  arc  lampg  at  $70  per  arc  lamp  per 
annum,  being  the  rate  charged  various  railroad  companies,  $4,900. 
Eental  of  building  at  Indiana  avenue,  belonging  to  electric  light 
bureau,  used  as  repair  shop;  4  per  cent,  on  $16,544,  the  valuation 
made  b}-  city  real  estate  expert,  $660. 

Cleveland.  Taxes  on  $4,482,855  (being  40  per 
cent,  of  the  approximate  value  of  the  real  and  per- 
sonal property  including  the  excess  of  the  current 
assets  over  current  liabilities  during  the  year  under 
review,  based  upon  the  appraised  value  at  Decem- 
ber 31,  1905)  at  $31.70  per  thousand  dollars $14>,106.00 

1  per  cent,  on  gross  earnings , 9,205.00 


$151,311.00 

Mr.  E.  C.  Wright  of  the  county  auditor's  office  states  that  the 
method  of  ascertaining  the  assessment  valijation  used  for  taxation 
purposes  is  not  at  present  on  a  very  stable  basis.  Speaking  gener- 
ally, he  stated  that  the  assessment  valuation  amounted  to  about 
60  per  cent,  of  the  appraised  value  of  all  property,  real  and  per- 
sonal, including  the  excess  of  current  assets  over  the  current  lia- 
bilities. Later  we  received  a  commrmication  from  the  assistant 
county  auditor  stating  that  certain  privatfe  public  utility  companies 
in  Cleveland  were  assessed  at  approximately  40  per  cent,  of  the 
structural,  value  of  their  plants,  and  concludes  by  saying :  ^TJnder 
these  circumstances,  it  is  a  reasonable  conclusion  that  if  the  Cleve- 
land water  works  were  in  private  hands  their  assessment  TEOuld  not 
exceed  40  per  cent,  of  their  structural  value."' 

The  taxes  for  1905,  payable  in  two  installments,  one-half  on 
or  before  December  20,  1905,  and  one-half  on  or  before  June  30, 
1906,  levied  on  the  assessment  valuation  based  on  appraisals  made 
the  day  preceding  the  second  ^ifonday  ih  April,  1905,  are  as  fol- 
lows: 

Name.  Eate  per  thousand  dollars. 

State  of  Ohio $1.35 

Cuyahoga   county      , 4.95 

School  board   11.00 

Public  library     ^  .         .90 

Cleveland  citv     • 13.50 


$31.70 

Mr.  "Wriglit  referred  us  to  ]\lr.  L.  D.  Bothwell,  of  his  office, 
who  e.vamiiied  the  books  of  his  department  with  the  view  of  as- 
certaining the  appraised  value  of  the  various  pieces  of  land  held 
liy  the  water  works  department.  It  was  stated  that  each  decennial 
period  (the  last  one  was  the  year  1900),  an  appraisal  is  made  of 
the  land,  but  that  inasmuch  as  the  water  works  property  is  exempt 
from  taxation,  the  values  placed  on  the  land  of  the  ^vater  works 


WATER     FINANCE. 


379 


department  by  the  assessors  were  not  aceuratelj'  and  carefully  ascer- 
tained and  were  considered  too  unreliable  for  use  for  our  purpose. 
Fire  insui'ance,  as  under,  based  on  information  supplied  to  the 
management  by  local  insurance  companies: 


$500,000.00 


Value. 
Ktetland  St.  Sta.  : 

Boiler  house ^ 

Main  engine  house J 

Temporary  engine  house.       2,500.00 

Boilers   64,000.00 

Engines 363,000.00 

Division  St.  Sta.: 
Stat'n,  while  unoccupied 

Boiler  house 

N.  engine  house 

S.  engine  house 

Pipe  fitting  shop 

Boilers   

Engines   


^  155,000.00 


49,000.00 
355,000.00 


Paihmount  Sta.  : 

Boiler  and  engine  room..  52,000.00 

Boilers   4,800.00 

Engines   16,600.00 

Meter  testing  and  repair 

shop    1,577.77 

Lake  street  yard 586.33 

Office  furniture    14,500.00 

Stock  on  hand,  etc 300,000.00 


Bate 
per  cent. 

i   M  55 

.90 
.50 
.60 


.751 
.60 
.70 
.70 
1.S5 
■  .70' 
.70 

.75 

:75 

,75 

1.25 

1.25 

1.90 

.90 


.70 


Amount  to 
be  charged. 

!i;-.'. 730.00 

32.50 
330.00 

2,170.00 


1,085.00 


343.00 
2,485.00 

390.00 
36.00 

194.50 

19.72 

7.33 

275.50 

1,800.00 


$11,836.55 
Say,  $11,835. 

Boiler  insurance  on  26  boilers  at  pumping  stations  at  $35 
per  boiler  for  three  years,  $316.66. 

Accident  insurance  on  estimated  wages  paid  as  under : 

Pumping  stations,  cribs,  reservoirs..  .  $60,000  $0.38  $16S.OO 
Maintenance  and  repairs  to  mains,  etc.  95,000  2.70  2,565.00 
Meter  repairing    27,500       1.35  371.00 


$3,104.00 
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Depreciation  based  on  the  life  and  the  cost  of  the  depreciable 
property  contained  in  a  new  duplicate  plant,  as  follows : 

Cost 
of  depreciable 
property  con- 
tained in  a  new 
duplicate  plant. 

Cribs   $450,000.00  " 

Buildings  980,000.00 

Conduits  and  aqueducts.     1,590,000.00 

Pumping  equipment  ....      1,3"20,000.00 

Distributing  reservoirs. . .        480,000.00 

Mains    7,750,000.00 

Hydrants    240,000.00 

Meters    780,000.00 

Other  permanent  works.  .  40,000.00 

Office  furniture *11,879.15 

Maps,  plans,  etc * 75,000.00 


Rate  per 

cent,  of  de- 

preciation 

hosed  on 

Depre- 

the life  of 

ciation 

ihe  plant. 

for  year. 

0 

$9,000 

H 

24,500 

11/3 

21,200 

4 

52,800 

11/3 

6,400 

2 

155,000 

3  1/3 

8,000 

6  2/3 

52,000 

3-i 

1,000 

10 

1,188 

O 

2,350 

$13,716,879.15  2.43  $333,338 

The  cost  of  depreciable  property  contained  in  a  new  duplicate 
plant  and  the  rate  of  depreciation  based  on  the  life  of  the  plant 
have  been  ascertained  by  the  engineer,  Mr.  D.  H.  Maury. 

Maintenance,  Repairs  and  Renewals.  While  the  amounts 
shown  on  the  books  appear  fair  charges  for  the  current  year  in 
view  of  the  fact  that  little  or  no  repairs  would  be  required  on  the 
Kirtland  street  pumping  station  and  the  ci;ib,  which  are  of  recent 
construction,  yet  they  are  much  below  what  might  be  considered 
as  a  fair  normal  charge  on  a  plant  of  this  description.  In  this 
connection  it  should  be  noted  that  the  department  spent  during 
the  year  $27,026.62  on  repairs  to  service  connections,  although 
these  are  not  the  property  of  the  water  works,  but  belong  to  the 
property  owners. 

The  amount  necessary  to  increase  the  charge  to  a  normal 
amount,  as  stated  by  the  engineer,  is  as  follows : 

Construction  at  source  of  supply  (cribs)     :$2,000.00 
Amount    already   charged 132.78 

$1,867.22 

Buildings    (pumping    stations) 12,000.00 

Amount   already   charged 1,485.84 

-^ 10,514.16 

Machinery    15,000.00 

Amount   already   charged 7,738.58 

=     "  -■ — -  7,261.42 

*  Inventory  value. 
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Distributing    reservoirs,    standpipes    and 

tanks    3,000.00 

Amount   alread}^   charged 902.23 


Meters    40,000.00 

Amount   alreadj'   charged 32,129.15 


2,097.77 


7,870.85 


Mains    70,000.00 

Amount   already   charged 72,874.44 


$26,736.98 

Department  of  accounts,  proportion  of  salaries  and  ex- 
penses of  city  auditor  and  staff *$2,500.00 

City  treasurer's  department,  proportion  of  salaries  and 

expenses    - *2,500.00 

Law  department,  proportion  of  salaries  and  expenses. . .    *500.00 

Board  of  public  service,  salaries  of  directo]>s *3,000.00 

Bent  of  premises  in  city  hall *5,000.00 

Electric  light  in  offices  prior  to  September  1,  estimated  on 

basis  of  average  cost  during  four  succeeding  months  1,200.00 
Eental  of  ground  on  Lake  street,  belonging  to  the  city, 
used  as  a  store,  estimated  by  first  assistant  engineer 

at    ■ , 180.00 

Eental  of  lot  on  Pelton  avenue,  belonging  to  the  street  de- 
partment, estimated  by  first  assistant  ^engineer  at. .        60.00 
Telephone  rental,  estimated  at 708,00 

Syracuse.  Taxes  on  $2,730,887  (being  the  approximate  value 
of  the  real  and  personal  property  during  the  year  under  review 
within  the  city  limits,  based  on  the  appraised  value  at  December 
31,  1905),  at  $30.70  per  thousand  dollars, 'being  the  rate  for  city, 
state  and  county  purposes,  $56,530. 

Accident  insurance  based  on  rate  of  5  per  cent,  .on  wages  paid. 
The  rate  was  supplied  by  Messrs.  Bowen  and  Perry,  insurance 
agents,  Syracuse,  $1,250. 


*  The  above  estimates  are  based  on  the  probable  cost  to  the  division 
of  water,  were  it  conducted  as  a  distinctly  separate  department  of  the 
city. 
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Depreciation  based  on  the  estimated 
depreciable  property  contained  in  a  new 
lows : 


])fe  and  the  cost  of  the 
duplicate  plant,  as  fol- 


OfEce  furniture  and  equip- 
ment   

Maps,  plans,  profiles,  etc. 
Construction    for   storage 

at  source  of  supply.  .  .  .  118.?59.68 
Salaries     and     fees,     and 
miscellaneous    expenses 

for  construction  work.  80,73.5.30 
Conduit  and  aqueducts  to 
mains : 

Conduit  line    1,138,533.90 

Submerged  pipe    101,106.61 

Gate  house 13,439.66 

Buildings    19,000.00* 

Distributing  reservoirs...  417,076. -52 

Mains    1,881,290.7.5 

Services    411,356.47 

Hydrants    99,704.50 

Meters    2,247.50 

Horses    1,500.00* 

Wagons  and  harness. . . .  791.00* 


Rate  pet- 

Cost 

cent,  of  de- 

of depreciable 

preciation 

property  con- 

based on 

Depre- 

tained in  a  new 

the  life  of 

ciation 

duplicate  plant. 

the  plant. 

for  year. 

$2,554.00* 

10 

$255 

50,365.00* 

2 

1,007 

11/3 


11/ 


2 

3 

11/3 

4 

11/3 

2 

24 

3  1/3 

6  2/3 
15 
25 


$4,337,960.89  2.029 


1,577 


1,077 


22,771 

3,033 

179 

760 

5,561 

37,625 

10.284 

3^323 

150 

225 

198 


$88,025 


XoTE.  The  cost  of  depreciable  property  contained  in  a  new 
duplicate  plant,  and  the  rate  of  depreciation  based  on  the  life  of 
plant  have  been  ascertained  by  Mr.  D.  H.  ^laury,  the  engineer. 

Paving  work  performed  by  department  of  public  works,  es- 
timated by  the  management  at  $150. 

The  material  is  supplied  and  paid  for  liy  the  water  bureau. 

Expenses  of  examinations  conducted  by  Dr.  ilay,  city  bacte- 
riologist, estimated  by  the  management  at  $J00. 

Proportion  of  salaries  and  expenses  of  city  counsel's  depart- 
ment, estimated  by  the  management  at  $250*. 

Proportion  of  salaries  and  expenses  of  comptroller,  city  treas- 
uior,  commissioner  of  pidjlic  works  and  eitv  engineer. 


*  Appraised  value  of  present  inventory. 
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Note.  The  amount  applicable  as  a  charge  to  the  operations 
cannot  be  satisfactorily  determined,  but  it  is  considered  to  be 
merely  nominal. 

iSlew  Haven.    

I  44.     In  construction  work,  has  a  detailed  record  been  kept  of 
expenditures,  so  that  the  amount  spent  to  date  is  known  ? 
Chicago.     Ko  detailed  records  are  kept. 

Cleveland.  Detailed  construction  accounts  are  carried  on  the 
books,  the  balances  at  the  end  of  each  year  being  transferred  to  a 
general  account  called  "Construction  Account." 

Syracu.'ic.     No.     Not  since  the  year  1900. 

New  Haven.     Yes. 

I  45.  Have  records  been  kept  so  that  it  is  kno^vn  that  the  total 
cost  will  exceed  the  appropriation  before  the  indebtedness 
for  the  excess  is  incurred? 

Chicago,  Cleveland,  Syracuse.     Yes. 

New  Haven.     

1  46.     Coal  used  during  the  last  fiscal  year  for  fael. 

Chicago.  126,547  tons  (3,000  lbs.)  bituminous,  Indiana  and 
Miami  at  $2.5865. 

Cleveland.  26,941.05  tons  (2,000  lbs.)  bituminous,  Pitts- 
burgh slack  and  Ohio  slack  at  $1,544. 

Syracuse.     No  coal  used. 

New  Haven.     2,789   tons    (2,000   lbs.)    bituminous,   Webster 
and  Georges  Creek  (Ind.)  at  an  average  of  $4.50. 
I  47.     What  other  fuel  was  used? 
I  48.     State  quantity  of  each  kind. 
I  49.     State  cost  of  each  kind. 

Chicago.  Used  at  the  pumping  stations,  intercepting  sewer 
plant,  2,195  tons  of  bituminous  coal  at  $2.S86  per  ton. 

Cleveland,  Syracuse  and  New  Haven.     None. 

J— CAPITAL    STOCK   AND    BONDS. 

J  1.     As  ol'  date  (end  of  last  fiscal  year). 

Chicago,  Cleveland  and  Syracuse.     December  31,  1905. 
New  Haven.     January  1,  1906. 

J  2.     The  plants  at  Chicago,  Cleveland  and?  Syracuse  being  munic- 
ipal plants  have  never  issued  any  stock,  therefore  ques- 
tions J  3  to  J  10  do  not  apply. 
New  Haven.     J  2  to  J  7,  the  eompajiy's  charter  authorizes 
an  issue  of  $5,000,000  of  stock.     The  company  has  authorized  an 
issue  of  $4,000,000,  and  has  issued  $2,500,000.     There  is  no  stock 
in  the  treasury.     The  total  amount  issued  is  now  all  outstanding, 
and  has  all  been  fully  paid. 
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J  8.     Stock  issued: 

Date.  Shares. 

May,   1860,   to   Jan..   1865  4,887 

Jan.,  1865,  to  July,  1874. .  7,113 

July,  1S74,  to  July,  1876. .  433 

July,    1S76 4,000 

July,  1876,  to  May,  1877.  1,567 

November.   18S0 4,500 

January,    1886 5,625 

December,    1890 5,625 

September,    1895 5,629 

Jan.,  1896.  to  April,  1896  621 

February,   1901 10,000 


Amount. 

$244,350 

355,650 

21,650 

200,000 
,  78,350 
225,000 
281,250 
281,250 
281,450 
31,050 
500,000 


Pwpose. 
Original    Construction. 
Jixtension  of  works. 

Purchase  of  Fair  Haven 

Water  Co. 
Extension  of  works. 


50,000     $2,500,000 
The  stock  is  $50  par  \-alue,  and  has  alii  been  issued  for  cash. 

J  9.     Explain  how  each  i»sue  of  stock  was  disposed  of,  whether 
private  sale,  public  auction,   stock  dividend,  at  par  to 
stockholders,  bonus,  etc. 
All  at  par  to   stockholders.     When   directors  wish   to  issue 

stock  they  advise  the  stockholders  by  circular,  and  allot  it  to  them 

pro  rata  to  their  present  holding.    The  last  issue  was  on  the  basis 

of  one  new  share  for  every  five  held. 

J  10.     Number  of  stockholders. 
900. 

CHICAGO  BOND  ISSUES. 

J  11  to  J  31  inclusive. 
J  11.     Amount  of  bonds  authorized  by  charter  or  statute. 

Chicago.  Under  the  "Statutes  of  the  State  of  Illinois,"  con- 
stitution of  1870,  Article  9,  Sec.  12,  "No  County,  city,  township, 
school  district,  or  other  municipal  corporatifoti,  shall  be  allowed  to 
become  indebted  in  any  manner,  or  for  any  purpose  to  an  amount, 
including  existing  indebtedness,  in  the  aggregate  exceeding  5  per 
centum  of  the  value  of  the  taxable  property  therein,  to  be  ascer- 
tained by  the  last  assessment  for  state  and*  county  taxes  previous 
to  the  incurring  of  such  indebtedness.  Any  county,  city,  township, 
school  district,  or  other  municipal  corporation  incurring  a^y  indebt- 
edness as  aforesaid,  shall,  before  or  at  the  time  of  doing  so,  pro^dde 
for  the  collection  of  a  direct  annual  tax  sufficient  to  pay  the  inter- 
est on  such  debt,  as  it  falls  due,  and  also  to  pay  and  discharge  the 
principal  thereof  within  20  years  from  the  time  of  contracting  the 
same." 

J  13.     Amount  of  bonds  authorized'  by  municipality  or  vote  of 
company.    $10,121,400. 

J  13.     Amount  of  bonds  issued  and  assumed.      $10,121,400. 

J  14.     Amount  of  bonds  paid.     $6,551,400: 

J  15.     Amount  of  bonds  outstanding.    $3,5.70,000. 
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J   16.     Bonds 

issued  and 

assmned.     $10,121,400,  as  under 

ISOKDS 

TRSUl']!) 

Rate  Per 

Amount       Cent,  of 

Date  of  Issue. 

When  Due. 

Amount.. 

Received.     Interest. 

May  1,  1852... 

July  1, 
Jan.    1 
July  1, 
July  1, 

1877. 
1S7S. 
1874. 
1880. 

$272,000  00 
158.000  00 
100,000  00 
120,000  00 

!( 

(i 

October  1,  1852 

* 

G 

June   1,    1854.. 

* 

(j 

June  1,   1855.. 

jV- 

0 

June   1,    1856.. 

July  1, 
July  1, 
July  1, 

1880. 
1882. 
1882. 

180,000  00 

200,000  00 

75,000  00 

* 

6 

July  1,  1857... 

* 

6 

July  1,  1858... 

i 

July  1,  1861... 

July  1, 

1882. 

75,000  00 

* 

7 

July  1,  1863... 

July  1, 

1888. 

150,000  00 

$164,770  48 

7 

July  1,  1864... 

July  1, 

1889. 

225,000  00 

214,436  19 

7 

July  1,  1865... 

July  1, 

1890. 

200,000  00 

187,'484  73 

7 

July  1,  1866... 

July  1, 

1800. 

75,000  00 

75,410  21 

7 

May  10,  1867.. 

July  1, 

1892. 

800,000  00 

778,340  52 

7 

July  1,  1868... 

July  1, 

1892. 

100,000  00 

98,690  18 

T 

May  10,  1S69.. 

July  1, 

1894. 

600,000  00^ 

573,163  73 

7 

July  1,  1870... 

July  1, 

1895. 

1,500,000  ©0 

1,467,618  87 

7 

July  1,  1874... 

July  1, 

1894. 

95,000  00 

95,993  62 

G 

July  1,  1877... 

July  1, 

1897. 

250,000  00 

262,125  00 

6 

July  1,  1878... 

July  1, 

1898. 

100,000  00 

102,300  00 

6 

July  1,  1882... 

July  1, 

1902. 

333,000  00 

334,365  00 

3.65 

July  1,  1888... 

July  1, 

1908. 

150,000  00 

155,383  00 

4 

July  1,  1889... 

July  1, 

1909. 

225,000  00 

231.257  81 

3.50 

July  1,  1890... 

July  1, 

1910. 

103,500  00 

108,500  00 

3.50 

January   1,   189: 

L        July  1, 

1911. 

159,500  00 

159,500  00 

4 

July  1,  1892... 

July  1, 

1912. 

821,000  00 

821,000  00 

4 

January  1,  189^ 

t        Jan,  1, 

1914. 

130,000  00 

130,000  00 

4 

July  1,  1894... 

July  1, 

1914. 

446,000  00 

460,539  60 

4 

July  1,  1895... 

July  1, 

1915. 

1,485,000  00 

1,506,747  82 

4 

$9,128,000  00 
These  bonds  are  a  lien  on  buildings,  equipment,  pipe  lines  and 
real  estate  of  the  water  department,  and  also  against  the  city  of 
Chicago  property. 


BONDS 

iSSUMBD. 

Tillage  of  Lcike: 

Rate  Per 

Gent,  of 

Date  of  Issue. 

"When  Due. 

Amount. 

Interest. 

April 

1,   1874 

Jan. 

1894. 

$107,000  00 

7 

April 

24,   1874 

July 

1894. 

115,000  00 

7 

April 

1,   1888 

April 

1891. 

5,000  00 

5 

April 

1,    1888 

April 

1892. 

5,000  00 

5 

April 

1,    1888 

April 

1890. 

9,500  00 

5 

April 

1,   1888 

April 

1891. 

10,000  00 

5 

April 

1,    1888 

April 

1892, 

9,900  00 

5 

April 

1,   1888 

April 

1893. 

15,000  00 

5 

April 

1,    1888 

April 

1894. 

15,000  00 

5 

April 

1,    1888 

April 

1895. 

15,000  00 

5 

April 

1,   1888 

April 

1896. 

15,000  00 

5 

April 

1,    1888 

April 

1897. 

15.000  00 

5 

April 

1,  ,1888 

April 

1898. 

15,000  00 

5 

April 

1,    1888 

April 

1899. 

15,000  00 

5 

April 

1,    1888 

April 

1900. 

15,000  00 

5 

April 

1,    1888 

April 

1901. 

15,000  00 

5 

April 

1,    1888 

Total 

April 

1902. 

15,000  00 
$411,400  00 

5- 

*  No  records  obtainable  prior  to  1 863. 
Vol.  H.— 26. 
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Village  of  Lake  View:  u  *   p  . 

Cent  of 
Date  of  Issue.  When  Due.  Amount.  Interest 

July  1,  1895.  $75,000  00  7 

Julv  1,  1904.  23,000  00  5 

'.'.V.'.W.'.'.'.'.'.'.W'.....  July  1,  1907.  50,000  00  4 

Total $148,000  00 

Village  of  Hyde  Pari::  ^^^^^^^ 

Gent  of 

*Date  of  Issue.  When  Due.  Amount.  Interest. 

September  15,  1873 July  1,  1893.  $30,000  00  7 

April   1,   1874 Jan.  1,  1894.               23,000  00  7 

April   1,   1875 Jan.  1,  1895.  322,000  00  7 

January   1,    1876 Jan.  1.  1896.                 9,000  00  7 

February   1,    1894 Jan.  1,  1904.               50,000  00  5 

Total $434,000  00 

Total    bonds   assumed $993,400  00 

All  of  the  above  bonds  have  been  paid  and  retired  excepting 
the  $50,000  of  4  per  cent,  bonds  of  the  village  of  Lake  View,  ma- 
turing July  1,  1907. 

SUMMARY. 

Bonds  issued  $9,128,000 

Bonds  assumed   993,400 

Total  bonds  issued  and  assumed-  .$10,121,400 

J  17.  Explain  how  each  issue  of  bonds  was  disposed  of,  whether 
private  sale,  public  auction,  bond  dividend,  etc. 

All  bonds  were  sold  to  the  highest  bidder. 
J  18.     State  amount  and  character  of  other  funded  debts,  if  any. 

Water  pipe  extension  certificates  amounted  to  $339,494.35  at 
December  31,  1905. 

J  19.  If  funds  have  been  secured  from  any  other  sources  for  the 
construction  and  extension  of  plant,  give  amount,  dates 
and  sources  fully. 

Funds  are  secured  for  extension  of  the  sjj^stem  from  property' 
owners  by  special  assessment,  or  special  deposit.  Such  amounts, 
or  90  per  cent,  thereof,  are  returned  whe'n  the  revenue  derived 
equals  10  cents  per  lineal  foot  of  the  main  so  laid.  (See  answer 
to  question  15.)  Surplus  revenue  is  also  employed  for  extension 
of  system  and  construction  of  plant. 

J  20.     What  provisions  have  been  made  for  the  payment  of  lia- 
bilities when  due? 
Xone. 


*  Bond  record  not  obtainable. 
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J  21.     What  provisions  have  been  made  for  tKe  pajanent  of  inter- 
est on  bonds? 

Surplus  revenues  of  the  department  are  depended  upon  to 
pay  the  interest  on  the  bonds. 

CLEVELAND  BOKD  ISSUE. 

J  11  to  J  21. 
J  11.     Amount  of  bonds  authorized  by  charter  or  statute. 

Extract  from  act  of  the  General  Assembly  of  the  state  of 
Ohio,  amending  sections  2835  and  2837  of  the  revised  statutes  of 
Ohio.  "The  total  bonded  indebtedness  created  in  any  one  fiscal 
year  under  the  authority  of  this  act  shall  not  exceed  1  per  cent, 
of  the  total  value  of  all  property  in  such  municipal  corporation,  as 
listed  and  assessed  for  taxation,  except  where  an  ordinance  be  passed 
by  an  affirmative  vote  of  not  less  than  two-thirds  of.  all  the  mem- 
bers of  the  council  deeming  it  necessary  to  issue  bonds  in  excess 
of  this,  when  they  shall  submit  the  question  to  a  vote  of  the  qualified 
electors,  provided  that  the  net  indebtedness  incurred  shall  never 
exceed  4  per  cent,  of  the  total  value  of  the'  property  as  listed  and 
assessed  for  taxation,  unless  an  excess  of  such  amount  is  authorized 
by  vote  of  the  qualified  electors.  If  two-thirds  of  the  voters  voting 
at  such  election  upon  the  question  of  issuing  the  bonds  vote  in  favor 
thereof,  then  and  not  otherwise  the  bonds  for  such  excess  shall  be 
issued,  and  tax  levied;  provided,  however,  that  no  township  or 
municipal  corporation  shall  hereafter  create  or  incur  a  net  indebt- 
edness in  excess  of  8  per  cent,  of  the  total  value  of  all  property  as 
listed  and  assessed  for  taxation.  All  bonds  heretofore  issued  in 
good  faith  under  the  authority  of  Sec.  2835,  Eevised  Statutes, 
as  amended  April  29,  1902,  and  April  23,  1904,  which  at  the  time 
of  issue  were  within  the  limitations  herein  provided,  shall  be  valid 
obligations  of  the  township,  city,  village  or  other  municipal  corpo- 
ration which  issued  them;  and  in  arrivin*g  at  the  limitations  of 
8  per  cent.,  herein  provided,  and  of  4  per  cent,  in  Sec.  2835,  re- 
vised statutes;  provided  all  such  bonds,  except  those  excluded  by 
the  provisions  of  Sec.  2835B,  revised  statutes,  shall  be  considered.'' 

Sec.  2835B,  of  House  Bill  244,  provides  inter  alia  that  the 
limitations  of  1  per  cent,  and  4  per  cent,  referred  to  above  shall 
not  apply  to  bonds  issued  for  the  purpose  of  constructing,  improv- 
ing and  extending  water  works  when  the  income  from  such  water 
works  is  sufficient  to  cover  the  cost  of  all  operating  expenses,  in- 
terest charges,  and  to  pass  a  sufficient  amount  to  a  siniiag  fimd 
to  retire  such  bonds  -when  they  become  due. 

J  12.     Amount  of  bonds  authorized  by  rnunicipality  or  vote  of 
company. 

$7,775,000,  excluding  bonds  assumed,  amounting  to  $78,000. 
J  13.     Amount  of  bonds  issued.     $7,778,000  (including  $78,000 

bonds  assumed). 
J  14.     Amount  of  bonds  paid.    $3,512,000. 
J  15.     Amount  of  bonds  outstanding.    $4,266,000. 
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J  16.  Bonds  issued. 


Tear  of 
Issve. 

1854. 


1858. 
1859. 
1869. 
1869. 
1872. 
1873. 
1875. 
1875. 
1877. 
1882. 
1883. 
1883. 
1885. 
1892. 
1893. 
1895. 
1896. 
1897. 
1900. 
1900. 
1901. 
1902. 
1902. 
1903. 
1903. 
1903. 
1903. 
1904. 
1904. 
1905. 
1905. 
1893. 
1897. 
5899. 


When  Due. 
Jan.   1,   1879.. 


1856.         May  1,  1881.. 


July  1,  1878.. 
July  1,  1879.. 
Oct.  1,  1880. . 
Jan.  1,  1884.. 
May  1,  1892.. 
May  1,  1893.. 
Sept.  1,  1895.. 
Sept.  1,  1895. . 
Sept.  1,  1895.. 
Sept.  1,  1902.. 
Jan. 'l,  1903.. 
Sept.  1,  1897.. 
March  1,  1900. 
April  1,  1902.. 
April  1,  1903.. 
Oct.  1,  1905.. 
Oct.  1,  1926.. 
April  1,  1917 . . 
March  1,  1910. 
April  1,  1920.. 
Oct.  1,  1926.. 
April  1,  1922.. 
Sept.  1,  1922.. 
Jan.  1,  1918.. 
April  1,  1913.. 
June  1,  1922. . 
Sept.  1,  1924.. 
March  1,  1919. 
April  1,  1925.. 
March  1,  1919. 
Oct.   1,   1920.. 

-,    1903.. 

April  1,  1917.. 
Oct.  1,  1919... 
Oct.  1,  1924... 


Face 
Value. 
$500 
1,000 
500 
1,000 
500 
500 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 
1,000 

'560 

500 


Amount  Received.        Rate  of 

r — ~— — « s   Interest, 

Par  Value.     Premium.  Per  Gent. 

$85,000  * 

315,000  *  7 

50,000.  *  .. 

50,000  *  7 

25,000  *  6 

25,000  *  6 

75,000  *  7 

300,00f)t         *  7 

400,000  *  7 

200,000  *  7 

50,006  *  6 

150,00Q  *  6 

25,00Q  *  6 

100,000  $62  50  3.65 

100,000  1,120  00  4 

500,000  6 

275,000  6 

400,000  $23,283  44  4.5 

200,000  4,625  00  4 

200,000  4 

600,000  58,208  00  4 

500,000     4 

275,000  18,860  00  4 

300,000  36,516  00  4 

600,000  78,594  00  4 

400,000  41,093  20  4 

100,000  4,025  00  4 

100,000  4,317  00  4 

200,000  1,750  00  4 

300,006  4 

50,000  4 

175,000  2,625  00  4 

350,000  5.767  75  4 

250,000  981  00  4 

200,000  4,800  00  4 

12,000$         6 

20,000+         4.5 

21.000+  5 

25,000t  5 


$7,803,000 


Deduct  bonds  dated  year  1S77 
which  were  uever  negotiated, 
but  were  cancelled 25.000 

$7,778,000 

.Total  bonds  issued  and  assumed : 

Issued    $7,700,000 

Assumed   78.000 


$7,778,000 


*  No  available  records. 

t  Bonds  issued  in  1869  and  due  January  1,  18S4.  for  $300,000  were 
cancelled  by  the  sinking  fund  commissioners,  and  returned  to  the  city 
auditor  on  March  19,  1881,  in  compliance  with  a  resolution  passed  by  the 
city  council  on  March  14,  1881. 

t  These  amounts  represent  the  par  value  of  Brooklyn,  Glenville  and 
South  Brooklyn  bonds,  assumed  by  the  water  works  department  as  part 
consideration  for  the  transfer  tn,  and  acquisition  by  the  department  of 
certain  property  formerly  held  by  these  towns. 
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Security.  The  city  bonds  issued  were  secured  on  the  "faith 
and  credit  of  the  city." 

IIoiv  to  be  paid.  The  form  of  bond  uSed  does  not  provide  for 
the  manner  in  which  the  bonds  are  to  be  paid. 

J  17.  Explain,  how  each  issue  of  bonds  was  disposed  of,  whetlier 
private  sale,  public  auction,  bond  dividend,  etc. 

By  advertisement,  sealed  bids  being  received  in  answer  there- 
to, and  the  bonds  awarded  to  the  best  bidder.  Information  under 
this  head  relating  to  the  issues  of  the  early  years  is  not  available. 
The  following  extract  from  the  laws  of  Ohio,  1902  session.  Senate 
Bill  number  1,  section  97,  regulates  the  method  to  be  adopted : 

"Whenever  any  municipal  corporation  issues  its  bonds,  it  shall 
offer  them  at  par  and  accrued  interest  to  the  trustees  or  commis- 
sioners in  their  official  capacity  of  the  sinking  fund  *  *  *  ^ 
lind  only  after  their  refusal  to  take  all  or  any  of  such  bonds  at 
par  and  interest  bona  fide  for  and  to  be  held  for  the  benefit  of  such 
corporation,  sinking  fund  or  debt,  shall  such  bonds  or  as  many  of 
them  as  remain  be  advertised  for  public  sale".  In  no  case  shall  the 
bonds  of  the  corporation  be  sold  for  less  than  their  par  value,  nor 
shall  such  bonds  when  so  held  for  the  benefit  of  such  sinking  fund 
or  debt  be  sold,  except  to  meet  th^'  i-cquirements  of  such  fund  or 
debt.  All  sales  of  bonds,  other  than  to  the  sinking  fund,  by  any 
municipal  corijoration  shall  be  to  the  highest  and  best  bidder,  after 
thirty  days'  notice  in  at  least  two  newspapers  of  general  circula- 
tion in  the  cormty  where  such  municipal  corporation  is  situated, 
setting  forth  the  nature,  amount,  rate  of  interest  and  length  of 
time  the  bonds  have  to  run,  with  time  and  pk'ce  of  sale  *  *  *  ^ 
provided,  however,  wlieru  any  such  bonds  have  been  once  so  ad- 
vertised and  offered  for  pulDlic  sale,  and  the  same  or  any  part 
thereof  remain  unsold,  then  said  bonds  or  as  many  as  remain  un- 
sold may  be  sold  at  a  private  sale,  at  not  legs  than  their  par  value, 
under  the  direction  of  the  mayor,  officers  and  agents  of  the  cor- 
poration.    *     *     *     " 

J  18.     State  amount  and  character  of  other  funded  debts,  if  any. 


J  19.     If  funds  have  been  secured  from  any  other  sources  for  the 
construction  and  extension  of  plant,  give  amounts,  dates 
and  sources  fully.    None. 
J  20.     What  provisions  have  been  made  for  payment  of  liabili- 
ties when  due  ?    None. 
•J  21.     What  provisions  have  been  made  for  payment  of  interest 
on  bonds? 
No  specific  provisions  have  been  made.     The  surplus  revenue 
is  depended  upon  to  meet  all  payments  of  interest.     By  an  ordi- 
nance passed  December  28,   1885,  provision  is  required   for  the 
payment  of  maturing  interest  and  principal  of  the  water  works 
■debt  of  the  city  by  creating  a  water  works-  sinking  fund.     Such 
:a  fund,  however,  is  not  in  existence. 
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Sykacuse.     Bonds,  J  11  to  J  21. 
J   11.     Amount  of  bonds  authorized  by  charter  or  statute. 

The  corporation  counsel  states  that  the  "city's  limitation  of 
indebtedness  is  fixed  by  the  constitution  of  the  state,  not  to  ex- 
ceed ten  per  cent,  of  the  assessed  valuation  of  its  real  estate." 

The  following  authorizations  apply  to  the  bonds  issued  by  the 
water  department: 

(1)  By  laws  of  :Sew  York  1889,  chapter  291,  section  30  $3,000,000- 

(2)  By  the  1894  act,  chapter  184,  foregoing* limitation 
was  increased  to  $3,500,000,  being  authority  for  an 
additional  500,000 

(3)  By  the  1895  act,  chapter  703,  authority  was  given 
for  a  further  increase  of  $500,000,  in  the  foregoing 
limitations   >. 500,000 

(4)  By  city  ordinance  dated  Xovember  12,  1900,  as 
provided  by  section  26,  of  the  TMiite  charter 100,000 

Total  bonds  authorized  and  issued $4,100,000 

J  12.     Amoimt  of  bonds  authorized  by  municipality  or  vote  of 
company. 

$4,100,000.  An  ordinance  of  the  city  dated  Xovember  12. 
1900,  authorized  an  issue  of  $100,000  in  bonds.  All  prior  issues, 
amounting  to  $4,000,000,  were  authorized  by  acts  of  the  legisla- 
ture (see  answers  to  previous  questions). 

J  13.     Amount  of  bonds  issued. 
$4,100,000. 

J   14.     Amount  of  bonds  paid. 
$20,000. 

J  15.     Amount  of  bonds  outstanding. 
$4,080,000. 

J  16.     Bonds  issued : 

Amount 

Received  Rate  of 
Date  of  {Includes  Interest, 
Issue.             When  Due.  Premium).  Per  Gent.             Security. 
July  1,  1890        July  1,1920  $500,937.50  3  Credit  of  the  city. 
July  1,  1891        July  1, 1920  500,000.00  3  Credit  of  the  city 
Mar.  1,  1892        July  1, 1920  506,276.00  3.5  Credit  of  the  city' 
Oct.  1,  1892        July  1,1920  510,798.50  3.5  Credit  of  the  city 
Mar.  3,1893        July  1, 1920  524,597.00  3.5  Credit  of  the  city' 
Mar.  1,  1894        July  1, 1920  527,225.00  4  Credit  of  the  city- 
July  1,  1894        July  1, 1920  502.050.00  3.5  Credit  of  the  city 
Oct.  1,  1895        July  1,1920  307,530.00  3.5  Credit  of  the  city' 
May  1,  1897        Jan.  1, 1927  102,260.00  3.5  Credit  of  the  eity 
Apr.  1,  1898        Jan.  1,1928  104,780.00  .3.5  Credit  of  the  city' 
Apr.  1,  1901        Apr.  1, 1902  103,745.00  3.5  Credit  of  the  city! 
to  1921,  $5,000 
per  annum. 
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J  17.     Explain  how  each  issue  of  bonds  was  disposed  of,  whether 
private  sale,  public  auction,  bond  dividend,  etc. 
The  sale  of  bonds  was  duly  advertised  in  accordance  with  law, 
sealed  proposals  being  received  and  bonds  awarded  to  the  best 
bidder. 

J  18.     State  amount  and  character  of  other  funded 'debts,  if  any. 

None. 
J  19.     If  funds  have  been  secured  from  any  other  sources  for  the 

construction  and  extension  of  plant,  give  amounts,  dates 

and  sources  fully. 

No  funds  have  been  secured  from  other  sources  specifically 
for  construction  and  extension  of  the  plant.  Under  the  water  act. 
Section  22  (see  the  following  extract),  the  city  paid  certain 
amounts  to  the  water  bureau  for  water  supplied.  These  payments, 
which  were  discontinued  in  1901,  are  as  follows : 
Year  ending  June  30.  Amount. 

1893 $26,000 

1894 26,000 

1895 26,000 

1896 40,000 

1897 60,000 

1898 85,000* 

1899 90,000** 

1900.; 

1901 35,000 


$378,000 
On  January  1,  1900,  owing  to  the  water  bureau  not  being 
able  to  meet  the  interest  then  due  on  its  bonds,  the  city  obtained 
a  temporary  loan  for  $48,000  for  that  purpose,  whieh  was  met 
thereafter  by  direct  taxation.  This,  however,  was  partially  ofEset 
by  an  amount  of  $36,824.79  of  water  works  funds  taken  by  the  city 
in  the  year  1902  for  the  purpose  of  reducing  the  general  tax  budget 
of  that  year. 

The  extract  of  the  "water  act"  referred  to  is  as  follows : 
Laws  of  New  York  1889,  chapter  391,  section  33 :  "The  Syra- 
cuse water  board  sliall  from  time  to  time  fix  and  determine  the 
water  rates  to  be  paid  by  all  consumers  of  water,  including  a  just 
annual  rate  to  be  paid  by  the  city  at  large  on  account  of  the  use  of 
water  for  municipal  purposes.  *  *  *  " 
J  30.     What  provisions  have  been  made  for  payment  of  liabalities 

when  due?    None. 
J  21.     What  provisions  have  been  made  for  payment  of  interest 
on  bonds  ? 
The  surplus  revenue  is  depended  upon  to  provide  for  the  pay- 
ment of  interest  on  bonds. 

*  Fiscal  year  1897,  $55,000 ;  fiscal  year  1898,  $30,000. 
**  Fiscal  year  1898,  $30,000 ;  fiscal  year  1899,  $60,000. 
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Xew  Havex.     Bonds.     .T  11  to  J  21. 
J  11.     Amoiuit  of  bonds  authorized  by  charter  or  statute. 

Equal  to  half  the  stock  issued  by  the  company. 
J  12.     Amount  of  bonds  aiithorized  by  municipality  or  vote  of 

company.     None. 
J  13.     Amount  of  bonds  is&ued.    None. 

While  there  are  not  any  bonds  issued  or  outstanding,  there 
are  $500,000  convertible  debentures  issued  and  outstanding.  The 
face  value  of  these  debentures  is  $50,  $100,  $500  and  $1,000  each. 
They  are  issued  to  stockholders.  The  company  agreed  to  conveit 
them  into  stock  at  par  on  July  1,  1915,  or  at  any  interest  period 
after  1910,  at  the  option  of  the  directors.  The  interest  rate  is  4 
per  cent,  per  annum,  payable  January  1  and  July  1  in_^each  year. 
There  is  not  any  mortgage  or  covering  deed.  The  debenture  is 
simpljr  a  promise  by  the  company  to  convert  into  stock  and  pay  in- 
terest thereon  at  4  per  cent,  until  it  has  been  converted. 
J  14,  J  15  and  J  16  do  not  apply. 

J  IT.  Explain  how  each  issue  of  debenjiures  was  disposed  of, 
whether  private  sale,  public  auction,  bond  dividend,  etc. 

Debentures  were  issued  at  par  to  stockholders  in  the  ratio  of 
one  debenture  per  every  ten  shares  held. 
J   18.     State  amount  and  character  of  other  funded  debts,  if  any. 

None. 
J  19  and  J  20.    

J  21.  What  provisions  have  been  made  for  paj-ment  of  interest 
on  bonds? 

There  is  no  provision  made.  Any  interest  charges  come  out 
of  earnings  and  are  preferential  to  the  dividend  on  stock. 

We  were  not  permitted  to  examine  the  accounts  and  prepare 
a  balance  sheet  and  profit  and  loss  account.  Therefore,  there  are 
no  further  answers  on  Xe\\-  Haven,  namely,  schedules  K,  Assets: 
L,  Liabilities :  II,  Eeceipts ;  X,  Expenses ;  6,  Profit  and  Loss. 

CHICAGO. 
K — Assets. 
As  of  date  (end  of  last  fiscal  year)*.     December  31,  1905. 

Cash  on  hand $1,191,006.92 

Xotes  receivable    , 

Sundry  accounts  due 1,293  187.95 

Investments 

Patent  rights    

Office     furniture,     equipment,     including 

maps,  plats  and  engineering  records."  SS,264.S" 

Land:  (a)  Now  used  for  water  purposes] 

(b)  Xot    now    used    for    water [■        3,307,618.00 

purposes    J 

K     9.     Construction  at  source  of  supply  (cribs) .  .  615,493.04 

K  10.     Wells    e'oooioo 


K 

1. 

K 

9 

K 

K 

4, 

K 

5, 

K 

6, 

K 

i  . 

K     S, 


K 

11. 

K 

12. 

K 

13. 

K 

14. 

K 

15. 

K 

16. 

K 

16a 

K 

ir. 

K 

18. 

K 

19. 

K 

20. 

K 

21. 

K 

K 

23. 

K 

24. 
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Conduits  and  aqueducts  to  mains $5,839,108.38 

Buildings   710,104.73 

Pumping  equipment    1,421,852.76 

Standpipes  and  tanks 11,000.00 

Filters  and  filtration  beds 

Mains  (including  valves  and  basins)    . . .  16,731,222.27 

Hydrants   (including  fire  cisterns) 761,673.00 

Meters    9,635.00 

Other  permanent  works,  etc 55,315.09 

Supplies  and  equipment  not  included  in 

above  (including  teams  and  tools)  ....  317,477.07 

Sinking  fund  (per  contra) 360,094.17 

Other  current  assets 20,120.00 

Other  capital  assets 


Total $32,739,171.35 

Do  the  values  above  given  represent  the  original  cost  of 

the  present  assets,  their  present  market  value,  or  cost  of 

duplication^'' 
The  values  of  the  land  at  pumping  stations,  storage  yards  and 
repair  shops  were  taken  from  the  inventories  for  January  1,  1906, 
in  the  offices  of  the  respective  departments.  The  values  of  sundry 
lands  not  included  in  above  were  taken  from'  the  comptroller's  re- 
port for  1904.  These  latter  values  have  been  stated  at  the  same 
figures  in  successive  comptroller's  reports  for  many  years  past, 
with  no  changes  for  appreciation  or  depreciation.  The  appraisal 
of  the  physical  value  of  structural  features  of  the  plant  is  based 
on  the  cost  of  duplication  at  December  31,  1905,  at  current  prices 
for  material  and  labor,  with  due  regard  to  the  state  of  the  art  and 
with  deductions  for  depreciation  as  stated  by  Mr.  D.  H.  Maury, 
engineer.  Supplies  on  hand  are  included  at  approximate  cost. 
Accounts  receivable  are  shown  at  their  realizable  value.  The  sink- 
ing fund  of  the  city  (including  the  fu.nd  for  water  loan)  is  car- 
ried in  the  "trust  funds"  balance  sheet  of  the  city,  which  does  not 
ear  mark  the  assets  available  for  the  redemption  of  each  city  loaa. 
The  amount  shown  above  in  answer  to  question  20  is  stated,  there- 
fore, at  $360,094.17,  the  amount  of  the  sinking  fund  as  per  an- 
swer to  question  L  12. 
K  25.     If  none  of  these,  state  how  values  were  fixed. 


L — Liabilities. 

L  1.  As  of  date  (end  of  last  fiscal  year),     December  31,  1905. 

L  2.  Capital  stock  

L  3.  Bonds $3,570,000.00 

L  4.  A\'^ater  pipe  extension  certificates 339,494.35 

L  5.  Unpaid  bills    -.  . .  .  573,645.88 

L  6.  Deposits  by  customers 

L  7.  Unpaid  dividends    

L  S.  Interest  due,  but  not  paid 

li  9.  Interest  accrued,  biit  not  due 
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L  10.    Eeserve  fund 

L  11.     Depreciation  fund 

L  12.     Sinking  fund $360,094.1? 

L  13     Other  liabilities: 

Assessment  of  water  rates 

levied  in  advance $802,9T4.46 

Judgments     and     claims 

pending    183;65r.87 


986,6:] 


L  13a.  Surplus   S6,909,3o4..53 

L  14.  Total $32,739.171. -.^5 

XoTE.  The  value  of  intercepting  sewer  plant  is  not  included 
in  the  assets,  this  part  of  the  system  not  having  been  appraised 
by  the  engineer.  There  is  also  a  liability  on  account  of  "special 
deposits"  which  cannot  be  accurately  determined,  as  these  are  not 
shown  on  the  books  of  the  department,  buf  are  carried  with  other 
items  under  the  heading  '"trust  funds"  on  the  books  of  the  comp- 
troller. The  amount  of  this  liability  at  December  31,  lOd.'i,  we 
are  infprmed  amounts  to  approximately  $35,000.00,  which,  of 
course,  is  offset  by  a  corresponding  amount  included  under  the 
heading  "trust  funds  in  the  hands  of  city  treasurer,"  as  per  tlie 
"'trust  funds"  balance  sheet  of  the  city,  prepared  in  the  comptrol- 
ler's department. 

M — Receipts. 

(Before  dealing  with  additional  items  detailed  in  an.'>wer  to 
questions  28  and  31  of  section  "1.") 
M     1.     For  year  ending  December  31,  1905. 
M     2.     Private  consumers  metered  rates : 

(a)  Domestic    ^  $1  "0 ">  "I.t '  r9 

(b)  3[anufacturing   and    commercial..)       ,'■•■■■■ 
M     3.     Private  consumers  unmetered  ratfes  : 

(a)   Domestic . . }    3  393.4c,r.48 

(D)  Manulacturmg  and   commercial..) 

Eents  and  sales  of  meters .• 

Public  hydrants   

Public  foimtains    

Public  buildings 

Street  watering    , 

Penalties  on  delinquent  bills ^ 

Net  proiit  on  merchandise  account. 

Other  receipts    \ 15.4S>!.55 

M  13.  Total $4,114,341.72 

N — ^Expenses. 

(Before  dealing  with  additional  items  detailed  in  answer  to 
question  43  of  section  "I.") 

N  1.     For  year  ending  December  31,  1905. 

Cost  at  pumping  stations  or  before  water  enters  distribution 
system  in  city. 


M 

4. 

M 

5. 

M 

6. 

M 

M 

8. 

M 

9. 

M 

10. 

M 

11. 
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PumiDage  (after  allowing  for  slip  and  excluding  repumpage), 
135,588,942,536  gallons. 

N     2.     Wages  and  salaries $350,559.33 

Fnel    356,557.80 

Lubricants  .• . . .  8,437.84 

Supplies  and  tools 22,177.63 

Maintenance,  repairs  and  renewals : 

(a)  Construction  at  source  of 
supply    $4,115.53 

(b)  Conduits  and  aqueducts..      634.50 

(c)  Buildings   64,102.30 

(d)  Machinerj'    89,939.48 


N 

3. 

N 

4. 

isr 

5. 

N 

6. 

158,791.71 
N     7.     Other     expenses     (including     tug     service, 

$19,105.02)    29,057.03 


]Sr     8.  Total $895,581.34 

Gravity  supply: 
N     9.     Maintenance,  repairs  and  renewals : 

(a)  Construction  at  source  of  supply, ...  

(b)  Conduits  and  aqueducts i . . .  

N  10.     Other  expenses   

N  11.     Total    

Filtration  (interception  of  sewers)  : 

N  12.     Wages  and  salaries .- $20,331.06 

N  13.     Fuel 5,679.78 

N  14.     Supplies  and  tools l 738.91 

N  15.     Maintenance,  repairs,   renewals 7,386.85 

N  16.     Other  expenses   876.98 


N,  17.  Total $35,013.58 

Distribution : 

M  18.     Wages  and  salaries $96,410.77 

N"  19.     Supplies  and  tools 3,459.05 

N"  20.     Stable  expenses .•  ■  •  •  5,251.16 

IST  21.     Maintenance,  repairs  and  renewals: 

(a)  Distributing  reservoirs, 
standpipes  and  tanks ...... 

(b)  Mains  and  hydrants,  in- 
cluding hydrant  rentals  and 
services,  $422,665.99,  less 
revenue  for  work  done  and 
material      supplied,      $17,- 

412.54    $405,253.45 

(e)  Meters,  $37,696.93,  less 
revenue  for  work  done  and 
material       supplied,       $16,- 

018.02   21,6^8.91 

'■ 426,932.36 
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N  22.     Other  expenses $3,770.83 

X  22a.  Loss  on  permit  division 22,673.45 

]Sr  23.                   Total • $557,496.63 

General : 

Directors'  allowances   

Salaries  of  officers 14,933.50 

General  office  salaries 133,030.59 

Eent  of  offices 13,093.45 

Office  expenses 38>794.S4 

Legal  expenses    43,899.93 

Injuries,  damages  and  claims  (damages  for 
injuries    are    included    under    "wages" 

headings)    ; 386.00 

Licenses    and   royalties 

Insurance — fire,  boiler,   accident 

Bad  debts  and  allowances    (estimated) ....  50,000.00 
Het  loss  on  sales  of  meters,  engines  and 

other  appliances    j. 

]Sr  35.     Ifew  business: 

(a)  Advertising  and  soliciting. 

(b)  Appliances   and   fittings 

IST  36.     Other   general    expenses , 7,133.96 


N" 

34. 

N 

25. 

N 

26. 

N 

27. 

]sr 

28. 

isr 

29. 

X 

30. 

x 

31. 

isr 

32. 

X 

33. 

N 

3l 

X"  37.  Total  general  expenses. $280,269.66 


X  38.     Total  expenses    •. $1,768,361.30 


Eesume : 

Total  receipts    $4,114,341.72 

Total  expenses    1,768,361.30 


Balance  to  profit  and  loss $3,345,980.53 


0 — Profit  and  Loss. 

(Before  dealing  with  additional  items  detailed  in  answer  to 
questions  28,  31  and  43  of  section  "I.") 
0     1.     For  year  ending  December  31,  1905. 

CREDIT. 

By  balance  from  last  rear  as  adjusted.  . .  $34,043,037.68 

By  balance  of  receipts  as  above. 2,345,980.53 

By  interest  on  loans  or  deposits 

By  income  from  sinking  fund 

By  rent  of  "Eookery" 35,000.04 

By   balance    


0 

2. 

0 

3. 

0 

4. 

0 

5. 

0 

6. 

0 

1  . 

0     8.  Total «:iri.424.018.2 1- 
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DEBIT. 

To  balance  from  last  year 

To  interest  on  bonds  and  certificates.  . .  .  $166,341). 68 

To  interest  on  notes,  loans  and  deposits . .  

To  taxes    t. 

To  compensation  for  franchises 

To  dividends  on  stock 

To  depreciation  fund 

To   sinking  fund 

To  reserve  fund 

To  other  funds 

0  19.     To  extensions  and  new  construction. ...  

0  20.     To    other    purposes    (operation    of    bath 
houses  and  expenses  of  high  .pressure 

water  system  commission) 10,626.67 

0  21.     To  balance  36,247,041.89 


0 

9. 

0 

10. 

0 

11. 

0 

12. 

0 

13. 

0 

14. 

0 

15. 

0 

16. 

0 

17. 

0 

18. 

0  22.  Total $36,424,018.24 


Surplus  December  31,  1904,  per  books $34,251,479.30 

Deduct  miscellaneous  adjustments  pf  book 
entries  per  "Eeconciliation  of  the  sur- 
plus account  as  per  the  books  with  the 
surplus  account  as  per  the  commission's 
schedule  section  0,  question  2" 208,441.62 


$34,043,037.68 


The  above  balance  of  $34,043,037.68?  is  subject  to  adjustment 
in  order  to  reduce  the  book  value  of  thte  plant  at  December  31, 
1904,  to  its  actual  value,  based  on  the  appraisal  as  at  December 
31,  1905.     (See  answer  to  question  0  21.i) 

Surplus  December  31,  1905,  per  books $36,423,646.61 

Deduct  iiiiseellaneous  adjustments  ,of  book 
entries  as  per  "Eeconciliation  olthe  sur- 
plus account  as  per  the  books  with  the 
surplus  account  as  per  the  commission's 
schedule,  section  L,  question  13a,  and 
section  0,  question  21" .^ 176,604.72 


Balance    as    above $36,247,041.89 

Less  amount  necessary  to  be  written  off  the 

book  value  of  the  plant  to  reduce  same  to 

appraised  value  at  December  31.,  1905 .  .        9,337,737.37 

Adjusted  surplus  December  31,  1905,  as  per 

section  L,  question  13a ■• *$26,909,304.52 


*  This  figure  is  subject  to  increase  to  the  extent  of  the  value 
of  the  intercepting  sewer  plant. 
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Beconciliation  of  the  Surplus  Account  as  per  the  Books,  With  the 

Surplus  Account  as  per  the  Gomntission's  Schedule, 

Section  "0,"  Question  2. 

As  at  Decemher  31,  1904. 

(Chicago.) 

Deduct  from      Add  to 
Surplus.         Surplus. 

Amount  of  duplicate  aud  over  payments  writ- 
ten off  during  1905,  but  applicable  to  prior 
years $4,314.83 

Accounts  receivable  for  assessed 
rates,  meter  rates  and  meter 
mechanical  department  ac- 
counts, uncollected  at  Dec.  31, 
1904,  not  carried  on  the  balance 
sheet  of  the  department $852,461.40 

Less  one-third  of  the  net  assess- 
ment for  water  rates  levied  in 
May,   1904,    applicable  to   year 

ending  Dee.  31,  1905 778,460.^ 

74,000.63 

Amounts  debited  to  operating  account  during 
the  year  ending  Dec.  31,  1905,  applicable  to 
prior  periods $51,002.19         

Estimated  inventory  value  of  stock  on  hand  at 

Dec.  31,  1904,  not  shown  on  the  books 62,674.32 

Reserve  for  doubtful  accounts : 
Accounts  receivable  for  assessed 

rates    $38,764.85 

Accounts   receivable  for   meter 

rates    19,775.70 

58,540.55         

Amount  credited  to  surplus  account  which 
properly  should  be  credited  to  construction 
account,  being  a  claim  for  an  unfulfilled  con- 
tract           379,526.10         

Amount  charged  on  the  books  to  surplus  ac- 
count on  account  of  judgments  properly 
chargeable  to  construction  account 140,237.44 


$489,668.84     $281,227.22 


SUM  il  ART. 

Surplus  as  per  the  books,  Dec.  31,  1904 , $34,251,479.30 

Add  credit  adjustments,  as  above ] 281,227.22 

$34,532,706.52 
Deduct  debit  adjustments,  as  above .• 489,668.84 

Surplus,  as  adjusted  Dec.  31,  1904,  as  per  Commission's 
Schedule,  Section  "  O,"  Question  2   (subject  to  ad- 
justment referred  to  therein) $34,043,037.68 
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Eeconciliatioii  of  the  Profit  as  per  the  Boohs,  With  the  Profit  as 
Shown  by  the  Commissions  Schedvxle,  Section  "0." 

For  the  Year  Ending  December  31, 1906. 

{Chicago.) 


Amount  of  assessed  rates,  meter 
rates  and  meter  mechanical 
earnings  for  current  period  not 
set  up  on  tlie  books $4,094,837.84" 

Less  collections  of  assessed  and 
metered  rates  and  meter  me- 
chanical earnings  credited  to 
revenue  account  on  the  books.      4,050,705.60 


Deduct  from      Add  to 
Profit.  Profit. 


$44,132.24 


Amounts  charged  against  expense  account  on 

account  of  over  payments,  etc.,  of  rates  re-* 

fimded,    and    properly    chargeable    against 

collection   accounts 8,300.93 

Liabilities  at  December  31,  1905,  not  shown  on 

the  books ^31,709.59         

Amounts  debited  to  operating  account  during 

current  period  applicable  to  prior  periods 51,602.19 

Inventory  value  of  stock  of  ma- 
terials, etc.,  on  hand,  not  shown 

on  the  books : 

Dec.  31,  1904  (estimated) $62,674.32 

Dee.  31,  1905  (as  valued) 62,674.32 


Reserve  for  doubtful  accounts  due 50,000.00        

Improvements  charged  to  expense  account  dur- 
ing the  year  applicable  to  construction  ac- 
count            85,985.46 

Amounts  charged  to  construction  account  dur- 
ing the  year,  applicable  to  expense  account. .         27,194.30         

Cost  of  laying  main  charged  to  property  owners 
and  miscellaneous  items  credited  to  revenue 
account   which   should  properly  have   been 

credited  to  construction  account 49,340.03         

.Amount  of  boiler  insurance  charged  during  the 
current  period,  applicable  to  a  subsequent 
period   120.00 


$158,303.92    $190,140.82 


SUMMABY. 

Profit  for  the  year  as  per  the  books  after  dealing  with 

interest    , '. $2,172,167.31 

Add  credit  adjustments,  as  above 1 190,140.82 

$2,362,308.13 
Loss  debit  adjustments,  as  above 158,303.92 

Profit  for  year,  after  charging  interest  on  bonds  and  cer- 
tificates, less  miscellaneous  interest  earned  $131,349.64, 
as  per  tire  Commission's  Schedule,  Section  "  O  " $2,204,004.21 
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Reconciliation  of  the  Surplus  Account  as  per  the  Boohs  With  ilie 

Surplus  Account  as  per  the  Commi>isioiis  iSohedule, 

Section  "L,"  Question  Via,  anil  Section 

"0,"  Question  21. 

As  at  December  31,  l905. 

{Chicago.) 

Deduct  from      Add  to 

Balance  of  assessed  and  metered  I'ates   and          Surplus.        !<uri)}us.- 
meter  mechanical  department  accounts   re- 
ceivable, not  carried  on  the  books  at  Dec. 
31,    1905 ?118.i:j2.S7 

Amount  of  duplicate  and  over  payments  writ- 
ten   ofC 4.;;l4.So 

Amounts  charged  against  expense  account  on 
account  of  over  payments,  etc.,  of  water 
rates,  refunded,  properly  chargeable  against 
collection    accounts S.300.'.J.; 

lyiabilities  at  Dec.  31,  1905,  not  shown  on  the 

books  $31,769.59 

Irventory  value  of  stock  on  hand  at  Dec.  31, 
1905,  not  shown  on  the.  books i;i'.674.;;2^ 

Improvements  charged  to  expense  account  on 
the  books,  properly  chargeable  to  construc- 
tion   account 85.0S.:i.4ij 

Amounts  charged  to  construction  account  on 
the  books,  properly  chargeable  to  expense 
account   27,194.30         

Cost  of  laying  main  charged  to  property  owners 
and  miscellaneous  items  credited  to  revenue 
which  should  properly  be  credited  to  con- 
struction  account 49.340.03         

Amount  charged  on  the  books  to  surplus  ac- 
count on  account  of  judgments  properly 
chargeable  to  construction  account 140,237.44 

Amount  credited  to  surplus  account  which 
properly  should  be  credited  to  construction 
account,  being  claim  on  contractors  for  un- 
fulfilled  contract 379..o2G.10         

Amount  of  boiler  insurance  charged  against 
current  period,  applicable  to  subsequent 
period    ._ ]  20.00 

Reserve  for  doubtful  accounts  receivable 108.540.55         


$596,370.57     5419.7h5.S5- 


SUMMARY. 

Surplus  .as  per  the  books,  Dec.  31,  1905 §30,423, i>46.61 

Add  credit  adjustments,  as  above , 419.765.85 

$3r5.84.3,412.4rr 
Deduct  debit  adjustments,  as  above "iOri.:',70.57 


Surplus  Dec.  31,  1905,  as  per  the  Commission's  Schedule, 

Section   "  O  " .s:;r;,247.041..S9 

From  which  deduct  amount  necessar.v  to  be  written  ofE  the 
book  value  of  the  plant  to  reduce  same  to  the  ap- 
praised value,  at  Dec.  31,  1905 ri.3:',7. 737.37 

Surplus  Dec.  31,  1905,  as  adjusted  and  as  per  the  Com- 
mission's  Schedule.   Section  "  L,"  question  13a.  and 
Pertion  "  O,"  question  21 *.'!!20.909,304.?>2 


*  This  figure  is  subject  to  increase  to  the  extent  of  the  value  of  tlie- 
intercepting  sewer  plant. 


Profit  and  Loss  Account  as  per  the  Commission's  Schedule,  Sec- 
tions "M"  "N"  and  "0,"  Including  Entries  Detailed 
in  Answer  to  Questions  28,  31,  ^3   of  Seclion 
"  1."  Year  Ended  December  31,  1905. 
(Cliicago.) 
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CLEVELAND. 
K— Assets. 
K     1.     As  of  date  (end  of  last  fiscal  year)  December  31,  1905. 

K     2.     Cash  on  hand .• $457,233.71 

K     3.     Notes  receivable  ' 

K     4.     Sundry  accounts  due 269,790.43 

K    4a.  Accounts    receivable    city    of 

Cleveland  $36,781.87 

Less  amount  due  city  for 
value  of  lot  at  corner  of 
Pearl  and  Columbus  sts.       7;500.00 

' 39,281.87 


K     5.     Investments 

K    6.     Patent  rights 

K     7.     Office    furniture,    including    maps,,  field 
books,  drawings,  tracings,  prints^,  speci- 
fications and  other  engineering  tecords  86,879.15 
K    8.     Land: 

(a)   Now    used    for    water 

purposes  $379,700.00 

'(b)  Not  now  used  for  water 

»    purposes  


K 

9. 

K 

10. 

K 

IL 

K 

13. 

K 

13. 

K 

14. 

K 

15. 

K 

16. 

K 

16a 

E 

17. 

K 

18. 

K  19. 

K  SO. 

E  21. 

K 

33. 

■ 379,700.00 

Construction  at  source  of  supply  (cribs) . .  134,103.31 

Wells    

Conduits,   steel  riveted  pipes   and   aque- 
ducts to  mains 1,565,861.37 

Buildings 714,533.31 

Pumping  equipment 853,453.77 

Distributing  reservoirs 420,000.00 

Filters  and  filtration  beds 

Mains  (including  valves) 5,815,638.01 

Hydrants 181,033.75 

Meters    686,191.13 

Other  permanent  works  and  accessories. .  .  35,367.60 
Supplies  and  equipment  not  included  in 

above    •. 167,505.64 

Sinking  fund 

Other  current  assets « 

Other  capital  assets -. 


K  23.  Total $11,686,570.75 


Of  the  total  amount  of  accounts  receivable  at  December  31, 
1905,  the  amount  due  for  work  done  and  material  supplied 
was  $30,076.31,  representing  accounts  against  other  city  de- 
partments and  sundry  persons  from  1896  to  December  31, 
1905.  As  it  is  highly  improbable  that  the  whole  of  the  $30,- 
076.31  can  be  collected,  we  have  written  off  the  sum  of  $19,- 
838.31  against  the  year  1905  and  prior  periods. 
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K  24.     Do  the  values  above  given  represent  the  original  cost  of 
the  present  assets,  their  present  market  value  or  cost  of 
duplication  ? 
The  appraisal  of  lands  is  based  upon  the  estimated  value  on 
December  31,  1905.    The  appraisal  of  the  physical  value  of  struc- 
tural features  of  the  plant  is  based  on  the  cost  of  duplication  on 
December  31,  1905,  at  current  prices  for  material  and  labor  with 
due  regard  to  the  state  of  the  art  and  with  deductions  for  deprecia- 
tion.   Supplies  on  hand  are  shown  at  appro^simate  cost.    Accounts 
receivable  are  shown  at  realizable  value. 

K  25.     If  none  of  these,  state  how  values  were  fixed.     

L — Liabilities. 

As  of  date  (end  of  fiscal  year)  December  31,  1905. 

Capital  stock   

Bonds $4,266,000.00- 

jSTotes  payable    , 

Unpaid  bills 26,030.88 

Deposits  by  customers : 

(a)  For  pipe  laying $28,095.93 

(b)  For  meter  rates 326,512.67 

(c)  Permits    45.00 

354,653.60 


L 

1. 

L 

2. 

L 

3. 

L 

4. 

L 

5. 

L 

6. 

L     7.     Unpaid  dividends 

L     8.     Interest  due  but  not  paid.  .  .  . ■ 

L     9.     Interest  accrued  but  not  due 42,633.33 

L  10.    Eeserve  fund  

L  11.     Depreciation  fund 

L  12.     Levy  of  assessed  rates  in  advance.  . , 43,440.87 

L  13.  Other  liabilities  (meter  department  re- 
funds payable  and  reserve  for  claims 

pending)     12,674.15^ 

L  13a.  Surplus 6,941,137.92 


L  14.  Total , $11,686,570.75- 


There  is  a  small  liability  for  pipe  taken  over  from  South 
Brooklyn,  the  amount  of  which  was  not  known  at  the  date  of  our 
examination. 

M — Receipts. 

(Before  dealing  with  additional  items  detailed  in  answer  to- 
questions  28  and  31  of  section  "I.") 

For  year  ended  December  31,  1905. 
Private  consumers,  metered  rates: 

(a)  Domestic    1 

(b)  Jfanufacturing  and  commercial.  . .  .)     $640,118.84 

Private  consumers,  unmetered  rates 232,231.16- 

Rents  and  sales  of  meters 

Public  hydrants   


M 

1. 

M 

2. 

M 

3. 

M 

4. 

M 

5. 

"M 

6. 

M 

7. 

M 

8. 

M 

9. 

M 

10. 

M 

11. 
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Public  fountains , 

Public  buildings 

Street  watering $1,700.00 

Penalties  on  delinquent  bills 

Net  profit  on  merchandise  account , ; .  

Other  receipts 1,772.77 


M  12.  Total $875,822.77 


Metered  rates  are  payable  half  yearly,  on  April  1  and  October 
1,  for  the  preceding  six  months,  and  in  this  case  an  "earnings  ac- 
count" and  a  ''collection  account"  are  carried,  thus  ensuring  in  the 
financial  books  a  record  of  the  earnings,  the  collections,  and  the 
amount  due  and  unpaid  at  any  date.  Assessed  rentals  are  levied 
and  payable  half  yearly  on  April  1  and  October  1,  in  aavance,  the 
earnings  account  only  being  credited  when  the  payments  are  re- 
ceived. Assessed  rentals  unpaid  at  the  end  of  any  fiscal  year  are 
not  shown  on  the  financial  books  as  "accounts  receivable"  at  the 
closing  date,  and  any  allowances  made  on  the  individual  assess- 
ments do  not  appear  on  the  financial  books.  These  allowances, 
other  than  refunds  actually  paid  in  cash,  bxe  merely  recorded  on 
the  collection  books. 

N — Expenses. 

(Before  dealing  with  additional  items  detailed  in  answer  to 
question  43  of  section  "I.") 
ISr     1.     For  year  ending  December  31,  1905. 

Cost  at  pumping  station  or  before  water  enters  distribu- 
tion system  in  city. 
Pumpage  (after  deducting  slip,  and  exclud- 
ing repumpage  from  low  servite  into  high 
service  system,  21,040,197,169  gallons.) 

N    2.     Wages  and  salaries $52,605.34 

N"     3.     Puel    • 41,609.34 

N"    4.     Lubricants 3,122.84 

ISr     5.     Supplies  and  tools 1,168.91 

N     6.     Maintenance,  repairs  and  renewals: 

(a)  Construction  at  source  of  sup- 
ply      $132.78 

(b)  Conduits  and  aqueducts .... 

(e)   Buildings   1,485.84 

(d)  Machinery   •.   7,738.58 

9,357.20 

Isr     7.     Other  expenses 5,229.90 

N     8.  Total $113,093.53 


N     9,     ISr  10,  ISr  11.  Gravity  supply. 
IST  12 — ISr  17,  inclusive.    Filtration.. 
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Distribution : 

N  18.     Wages  and  salaries • $38,604.43 

N  19.     Supplies  and  tools 239.31 

N  20.     Stable  expenses ; 

N  21.     Maintenance,  repairs  and  renewals : 

(a)  Distributing  r  e  s  e  r  v  oirs, 
standpipes  and  tanks $902.33 

(b)  Mains  and  hydrants,  *$79,-: 
077.18,  less  revenue  for  labor 
and  material  used  in  repairs- 

for  outside  parties,  $6,202.74.      72,874.44 

(c)  Meters    32,129.15 

(d)  Services  and  stopcocks,  $45,- 
568.89,  less  revenue  derived 
from  ferrule  and  tapping, 
$17,635.31    27,973.68 

133,839.50 

N  33.     Other  expenses 6,107.69 

■E  23.  Total •. $178,790.92 

General :  

N  34.     Directors'  allowances   

Salaries  of  officers $6,641 .66 

General  office  salaries 50,848.89 

Eent  of  oflBces 

Office  expenses 6,559.60 

Legal  expenses   , 

Injuries,  damages  and  claims. 75.20 

Licenses  and  royalties ; 

Insurance — fire,  boiler,  accident 

Bad  debts 10,690.74 

'Net  loss  on  sale  of  meters,  engines  and  other 

appliances 

N  35.     New  business : 

(a)  Advertising  and  soliciting.  ^ 

(b)  Appliances  and  fittings 

N  36.     Other  general  expenses • 8,393.49 


N 

35. 

E" 

26. 

K 

37. 

N 

38. 

N  29. 

N 

30. 

isr 

31. 

isr 

33. 

N" 

33. 

isr 

34. 

N"  37.  Total  general  expenses $83,308.58 


N"  38.     Total  expenses $375,093.03 


Resume : 

Total  receipts $875,833.77 

Total  expenses , 375,093.03 


Balance  to  profit  and  loss $500,729.74 


*  Includes    about    $40,000    spent    for    lowering    mains    and 
changing  grades. 
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0 — Profit  and  Loss*. 

(Before  dealing  with  additional  iteins  detailed  in  answer  to 
questions  28,  31  and  43,  section  "I.") 
0     1.     For  year  ended  December  31,  19Q5. 

Credit. 

By  balance  from  last  year  as  adjusted *$8,508,934:.79 

By  balance  of  revenue  as  above 500,729.74 

By  interest  on  loans  or  deposits.  -. 20,785.54 

By  income  from  sinking  fund 

By  other  items 

By  balance 

0     8.  Total $9,030,450.07 


0 

2. 

0 

3. 

0 

4. 

0 

5. 

0 

6. 

0 

7. 

0 

10. 

0 

11. 

0 

12. 

0 

13. 

0 

14. 

0 

15. 

0 

16. 

0 

17. 

0 

18. 

0 

19. 

0 

20. 

0 

21. 

Debit. 
0     9.     To  balance  from  last  year 

To  interest  on  bonds $168,108.33 

To  interest  on  notes,  loans  and  deposits ....  

To  taxes ■ 

To  compensation  for  franchises. 

To  dividends  on  stock 

To  depreciation  fund 

To  sinking  fund 

To  reserve  fund •." -  • 

To  other  funds ■_  •  •, 

To  extensions  and  new  construction , .  .  

To  other  purposes • 19,020.715 

To  stirplus  December  31,  1905.. **8,843,320.98 

0  22.  Total $9,030,450.07 

FoTE.  The  city  treasurer  now  alloivs  the  department  interest 
on  the  average  daily  cash  balance  held  by  him  and  belonging  to  the 
department.     This  practice  only  commenced  in  the  year  1904. 

*  Surplus  December  31,  1904,  per  books _. .  $8,443,632.74 

Add  miscellaneous  adjustments  of  book  entries 
per  "Eeconciliation  of  the  surplus  account 
as  per  the  books  with  the  surplus  account  as 
per  the  commission's  schedule  "0,"  ques- 
tion 2" fi6^30^-Q5 

$8,508,934.70 

The  above  balance  of  $8,508,934.79  is  subject  to  adjustment 

in  order  to  reduce  the  book  value  of  ijle  plant  at  December  31, 

1904,  to  its  actual  value  based  on  the  appraisal,  as  at  December 

31,  1905.    See  answer  to  question  "0"  21. 
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Recondliation  of  the  Surplus  Account  as  per  the  Boohs,  with  the 

Surplus  Account  as  per  the  Commission's  Schedule 

Section  "0"  Question  2. 

As  at  December  31,  1904. 

(Cleveland.) 

Deduct  Add 

frorn  Surplus,    to  Surplus. 

Amount  of  cash  received  to  date  on  Octo- 
ber, 1904,  levy  of  assessed  water  rent- 
als credited  to  earnings  account  ad- 
justed in  subsequent  entries $130,314.43 

One-half  of  October,  1904,  levy  of  as- 
sessed water  rentals  applicable  to  the 
three  months  to  December  31,  1904.  $65,828.66 

Assessed  water  rentals  outstanding  at  De- 
cember 31,  1905,  applicable  to  levies 
prior  to  October  1,  1904,  not  cred- 
ited to  earnings  on  the  books 457.95 

One-half  of  April,  1905,  levy  of  meter 
water  rentals  applicable  to  the  three 
months  to  December  31,  1904 147,839.60 

Allowances  and  refunds  on  levies  of  meter 
water  rentals  applicable  prior  to  De- 
cember 31,  1904,  charged  in  subse- 
quent period    1,947.31 

Meter  water  rentals  credited  on  the  books 
in  a  subsequent  period  applicable  to 
levies  prior  to  April,  1905,  levy. ...  3,589.58 

Note  relating  to  previous  page : 

**  Surplus  December  31,  1905,  per  books $8,714,645.79 

Add  miscellaneous  adjustments  of  book  entries 
per  "Eeconciliation  of  the  surplus  account 
as  per  the  books  with  the  surplus  account 
as  per  the  commission's  schedule  section 
"L,"  question  13a,  and  section  "0,"  ques- 
tion 21   : . .  .        128,675.19 

Balance  as  above $8,843,320.98 

Less  amount  necessary  to  be  writteil  ofE  the 
book  value  of  the  plant  to  reduce  same  to 
appraised  value  at  December  31,  19t)5 2,837,183.06 

$6,016,137.93 
Add  amount  transferred  from  bond  redemption 

account  (years  1879-1884) 925,000.00 

Adjusted    surplus   December    31,    1905,   as   per 

section  "L,"  question  13a $6,941,137.93 
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Deduct  Add 

from  Surplus,     to  Surplus. 

Eefunds  of  meter  water  rentals  charged 
on  the  books  in  a  subsequent  period 
applicable  to  levies  prior  to  April, 
1905,  levy $4,408.40 

Reserve  for  doubtful  accounts : 
Accounts    receivable    for 

work  done    $14,814.87 

Meter  water  rentals 1,935.05 

Assessed  water  rentals. . .  84.95 

16,834.87 

^Amount  of  permit  account  deposits  ap- 
plicable to  period  prior  to  January  1, 
1905,  and  charged  to  water  rent  ac- 
count in  error,  now  adjusted,  same 
having  been  credited  to  earnings 
when  received  51.00 

Adjustment   of    accounts    receivable    ac- 
count for  work  done : 
Amounts  credited  to  earnings  in  a 
subsequent  period  applicable  to  pe- 
riod prior  to  December  31,  1904 $5,153.53 

Eebates  on  assessed  water  rentals  applic- 
able to  levies  prior  to  October  1, 
1904,  levy,  entered  in  subsequent  pe- 
riod    184.35 

Amount  reserved  against  probable  loss  of 
amount  of  balance  of  lost  money  ac- 
count         1,925.16 

Inventory  of  supplies  and  material  at  De- 
cember 31,  1904,  not  entered  on  the 
books  32,330.37 

Expenses  charged  in  subsequent  period 
applicable  to  the  period  prior  to  De- 
cember 31,  1904 2,779.08 

Interest  received  subsequent  to  December 

31,  1904,  applicable  to  a  prior  period  7,957.97 

Interest  accrued  on  bonds  at  date,  not 

credited  on  the  books  as  a  liability. .     38,500.00 

$196,844.60     $263,146.65 


SUMMARY. 

Surplus  as  per  the  books  December  31,  1904 $8,443,632.74 

Add  credit  adjustment  as  above 263,146.65 

$8,705,779.39 
Deduct  debit  adjustment  as  above 196,844.60 

Surplus  as  adjusted  December  31,  1904,  as  per  com- 
mission's schedule,  section  "0,"  question  2  (sub- 
ject to  adjustment  refered  to  therein) $8,508,934.79 
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Reconciliation  of  the  Profit  as  per  the  Boohs,  with  the  Profit  as 

Shown  by  the  Commission's  Schedule,  Section  "0."' 

For  the  Year  Ended  Decemier  31,  1905. 

(Cleveland.) 

Deduct  Add 

fropi  Profit.        to  Profit. 
Assessed  water  rentals  entered  in  the  cur- 
rent period  now  written  back,   ad- 
justment of  same  being  made  in  a 

subsequent  entry $208,137.06 

Assessed  water  rentals,  as  adjusted,  ap- 
plicable to  current  period $229,392.31 

Assessed  water  rentals  outstanding  on 
December  31,  1905,  not  dealt  with 

on  the  books  as  an  asset 3,715.48 

Meter  earnings  entered  in  the  current  pe- 
riod now  written  back,  adjustment  of 
same  being  made  in  a  subsequent  en- 
try        583,642.00 

Meter  earnings,  as  adjusted,  applicable 

to  the  current  period 640,118.84 

Amount  received  for  permits  issued,  erro- 
neously credited  to  profit  and  loss 

account,  now  corrected 120.00 

Adjustment   of    accounts   receivable    ac- 
count for  work  done : 
Amount  credited  to  earnings  in  a 
subsequent  period  applicable  to 

the  current  period 2,202.89 

Amoimt  credited  to  earnings  in  a 
current  period  applicable  to  the 

prior  period 1,248.44 

Eeserve  for  doubtful  accounts : 
Amounts     receivable      for 

work  done   $5,023.44 

Meter  water  rentals 5,585.25 

Assessed  water  rentals. .  . .         82.05 

10,690.74 

Inventories  of  supplies  and  material  on 
hand,  not  shown  on  the  books: 

December  31,  1904 32,330.37 

December  31,  1905 33,642.82 

Expenses  charged  in  a  subsequent  period 

applicable  to  the  current  period...        7,260.11 
Expenses  charged  in  the  current  period 

applicable  to  a  prior  period 2,779.0S 

Old  engine  sold  and  amount  credited  to 
machinery  repairs  account  in  error, 
now  corrected 1,560.00 
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Deduct  Add 

from  Profit.        to  Profit. 
Boring  in  Lake  Erie,   charged  to  con- 
struction account,  now  transferred  to 

profit  and  loss  account $934.26 

Expenses  at  temporary  cribs  charged  to 
construction  account  in  error,  now 

_  corrected  1,754.00 

Adjustment  of  interest  received  account : 
Amount  credited  in  the  current  pe- 
riod, applicable  to  a  prior  pe- 
riod         7,957.97 

Amount  credited  in  a  subsequent  pe- 
'  riod,  applicable  to  the  current 

period   $10,290.00 

Interest  accrued  on  bonds  at  December 
31,  1904,  charged  during  the  cur- 
rent period  in  error 38,500.00 

Interest  accrued  on  bonds  at  December 
31,  1905,  not  carried  on  the  books  as 
a  liability  at  that  date 43,633.33 

$898,368.28     $960,641.43 


SUMMAET. 

Profit  for  the  year  as  per  the  books  after  dealing 

with  interest   % $272,013.05 

Add  credit  adjustments  as  above 960,641.43 

$1,233,654.47 
Deduct  debit  adjustments  as  above , 898,268.38 

Profit  for  year  (after  charging  $147,322.79  interest 
on  bonds  less  miscellaneous  interest  earned) 
per  the  commission's  schedule  section  "0" $334,386.19 


Reconciliation  of  the  Surplus  Account  as  per  the  Boohs,  with  the 

Surplus  Account  as  per  the   Commission's  Schedule, 

Section  "L,"  Question  13a,  and  Section 

"0,"  Question  21. 

As  at  December  31,  1905. 

(Cleveland.) 

Deduct  Add- 
from  Surplus,    to  Surplus, 
Proportion  of  levy  of  meter  water  rent- 
als made  April  1,   1906,   applicable 
to  the  three  months  ending  Decem- 
ber 31,  1905 $179,120.35 

Proportion  of  levy  of  assessed  water  rent- 
als made  October  1,  1905,  applicable 
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Deduct  Add 

frofn  Surplus,     to  Surplus. 
to  three  months  ending  March  31, 
1906    $43,440.87 

Amount  of  meter  water  rentals  less  re- 
bates and  allowances  entered  in  the 
books  subsequent  to  December  31, 
1905,  but  applicable  to  October  1, 
1905,  levy,  now  corrected $31,086.31 

Assessed  water  rentals  outstanding  at 
December  31,  1905,  not  dealt  with 
on  the  books  as  an  asset 4,173.43 

Permit  deposits  erroneously  charged  to 

profit   and  loss   account,   now   cor-  , 

rected    45.00 

Amount  of  accouats  receivable  for  work 
done  credited  to  profit  and  loss  ac- 
count subsequent  to  December  31, 
1905 6,106.97 

Eeserve  for  doubtful  accounts : 
Accounts    receivable    for 

work  done   $19,838.31 

Meter  water  rentals 7,520.30 

Assessed  water  rentals ..  .         167.00 

37,535.61 

Amount  reserved  against  probable  loss  of 
amount  of  balance  of  lost  money 
account 1,935.16 

Amount  of  allowance  made  to  city  of 
Glenville  on  their  water  bill  charged 
to  earnings  accouat,  now  capitalized 
as  part  of  the  cost  of  acquisition  of 
Glenville  water  system 1,333.75 

Inventory  of  supplies  and  materials  at 
December  31,  1905,  not  entered  on 
the  books   33,643.83 

B'Xpenses  at  temporary  cribs  charged  to 
construction  account  in  error,  now 
corrected    1,754.00 

Expense  of  boring  in  Lake  Erie  charged 
to  construction  account,  now  trans- 
ferred to  profit  and  loss 934.26 

Old  engine  sold  and  amount  credited  to 
machinery  repairs  account  in  error, 
now  corrected   1,560.00 

Expenses  charged  to  profit  and  loss  ac- 
count subsequent  to  December  31, 
1905,  but  applicable  prior  to  that 
date,  now  corrected 7,360.11 
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Deduct  Add 
from  Surphjbs.     to  Surplus. 
Interest  earned  on  bank  deposits  to  De- 
cember 31,  1905,  and  not  credited  to 
profit  and  loss  account  until  a  sub- 
sequent date,  now  corrected $10,290.00 

Interest  accrued  on  bonds  at  December 
31,  1905,  not  carried  on  the  books 
as  a  liability  at  that  date $.43,633.33 

$127,078.34     $255,753.53 


SUMMARY. 

Surplus  as  per  the  books  December  31,  190S $8,714,645.79 

Add  credit  adjustments  as  above 255,753.53 

$8,970,399.32 
Deduct  debit  adjustments  as  above 127,078.34 

Surplus  at  December  31,  1905  as  per  the  commis- 
sion's schedule,  section  "0,"  question  21 $8,843,320.98 

Prom  which  deduct: 

Amount  necessary  to  be  written  of£  the  book 
value  of  the  plant  to  reduce  same  to  the 
appraised   value    .: 2,827,183.06 

$6,016,137.92 
To  which  add : 

Amount  transferred  from  bond  redemption  ac- 
count     • 925,000.00 


Surplus  December  31,  1905,  as  adjusted  and  as  per 
the  commission's  schedule,  section  "L,"  ques- 
tion 13a,  and  section  "0,"  question  21 $6,941,137.93 


Profit  and  Loss  Account. 

Per  the   Commission's   Schedule,  Sections  "M,"  "N"  and 

Including  Entries  Detailed  in  Ansvxers  to  Questions 

28,  31  and  43  of  Section-"!." 

Year  Ended  December  31^  1905. 

{Cleveland.) 
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SYRACUSE. 
K — ^Assets. 
As  of  date  (end  of  last  fiscal  year)  December  31,  1905. 

Cash  on  hand $60,775.91 

Notes  receivable   •* 

Sundry   accounts   due 36,781.03 

Investments   (giving  particulars) 

Patent  rights *■ 

Office  furniture  and   equipment,   including 

maps,  plans,  profiles,  field  books,  etc. . . .         53,919.00 
K     8.     Land,  including  sources  of  supply,,  right  of 
way  for  conduit  line,  etc. : 

(a)  Now  used  for  water  pur- 
poses    $939,268.66 

(b)  Not  now  used  for  water     . 
purposes   83,910.00 

1,023,178.66 

Construction  for  storage  at  source  of  supply.  100,520.73 
9a.  Salaries    and    fees    and    miscellaneous    ex- 
penses for  construction  work.  .  .-. 68,625.00 

Wells    

Conduits  and  aqueducts  to  mains. 869,807.38 

Buildings 19,000.00 

Pumping  equipment    •. 

Distributing  reservoirs 354,515.04 

Pilfers  and  filtration  beds 

Mains,  including  service  pipes. 1,913,798.37 

K  16a.  Hydrants   66,469.67 

K  17.     Meters    1,798.00 

K  18.     Other  permanent  works    (teams,  tools  and 

other  accessories)    3,853.50 

K  19.     Supplies    and    equipment   not   included    in 

above ,. 20,231.06 

K  20.     Sinking  fund 

K  31.     Other  current  assets 

K  22.     Other  capital  assets 


K 

9. 

K 

9a 

K 

10. 

K 

11. 

K  13. 

K 

13. 

K 

14. 

K 

15. 

K 

16. 

K  33.  Total $4,581,372.35 


K  34.     Do  the  values  above  given  represent  the  original  cost  of 
the  present  assets,  their  present  market  vahie,  or  cost  of 
duplication  ? 
The  land  is  shown  at  its  estimated  value  on  December  31, 
1905.     The  appraisal  of  the  physical  value  of  structural  features 
of  the  plant  is  based  on  the  cost  of  duplication  on  December  31, 
1905,  at  current  prices  for  material  and  labor,  with  due  regard  to 
the  state  of  the  art  and  with  deductions  for  depreciation.     Sup- 
plies are  valued  at  approximate  cost.    The  accounts  receivable  are 
shown  at  their  realizable  value. 
K  35.     
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L — Liabilities. 
As  of  date  (end  of  last  fiscal  year)  December  31,  1905. 

Capital  stock  • 

Bonds   $4,080,000.00 

Notes  payable   

Unpaid  bills 2.85 

Deposits  by  customers - 191.00 

Unpaid  dividends   

Interest  due  but  not  paid 

Interest  accrued  but  not  due 700.00 

Eeserve  fund   

Depreciation  fund 

Surplus .500,378.50 

Other  liabilities 

L  14.  Total $4,581,27-2.:3.5 


L 

1. 

L 

2. 

L 

3. 

L 

4. 

L 

5. 

L 

6. 

L 

7. 

L 

8. 

L 

9. 

L 

10. 

L 

11. 

L 

12. 

L 

13. 

M — Receipts. 
(Before  dealing  with  additional  items  detailed  in  answers  to 
questions  38  and  31  of  section  "I.") 
M     1.     For  year  ended  December  31,  1905. 
M     2.     Private  consumers,  metered  rates : 

(a)  Domestic •.•■••••  1     $835,068.00 

(b)  Manufacturing  and  commercial.  .  .  .] 
M    '3.     Private  consumers,  unmetered : 

a)   Domestic |         41  737  46 

(b)   Manufacturing  and  commercial.  .  .  .  j  ' 

Frontage  tax 15,630.7  3 

Eents  and  sales  of  meters .... 

Public  hydrants 

Public  fountains 

Public  buildings 

Street  Tvatering 

Penalties  on  delinquent  bills 

Net  jDrofit  on  merchandise  account 

Other  receipts : 500.00 

Total $282,945.18 


M 

3a 

M 

4. 

M 

5. 

M 

6. 

M 

7. 

M 

8. 

M 

9. 

M 

10. 

M 

11. 

M 

12. 

N — Expenses. 
(Before  dealing  with  additional  items  detailed  in  answor  to 
question  43  of  section  "I.") 
N     1.     For  3'ear  ended  December  31,  1905. 

Cost  at  pumping  station  or  before  water  enters  distribu- 
tion system  in  city  pumping: 
N     2      to  ]Sr  8.     Syracuse  having  no  pumping  stations,  question.s 
N  9  to  N  8,  inclusive,  do  not  appjy. 
Gravity  supply: 
]Sr     9.     Maintenance,  repairs  and  renewals : 
(a)    Construction    at 
source  of  supply.  ...    $125.98 
Vol.  II.— 28. 
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(b)   Conduits  and  aque- 
ducts       $759.05 

$885.03 

X  10.     Other  expenses   1,659.87 

X  11.  Total $2,544.90 

Filtration : 
N  13      to  X  1^,  inclusive;  Syracuse  having  no  filtra- 
tion plant,  do  not  apply. 

Distribution : 

X  IS.     Wages  and  salaries $21,427.39 

X  19.     Supplies  and  tools 1,323.59 

X  20.     Stable  expenses 3,827.06 

X  21.     Maintenance,  repairs  and  renewals :   . 

(a)  Distributing  reser- 
Toirs,  standpipes  and 

tanks $534.08 

(b)  Mains    and    hy- 
drants   .' .  13,804.02 

(c)  Meters 2,661.40- 

(d)  Services  and  stop- 
cocks      7,115.86, 

23,115.36 


X  35.     Other  expenses  773.57 

$50,466.97 
N  22a.  Less  revenue  for  labor  and  material 
used  in  repairs  and  other  work 
for  outside  parties 6,055.63 

X  23.  Total 44,411.34 

General : 

Directors'  allowances 

Salary  of  superintendent $2,600.00 

General  office  salaries 13,310.50 

Eent  of  offices 1,860.00 

Office  expenses 4,289.40 

Legal  expenses   

Injuries,  damages  and  claims 

Licenses  and  royalties 

Insurance — ^fire  208.00 

Bad  debts 

Xet  loss  on  sales  of  meters,  engines 

and  otiier  appliances 

N  35.     Xew  business: 

(a)  Advertising  and  soliciting. .  

(b)  Appliances  and  fittings. ...  

N  36.     Other  general  expenses 141.10 

X  37.     Total  general  expenses 25,409.00 

X  38.  Total  expense? $69,365.24 


X 

24. 

X 

25. 

S" 

26. 

x 

27. 

X  28. 

X'  29. 

X 

30. 

■X 

31. 

X 

32. 

X 

33. 

X 

34. 

WATER     FINANCE.  419 

Eesume : 

Total  receipts $283,945.18 

Total  expenses 69,365.24 

Balance $313,579.94 


0 — Profit  and  Loss. 
(Before  dealing  with  additional  items-  detailed  in  answers  to 
"I"  38,  31  and  43.) 
0     1.     For  year  ended  December  31,  1905. 

OKE0IT. 

Balance  from  last  year  as  adjusted *$635,945.29 

Balance  of  receipts 313,579.94 

Interest  on  deposits 3,531.73 

Income  from  sinking  fund 

Other  items   (giving  particulars,  if  import- 
ant)      

0     7.     Balance  (if  deficit) 


0 

3. 

0 

3. 

0 

4. 

0 

5. 

0 

6. 

0     8.  Total $843,046.90 


0 

9. 

0 

10. 

0 

11. 

0 

13. 

0 

13. 

0 

14. 

0 

15. 

0 

16. 

0 

17. 

0 

18. 

0 

19. 

0 

20. 

0 

21. 

0 

32.' 

DEBIT. 

Balance  from  last  year 

Interest  on  bonds $140,343.75 

Interest  on  notes,  loans  and  deposits 

Taxes    4,098.77 

Compensation  for  franchises 

Dividends  on  stock 

Depreciation  fimd 

Sinking  fund , 

Reserve  fund  , 

Other  funds  (giving  particulars) . . , 

Extensions  and  new  construction 

Other  purposes 

Surplus  December  31,  1905 **697,604.44 


Total , $842,046.96 


*  Surplus  December  31,  1904,  per  books $608,585.53 

Add  miscellaneous  adjustments  of  book  entries 
per  "Eeconciliation  of  the  surplus-  account 
as  per  the  books,  with  the  surplus  account 
as  per  the  commission's  schedule  '0'  2". . . .  17,359.76 


$635,945.29 


The  above  balance  of  $625,945.29  is  subject  to  adjustment  in 
order  to  reduce  the  book  value  of  the  plant  at  December  31,  1904, 
to  its  actual  value  based  on  the  appraisal  as  at  December  31,  1905. 
(See  answer  to  "0"  21.) 
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Reconciliation  of  the  Surplus  Account  as  per  the  Books,  with  the 

Surplus  Account  as  per  the  Commissions  Schedule  "0"  2. 

As  at  December  31,  19D4. 

Deduct  Add 

from  Surplus,    to  Surplus. 

Amount  due  for  meter  rates  for  Decem- 
ber, 1904,  not  credited  until  January 
1905    $ll,3?4.:]r 

Value  of  inventory  of  stock  on  hand  at 
December  31,  1904,  not  entered  on 
books -.',013.06 

Amount  due  for  work  done  and  material 
supplied  prior  to  December  31,  1904, 
not  entered  on  the  books,  $1,096.87; 
less  50  per  cent,  considered  irrecov- 
erable,  $548.44 548.43 

Allowance    credited    to    revenue    during 
year  ended  December  31,  1905,  ap- 
plicable to  prior  years,  as  follows : 
Outside  labor  and  material 

account $398.49 

Frontage  tax  account 4,519.95 

4,818.44 

Interest  on  bonds  charged  during  year 
ended  December  3],  1905,  applicable 
to  prior  period $743.75 

Amount  charged  during  year  ended  De- 
cember 31,  1905,  on  account  of  dam- 
ages, applicable  to  prior  periods.  . .  .        1,330.78 

Amounts  charged  in  error  to  expense  ac- 
count prior  to  December  31,  1904, 
properly  chargeable  to  loaned  prop- 
erty  account    80.00 

$?.071.53       $19,434.29 


Note  relating  to  previous  page : 

**  Surplus  December  31,  1905,  as  per  books.  .  .  $640,188.48 
Add  miscellaneous  adjustments  of  book  entries 
as  per  "Reconciliation  of  the  surplus  ac- 
count as  per  the  books  with  the  surplus  ac- 
count as  per  the  commission's  schedule  'L' 
1?  and  '0'  21" *. 57.415.96 

Balance  as  above $697,604.44 

Less  amount  necessary  to  be  written  off  the  book 
value  of  the  plant  to  reduce  same  to  ap- 
praised value  at  December  31,  190^ 197,225.94 

Adjusted  surplus  December   31,   1905,   as   per 

"L"  12   $500,378.50 
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SUMMARY. 

Surplus  as  per  the  books,  December  31,  1904 $608,585.53 

Add  credit  adjustments  as  above 19,434.29 

$638,019.83 

Deduct  debit  adjustments  as  above 2,074.53 

Stirplus  at  December  31,  1904,  as  per  the  commis- 
sion's schedule  "0"  2  (subject  to  adjustment  re- 
ferred to  therein) .' $625,945.29 


Reconciliation  of  the  Profit  as  per  the  Boohs,  ivith  the  Profit  as 

per  the  Commission's  Schedule  Section  "0." 

Year  Ended  December  31,  1905. 

Deduct  Add 

from  Profit.       to  Profit. 

Meter   rates   applicable  to   prior   period 

entered  on  books  in  current  period.  .   $11,374.37 

Meter  rates  applicable  to  current  period 
not  entered  on  books  until  subse- 
quent period    $12,230.96 

Inventory  value  of  stock  on  hand  at  De- 
cember 31,  1904,  not  shown  on  the 
books  at  that  date 2,613.05 

Inventory  value  of  stock  on  hand  at  De- 
cember 31,  1905,  not  shown  on  the 
books  at  that  date 3,180.43 

Accounts  receivable  for  the  following,  not 
shown  on  the  books  at  December 
31,  1905 : 
Meter  repairs  account.  . . .    $483.16 
Outside  labor  and  material 

account 61.08 

Frontage  tax  account 3,934.31 

4,478.55 

Amounts  credited  to  revenue  during  cur- 
rent year,  applicable  to  prior  pe- 
riods, as  follows: 
Outside  labor  and  material 

account $298.49 

Frontage  tax  account 4,519.95 

.4,818.44 

Amount  charged  to  expense  account  dur- 
ing current  period  properly  charge- 
able to  loaned  property  account.  . .  .  28.00 

Amounts  charged  during  current  year  to 
expense  account,  properly  chargeable 
to  construction  account 37,569.59 
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Deduct  Add 

from  Profit.        to  Profit. 

Amounts  paid  for  damages  charged  dur- 
ing current  year,  properly  applicable 
to  prior  periods $1,330.78 

Interest  on  bonds  charged  during  current 
year  applicable  to  prior  year, 
$743.75 ;  less  amoimt  paid  in  subse- 
quent period  properly  chargeable  to 
current  year,  $700.00 43.75 


$18,805.86       $58,863.06 


SUMMAET. 

Profit  as  per  books  after  dealing  with  interest $31,60"2.95 

Add  credit  adjustments  as  above 58,862.06 

$90,465.01 
Deduct  debit  adjustments  as  above 18,805.86 

Profit  for  year  (after  charging  $137,832.02  interest 
on  bonds,  less  miscellaneous  interest  earned)  per 
the  commission's  schedule  section  "0"^ $71,659.15 


Reconciliation  of  the  Surplus  Account  as  per  the  Books,  with  the 

Surplus  Account  as  per  the  Commission's 

Schedule  "L"  12,  "0"  21. 

As  at  December  31,  1905. 

Dediict  Add 

frorri  Surplus,,    to  Surplus. 
Accounts  receivable  for  the  foUowiug,  not 
shown  on  the  books  at  Deceinber 
31,  1905: 

Outside  labor  and  material 

account  (1904)    $548.43 

Outside  labor  and  material 

account    (1905)    61.08 

Meter  repair  account 483.16 

Meter  rates  account 12,230.96 

Frontage  tax  account 3,934.31 

$17,257.94 

Inventory  value  of  stock  on  hand  at  De- 
cember 31,  1905,  not  shown  on  the 
books  at  that  date ;->  i^q  43 

Amounts  charged  during  current  year 
to  expense  account  properly  charge- 
able to  construction  account 37  559  59. 
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Deduct  Add 
from  Surplus,     to  Surplus. 
Amounts  charged  in  error  to  expense  ac- 
count in  current  and  prior  periods 
properly  chargeable  to  loaned  prop- 
erty account $108.00 

Interest  on  bonds  paid  in  subsequent  pe- 
riod properly  chargeable  to  current 
period $700.00 


$700.00       $58,115.96 


SUMMARY. 

Surplus  as  per  the  books  December  31,  1905 $640,188.48 

Add  credit  adjustments  as  above 58,115.96 

$698,304.44 
Deduct  debit  adjustments  as  above 700.00 

^Surplus  at  December  31,  1905,  as  per  the  commis- 
sion's schedule,  "0"  31 $697,604.44 

Prom  which  deduct:  , 

Amount  necessary  to  be  written  off  the  book 
value  of  the  plant  to  reduce  same  to  ap- 
praised value   197,225.94 

Surplus  December  31,  1905,  as  adjusted  and  as  per 

the  commission's  schedule,  "L"  12  and  "0"  21. .     $500,378.50 

Profit  and  Loss  Account  per  Commission's  Schedule  Sections  21. 

N  and  0,  Including  Entries  Detailed  in  Answers 

to  Questions  "I"  28,  31  and  43. 

Year  Ended  December  31,.  1905. 

Per  mil- 
lion gallons 
consumed. 
(Consump- 
iion  4,507,- 
Revenue.  Amount.  750,000.) 

Meter  rates $225,068.00  49.93 

Unmetered  rates   41,737.46  9.26 

Public  hydrants 69,725.00  15,47 

Public  fountains 7,877.00  1.75 

Public  buildings 892.00  .30 

Street  watering 4,866.00  1.08 

Miscellaneous    receipts    from    sales    of 

water   16,930.00  3.75 

Frontage  tax   15,639.73  3.47 

Other  receipts 500.00  .11 

Total  revenue $383,335.18  85.03 


02 
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Per  mil- 
lion gals. 
Expenses.  Amount.  consumed. 

Gravity  supply: 
Maintenance,  repairs  and  renewals: 

(a)  Construction  at  source 
of  supply $1S5.98 

(b)  Conduits     and     aque- 
ducts          759.05  .17 

$885.03 

Other  expenses  1,759.87  .39 

Total  gravity  supply $S,644.90  .58 

t)istribution : 

Wages  and  salaries $?0,671.39  4.59 

Supplies  and  tools 1,333.59  .S9 

Stable  expenses    3,477.06  .77 

]\Iaintenance,  repairs  and  renewals: 

(a)  Distributing  reservoirs    $534.08  .12 

(b)  Mains  and  hydrants.  .13,954.03  2.87 

(c)  Meters 3,661.40  .59 

(d)  Services  and  stopcocks  7,115.86  1.58 

33,265.36        5.16 

Other  expenses  773.57                    .17 

$49,510.97  10.98 

Less  reventie  for  labor  and  material  used 
in  repairs  and  other  work  for  out- 
side parties 6,055.63  1.34 

Total  distribution $43,455.34  9.64 

General : 

Salaries  of  officers $3,600.00  .58 

General  office  salaries 13,310.50  2.96 

Bent  of  offices 1,860.00  .41 

Office  expenses   4,289.40  .95 

Legal  expenses   250.00  .06 

Insurance    (fire   and   acci- 
dent)        1,458.00  .33 

Otlier  general  expenses.  .  .       141.10  .03 

Total  general    $23,909.00  5.31 


C'ost  before  dealing  with  additional  ex- 


penses      $70,009.24  15.53 
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Per  mil- 
lion ijdh. 
Expenses.  Antuuiil.  rniimniied. 

Add  additional  expenses : 

Taxes $60,628.77  l;;.45 

Depreciation   88,035.00  19.53 

$iiy,653.';T :y^.\}8 

Total  cost  of  operations  before  dealing 

with  interest i^218i63.01  48.51 

Profit    from   operations    before    dealing 

with  interest     $164,57:2.17  36.51 

Interest  on  bonds $140,343.75  31.13 

Less    miscellaneous    interest 

earned    7,386.73  1.6? 

133,057.0? 39.51 

Balance,  being  surplus  for  year.  .   $31,515.15  7.00 


GENERAL  HISTORY  AND  LEGISLATION 

United    States    Gas    Works 

(Schedule    I) 


By   JOHN   H.  GRAY 


Sourer."-.  As  Schedule  I  relates  primarily  to  the  legal  set- 
ting of  the?e  imdcrtaldngs,  I  have  attempted  in  eTerv  ca^e  to 
examine  the  constitutions  of  each  of  the  States  in  which  rlie  gas 
works  studied  are  located ;  also  all  of  the  legislation,  general  and 
special,  affecting  the  cities  concerned :  all  the  charters  of  the  gas 
companies  studied ;  the  ordinances  of  the  cities  in  which  the  under- 
takings are  situated ;  all  of  the  court  decisions  hearing  directly  on 
these  undertakings,  and  many  of  the  decisions  bearing  on  kindred 
enterprises.  Wherever  the  same  could  be  obtained,  I  have  examined 
not  only  the  decisions,  but  also  the  records  of  the  different  cases. 
The  ordinances  of  the  cities  have  been  examined,  and  also  the 
rules  of  procedure  of  councils.  In  all  of  these  cases 'the  examina- 
tion has  covered  the  whole  life  of  the  undertaking,  under  what- 
ever form  of  ownership  or  management.  All  contracts  in  which 
one  of  the  contracting  parties  was  a  public  authority  have  been 
examined.  The  records  of  the  city  councils  have  been  searched 
for  information.  Wherever  there  have  been  public  investigations 
of  which  a  record — printed  or  written — was  kept,  I  have  made  use 
of  these.  In  many  cases  the  newspaper  files  have  been  used  with 
a  view  of  learning  the  attitude  of  the  pres-s.  I  have  attempted  in 
each  community  to  interview,  not  only  the  city  and  ci'>mpany 
officials,  but  the  representatives  of  opposing  views,  as  voiced  bv  the 
commercial  and  reform  organization^  of  the  communities. 

A— HISTORICAL  AND  GENERAL. 

A  1.     Date  when  this  establishment  began  fo  sell  ga^. 
Wheeling.     January  1,  1851. 

Norfolk.  Probably  1854.  Specifications  for  retort  hou- ■  dated 
May  2.  1852. 

Atlanta.     Probably  Christmas  Day,  185.3. 

A  2.     If  it  is  a  municipal  plant,  was   gas  being  su])plic  ■   hv  a 
private  company  when  city  began  operation? 
^Yheeling.     Yes. 

Norfollc.    

Atlanta.    
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A  3.     Character  of  orig-inal  organization,  ^\*hether  individual,  firm, 
corporation,  municipal,  or  other  form. 
Municipality.  Origin  of  Company.    '  Date  of 

Municipalization. 

Wheeling  Co.,    private    charter,  Ordered,      Xo\ .       Kj, 

Mar.  18,  1850 1869;       Possession, 

June  1,  1871. 

Norfolk   Co.,    private    charter, 

Jan.  11,  1850. 

Atlanta    Co.,    private    charter,. 

Feb.  16,  1856  ;  Pre- 
liminary      contract- 
vrith     Wm.     Helm, : 
Apr.  '5,  1855. 

A  4.     Character  of  present  organization,  Whether  individual,  firm, 
corporation,  municipal,  or  other  form. 

Wheeling.  City  gas  works,  under  thre'e  trustees  appointed  by 
Council. 

yorfoTk.  City  Gas  Company  of  Xorfolk;  corporation;  agree- 
ment of  June  17,  1896,  consolidating  the  City  Gas  Light  Company 
of  ]S'orfolk,  chartered  by  special  act  of  January  11,  1850,  and  the 
Xorfolk  Gas  and  Electric  Company,  chartered  June  2,  1896,  by  the 
Corporation  Court  of  Norfolk  on  petition  dated  May  29,  1896. 

Atlanta.       Corporation;  Atlanta  Gas  .Light  Company. 
A  5.     Date  and  character  of  all  changes  in.  ownership  since  origin. 
A  6.     State  method  of  making  each  change. 
A  7.     State  terms  of  each  arrangement. 

Wheeling.  Under  charter,  March  18,  1850 ;  ordinances,  April 
22,  1849 ;  April  29,  1850 ;  company  had  exclusive  franchise,  thirty 
years,  with  right  of  city  to  purchase  after  twenty  years.  Price  to 
be  fixed  by  three  arbitrators,  to  exclude  consideration  for  franchise 
and  good  will.  Council  ordered  taking  of  works  November  16, 
1869;  notice  to  company  December  14,  1869;  additional  notice 
December  8,  1870;  proposition  of  company  to  reduce  the  price  re- 
jected by  Council,  January  3,  1871;  award  of  arbitrators.  May  29, 
1871,  of  $73,637.50.  June  1,  1871,  the  city  took  possession  of  the 
works,  and  the  next  day  stationed  policemen  over  the  works  for 
nearly  two  weeks.  Although  the  company  appointed  its  arbitrator 
under  Section  17  of  its  charter,  it  took  but  little  interest  in  the 
arbitration,  and  continued  through  its  officers  to  within  an  hour 
or  two  of  the  time  when  the  city  took  the  works  to  believe  and  pro- 
claim that  the  city  could  not  raise  the  money  to  take  the  works. 
Upon  the  refusal  of  the  officers  of  the  company  to  receive  the 
amount  of  the  award,  the  money  was  deposited  in  bank  to  the  credit 
of  the  company,  and  the  city  took  possession.  The  company  then 
entered  suit,  and  carried  it  to  the  Supreme  Court.  (Printed  record, 
326  pp.  Eeports  of  Supreme  Court  of  West  Virginia,  Vol.  V.,  pp. 
448  to  497.) 
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The  alleged  grounds  for  the  contest  of  tlie  award  were: 

( 1 )  That  the  decision  of  the  arbitraters  was  not  unanimous, 
the  arbitrator  appointe'd  by  the  company  refusing  to  sign.  (Although 
the  arbitration  board  sat  for  several  months,  the  record  shows 
that  the  other  members  thought  the  third  member  would  sign  the 
award  until  the  day  the  award  was  made,  although  the  arbitrator 
on  the  part  of  the  company  had  appeared  very  indifferent  during 
the  procedure.)  The  Court,  sitting  in  chancery,  declared  it  had 
no  jurisdiction  on  this  point. 

(2)  The  second  ground  of  contest  was  that  the  arbitrator 
appointed  by  the  city  had  been  throughout  acting  as  a  partisan 
and  an  advocate.  The  Court  found  that  said  arbitrator  had  so 
acted,  and  that  such  action  would  have  invalidated  the  award  had 
it  been  made  to  appear  to  the  Court  that  either  party  to  the  arbitra- 
tion had  sought  an  impartial  tribunal.  On  the  contrary,  Eoff, 
the  arbitrator  appointed  by  the  company,  was  at  the  time  of  the 
arbitration  the  owner  of  118  shares  of  the  stock;  the  third  arbi- 
trator, appointed  by  the  other  two,  was  a  former  secretary  and 
manager  of  the  company.  Alany  of  his  relatives  were  at  the  time 
of  the  arbitration  stockholders  in  the  company,  and  this  arbitrator 
was  suggested  by  Eoff.  The  Court  sustained  the  award  on  the 
specific  ground  that  each  party  had  Imowtngly  appointed  a  partisan, 
and  without  objection  each  had  accepted  the  partisan  nominated 
by  the  other.  Wliile  the  fairness  of  the  amount  of  the  award  was 
not  before  the  Court,  the  Court  declared  that  so  far  as  the  evidence 
showed,  the  award  was  a  reasonable  one  in  amount. 

(3)  The  third  groimd  was  that  while  the  other  two  arbitrators 
^vere  sworn  to  the  faithful  performance  of  their  duty,  Eoff,  the 
arbitrator  on  behalf  of  the  company,  refused  to  be  sworn  on  the 
ground  that  the  statute  did  not  require  the  Arbitrators  to  be  sworn. 

When  the  city  resolved  to  buy  the  worfe,  it  attempted  to  do  so 
without  resorting  to  arbitration.  The  company  put  in  an  itemized 
schedule  of  its  propertj^  with  a  claim  for  $177,181.54,  and 
demanded  in  addition  to  this  "  pavment  of  the  value  of  all  materials 
on  hand  at  the  time  of  the  sale  of  the  works."  (Eecord,  pp.  37-38.) 
The  arbitrators  fixed  the  value  at  $73,637.50,  including  tlie 
materials. 

Norfolk.  Original  company;  private  charter,  January  11, 
1850,  City  Gas  Light  Company  of  Norfolk ;  charter  renewed,  Janu- 
ary 18,  1884 ;  amended,  and  renewed  for  thirty  years,  January  31, 
1890.  Charter  of  the  Norfolk  Gas  and  Electric  Company,  granted 
by  the  Corporation  Court  of  Norfolk  on  June  3,  1896,  upon  petition 
dated  May  29,  1896.  On  June  IT,  1896,  the  Norfolk  Gas  and 
Electric  Company  and  the  Cit}-  Gas  Light  Company  of  Norfolk 
were  legally  consolidated,  becoming  the  City  Gas  Company  of 
Norfolk.  April  1,  1898,  the  Cit)-  Gas  Complmy  sold  to  the  Virginia 
Electric  Company,  chartered  Ijy  Act  of  February  2?,,  1898.  all  the 
machinery  and  personal  property  used  by  it  in  connection  with  it.-: 
electric  lighting  business. 


GENERAL     HISTORY     AND     LEGISLATION.  429 

Atlanta.  The  companj'-  has  continued  under  the  original  name 
and  charter,  as  amended,  special  act  of  October  14,  1889,  authoriz- 
ing the  company  to  furnish  electricity — a  grant  which  it  has  never 
acted  under.  About  April  1,  1889,  the  United  Gas  Improvement 
Association  of  Philadelphia  bought  all  the  -stock  of  the  company, 
which  it  exchanged  June  1,  1903,  for  stock  in  the  Georgia  Raihvay 
and  Electric  Company.  The  railway  company  has  deposited  the 
stock  in  trust  with  the  Old  Colony  Trust  Company  of  Boston. 
A  8.     State  fully  the  reasons  for  each  change. 

Wheeling.  From  the  foundation  of  the  company  up  to  1858 
and  1859,  the  company,  having  an  exclusive  franchise,  charged  the 
maximum  statutory  price  of  $3.50  per  thousand  to  private  con- 
sumers. At  that  time  indignation  meetings  were  held  throughout 
the  city,  and  large  numbers  of  consiimers  entered  into  an  agree- 
ment, which  they  put  into  effect,  to  discontinue  the  use  of  ga.s. 
Prom  that  time  until  the  city  took  the  works,  the  company  gave  a 
discount  of  10  per  cent,  for  prompt  payment.  Although  the  stock- 
holders had  never  contributed  but  $50,000,  the  share  capital  in  1870 
was  $121,575.  The  company  had  always  paid  large  dividends, 
and  for  the  last  15  years  before  1870,  the  dividends  averaged  from 
12  per  cent,  to  24  per  cent,  annually,  and  were  increasing.  The 
last  dividend  paid  before  the  City  took  the  works  was  10  per  cent, 
for  the  half  year.  The  previous  year  the  ca'sh  dividend  was  24  pei: 
cent.,  and  the  stock  was  selling  in  recent  years  at  a  premium  of 
from  60  to  80  per  cent.  (Record,  pp.  112-113.)  The  company 
in  1850  paid  for  construction  of  the  works,  $31,000.  (Construction 
contract,  pp.  123-126  of  Record.) 

A  9.     Has  there  ever  been  municipal  ownershijj  and  ]3rivate  opera- 
tion of  plant? 
In  no  instance. 
A  10.     Is  the  general  sentiment  favorable.,  or  unfavorable  to  the 

present  system  of  ownership  and  operation? 
A  11.     What  is  the  attitude  of  the  press? 
A  12.     State  current  objections  to  the  present  system. 

Wheeling.     Sentiment  of  the  public  and  press  generally  favor- 
able to  public  ownership ;  yet  the  belief  is  universal  that  the  works 
are   running   down.     E"early  everyone   says  that  he  prefers   this 
condition  to  the  dangers  of  monopoly  with  a  private  company.    The 
management  is  honeycombed  with  politics;  appointments  in  the 
gas  department  are  parcelled  out  and  controlled  by  the  Council- 
men.    All  employees  are  supposed  to  belong  to  the  party  in  power. 
Should  that  party  change,  it  is  probable  that  the  whole  force  in 
the  department  would  be  changed.     All  employees  are  regularly 
assessed  for  campaign  expenses.     The  foUoMng  assessment  for  the 
last  election  is  taken  from  the  original  assessment  sheet  of  the 
Executive  Committee  of  the  Republican  Campaign  Committee : 
Twenty-eight  men  pay  $5.00  eacli. 
Superintendent,  $75.00. 
Engineers,  $10. 
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Purifiers,  $10. 

Secretary,  $60.     (Said  to  have  been  reduced  from  $75 
upon  petition. 

Siiperintendent  of  Electric  Plant,  $40. 

Assistant  Secretary,  $15. 

Collector,  $15. 

Meter  readers,  $10. 

Inspector,  $80. 

Two  engineers,  $30  each. 

Linemen,  $15. 

Chargers,  etc.,  $2. 

Lamp  trimmers,  $8. 
Norfolk.  Public  sentiment  generally  favorable,  but  people 
unusually  ready  to  believe  in  lower  prices  through  competition. 
The  sentiment  of  the  press  is  naturally  favorable  from  the  fact 
that  the  company  advertises  very  largely,  especially  when  there  is 
talk  of  competing  franchises,  as  during  the  last  two  years.  While 
there  is  no  serious  complaint  of  the  compan;f,  the  people  seem  ready 
to  believe  anyone  who  promises  cheaper  pricfes  through  competition. 
Atlanta.  At  the  time  of  my  visit,  the  attitude  of  the  press 
and  the  public  was  apparently  favorable  to*  the  company.  Since 
that  date  an  attorney  who  is  a  member  of  the  Council  has  raised 
the  question  of  the  right  of  the  company  to  furnish  gas  beyond  the 
original  one-mile  limit  of  the  city,  or  to  sell  gas  for  any  purpose 
except  illumination,  and  has  also  questioned  the  perpetual  character 
of  the  charter.  The  City  Attorney  has  supported  the  movement  by 
a  favorable  opinion.  The  Council  referred ,  the  matter  to  a  com- 
mittee of  five,  of  which  the  instigator  was  the  chairman.  I  am 
informed  under  date  of  September  7,  1906,  that  the  committee  re- 
ported, by  a  vote  of  three  to  two,  against  the*  views  of  the  chairman, 
and  that  the  Council  has  not  acted  upon  the  report.  A  newly- 
founded  newspaper  has  taken  up  the  agitation,  and  advocates 
municipal  ownership  in  general,  demanding  the  municipalization 
of  the  gas  plant  first.  An  official  of  the  company  under  date  of 
October  10,  1906,  states  that  he  believes  the  activity  of  this  news- 
paper is  "to  build  up  subscription  lists  more  than  anything  else." 
A  13.     Do  the  citizens  take  an  active  interest  in  the  management 

of  the  plant? 
Wheeling.     No.     Everybody  acknowledges  that  the  condition 
of  the  plant  is  bad  because  of  the  rotten  condition  of  politics.    The 
public   seems   to   be   hopeless   in   regard   to   improving   political 
conditions. 

Norfolh,  Atlanta.     Xo. 
A  14.     Have  there  ever  been  competing  gas  companies  in  the  city  ? 
A  15.     Are  there  competing  companies  no-nj? 

A  16.     If  private  companies  have  consolidated,   give  dates   and 
methods  briefly.  ^ 

Wheeling.     There  has  never  been  any  attempt  at  competition 
■ffitli  artificial  gas.     The  original  company  charter  was  exclusive. 
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with  statutory  contract  price  of  $3.50.  For  description  of  natural 
gas  franchises  see  D  36;  and  especially  D  58.  There  is  no  com- 
petition at  present  with  artificial  gas.  Natural  gas  companies  have 
consolidated,  or,  at  least,  act  in  unity,  and  do  not  compete.  I  was 
unable  to  find  evidence  of  direct  purchase  or  of  formal  agreement, 
but  the  Virginia  Oil  and  Gas  Company  (ordinance  of  July  15,  1901, 
giving  the  right  to  pipe  the  whole  city),  is  furnishing  no  gas  in 
Wheeling  except  to  the  city  water  works.  It  pipes  gas  through 
Wheeling  to  Martin's  Perry. 

Norfolk.  There  never  has  been  any  attempt  at  competition. 
A  competing  company  (Norfolk  Gas  and  Electric  Company)  was 
chartered  by  the  Corporation  Court,  but  solely  for  the  purpose  of 
being  consolidated  with  the  old  comjjany,  and  with  no  intent  of 
competing.  The  Norfolk  Gas  and  Electric  Company  and  the  City 
Gas  Light  Company  of  Norfolk  consolidated  under  the  name  of 
the  City  Gas  Company  of  Norfolk  June  17,  1896,  being  specifically 
authorized  to  buy,  sell,  lease,  or  consolidate  their  respective 
properties  and  franchises  by  their  respective  charters.  The  author- 
ized capitalization  of  the  new  company  was  $500,000  in  shares  and 
$500,000  in  bonds.  The  securities  of  the  new  or  consolidated  com- 
pany were  exchanged  for  securities  of  the  did  companies ;  the  City 
Gas  Light  Company  receiving  nine-tenths  of  the  stock  and  nine- 
tenths  of  the  bonds ;  the  Norfolk  Gas  and  Electric  Company  receiv- 
ing one-tenth  of  the  stock  and  one-tenth  of  the  bonds  of  the  new 
company.  The  agreement  of  consolidation  authorized  the  cancella- 
tion of  the  securities  of  the  old  companies;  that  is,  the  promoters 
organized  the  Norfolk  Gas  and  Electric  Light  Company  and  also 
the  City  Gas  Company  of  Norfolk  for  the  purpose  of  buying  and 
reorganizing  the  City  Gas  Light  Company  of  Norfolk.  April  1, 
1898,  the  City  Gas  Company  of  Norfolk  sbld  its  electric  lighting 
privileges  and  property  required  for  the  same  to  the  Virginia  Elec- 
tric Company  for  $40,000  of  the  capital  stock  of  the  electric  com- 
pany and  $40,000  in  5  per  cent,  bonds  of  the  electric  company;  the 
electric  company  agreeing  not  to  sell  or  make  gas  within  Norfolk 
County  except  for  its  own  use,  and  the  gas  company  agreeing  not 
to  make  or  sell  electricity  within  Norfolk  County. 

Atlanta.  Yes.  The  Gate  City  Gas  Light  Company  was 
chartered  by  special  act  of  February  4,  1875,  with  the  same  rights 
and  privileges  as  those  held  by  the  Atlanfe  Gas  Light  Company, 
except  that  the  charter  was  limited  to  thirty  years.  The  company 
did  not  organize  until  1883.  The  city  contested  its  right  to  lay 
pipes,  but  lost  in  the  Supreme  Court.  (The  Gate  City  Gas  Light, 
Co.  vs.  City  of  Atlanta  (1883,  1  Ga.,  106.)  The  company  piped 
the  central  portions  of  the  City,  and  at  the  time  of  the  legal  trial 
was  said  to  have  spent  $140,000  for  land,  material  and  works.  At 
the  time  of  the  consolidation  of  the  companies  the  Gate  City  com- 
pany was  supposed  to  furnish  about  20  per  cent,  of  the  total  ga.? 
consumed  in  Atlanta.  The  company  was  financially  unsuccessful, 
and  about  January  1,  1889,  was  purchas*ed  by  the  United  Gas 
Improvement  Association  of  Philadelphia.     In  April,   1889,  this 
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Philadelphia  company  purchased  the  shares  of  the  x^tlanta  Gas 
Light  Company.  Then  the  Atlanta  company  bought  all  the  prop- 
erty of  the  Gate  City  company,  and  surr'endered  the  Gate  City 
company's  charter  to  the  State.  There  has  been  no  competition 
since.  The  actual  competition  was  confined  to  something  like  two 
years,  as  the  Gate  Citv  Company  did  not  begin  to  distribute  gas 
until  1887. 

A  17.     If  present  company  is  a  subsidiary  or  a  leased  company, 
(a)    Give  name  and  address  of  controlling  company,  or 
(&)  Lessor,  and 

(c)  Date  such  control  began,  or 

(d)  Date  of  lease. 

Wheeling.     Inquiry  not  applicable. 

Norfolk.  A  majority  of  the  stock  of  *the  City  Gas  Company 
of  Norfolk  is  owned  by  the  Norfolk  Eailwaj  and  Lighting  Com- 
pany, 83  Plume  street,  Norfolk,  Va.  Such  holdings  are  said  to 
amount  to  from  80  to  95  per  cent,  of  the  capitalization.  These 
shares  are  supposed  to  have  been  acquired  by  purchase  in  the  open 
market  at  different  and  unknown  dates.        ' 

Atlanta.  The  gas  company  is  a  subsidiary  company  in  the 
sense  that  the  shares  are  owned  outright  bj  the  Georgia  Railway 
and  Electric  Compan}"^,  Fairlie  and  Marietta  streets,  Atlanta,  Ga., 
a  Georgia  corporation,  which  came  into  possession  of  the  gas  shares- 
about  July  1, 1903. 

A  18.     Population  of  city  at  last  national  census. 

A  19.     Estimated  population  January  1,  1906. 

A  20.     Source  of  such  estimate. 

Wheeling.  Census  of  1900,  38,878.  Estimate,  March  1,  1905, 
Board  of  Education,  41,768. 

Norfolk.  Census  of  1900,  46,624.  Estimate,  January  1,  1906, 
60,000,  based  on  established  rate  of  increase,  including  annexed 
territory  (Berkely,  1900,  7,581).  Negroes,  about  43  per  cent,  of 
total. 

Atlanta.  Census  of  1900,  96,550.  Estimate,  January  1,  1906, 
City  Directory,  110,250.    About  45  per  cent,  negroes. 

A  21.  Are  there  electric  works  in  the  citv  which  compete  with 
gas? 

A  22.    Were  these  public  or  private? 

A  23.  If  private,  were  they  owned  or  controlled  by  the  same 
persons  controlling  gas  works? 

In  all  three  of  the  cities  there  are  private  electric  companies. 

Wheeling.  There  is  a  public  electric  plant  which  does  public 
lighting  only.  So  far  as  known  the  Wheeling  Electric  Company 
if<  independent  in  ownership  of  the  natural  gas  companies. 
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Norfolk.  The  private  electric  compaily  controls  the  gas  com- 
pany. While  the  corporations  are  distinct,  there  is  a  large  common 
ownership  of  shares. 

Atlanta.     The  electric  company  owns  the  gas  company. 

B— SUPERVISION  OF  MUNICIPALITIES. 

The  questions  in  Schedule  I  B  do  not  apply  to  Norfolk  and 
Atlanta,  but  to  Wheeling  only. 

B  1.     Does  municipality  have  power 

{a)   To  construct  its  own  gas  plant,  when  there  is  no  private 
competing  plant? 

(&)   To  construct  its  own  gas  plant  without  purchasing  exist- 
ing plant  ? 

(c)   To  condemn  private  plants  under  the  right  of  eminent 
domain  ? 

{d)   To  purchase  private  plant? 

(e)    To  operate  the  plant  when  constructed  or  acquired? 

(/)   To  condemn  property  for  additions* to  plant? 

B  2.     How  was  the  power  conferred,  by 

(a)   General  law  applicable  to  all  cities  of  the  State?  or 
{b)   General  law  applicable  to  all  cities  in  a  class?  or 
(c)   Special  act  applicable  to  this  city  alone?  or 
{d)    Administrative  order  ?  or 
(e)    Other  methods. 

Wheeling.  Wheeling  is  covered  in  regard  to  its  gas  supply 
entirely  by  special  legislation.  The  charter  of  the  original  gas 
company  gave  the  city  the  right  to  purchase,  maintain,  and  operate 
the  company,  a  right  which  was  confirmed  by  special  act  of 
February  17,  1891,  and  again  re-confirmed  by  act  of  January  31, 
1901.  This  legislation  gave  the  power  to  construct,  purchase,  and 
operate  gas  works ;  while  the  power  to  condepin  private  property  for 
any  lawful  purpose  came  from  the  Laws  of  Virginia,  1844,  Ch.  121. 
There  can  be  no  doubt  that  under  this  legislation  granting  the 
power  to  purchase  and  construct,  the  establishing  and  maintaining 
of  gas  works  became  a  lawful  purpose  of  the  city.  It  is  plain  from 
the  whole  legislation  that  the  rights  conferred  are  independent  of 
the  existence  of  any  other  company;  but  the  right  does  not  in- 
clude the  right  of  eminent  domain  over  private  gas  plants  (prop- 
erty already  devoted  to  a  public  use),  but  does  include  the  right 
to  condemn  private  property  for  additions  to  the  plant. 

B  3.     Does  the  city  have  power  for  the  construction  or  acquisition 
of  gas  works;  to  raise  money  by  {d)  taxation? 

Wheeling.     Yes. 

.{I)  By  the  sale  of  bonds? 

(c)    Other  methods? 
Vol.  II.— 29. 
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WlLeelinrj.     Yes,  the  Act  of  March  1,  18T0,  avithorizes  the  city 
to  borrow  money,  from  time  to  time  upon  such  terms  and  for  such 
time  as  may  be  agreed  upon,  to  purchase  the  gas  works. 
B  4.     What  is  the  limitation  upon  the  city's  taxing  power  for 
municipal  gas  works? 
Wheeling.     Ko  separate  limit  for  gas  works. 
B  5.     Wliat  is  the  limitation  upon  the  general  taxing  power  of 
the  city? 
Wheeling.     By  the  Act  of  February  ISth,  1905,  not  to  exceed 
50  cents  on  the  hundred  dollars;  and  for  1905,  not  to  exceed  the 
aggregate  amount  assessed  for  1904  by  more  than  5  per  cent. ;  for 
1906,  not  to  exceed  the  assessment  of  1904  by  more  than  7  per  cent. ; 
for  1907,  not  to  exceed  the  assessment  of  1904  by  more  than  9  per 
cent. ;  but  the  limit  may  be  extended  by  order  of  the  Council, 
'  approved  by  popular  vote  with  three-fifths  majoritj-.     The  order 
for  the  increased  levy  submitted  to  popular  vote  must  contain  the 
proposed  rate. 

B  6.     What  is  the  limitation  upon  the  city's  power  to  incur  debt 
for  municipal  gas  works? 
Wheeling.     There  is  no  separate  limit  for  this  purpose  to-day. 
The  Act  of  March  1,  1870,  authorizing  a  lean  to  purchase  the  old 
company,  authorized  as  large  a  loan  as  the  city  deemed  necessary 
to  purchase  under  the  terms  of  the  charter  qi  the  company. 
B  7.     What  is  the  limitation  upon  the  general  power  of  the  city 
to  incur  debt? 
Wheeling.     By  the  Act  of  February  11,.  1905,  in  effect  January 
1,  1906,  no  city  may  in  future  create  indebtedness  which  will,  with 
existing  indebtedness,  exceed  2|  per  cent,  oh  the  assessed  valuation 
of  the  real  and  personal  property.    At  the  same  time,  the  city  must 
provide  for  a  direct  annual  tax  sufficient  to  meet  the  annual  interest, 
and  to  pay  the  principal  in  a  period  not  exceeding  thirty-four  years. 
Every  loan,   with   all  questions  connected  with  it,   must  be  sub- 
mitted to  popular  vote,  and  must  receive  at  least  three-fifths  affirma- 
tive vote  of  all  those  voting  on  the  question. 

B  8.     State  fully  step  by  step  the  procedure  ^i-hich  much  be  fol- 
lowed and  the  requirements  which  must  be  met  before 
the  city  may  construct  or  acquire  a*  plant ;  also  the  source 
of  each  provision,  whether  State  Constitution,  statute  or 
ordinance.      Note   particularly   the   requirements   as   to 
initiation  of  proposal,  special  action  by  the  city  authorities 
before  its  adoption,  mayoralty  veto,  referendum,  publicity, 
making  of  appropriations,  bond  issues,  and  approval  of 
scheme  by  courts  or  state  authorities. 
Wheeling.     The  charter  of  Wheeling  Gas  Company,  Special 
Act  March  18,   1850,  Section  5,  authorize,s  the  city  to  subscribe 
for  not  exceeding  $50,000  of  the  stock  of  the  company.    Section  17 
gave  the  company  the  exclusive  franchise  for  thirty  years,  and  gave 
the  city  the  right  to  purchase  upon  six  months'  notice  at  the  end 
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of  twenty  years  or  at  the  end  of  any  succeeding  period  of  five  years. 
The  company,  under  the  charter,  was  compelled  to  sell  at  the  option 
of  the  city,  as  above,  at  a  price  to  be  fixed  by  arbitrators  in  case 
of  non-agreement.  "Upon  said  purchase  being  made  as  aforesaid, 
this  charter,  together  with  all  franchises,:  rights  and  privileges 
granted  or  intended  to  be  granted  under  it,  shall  be  vested  in  the 
said-  City  of  Wheeling  for  the  common  bepefit  of  the  inhabitants 
thereof."  Under  this  provision,  the  city  actually  purchased  and 
took  possession  of  the  works  and  franchises  on  June  1,  1871,  as 
explained  under  question  A  8.  By  Act  of  March  1,  1870,  the  Legis- 
lature authorized  the  city  to  borrow  sufficient  funds  to  buy  the 
company.  On  June  23,  1871,  the  Council  passed  an  ordinance  pro- 
viding for  the  management  of  the  works  by  three  trustees,  to  be 
Elected  by  the  Council  (two-year  tgrms),  salary  $100.00  per  year. 
The  trustees  were  to  appoint  all  officials  and  employees  for  the 
(vorks,  and  to  pass  rules  and  regulations  fot  managing  the  works, 
tvhich  rules  and  regulations  were  subject  to  the  approval  of  the 
Council.  The  amendment  to  the  city  charter  re-enacted  the  pro- 
vision with  reference  to  the  management  of  the  gas  works  with 
some  elaboration.  Act  of  February  37,  1882.  Pursuant  to  the 
Act  of  1883,  the  Council  on  March  35th,  18S4,  passed  an  elaborate 
ordinance  for  the  management  of  the  gas  works  and  approved  the 
extended  code  of  forty  rules,  which  had  been  previously  adopted 
by  the  trustees  of  the  gas  works.  On  February  17,  1891,  the  Legis- 
lature re-enacted  the  gas  legislation,  combined  with  an  act  authoriz- 
ing the  city  to  generate  and  sell  electricity;  but  before  the  city 
could  engage  in  commercial  electric  lighting,  it  was  required  to 
buy  the  works  and  equipment  of  the  Wheeling  Electric  Company, 
so  far  as  same  were  used  in  generating  or 'tlistributing  electricity 
for  lighting  purposes.  The  city  was  required  to  buy  if  the  com- 
pany desired  to  sell,  the  price  to  be  settled  by  arbitrators  in  case 
of  disagreement.  This  statute  was  re-enacted.  January  21,  1901,  with 
the  added  provision  that  the  city  must  purchase  all  the  physical 
assets  of  the  electric  company  situated  in  ihe  City  of  Wheeling 
(whether  used  for  lighting  or  not).  Under  both  the  Acts  of  1891 
and  1901,  the  city  was  to  have  the  right  to  construct  and  operate 
electric  works  for  all  purposes  without  regard  to  the  Wheeling 
Electric  Company,  in  case  the  company  refused  under  the  act  for 
thirty  days  to  appoint  an  arbitrator,  or  after  the  award  of  the 
arbitrators  refused  for  thirty  days  to  turn  qyer  the  property  to  the 
city.  By  an  act  February  80,  1877,  the  city  was  prohibited  from 
appropriating  money  or  entering  into  any  contract  or  passing  any 
ordinance,  except  such  be  passed  by  a  majority  of  the  members 
of  the  Council  (both  houses)  present  at  tw*o  consecutive  meetings, 
or  at  one  meeting,  by  a  two-thirds  majority  of  those  present.  By 
Section  27  of  the  charter,  one-fifth  of  the  members  may  demand 
a  yea  and  nay  vote  of  record.  By  an  act  of  December  33,  1875,  the 
Circuit  Court  may  supersede,  revoke  and  annul  any  ordinance 
of  a  city  made  contrary  to  law.  By  the  rules  of  the  government 
of  the  Council,  it  is  provided  (Eule  13)  that  every  member  present 
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is  to  vote,  except  those  excused  for  special  reasons  by  the  Council. 
Eule  13  requires  every  motion  to  be  put  in  writing  at  the  request 
of  the  Chairman  or  any  member.  Rule  31  permits  any  two  mem- 
bers to  ask  for  the  yeas  and  nays,  but  peruiits  amendments  before 
the  main  question  is  put.  Eule  22  gives  any  two  members  the 
right  to  have  a  written  protest  entered  on  the  Journal  against  any 
ordinance  or  resolution;  and  Eule  28  requires  all  ordinances  ex;cept 
appropriation  ordinances  to  be  introduced  by  a  member  and  to  be 
referred  to  a  committee  for  a  report  at  a  subsequent  meeting.  By 
Eule  30,  all  ordinances  shall  be  read  the  first  and  second  time  in 
full,  and  the  third  time  by  title  only.  The,  same  rule  requires  an 
ordinance  to  be  read  in  full  when  it  is  introduced,  but  not  more 
than  once  at  that  meeting.  Eule  31  requires  that  the  successive 
meetings  required  for  appropriating  money  or  for  passing  contracts 
by  a  mere  majority  shall  be  held  on  separate  days.  By  Eule  32, 
propositions  involving  the  expenditure  of  money  shall  originate 
in  the  second  branch;  they  may  be  amende'd  in  the  first  branch  if 
the  expenditure  is  to  be  more  than  $100.00;  vote  must  be  by  yea 
and  nay.  By  Eule  34,  all  committee  reports  must  be  in  writing 
with  recommendations.  Eule  55  forbids  the  reconsideration  of  any 
vote  of  the  Council  except  at  the  meeting  at  which  it  is  passed.  The 
mayor  has  no  veto.  There  is  no  referendum,  except  that  every 
bond  issue  must  be  submitted  to  popular  vote  by  Act  in  effect 
January  1,  1906  (see  answer  to  question  B  7).  There  was  no 
provision  for  publication,  before  an  ordinauee  is  passed,  until  the 
act  of  February  18,  1901.  This  act  requijes  thirty  days'  notice 
by  publication  "stating  the  object  of  such  franchise"  in  some  news- 
paper published  in  the  city,  no  franchise  to  be  granted  within 
thirty  days  of  the  application  nor  until  all  interested  parties  have 
had  an  opportunity  to  be  heard.  The  act  permits  the  renewal  of 
existing  franchises  for  fifty  years.  (53  W.  Va.,  465^  City  of 
Benwood  vs.  Wheeling  Eailway  Company.)  Franchises  are  limited 
to  fifty  years. 

By  Section  25,  Act  of  January  21,  1883-,  prescribing  duties  of 
the  Clerk,  it  is  made  the  duty  of  the  Clerk  "  when  required  by  the 
Council,"  to  publish  for  at  least  one  week  every  ordinance  and  rule 
of  the  Council.  By  an  act  of  Feljruary  20,  1877,  the  Joint  Com- 
mittee on  Lights  is  required  to  present  estimates  of  the  expense  of 
the  ensuing  year  on  the  first  Tuesday  of  May,  and  within  the 
months  of  May  and  June  the  Council  shall  determine  by  ordinance 
"the  amount  required  to  meet  the  expenses  of  lighting  the  said 
city,  and  the  purchase,  erection,  and  repair  of  lamps  and  posts." 
A  greater  amount  shall  not  be  spent  for  this  purpose  during  the 
year,  except  the  extra  appropriation  be  passe'd  by  a  four-fifths  vote 
of  the  Council,  or  unless  such  an  appropriation  be  passed  by 
a  two-third  vote  of  the  members  present  at'  each  of  two  successive 
Council  meetings,  held  on  different  days.  By  ordinance  of  January 
21,  1881,  the  Clerk  is  prohibited  from  drawing  a  draft  against  any 
appropriation  passed  by  a  preceding  Council",  after  the  new  Council 
has  held  its  first  meeting.     Section   35   of  the  same  ordinance 
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requires  the  Clerk  at  the  first  meeting  of  Qach  month  to  malce  a 
report  showing  the  undrawn  balances  of  each  appropriation.  The 
act  of  December  2,  1873,  forbade  the  creation  of  any  debt  except 
by  the  issue  of  bonds  under  this  act,  and  forbade  the  voting  on 
more  than  one  bond  issue  at  any  election.  Tjie  proclamation  setting 
forth  such  ordinance  must  state  the  amount  of  city  debt  authorized, 
and  the  amount  issued.  All  bond  issues  must  be  sold  to  the  highest 
bidder,  after  four  weeks"  advertisement,  and  be  paid  for  in  cash 
or  the  equivalent  in  AVheeling  city  bonds.  Bonds  must  run  from 
10  to  3-1  years,  bear  not  to  exceed  10  per  cent,  interest,  and  be  sold 
at  not  less  than  par.  Penalty  for  violating  any  provision  of  this 
statute,  from  $50  to  $500,  and  from  ten  days  to  six  months 
imprisonment. 

B  9.     If  the  municipality  is  required  to  pay  taxes  or  fees  in  regard 
to  its  plant  to  other  governmental  authorities,   explain 
system. 
Wheeling.     ISTo  such  payments. 
B  10.     Give  statutory  provisions  regarding  the  purchase  of  private 
plants  by  the  city. 
Wheeling.     Answered  under  B  1  (d). 
B  11.     Give  statutory  provisions  regarding  the  condemnation  of 
private  plants  by  the  city  under  the  power  of  eminent 
domain. 
Wheeling.     By  Chapter  46,   City   Charter,  the  City  Council 
may  take  by  condemnation  any  private  property  for  any  public 
purpose.     The  constitution  of  West  Virginia,  Article  3,  Section 
9,  specifically  prohibits  the  Legislature  from  granting  away  the 
right  to  condemn  ^  property  and  franchises  of  incorporated  com- 
panies.   I  find  no  evidence  that  the  Legislature  has  ever  delegated 
the  right  to  the  city  to  take  by  condemnation  property  already 
devoted  to  public  purposes.     It  will  be  recalled  that  under  Acts 
of  1891  and  1901,  explained  in  the  answer  to  B  8,  the  city  was 
given  the  right  to  purchase  gas  or  electric  plants  at  an  appraised 
valuation,  provided  the  companies  wished  to  sell,  and  to  compete 
with  the  companies  in  case  they  did  not  sell  ufi.der  the  acts. 
B  13.     Give   statutory  provisions  regarding  area  which  may  be 
served  by  the  municipal  plant. 
Wheeling.     The  area  of  the  "City  of  Wheeling"  designated 
in  Section  8,  Charter  of  the  Gas  Company,  March  18,  1850,  which 
provision  is  carried  over  into  all  the  later  legislation.    This  applies 
to  both  public  and  private  lighting. 

B  13.  Give  statutory  provisions  regarding  the  nature  of  plant 
and  equipment. 
Wheeling.  The  charter  of  the  original  company,  which  char- 
ter, with  all  of  its  powers,  passed  into  the  ownership  of  the  city, 
and  may  be  considered  as  amended  by  the  Acts  of  1891  and  1901, 
gives  blanket  authority  to  erect  any  and  all  works,  pipes  and 
apparatus  necessary  for  manufacturing,   distributing  and  selling 
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gas ;  the  manner  of  executing  this  power  is,  and  was  under  the 
old  charter,  left  entirely  to  the  discretion  of  the  company,  and  under 
present  legislation,  to  the  city. 

B  14.     Give  statutory  provisions  regarding  extensions,  improve- 
ments and  new  processes. 
Wheeling.     No  provision  except  as  explained  under  questions 
B  12  and  B  13. 

B  15.  Give  statutosj^  provisions  regarding  price  of  service,  ar- 
rangement of  charges,  discounts,  deposits,  etc. 
Wheeling.  Under  the  statutes,  these  matters  are  left  entirely 
to  be  governed  by  the  rules  and  regulatibns  of  the  trustees  of 
the  gas  works,  under  general  direction  and  approval  of  the  Common 
Council.  Under  these  statutes,  matters  are  now  regulated  by  the 
rules  of  the  gas  trustees,  approved  by  the  Council  March  25,  1884, 
as  amended,  by  the  additional  rules  No.  41  to  50,  inclusive,  adopted 
July  30,  1897,  and  the  amendment  to  rules  No.  29  to  No.  30, 
adopted  July  20,  1897.  The  additional  rules  and  amendments  deal 
almost  entirely  with  the  licensing  of  gas  fitters,  taking  security 
from  them,  and  with  the  materials  to  be  used  in  gas  fitting.  ( Copy 
of  the  rules  is  hereto  annexed.)  Under  the  statutes,  the  price  of 
gas  is  left  entirely  to  be  determined  by  the  trustees  with  the  approval 
01  the  Common  Council.  Prom  the  formation  of  the  company  up 
to  1858-9,  the  company  having  an  exclusive  franchise,  charged  the 
maximum  statutory  price,  $3.50  per  M.  to  private  consumers.  See 
answer  to  question  A  8.  Prom  that  time  until  the  cify  took  the 
works  (June  1,  1871),  the  company  gave  a  discount  of  10  per  cent, 
for  prompt  payment.  By  Section  10  of  the ,  ordinance  of  June  23, 
1871,  the  jDrice  was  made  $2.80  with  a  discount  of  10  per  cent,  for 
payment  within  ten  days.  By  ordinance  of  April  30,  1875,  it  was 
made  $2.30  with  10  per  cent,  discount  if  paid  within  ten  days. 
By  ordinance  of  January  y,  ISW,  the  price  w:is  made  ^'^l.SO  Ti'ith 
10  per  cent,  discount  if  paid  within  ten  days — from  February  1, 
1877.  By  ordinance  of  April  8,  1879,  in  affect  May  1,  1S79,  the 
price  was  made  $1.20,  with  10  per  cent,  discount  as  above.  By 
ordinance  of  August. 14,  1883,  the  price'  was  made  $1.00  with  10 
per  cent,  discount  as'  above.  By  ordinance  of  January  10,  1888, 
the  price  was  made  $1.00  with  25  per  cent,  discount  for  payment 
at  the  gas  company's  office  on  or  before  the  tenth  day  of  the  month. 
B  16.  Give  statutory  provisions  regarding  the  character  and 
quality  of  the  service. 

Wheeling.     These  matters   are  left  entirely  to   the   trustees, 
under  approval  of  the  Council. 

B  17.  Give  statutory  provisions  regarding  performance  of  public 
work  by  contract  or  direct  employment. 
Wheeling.  While  the  Board  of  Public  Works,  by  ordinance  of 
June  26,  1888,  has  supervision  over  the  laying  of  all  water  and 
gas  pipes  (Rule  5),  and  while  that  Board',  under  Rule  4,  must, 
for  all  public  worlcs  carried  on  by  it,  in  cases  where  the  works 
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cost  more  than  $3,000,  advertise  for  a  reasoaable  time  for  proposals 
for  the  whole  work,  I  cannot  find  that  the  latter  rule  applies  to 
work  done  by  the  gas  department.  There  are  no  statutory  or 
ordinance  requirements  regulating  this  matter.  As  a  matter  of 
fact,  the  Gas  Department  has  for  many  years  employed  direct 
labor  and  bought  all  of  its  m.ore  important  materials  and  supplies, 
bv  advertising  for  proposals  without  binding  itself  to  accept  the 
lowest  bid.  The  advertising  seems  to  be  simply  for  the  purpose  of 
letting  people  know  that  certain  things  are  needed.  The  language 
of  Section  3  of  ordinance  passed  April  14,  1885,  entitled  "  An  ordi- 
nance to  keep  disbursements  of  the  city  (pf  Wheeling  within  its 
revenues,"  requires  the  gas  trustees,  in  connection  with  the  Com- 
mittee on  Lights,  to  make  estimates  of  the  needed  expenditure  for 
the  year,  and  the  Council  (Suction  5)  to  pass  the  annual  appro- 
priation bill.  It  binds  the  Council  not  to  change  the  price  of  gas 
without  the  consent  of  the  trustees  within  Jhe  year,  and  Section  6 
authorizes  the  trustees  to  make  contracts  without  the  control  of 
the  Council,  amoimts  not  to  exceed  in  the  aggregate  the  amount 
appropriated  by  the  Council  for  the  year.  The  ordinance  makes 
any  official  or  board  incurring  or  making  contracts  in  excess  of  the 
appropriation  personally  liable  for  the  debts  and  contracts  in  excess 
of  the  appropriation,  and  in  addition  liable  to  a  fine  of  $'20  to  $100. 
B  18.  Give  statutory  provisions  regarding  letting  of  public 
contracts. 

Wheeling.     There  are  no  provisions  except  as  explailied  else- 
where (B  8  and  B  17). 
B  19.     Give  statutory  provisions  regarding  the  issuance  of  bonds. 

Wheeling.     Answered  under  B  8  and  B  7. 
B  30.     Give  statutory  provisions  regarding  the  use  of  income  or 
any  portion  thereof. 

Wheeling.  Under  the  rules  and  regulations  of  the  trustees 
of  the  gas  works,  Eule  6,  approved  by  Council  March  35,  1884, 
all  moneys  received  by  the  trustees  from  the  sale  of  gas,  from  by- 
products, or  from  other  sources,  shall  be  deposited  in  a  bank  to  the 
credit  of  the  "  trustees  of  the  gas  works  of  the  City  of  Wheeling." 
This  money  can  be  drawn  only  on  orders  of  the  trustees  and  on 
checks  signed  by  a  majority  of  the  trustees  and  the  Secretary.  By 
Rule  4,  the  trustees  are  empowered  and  required  to  maintain  and 
operate  works  and  pay  the  bills  therefor.  Ap.  ordinance  of  ilay  13, 
1885,  providing  for  a  loan  to  pay  the  floating  debt  and  to  pay  the 
portion  of  the  (gas)  loan  of  June  13,  1871,  still  outstanding, 
authorized  a  loan  of  $300,000  payable  in  1919.  Section  14  of  this 
act,  which  reads  in  part  as  follows :  "  Inasmuch  as  it  is  not  per- 
mitted by  the  constitution  and  laws  of  the  state  to  provide  for 
the  redemption  of  bonds  to  be  issued  under  this  ordinance  otherwise 
than  by  levy  of  direct  annual  taxes,  and  it  is  intended  in  the  adop- 
tion of  this  loan  ordinance  not  to  cause  any  increase  in  the  direct 
taxation;  therefore,  to  provide  as  far  as  possible  against  any  such 
increase,  it  is  further  ordained  that  there  sh^U  be  paid  into  the  City 
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Treasury  from  the  revenue  of  the  city  water  works  and  the  gas 
works  in  equal  parts"  on  July  1st  of  each  year,  beginning  July  1, 
1886,  and  continuing  until  1895,  an  amount  equal  to  the  annual 
interest  on  the  unredeemed  portion  of  this  loan  outstanding,  and 
from  1895  to  1919  a  sum  annually  equal  to:  one-twenty-fifth  of  the 
principal  of  the  loan  outstanding  July  1,  1895,  and  in  addition  a 
sum  equal  to  the  annual  interest  falling  due  each  year  on  the  portion 
of  the  bonds  outstanding.  Such  sums,  so  paid  in,  shall  be  used 
for  the  current  expenses  of  the  city.  Before  the  adoption  of  the 
present  Code  of  rules  of  the  gas  trustees  in  1884,  the  trustees  were 
compelled  by  Section  8  of  the  ordinance  of  June  23, 1871,  to  paj  over 
once  a  month  to  the  sinking  fund  commissioners  or  trustees  created 
by  the  loan  ordinance  of  November  37,  1800,  all  moneys  received 
by  them  from  all  sources.  The  gas  trustees  under  Section  9  of 
the  ordinance  were  to  draw  checks  on  the  trustees  or  commissioners 
of  the  sinking  fund  for  all  expenses  of  the  gas  works. 
B  81.     Give  statutory  provisions  regarding  depreciation. 

Wheeling.     This  matter  not  being  mentioned,  it  is  left  to  the 
discretion  of  the  gas  trustees  under  control  of  the  Council. 
B  22.     Give  statutory  provisions  regarding  jinking  funds. 

Wheeling.     Answered  under  B  20. 
B  23.     Give  statutory  provisions  regarding*  audit  of  accounts. 

Wheeling.  Kule  8  of  the  gas  trustees  provides  that  either  the 
Board  oi  Trustees  or  the  Council  has  authority  at  all  times  to 
engage  an  expert  accountant  to  examine  the  books  and  accounts 
of  the  Gas  Department. 

B  24:.  Give  statutory  provisions  regarding  the  publication  of 
reports. 
Wheeling.  Under  the  Act  of  February  27,  1882,  Section  10, 
all  boards  and  trustees  must,  once  in  three  montlis,  and  oftener  if 
required,  report  their  receipts  and  disbursements  to  the  Council 
(meetings  of  the  Council  are  public)  and  iDy  Eule  10  -of  the  gas 
trustees,  the  Superintendent  of  the  gas  works  shall  report  to  the 
trustees  at  their  monthly  meeting  in  regard  to  materials  on  hand. 
Under  the  ordinance  of  June  33,  1871,  tUe  gas  trustees  were  re- 
quired every  three  months,  and  oftener  if  ordered,  to  make  a  full 
report  to  the  Council  of  their  receipts  and  disbursements.  By  ordi- 
nance of  eTuly  25th,  1899,  the  Secretary  of  the  Gas  Board  is  required 
to  submit  to  the  Council  Committee  on  Accounts,  on  the  Friday 
preceding  the  Council  meeting,  a  detailed  report,  including  vouchers 
and  invoices,  of  all  expenditures  made  by  the  Board  since  the  next 
preceding  regular  meeting  of  said  committee,  and  the  committee 
is  required  to  report  thereon  to  the  Council.  By  an  ordinance  of 
January  21,  1881,  Section  21,  the  City  Clerk  is  required  to  make 
a  report  of  receipts  and  expenditiircs  of  the  whole  city,  on  or  before 
the  second  Saturday  in  January,  to  the  committee  on  accounts, 
and  when  such  report  has  been  passed  on  l^y  the  committee  and  ap- 
proved by  the  Council,  it  shall  be  published  in  some  newspaper 
printed  in  the  city.     The  general  statute  of  Februarv  24,   1905, 
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requires  all  municipal  corporatioTis  to  public  iu  two  newspapers 
of  opposite  political  faith,  if  there  be  such  in  the  city,  and  if 
there  be  no  newspaper  in  the  city,  in  pamphlet  form,  a  detailed 
annual  financial  statement  (form  not  prescribed),  including  a 
statement  of  the  debt  of  the  city,  all  sworn  to  by  the  Recorder, 
Mayor  and  two  members  of  the  City  Counqil.  (Penalty  for  every 
member  of  the  Council  and  the  Recorder  of  not  less  than  $10  nor 
more  than  $100.)  The  prosecuting  attornSy  of  the  County  is  re- 
quired to  present  evidence  of  the  violation  of  tliis  act  to  the 
Grand  Jhry. 

B  25.     Give  statutory  provisions  regarding  salaries  paid. 
B  36.     Give  statutory  provisions  regarding  wages  of  day  laborers. 

Wheeling.  The  amendment  to  the  city  charter  of  February 
27,  1883,  Sections  45  and  46  of  Chapter  52,  gave  to  the  gas  trustees 
complete  control  of  the  personal  stafE  and  the  fixing  of  their  salaries, 
subject  to  the  approval  of  the  City  Council.  No.  1  of  the  rules 
of  the  gas  trustees,  approved  by  Council  March  25,  1884,  specifically 
required  the  appointment  of  employees  and  their  respective  salaries 
to  be  confirmed  by  the  Council.  These  powers  were  granted  to 
the  company  by  its  charter  (March  18,  1850)  and  under  the  charter 
passed  in  full  to  the  city  with  the  transfer  of  the  works. 
B  27.  Give  statutory  provisions  regarding  hours  of  labor  of  day 
laborers. 

Wheeling.  By  ordinance  approved  -August  18,  1887,  all 
laborers  who  are  working  directly  on  the  street  for  the  Board  of 
Public  Works,  the  water  works,  or  the  trustees  of  the  city  gas 
works,  but  not  those  working  for  contractors  for  these  boards,  shall 
work  but  nine  hours  per  day  for  a  day's  work,  and  shall  be  paid 
for  overtime.  Penalty  for  violating  this  clause,  $5.00  to  $20.00. 
B  28.  Employees'  pensions. 
B  29.     Strikes. 

B  30.     Citizenship  of  employees. 
B  31.     Other  important  matters. 

Wheeling.     ISTo  provisions  on  these  subjects. 
B  32.     Are  the  laws  relating  to  the  constrtiction  and  operation  of 
works  applicable  to  municipal  and  private  plants  alike. 

Wheeling.  There  is  no  general  legislation  bearing  on  gas  com- 
panies save  the  general  provisions  of  the  corporation  laws  applying 
to  all  sorts  of  corporations,  with  the  exception  of  a  few  provisions 
applying  to  pipe  lines  for  natural  gas.  Section  1868  of  the  General 
Statutes,  edition  of  1906,  giving  councils  of  cities,  towns  and 
villages  the  power  "  to  erect,  or  to  authorize  or  prohibit  the  erection 
of  gas  works,"  etc.,  does  not  apply  to  Wheeling.  The  substance  of 
Section  29,  City  Charter  of  March  11,  1836^  has  been  carried  into 
all  later  revisions  of  the  charter,  and  it  is  much  broader  than  the 
usual  American  clause,  permitting  the  Council  to  do  almost  any- 
thing it  is  not  specifically  prohibited  from  doing.  Tlie  Council 
plainly  has  the  right  under  the  clause  to  grant  franchises  (Clarks- 
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burg  Electric  Lighting  Co.  vs.  City  of  Clarksburg — 47  W.  Va.,  742 ) . 
Its  right  to  establish  -and  maintain  public  gas  works  rests  upon 
special  provisions  explained  elsewhere.  The  right  of  Wheeling  and 
other  cities  to  grant  franchises  is  clearly  implied  in  a  general  act  of 
February  18,  1901,  regulating  the  method  of  granting  them.  (53 
W.  Ya.,  465 — Citj  of  Benwood  vs.  "Wheeling  Eailway  Company.) 
B  33.     If  there  are  any  differences,  state  them. 

Wheeling.    There  are  no  differences. 
B  34.     If  any  state  board,  commission  or  o.ther  authority,  has  the 

control  or  supervision  of  municipalities  as  regards  gas 

works,  giye  statutory  provisions  relating  to  powers  and 

functions. 
B  35.     Wliat  has  been  the  effect  of  this  supervision? 

Wheeling.     ISTo  supervision. 
B  36.     Does  the  municipality  make  re^rular  reports  to  state  boards 

or  commissions  as  to  the  results  of  operation? 
Wheeling.  Xo  reports  to  any  supervising  body,  but  see  B  24. 
Constitution,  Article  6,  Section  27,  requires  the  Legislature  to 
provide  by  law  that  all  public  officials,  State  or  local,  who  receive, 
collect  or  hold  public  moneys,  shall  make  annual  account  and  state- 
ment, which  account  shall  be  open  to  the  'public  at  such  suitable 
place  as  may  be  appointed  by  lav.  The  Legislature  seems  to  have 
made  no  provision  for  making  this  account. 
B  37.     Is  there  any  authority  not  connected  with  the  municipality 

itself  which  tests  gas  and  character  of  the  service  ? 
B  38.     Are  the  results  of  such  examination  published? 
B  39.     If  judicial  or  administrative  orders  Tiave  been  issued  by  the 

State  authorities  relative  to  the  municipal  gas  works,  state 

them  and  gi-^e  source  and  date  of  issxie. 
Wheeling.     There  are  no  provisions  bearing  on  these  subjects. 
B  40.     Has  the  municipality  unrestricted  powers  regarding  its  own 

gas  plant;   (a)   to  iix  rates  charged  for  gas    ;   (6)   to  fix 

rates  charged  for  meters,  appliances,  etc.;   (c)    to  raise 


money  by  taxation  to  defray  current 


expenses 


5 


,     Wheeling.     Yes.     Within  the  general  iax  limit  as  explained 
in  the  answer  to  question  B  5. 

C— PUBLIC   SUPERVISION   OF   PRIVATE   COMPANIES. 

Questions  C  1  to  57  do  not  apply  to  public  undertakings,  hence 
not  to  Y'heeling. 

C  1.     Date  of  incorporation  of  company. 

Norfoll:     Original  company,  January  J_l,  1850;  present  com- 
pany, June  17,  1896. 

Atlanta.     February  16,  1856. 

C  2.     Place  of  incorporation  of  company. 

Norfolk.     Original  company,  Eichmond,   Ya.;  present  com- 
pany, Norfolk,  Ya. 
Atlanta.     Atlanta. 
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(.'  3.     Was  incorporation  under   (a)   general  law,   (&)   special  act, 
(c)   administrative  order,   (d)  otHer  method? 
Both  the  companies,  that  is,  the  Norfolk  and  the  Atlanta,  were 
chartered  by  special  legislative  act;  the  fitst,  January  11,  1850; 
the  second,  February  16,  1856. 

C  4.  For  what  length  of  time  was  the  original  incorporation  to  be 
effective  ? 

Norfollc.  The  original  charter  contains  no  tiine  limit.  Certain 
amendments  to  the  charter  have  been  limiDed  to  thirty  years;  cer- 
tain others  are  at  the  discretion  of  the  Legislature,  but  these  amend- 
ments are  not  supposed  to  have  abrogated  the  perpetual  feature  of 
the  original  charter. 

Atlanta.     Perpetual. 

C  5.  If  this  duration  has  been  extended  or  decreased,  state  when, 
how,  for  what  periods  of  time,  and  reasons  therefor. 

Norfolk.  This  charter  was  renewed  January  18,  1884, 
amended  without  change  of  duration ;  and  further  amended  by  Act 
of  January  31,  1890.  The  amendments  und^r  this  act  were  limited 
to  thirty  years,  and  June  2,  1896,  a  charter  was  granted  by  the 
Corporation  Court  of  Korfolk  to  the  Foi-folk  Gas  and  Electric 
Company  without  time  limit.  One  June  17,  1896,  the  Norfolk  Gas 
and  Electric  Company  of  Norfolk,  and  th§  City  Gas  Light  Com- 
pany of  Norfolk  were  legally  consolidated  by  agreement  specifically 
authorized  in  their  respective  charters. 

Atlanta.     There  has  been  no  change  in  the  time  limit. 

C  6.  Was  the  power  of  amendment  or  alteration  of  this  original 
charter  reserved  to  the  State  ? 
Norfolk.  No.  The  original  charter  of  the  company  was  a 
perfectly  vague  and  blanket  one,  with  no  specific  reservations  to 
the  State.  The  company  has  always  claimed,  and  with  apparent 
correctness,  that  the  charter  is  a  contract  on  the  basis  of  the  Dart- 
mouth College  case,  and  has  always  been  very  careful  not  to  accept 
any  amendment  which  would  infringe  upon  this  right.  The  matter 
has  never  been  litigated,  although  the  company  seriously  maintains 
that  the  recent  creation  of  the  State  Corporation  Commission,  with 
such  sweeping  powers  of  control  and  even  the  laying  of  an  annual 
registration  fee,  is  in  violation  of  the  contract  rights  of  the  com- 
pany. It  would  appear  probable  that  uniform  rates,  license  fees, 
requirements  of  reporting  and  auditing  can  be  enforced  against 
the  company  under  the  general  police  powgr,  and  sovereign  right 
of  the  State  without  any  infringements  of  the  provisions  in  the 
Federal  Constitution  against  confiscation  or  violation  of  con- 
tracts. The  State  Constitution  adopted  in  1903,  especially  sec- 
tions 156,  160,  162  and  164,  is  quite  the  most  drastic  in  regard  to 
corporations  of  all  American  constitutions  that  have  come  under 
my  notice.  Section  164  is  as  follows :  "The  right  of  the  Common- 
wealth, through  such  instrumentalities  as  itimay  select,  to  prescribe 
and  define  the  public  duties  of  all  common  carriers  and  public 
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service  corporations,  to  regulate  and  control  them  in  the  perform- 
ance of  their  public  duties,  and  to  fix  and  limit  their  charges  there- 
for, shall  never  be  surrendered  or  abridged."  The  acts  of  April 
15,  1903,  and  of  January  18,  1904,  are  quitfe  as  drastic  as  the  most 
liberal  interpretation  of  the  constitutional  provisions  will  permit. 
Section  8  of  the  Act  of  1904  is  as  follows :  "The  charter  of  every 
public  service  corporation  heretofore  or  hereafter  incorporated  may 
be  repealed  by  any  future  Legislature,  extept  that  no  law  shall 
be  passed  for  taking  from  a  company  its  works  or  property  without 
maldng  it  just  compensation."  Whether  o?  not  these  sections  can 
be  reconciled  with  the  contract  theory  of  charters,  the  court  alone 
can  determine.  Article  12,  Section  63,  of  the  Constitution,  forbids 
granting  any  special  or'  exclusive  right,  the  amending,  renewing, 
extending  or  changing  the  name  by  special  legislation,  of  any  public 
service  corporation.  It  also  forbids  the  remitting  of  the  forfeiture 
of  the  charter  of  a  corporation  unless  the  corporation  agrees  to 
accept  its  charter  subject  to  this  Constitution.  By  Section  64, 
all  general  laws  are  subject  to  amendment  or  repeal,  and  all  com- 
panies exercising  the  right  of  eminent  domain,  or  occupying  any 
street,  alley  or  public  highway,  are  public  service  corporations. 
Section  154  forbids  the  Legislature  to  regulate  the  aiiairs  of  any 
corporation  by  special  legislation,  but  permits  repeal  where  that 
right  exists  by  special  act.  Section  159  of  Article  13  expressly 
reserves  to  the  Legislature  the  right  of  errfinent  domain  over  the 
property  and  franchises  of  corporations.  Section  163  forbids  a 
foreign  corporation  to  acquire,  lease,  use  or  operate  any  public 
or  municipal  franchise  or  franchises  except  such  as  it  possessed 
when  the  Constitution  went  into  effect. 

Atlanta.  Xo.  Charters  recently  granted  are  limited  in  time, 
Code  of  1861,  Section  1632.  By  Section  1637  of  the  same  code 
it  is  provided  that  no  charter  previously  granted  without  the  reser- 
vation of  the  right  of  repeal  shall  be  subject  to  dissolution  at  the 
will  of  the  State,  but  by  the  Constitution  of  1867,  Code  Section 
5799,  latest  edition,  it  is  expressly  provided  that  charters  previously 
granted  and  not  subject  to  repeal  shall  not  be  amended  unless  the 
company  will  come  under  this  Constitution.  Under  the  Constitu- 
tion of  1867,  Code  5798,  the  State  reserves  large  power  over 
corporations. 

C  7.     State  succinctly  the  powers  conferred  by  this  charter. 

Norfolh.  The  power  "to  construct  suitable  works  for  the 
manufacture,  sale  and  distribution  of  gas  from  bituminous  coal  or 
other  substances  for  the  purposes  of  public  and  private  illumina- 
tion" within  the  City  of  Norfolk.  Eeal  isstkte  limited  to  three 
acres.  Company  subject  to  "  an  act  prescribing  general  regulations 
for  the  incorporation  of  manufacturing  conipanies,  each  share  one 
vote,  share  capital  of  not  less  than  $20,000  nor  more  than  $100,000, 
and  giving  the  right  to  open  streets,  alleys,  etc.,  of  the  City  of 
Norfolk  in  order  to  lay  pipes,  without  the  consent  of  the  citv. 
Company  required  to  put  opened  streets  in  repair  at  its  own  ex- 
pense.    Penalty  for  interfering  with  the  property  of  the  company, 
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$10  to  $20,  one-half  to  the  informer,  the  other  half  to  the  city. 
Double  damages  to  the  company.  City  of  JSTorfoIk  given  right  to- 
protect  property  of  company  by  ordinance  under  penalty. 

Atlanta.  The  company  was  authorized  to  construct  works, 
lay  pipes,  and  to  make  and  sell  gas  for  public  and  private  use  by 
any  method  and  from  any  substances  in  Atlanta,  without  the  con- 
sent of  the  city,  but  must  leave  the  streets  In  good  condition  after 
opening  them.  (Gate  City  Gas  Light  Company  vs.  City  of  Atlanta, 
71  Ga.,  106.) 

C  8.  What  were  the  limitations  specified  in  the  original  charter, 
especially  as  regards  (a)  area  to  be  served,  (&)  stock  to  be 
issued,  (c)  bonds  to  be  issued,  (d)  dividends  to  be  paid, 
(e)  prices  to  be  charged,  (/)  caijdle  power  of  gas,  (g) 
purity  of  gas,  (/;.)  pressure,  (i)  iaudit  of  accounts,  (;) 
taxation,  (k)  compensation  for  franchises,  (I)  publication 
of  reports,  (m) making  reports  to  governmental  authori- 
ties, (m)  other  important  matters  ? 

Norfollc.  Area  is  the  "City  of  Norfolk."  Capital  stock  not 
less  than  $20,000  nor  more  than  $100,000.  No  mention  whatever 
is  found  in  the  charter  of  any  of  the  matters  under  C  8,  c  to  m, 
inclusive.  The  company  was  permitted  to  make  gas  from  bitumin- 
ous coal  or  other  substances  for  public  or  private  illumination. 

Atlanta.  The  area  was  "The  City  of  Atlanta."  The  other 
matters  referred  to  under  this  question,  &  *to  n  inclusive,  are  not 
mentioned  in  the  charter.  The  property  was  naturally  subject  to 
the  general  taxing  power  of  the  Legislature;  no  franchise  tax  was 
levied  until  Act  of  1902.  In  general  the  charter  ■was  the  broadest 
possible,  and  subject  only  t«^  the  inherent  governmental  powers 
of  the  State. 

C  9.  If  any  changes  have  been  made  in  the  original  charter  as 
regards  powers  and  limitations  of  the  company,  state 
when,  how,  to  what  extent,  and  for  what  reasons. 

Norfolk.  By  the  amended  charter,  Jamlary  18,  1884,  the  com- 
pany was  authorized  to  build  and  operate  works  and  distribute  gas 
and  electricity  "both  within  the  corporate  limits  of  Norfolk  city,  and 
without  the  same  in  Norfolk  County  adjacent  to  said  city."  Eeal 
estate  holdings,  limited  to  20  acres.  The  company  subject  to- 
chapters  56  and  57,  Codu  of  Virginia  (ed.  of  1873).  Capital  stock 
raised  to  $500,000.  Coiapany  to  repair  streets  opened  by  it.  Gas 
pipes  laid  without  the  consent  of  the  city,  btt  no  poles  set  without 
the  consent  of  the  Council. 

Amended  charter  of  January  31,  189t),  Section  3,  gives  the 
company  the  right  to  manufacture  and  sell :  "gas  and  electricity  or 
other  thing  from  bituminous  coal  or  other  substances  or  materials 
for  the  purpose  of  public  and  private  heatiiig,  illumination,  or  for 
power";  the  right  to  extend  the  service  to  the  whole  county  of 
Norfolk,  subject  to  chapters  46  and  47,  Code  of  Virginia  (ed.  of 
1887) .    Section  3  authorized  the  company  tq  borrow  upon  mortgage,. 
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at  not  above  6  per  cent.,  an  amount  not  to  exceed  half  of  the  paid- 
in  capital.  The  provision  on  pipes  and  wires,  the  same  as  in  the 
previous  charter. 

The  Corporation  Court  charter  of  the  ISTorfolk  Gas  and  Electric 
Company,  June  2,  1896,  authorized  the  construction,  lease,  pur- 
chase, or  acquisition  by  consolidation  with  any  other  company  or 
companies,  and  the  operation  and  maintenance  in  the  City  or 
County  of  Norfolk,  or  both,  all  works  for  gas  and^  electricity  for 
heating,  light  and  power,  and  for  any  other  purpose  for  which  the 
same  may  be  used,  from  coal  or  other  substg.nces.  Section  1  makes 
the  company  subject  to  the  restrictions  now  imposed,  or  that  may 
be  imposed  in  the  future  by  the  Legislature,  "and  it  (the  company) 
shall  have  power  to  do  such  acts  and  things  and  conduct  such  enter- 
prises as  are  convenient  in  connection  with,  or  incidental  to,  the 
enjoyment  of  the  powers  herein  conferred,  lind  may,  with  the  con- 
sent of  the  Councils  of  the  City  of  Norfolk,  use  the  streets  of  said 
city  for  laying  its  pipes  and  erecting  its  poles."  By  Section  3  the 
company  may  issue  stock  above  or  below  par,  and  may  exchange 
the  stock  for  labor,  materials,  stocks  or  bonds  with  individuals 
or  corporations  at  the  discretion  of  the  directors.  Section  6  gives 
the  company  unlimited  borrowing  power,  without  limitation  of  the 
rate  of  interest,  with  the  right  to  mortgage  all  of  its  property,  rights, 
and  franchises.  Section  10  gives  an  unlimited  right  of  consolidation 
under  any  name  and  with  any  companies  now  chartered  or  to  be 
chartered  for  "purposes  the  same  as  or  similar  to  those  for  which 
this  company  is  chartered."  Upon  consolidation,  the  company  is 
given  specific  right  to  receive  the  stock  or  bonds  of  other  companies, 
and  to  sell  or  hold  them  at  pleasure. 

On  June  15,  1896,  the  charter  of  the  City  G-as  Light  Company 
was  amended  by  the  Corporation  Court  of  Norfolk  to  permit  the 
increase  of  capital  stock  to  $500,000.  This  authorized  loans  to 
the  amount  of  the  maximum  capital  stock;  the  rate  and  price,  left 
to  the  discretion  of  the  company.  The  company  is  permitted  by 
the  unanimous  vote  of  the  stockholders  to  sell,  lease,  merge,  or  con- 
solidate its  property,  rights,  etc.,  with  those  of  any  other  corpora- 
tion chartered  or  to  be  chartered  for  the  same  or  similar  purposes 
under  any  name  it  may  choose ;  to  receive  stock  or  bonds  of  a  con- 
solidated company  in  payment.  The  consolidation  is  to  be  complete 
as  soon  as  the  agreement  of  consolidation  is  lodged  with  the  Secre- 
tary of  State  for  record. 

Atlanta.  By  amendment  of  October  14,  1889,  the  powers  of 
the  company  are  enlarged  to  authorize  the  company  to  make,  sell, 
and  furnish  gas  and  electricity  for  any  and  all  purposes,  and  to 
establish  and  maintain  the  necessary  pipes  and  apparatus.  Especially 
was  the  company  authorized  to  issue  bonds  <no  limit  as  to  amount, 
rate,  or  price),  and  to  secure  the  same  by  mortgage  on  the  rights, 
nroperty  and  franchises  of  the  company,  feond  issues  require  the 
vote  of  stockholders. 

C  10.     What  fees  were  required  at  time  of  incorporation  ? 
None  for  either  company. 
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C  11.     Was  any  payment  made  during  the  past  year  to  local  or 
State  governments  for  privilege  of  incorporation  ? 
Norfolk.     The  total  payments  by  tlie  company  to  the  public 

authorities  were: 

State  property  tax , $603.00 

State  franchise  tax 125 .  00 

City  license  tax  for  distributing  gas 800.50 

City   license   tax   for   handling   supplies,   gas 

stoves,  etc 105.55 

City  property  tax 2,924.00 

Atlanta.     Local  plumbing  license 50.00 

Local  gas  license 50.00 

Local  license  for  handling  gas  stoves,  etc 25.00 

Under  the  Act  of  1902  the  company  paid  $2,227.50  annual  tax, 
at  the  same  rate  as  property  tax,  on  the  value  of  the  franchises, 
as  assessed  by  the  Comptroller  General  of  the  State. 

The  value  of  the  franchise  for  1903,  as  fixed  by  arbitration, 
was  $147,500;  for  1905,  $225,000.  The  County  and  State  each 
levies  its  property  tax  on  the  value  of  the  property  and  also  on  the 
value  of  the  franchises. 

C  12.     What  State  authorities  have  power  to  supervise,  control,  or 
regulate  the  operations  of  the  comjiany? 

Norfolk.  The  State  Corporation  Commission  has  power  to 
enforce  the  laws,  but  the  company  considers  itself  exempt  from 
supervision  in  its  operations,  on  the  theory  that  its  charter  is  a 
contract. 

Atlanta.     None. 
C  13.     Give  references  to  statutes  providing  for  such  supervision. 

Norfolk.  State  Constitution  (1902),  Arts.  12  and  13,  deal 
'with  corporations;  Act  of  April  15,  1903;  Act  of  January  18,  1904. 

Atlanta.     ISTone. 
C  14.     Give  references  to  the  general  State  laws  which  relate  to 
gas  works  and  gas  companies. 

Norfolk.  Acts  of  May  15,  1903,  relating  to  foreign  cor- 
porations;  May  21,  1903;  January  18,  1904,  Ch.  9. 

Atlanta.  ISTone,  except  that  by  Section  696,  Code  of  Georgia 
(1895),  towns  are  given  the  right  to  erect,  or  authorize  or  prohibit 
the  erection  of  gas  and  water  companies  therein.  But  this  section 
does  not  apply  to  incorporated  cities. 

C  15.     Give  references  to  the  special  laws  relating  to  these  gas 
compaTiies. 

Norfolk.  Acts  of  January  11,  1850,  January  18,  1884,  Janu- 
ary 31,  1890.  All  these  acts  are  acts  granting  or  amending  the 
charter  of  the  company.  The  charter  has  likewise  been  amended 
by  the  court  decrees  of  the  Corporation  Court  of  JSTorfolk  of  June 
2,  1896,  and  June  15,  1896,  and  by  the  consolidation  agreement 
of  June  17,  1896. 
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Atlanta.  No  legislation  except  the  two  company  charter  acts 
of  February  16,  1856,  and  October  14,  1889. 

C  16.     Give  statutory  p^'ovisions  regarding  size  and  location  of 
plant. 

Norfolk.  The  plant  may  be  located  anywhere  in  the  county, 
but  real  estate  holdings  are  limited  to  20  acres. 

Atlanta.     No  provisions. 
C  17.     Give  statutory  provisions  regarding'  area  to  be  served. 

Norfolk.     City  and  County  of  Norfolk.- 

Atlanta.     "The  City  of  Atlanta." 
C  18.     Give   statutory  provisions   regarding  nature  of  plant   or 
equipment. 

In  neither  case  is  there  any  provision  regarding  the  nature 
of  plant  or  equipment. 
C  19.     Give  statutory  provisions  regarding"  extension  of  mains. 

Norfolk.  No  statutory  provisions ;  but  the  ordinance  of  May 
29,  1902,  requires  any  company  having  the  right  to  use  the  streets 
of  Norfolk  to  obtain  a  permit  before  opening  the  streets.  The 
company,  as  an  act  of  courtesy,  conforms  to  this  ordinance,  but 
denies  its  legal  validity.  The  Act  of  January  18,  1904,  prescribes 
certain  police  regulations  as  to  the  depth  and  location  of  pipes. 

By  Section  1033d.  Code  of  Virginia,  1904  (Acts  of  the 
special  session  of  1902-'3-'4,  p.  412),  no  person,  company,  or  cor- 
poration engaged  in  the  manufacture  and  sale  of  gas,  water,  elec- 
tricity, etc.,  and  "like  enterprises"  shall  be  permitted  to  use  the 
streets,  public  ways,  etc.,  of  any  city  or  town  without  the  previous 
consent  of  the  local  authorities. 

Atlanta.     No  provisions. 
C  20.     Give  statutory  provisions  regarding  improvements  and  new 
processes. 

Not  mentioned  for  either  company. 
0  21.     Give  statutory  provisions  regarding  price  of  service,  ar- 
rangement of  charges,  discounts,  deposits,  etc. 

Norfolk.  No  statutory  provisions  or  ordinances.  The  com- 
pany is  held  in  check  by  fear  of  competing  companies.  The  new 
constitution  (1902),  Section  156  (/)  descrjbes  the  powers  of  the 
Corporation  Commission,  and  authorizes  it  to  prescribe  rates, 
charges,  and  classification  of  traffic  for  transportation  and  trans- 
mission companies,  removing  this  class  of  corporations  in  this 
particular  from  the  control  of  the  Ijegislature,  and  it  gives  the  com- 
mission a  like  power  in  regard  to  other  pubjic  service  corporations, 
subject  to  general  legislation  by  the  general  assembly;  "provided, 
however,  that  nothing  in  this  section  shall  impair  the  right  which 
has  heretofore  been,  or  may  hereafter  be  conferred  by  law  upon  the 
authorities  of  any  city,  town,  or  county,  to.  prescribe  rules,  regula- 
tions or  rates  of  charge  to  be  observed  by  any  public  service  cor- 
poration in  connection  with  any  service  performed  by  it  under  a 
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municipal  or  county  franchise  granted  by  any  such  city,  to-wn  or 
countjr,  so  far  as  such  services  may  be  wholly  -within  the  limits 
of  the  city,  town,  or  county  granting  the  franchise." 

Atlanta.     Not  mentioned. 

C  22.  Give  statutory  provisions  regarding  character  and  quality 
of  service. 

Norfolk.  No  general  or  special  legislation  on  this  matter, 
which  is  not  mentioned  in  the  company's  chArter. 

Atlanta.    No  provisions. 
C  23.     G-ive  statutory  provisions  regarding  the  issuance  of  stock. 

Norfolh.  From  $35,000  to  $500,000.  The  price  and  condi- 
tions of  sale  are  left  absolutely  to  the  discretion  of  the  company. 
It  is  a  question  how  far  the  drastic  restrictions  on  the  issuing  of 
stock  prescribed  in  Art.  12,  Sec.  167,  of  the  Constitution  of  1902, 
and  the  legislation  since  passed  for  enforcing  these  provisions,  apply 
to  this  company,  whose  special  charter  ante-dates  this  Constitution. 

Atlanta.  The  matter  is  not  mentioned  in  the  statutes.  The 
company  issues  under  the  inherent  right  of  corporations  to  issue 
stock. 

C  24.  Give  statutory  provisions  regarding*  the  issuance  of  bonds^ 
Norfolk.  The  company  has  unlimited  borrowing  power  on 
terms  to  be  determined  by  the  company  alohe.  The  rate  and  con- 
ditions are  determined  by  the  stockholders.  The  answer  to  C  23, 
above,  applies  to  this  question. 

Atlanta.     Bond  issues  require  a  vote  of  the  stockholders.    No. 
other  limitations.     (Act  of  October  14,  1889.) 

C  25.     Give  statutory  provisions  regarding  depreciation. 

C  26.  Give  statutory  provisions  regarding  amount  and  use  of' 
profits. 

C  2?".     Give  statutory  provisions  regarding  dividends  to  be  paid. 

There  are  no  provisions  relating  to  any  of  these  matters  for 
either  company. 

C  28.  Give  statutory  provisions  regarding  compensation  for 
franchises. 

Norfolk.  The  City  of  Norfolk,  under  its  special  charter,  has 
the  right  to  license  almost  any  trade  or  occupation,  and  to  fix  the 
amount  of  the  license  fee  annually  by  ordinance.  Annual  license 
fee  at  present  $800.  (Ch.  87,  Special  Ordi^&,nces  of  Norfolk,  Nor- 
folk City  Code,  1902,  p.  419,  par.  76.) 

Atlanta.  No  compensation.  Franchise  value  subject  to  tax 
at  the  same  rate  as  tangible  property  by  county  and  State.  (Act 
of  1902.)     Such  taxes  are  annually  levied  and  collected. 

C  29.     Give  statutory  provisions  regarding  audit  of  accounts. 
No  provisions  for  either  company. 
Vol.  II.— 30. 
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C  30.     Give  statutory  proTisions  regarding  examination  and  in- 
spection of  records. 

Norfolk.  Under  Sections  156  and  164- of  Constitution  (1903) 
and  Act  of  April  15,  1903,  establishing  the  ^tate  Corporation  Com- 
mission, and  the  Act  of  January  18,  1904,.  entitled  "An  Act  con- 
cerning public  service  corporations."  Ch.  9,  nearly  all  the  constitu- 
tional power  of  the  State  over  the  company  is  delegated  to  the 
State  Corporation  Commission,  which  exercises  legislative,  judicial, 
and  administrative  powers.  It  is  a  question,  however,  how  far  the 
State  through  any  of  its  organs  has  power  over  this  company. 

Atlanta.     No  provisions. 
C  31.     Give  statutory  provisions  regarding  publication  of  reports. 

JSTo  provisions  for  either  company. 
C  32.     Give  statutory  provisions  regarding  settlement  of  claims 
for  injuries  or  death. 

No  special  legislation  in  regard  to  such  companies  in  either 
State. 
C  33.     Give  statutory  provisions  regarding  wages  to  day  laborers. 

No  provisions  for  either  company. 
C  34.     Give  statutory  provisions  regarding  hours  of  labor  of  day 
laborers. 

Norfolk.  No  special  legislation.  Section  3657  B  prohibits  the 
employing  of  any  child  under  14  or  any  woman  as  an  operator  in 
any  manufacturing  establishment  more  than  10  hours  in  any  one 
day,  under  penalty  of  $5  to  $20.  Section  3657  BB  prohibits  the 
employment  of  any  child  from  12  to  14  years  of  age  between  the 
hours  of  six  at  night  and  seven  in  the  morning,  and  any  child  under 
twelve  years  at  any  time.  Penalty  to  the  employer  and  also  to  the 
parent  or  guardian  of  the  child  of  $25  to  $.100. 

Atlanta.  No  restrictions  except  for  minors.  The  hours  shall 
be  from  sunrise  to  sunset  for  minors.  Contracts  for  longer  hours 
void.     No  penalty. 

C  35.     Give  statutory  provisions  regarding  employers'  liability. 

Norfolk.     No  special  legislation  in  regard  to  such  companies. 

Atlanta.  None,  except  that  under  Aarter  amendment  of 
August  3,  1905,  Section  4,  the  city  may  require  any  person,  firm, 
or  corporation  licensed  to  do  business  under  the  charter  to  give 
bond  payable  to  the  city  or  any  one  else  suing  in  the  name  of  the 
city  for  their  use  for  injuries  and  damages  received  on  account 
of  the  immoral  or  improper  conduct  of  the  business  so  licensed. 
Bond  to  be  annual,  and  not  to  exceed  $5,000.  Any  person  injured 
may  sue  on  this  bond,  the  recovery  of  which  shall  be  payable  to 
such  person  or  persons.  Georgia  Code,  Section  2610 ;  the  common 
law  liability,  fellow-servant  doctrine,  still  hplds  in  Georgia  except 
■in  the  case  of  railroad  employees. 
C  36.  Give  statutory  provisions  regarding  strikes. 
C  37.  Give  statutory  provisions  regarding  citizenship  of  em- 
ployees. 
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C  38.     Give  statutory  provisions  regarding  conditions  under  which 
employees  labor. 

No  provisions  on  any  of  these  matters  -which  apply  to  either 
one  of  these  companies. 
C  39.     Give  statutory  provisions  regarding  other  important  matters. 

Norfolk.  The  Act  of  May  21,  1903  (Sections  14  and  39), 
entitled  "An  act  concerning  corporations,"  requires  a  report  to  a 
court  of  record  where  the  company  is  located  of  the  names  of  the 
officers  and  directors  elected,  and  the  payment  of  a  fee  of  35  cents 
for  recording  the  report.  If  all  of  the  ofScers  and  directors  are  non- 
residents (of  the  town  or  city),  the  company  must  appoint  an 
attorney  on  whom  processes  may  be  served,  under  penalty.  Section 
39  requires  a  report  to  the  State  Corporation  Commission  after 
each  election,  setting  forth  the  name,  location,  character  of  busi- 
ness, capital  authorized  and  issued,  names  and  addresses  of  officers 
and  directors,  their  respective  terms,  and  the  date  for  the  next 
meeting  of  the  corporation.  Penalty  of  $100.  Section  3657  (c)  of 
the  Code  prohibits,  under  penalty  of  from  $100  to  $500,  -an  em- 
ployer from  preventing  or  attempting  to  prevent  a  discharged  em- 
ployee from  procuring  employment.  This  is  not  to  be  construed, 
however,  to  prevent  the  employer  on  application  from  giving  a 
"truthful  statement  of  the  reason  for  such  discharge." 

Atlanta.  By  Section  1873  of  the  Code  a  corporation  is  pro- 
hibited under  penal  damage  from  black-listing  a  discharged  em- 
ployee. The  section  does  not,  however,  prohibit  such  corporation 
from  giving  to  anyone  of  whom  the  discharged  employee  seeks  em- 
ployment the  true  reason  for  discharging  the  employee.  Upon  de- 
mand, however,  of  the  discharged  employee,  such  corporation  must 
within  10  days  furnish  him  with  a  true  copy  of  the  statement. 
C  40.  What  means  have  been  provided  for  the  enforcement  of 
the  above  provisions  (C  16-39)  ? 

Norfolk.  The  provisions  are  very  meager  and  indefinite.  The 
constant  fear  of  competing  companies,  however,  seems  to  have  held 
the  company  pretty  well  in  cheek.  So  far  as  can  be  ascertained, 
there  is  but  little  public  feeling  against  the  company,  or  in  favor 
of  more  stringent  control.  The  laws  referred  to  under  C  39  above, 
if  applicable  at  all  to  the  special  charter,  which  applicability  the 
company  denies,  relate  to  the  internal  organization  and  manage- 
ment of  the  company,  and  not  to  its  operation  or  relation  to  those 
served. 

Atlanta.     None. 
C  41.     Are  they  adequate  or  inadequate?    TJnder  present  condi- 
tions both  these  companies  seem  to  get  along  reasonably 
well. 
C  43.     Describe  defects  in  remedies  and  penalties. 

Norfolk.  This  question  must  be  answered  on  general  theoreti- 
cal grounds.  The  answer,  therefore,  must  turn  on  the  particular 
views  of  the  person  answering,  as  to  what  ought  to  be  the  relation 
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of  public  service  corporations  to  the  public.  I  have  found  no  evi- 
dence of  grossly  unfair  or  indecent  dealings  on  the  part  of  the 
local  company  towards  the  public.  I  believe,  however,  that  uniform 
accounting  and  public  audit  for  all  such  companies  would  be  help- 
ful. All  the  legislation  looking  toward  the  control  of  such  com- 
panies dates  from  the  new  Constitution  of  1903,  and  is  so  entirely 
new  that  it  is  wholly  undetermined  judicially  what  it  means.  Mean- 
time, both  the  public  authorities  and  the  company  seem  to  be 
proceeding  with  great  caution. 

Ailania.  There  being  no  statutory  requirements,  remedies 
and  penalties  for  violation  do  not  exist. 

C  43.     If  any  other-  state  board,  commission,  or  other  authority 

has    control    or    supervision    over   gas    companies,    give 

statutory  provisions  relating  to  its  powers  and  functions. 

Norfolk.     So  far  as  the  State  has  control  over  this  company, 

that  control  is  lodged  in  the  State  Corporation  Commission  referred 

to  in  the  answer  to  C  30. 

Atlanta.  This  company  is  virtually  subject  to  no  control  of 
any  sort  save  under  the  very  vague  powers  inherent  in  the  Legis- 
lature ;  that  is,  the  general  police  power  and*  the  power  of  taxation. 
C  44.     If  judicial  or  admiriistrative  orders  have  been  issued  by 

State  authorities  relative  to  gas  companies,  state  them, 

and  give  source  and  date  of  issue. 

C  45.     What  have  been  the  effects  of  this  supervision? 

No  such  orders  in  either  case;  therefore,  no  effects  of  super- 
vision. 

C  46.  What  powers  of  supervision  over  the  construction  and 
operation  of  the  plants  of  private  gompanies  does  the  city 
possess  ? 

Norfolk.  ISTone,  except  .that  under  the  Constitution  of  1903 
the  city  requires  the  company  to  take  out  permits  for  opening  the 
streets;  also,  by  ordinance  of  May  8,  1900  (Ch.  71,  Sec.  633).  The 
City  Gas  Company  seems  to  be  entirely  independent  of  the  city. 
Out  of  courtesy  to  the  city,  as  the  compatiy  alleges,  it  accepts 
permits  from  the  administrative  officers  of  the  city  to  open  the 
streets  (see  answer  to  C  19),  but  refuses  to  go  to  the  city  coun- 
cil for  such  permits.  The  city  seems  to  have  no  special  super- 
vision over  the  company  by  constitution,  statute  or  ordinance,  but 
exercises  the  general  police  power  inherent  in  the  city.  Under  the 
Constitution  of  1902,  Art.  8,  Sec.  124,  no  company  can  be  ad- 
mitted to  the  city  without  the  consent  of  the  city;  and  under 
Section  125  no  franchise  can  be  granted  for  more  than  30  years. 
All  the  general  laws  bearing  on  the  mattef.  are  so  new  that  they 
have  never  been  judicially  interpreted.  Consequently,  their  meaning 
is  very  uncertain.  'The  Act  of  January  18,  1904,  Ch.  10,  Sec.  1394 
I,  requiring  the  consent  of  the  city  by  ordinance,  declares  that 
"such  use  of  the  public  roads,  highways,  streets,  avenues  and  alleys 
in  any  of  the  cities  of  this  State  shall  be  subject  to  such  terms. 
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regulations  and  restrictions  as  may  be  imposed  by  the  corporate 
authorities  of  such  city."  The  city  is  prohibited  from  granting 
the  use  of  its  streets  to  any  company  until  the  company  has  ob- 
tained a  license  from  this  State,  "and  providing  also  that,  not- 
withstanding the  provisions  of  this  chapter,  the  corporate  authori- 
ties of  any  city  or  town  may  impose  upon  any  such  corporation 
such  terms  and  conditions  inconsistent  therewith  or  supplemental 
thereto  as  to  the  occupation  and  use  of  its  parks,  .streets,  avenues, 
and  alleys,  and  as  to  the  construction  and  maintenance  of  its 
works  along,  over  or  under  the  same,  as  the*,  said  corporate  authori- 
ties may  deem  expedient  and  proper." 

It  is  clear  that  this  legislation  gives  the- widest  possible  powers 
to  the  city  in  imposing  all  sorts  of  conditidns  on  companies  which 
it  admits  under  these  acts,  including  moiiey  payment  on  almost 
any  agreed  basis.  On  this  power  of  the  .city  to  fix  terms  and  re- 
quire payment  for  franchises,  spo  the  decision  of  the  ( 'ounty  Court 
of  Norfolk  County,  JsTovember  15,  1905,  in  'fhe  City  of  Norfolk,  vs. 
The  Norfolk  Atlantic  and  Terminal  Company.  The  gas  company 
claims  to  be  exempt  from  all  this  new  legislation. 

Atlanta.  By  city  ordinance  of  May,  1880  (ordinances,  Sec. 
1219),  any  person  desiring  a  permit  to  open  an  improved  street 
shall  obtain  permission  from  the  Commissioner  of  Public  Works, 
and  deposit  with  the  said  Commissioner  of  Public  Works  a  sum 
sufficient,  in  the  Judgment  of  the  Commissioner,  to  put  the  street 
in  good  condition.  By  Sec.  1227  (May  T,  1888),  gas  mains  are 
required  to  be  laid  three  feet  below  flie  surface  of  the  street.  It 
was  decided  in  The  Gate  City  G-as  Co.  vs.  City  of  Atlanta,  71  Ga., 
106,  that  the  Atlanta  Gas  Light  Company  does  not  require  the 
consent  of  the  cit}^  to  open  the  streets,  having  obtained  that  right 
from  the  Legislature  in  its  charter.  As  a  "matter  of  courtesy  and 
policy,  however,  the  company  takes  out  permits. 

C  47.  What  provision  has  the  city  made  for  the  exercise  of  its 
powers  of  supervision  ? 
Norfolk.  None,  except  by  ordinance  of  May  8,  1900,  the 
Board  of  Street,  Sewer  and  Drain  Commissioners  grants  permits 
to  open  the  streets  and  directs  "how  and  in  what  manner  the 
said  openings  shall  be  made."  (The  City  Code  1902,  p.  278.) 
The  inspector  of  streets  may  give  notice  to  the  company  to  close  the 
openings.  The  inspector  is  responsible  for  having  all  openings 
closed.  Pine  of  $20  per  day  for  refusing  to  close  streets  after 
notice.  If  the  company  relays  the  street  imperfectly,  it  must  do 
the  work  over,  on  notice  of  the  inspector,  within  four  days.  Penalty 
for  neglect,  $5  per  day.  The  Board  of  Street,  Sewer  and  Drain 
Commissioners  has  the  right  to  put  the  streets  in  order  after  they  are 
opened,  at  the  expense  of, the  company,  if  the  company  refuses 
or  neglects  to  do  so.  The  inspector  of  streets  is  subject  to  this 
board,  whose  duty  it  is  to  see  that  this  ordinance  (May  39,  1902) 
is  enforced,  and  to  report  violations  of  the  same  to  the  Council. 
The  company  claims  that  so  far  as  it  is  CQncemed  this  ordinance 
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IS  void,  except  that  portion  of  it  which  merely  coniirms  the  inherent 
police  powers  of  the  city.  The  Board  of  Street,  Sewer  and  Drain 
Commissioners  requires  from  those  seeking  street  openings  a  deposit 
sufficient  to  restore  the  pavement  to  its  previous  condition. 

Atlanta.     See  answer  to  C  46. 
C  48.     How  frequently  and  with  what  efficiency  does  the  City 
exercise  its  powers  of  supervision? 
The  city,  having  no  powers  in  either  case,  cannot  exercise 
control. 

'C  49.     Has  the  company  resisted  the  enforcement  of  the  legal 
provisions   regulating   and  providing   for   public   super- 
vision ? 
^C  50.     If  so,  has  the  position  of  the  company  been  upheld  Ijy 

the  courts  ? 
C  51.     What  provisions  have  been  found  impossible  of  enforce- 
ment, and  why? 
The  city  in  neither  case  has  sufficient  power  to  raise  a  conflict. 
-C  52.     What  taxes  are  paid  to  State  authorities  ? 
(a)  Basis  of  levy. 
(6)  Method  of  assessment. 

(c)  Principles  of  valuation. 

(d)  Eate  of  taxation. 

(e)  Method  of  collection. 

(f)  Disposition  of  receipts. 

(g)  Other  important  matters. 

Norfolk.  The  company  pays  to  the  State  a  general  property 
.tax,  an  annual  registration  tax,  and  an  annual  license  tax.  The 
property  is  valued  under  the  law  by  local  assessors  at  its  fair 
market  value,  and  upon  this  the  Legislature  fixes  the  rate  of  tas 
ior  each  year.  The  rate  was  recently  reduced  from  40  cents  to 
35  cents.  Under  Section  41  of  an  Act  of  May  16,  1903,  the  Cor- 
iporation  Commission  assesses  an  annual  registration  fee  on  cor- 
porations, graded  according  to  the  authorized  capitalization,  and 
-ranging  from  $5  to  $25.  The  gas  company  pays  the  maximum,  as 
it  has  a  share  capital  in  excess  of  $300,000i  Under  Section  3  of 
the  same  act  as  amended  in  1904  (Laws  of  1904,  p.  263),  the  Cor- 
poration Commission  assesses  also  an  annual  franchise  tax  varying 
from  $10  for  a  capital  of  $25,000,  to  $200  for  an  authorized  capital 
in  excess  of  $1,000,000,  with  an  additional  tax  of  $10  for  each 
$100,000  or  fraction  thereof  in  excess  of  a  million.  This  tax  on 
this  company  is  $100  a  year.  By  amendment  of  March  17,  1906, 
a  failure  to  pay  this  tax  for  two  successive  years,  or  to  make  the 
annual  report  to  the  State  Corporation  Commission  which  furnishes 
the  information  on  which  the  tax  is  laid,  if  such  failure  continue 
for  90  days  after  the  expiration  of  the  two  years,  works  without 
further  action  on  the  part  of  the  State,  revocation  of  the  company's 
charter  if  it  be  a  domestic  company,  and  its  license  to  do  business 
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in  the  State  if  it  be  a  foreign  corporation.  The  State  Corporation 
Commission  must  publish  the  fact  of  such  revocation  once  a  week 
for  four  successive  veeks  in  a  daily  newspaper  published  in  Eich- 
mond,  Va.  By  the  tax  law  (Code  of  1904,  p.  2217,  Sec.  42),  a 
failure  to  make  said  report  for  30  days  subjects  the  company  to  a 
fine  not  to  exceed  $100  for  each  offense  and  for  each  period  of  30 
days;  the  fine  to  be  laid  by  the  State  Corporation  Commission 
after  failure  by  the  company  on  30  days  notice  to  appear  and  show 
cause  why  it  should  not  be  fined.  The  right  of  appeal  to  the  Su- 
preme Court  is  given  to  the  company. 

Under  the  general  revenue  law  (Code  of  1904,  Ch.  23,  Sec. 
167),  two  assessors  appointed  by  the  Corporation  (City)  Court, 
with  five-year  terms,  value  the  real  estate  once  in  five  years  (City 
Charter,  1884,  Sec.  36).  The  Commissioner  of  Eevenue  is  elected 
once  in  four  years.  He  makes  an  annual  assessment  or  valuation 
of  all  the  personal  property  at  its  fair  market  value.  The  method 
of  assessing  the  registration  and  franchise  taxes  is  determined  by 
statute ;  they  being  fixed  by  the  Corporation  Com.mission,  and 
certified  to  the  State  Auditor,  and  paid  into  the  State  Treasury. 
The  registration  and  franchise  taxes  are  fixed  by  statute,  and 
graded  in  amount  on  an  arbitrary  scale,  based  on  the  amount  of 
authorized  capital  stock.  The  real  estate  and  personal  property  are, 
under  the  statutes,  to  be  valued  at  their  fair  cash  value  in  accord- 
ance with  the  theory  of  the  general  property  tax.  Appeal  from 
the  assessors  (Code  of  1904,  Sec.  444)  goes  direct  to  the  Corpora- 
tion Court  to  correct  assessments  on  real  estate.  Personal  property 
assessments  are,  in  case  of  a  difference  of  opinion  between  the 
taxpayer  and  the  commissioner,  settled  by  a  Joint  board  of  arbitra- 
tion selected  for  each  case.  The  annual  registration  fee  of  the 
company  is  $25;  annual  franchise  tax,  $100;.  State  property  tax,  35 
cents  on  the  hundred  dollars. 

The  franchise  and  registration  taxes  are  paid  directly  to  the 
State  Treasury.  Property  tax  is  paid  to  the  City  Collector,  who 
turns  it  over  to  the  City  Treasurer,  who  in  turn  sends  it  to  the 
State  Treasurer  with -a  report  thereon.  The  collection  begins  on 
the  first  day  of  July.  The  City  Collector  reports  on  his  collections 
to  the  State  Auditor  December  1st,  and  makes  his  final  report  on 
June  15th.    The  funds  belong  to  the  general  funds  of  the  State. 

Atlanta.  The  company  pays  to  the  State  an  annual  license 
tax;  a  general  property  tax  at  a  rate  fixed  biennially  by  the  Legis- 
lature (for  1906-'7,  3.08  mills) ;  an  educational  tax  of  1.70  mills; 
the  value  of  the  franchise  being  added  to  the  value  of  the  tangible 
property  for  purposes  of  taxation,  and  the  common  rate  laiti  on 
the  combined  value. 

The  assessment  of  all  companies  enjoying  franchises,  under 
the  Act  of  August  17,  1903,  is  made  by  the  Comptroller  General 
of  the  State  on  the  basis  of  a  sworn  return  made  by  the  company. 
The  constitution  and  statutes  require  the  tangible  property  to  be 
assessed  at  its  fair  market  value,  the  value  of  the  franchise  being 
added  to  the  value  of  the  property.     Said  values  are  to  be  fixed 
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at  the  discretion  of  the  Comptroller  General  on  the  basis  of  returns 
made  by  the  company,  subject  to  an  appeal  to  a  joint  board  of 
arbitration  at  the  will  of  the  company.  The  value  of  the  franchise 
for  1903  was  fixed  by  arbitration  at  $147,500,  and  for  1905  at 
$325,000,  The  license  tax,  annual,  is  fixed  biennially  by  statute, 
according  to  the  amount  of  capital  stock.  For  this  company  (Act 
of  1905),  with  a  capital  stock  of  $1,614,635,  this  tax  is  $100. 

The  combined  State  rate  of  taxation  for  general  purposes  and 
education  is  4.78  mills. 

State  franchise  tax  is  paid  to  the  State  Comptroller  General. 
The  property  tax  is  paid  to  the  Tax  Collector  for  the  County  and 
State.     The  State's  portion  of  the  funds  is  turned  into  the  State 
Treasury;  the  Count/s  portion,  into  the  County  Treasury. 
C  53.     What  taxes  are  paid  to  local  authorities  ?    Explain  fully. 

(a)   Basis  of  levy. 

(6)  Method  of  assessment. 

(c)  Principles  of  valuation. 

(d)  Eate  of  taxation. 

(e)  Method  of  collection. 
(/)   Disposition  of  receipts. 
(g)   Other  important  matters. 

Norfolk.  The  general  city  property  tax  and  the  annual 
license  fe°.  Under  the  city  charter  (1884)  the  city  has  virtually 
an  unlimited  power  of  levying  by  ordinance  an  annual  license  tax 
on  anything  it  chooses.  Under  the  tax  ordinance  of  April  24,  1905 
(Section  37),  a  license  of  $800  was  levied  on  the  gas  company 
for  supplying  gas,  and  a  license  fee  for  subsidiary  industries  (gas 
stoves,  gas  fitting,  etc.)  of  $105.55. 

The  licenses  are  fixed  annually  by  ordinance.  But  one  assess- 
ment of  real  estate  and  personal  property  is  made  for  both' State 
and  city  purposes.  The  amount  of  the  licenses  is  at  the  discretion 
of  the  Council.  The  valuation  of  property  is  the  same  as  for  State 
purposes,  and  by  the  same  officials. 

The  ciiy  rate  of  tax  for  1905  is  $1.70.  per  $100  (Sections  ?, 
and  4  of  ordinance) .  All  the  moneys  are  paid  to  the  City  Collector, 
and  by  him  turned  over  to  the  City  Treasurer.  Under  the  various 
amendments  to  the  charter,  and  the  annexations  to  the  city,  all 
of  the  tax  collected  on  property  taxable  in  the  Seventh  "Ward  shall 
be  appropriated  and  expended  in  said  ward.  From  the  taxes  col- 
lected in  the  other  six  wards,  there  shall  be  set  aside  5  cents  per 
$100  of  assessed  value  for  repairing  sidewalk  in  said  wards,  and 
likewise  5  cents  for  a  sinking  fund  to  retire,  demand  notes  issued 
for  building  school  houses  in  said  wards.  'The  remainder  of  the 
tax  goes  for  general  city  purposes.  The  county  has  the  statutory 
right  to  levy  taxes,  but  at  present  does  not  do  so. 

Atlanta.  The  company  pays  since  1896  annually  at  the  rate 
of  $1.25  per  $100  on  the  combined  value  of  the  property  and  fran- 
chises; also  a  license  tax  for  gas,  $50;  lot  gas  stoves,  $25;  for 
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plumbing,  $50,  and  a  sanitary  tax  of  $3  on  eacli  improved  lot. 
The  sanitary  tax  for  several  years  has  amounted  in  all  to  $43  yearly. 
The  county  levi^es  annually  a  tax  of  about  50  cents  per  $100  on 
the  value  of  the  property  and  franchises  of  the  company.  The 
company  makes  a  sworn  return  annually  to  the  Comptroller 
General.  This  is  subject  to  review  by  him,  and,  at  the  will  of  the 
company,  subject  to  arbitration  for  detgrmining  the  value  of  the 
franchises  for  purposes  of  local  and  State  taxation.  The  assess- 
ment of  tangible  property  for  purposes  of  city  taxation  is  made 
Ijy  three  local  assessors  elected  by  the  council,  with  two-year 
terms.  They  are  required  to  assess  the  property — real  and  per- 
sonal— at  its  fair  market  value  (Section  76,  amended  charter, 
1896).  From  this  assessment  appeal  may  be  made  direct  to  the 
court  without  any  intervening  effort  to  cc>rrect  errors  or  equalize 
the  tax.  The  assessment  also  is  made  on  th-e  basis  of  sworn  returns 
by  the  owners,  with  a  wide  discretion  on  the  part  of  the  assessors. 
The  returns  made  by  corporations  with  franchises  to  the  State 
are  entirely  distinct  from  those  made  by  the  same  persons  to 
the  city  on  the  same  property;  and  although  the  statute  requires 
the  actual  value  to  be  given  in  each  case  and  sworn  to,  it  is  supposed 
that  on  the  average  the  values  returned  to  the  cit}'  assessors  are 
from  60  to  75  per  cent,  of  the  actual  value,  while  it  is  generally 
understood  that  the  State  will  accept  a  value  equal  to  three-fourths 
of  that  returned  to  the  local  assessors.  The  State  uses  the  County 
assessment  on  all  other  property.  In  theory  the  principal  of  valua- 
tion is  the  fair  cash  value  of  the  property  and  franchises.  The  city 
license  is  fixed  annually  by  ordinance,  within  the  $200  limit  fixed 
by  statute  (City  Charter,  Ch.  5,  Sec.  65).  The  annual  city  rate 
had  been  for  many  years  before  1896,  $1.50  per  $100.  It  was 
reduced  by  amendment  to  the  City  Charter  December  23,  1896, 
to  $1.25.  It  is  provided  that  the  Mayor  arfd  Councils  in  case  of  a 
real  emergency,  of  which  they  are  to  be  the  •j'udges,  may  add  to  this 
a  rate  of  ^  of  1  per  cent.  (City  Charter,  Ch.  5,  Sec.  63).  The 
County  levies  at  present  a  tax  of  50  cents  on  the  $100. 

The  city  taxes  are  paid  at  the  City  Hall  to  the  City  Collector, 
-who  is  elected  by  the  people  (Charter,  Ch.  13,  Sec.  185),  with  all 
other  taxes,  and  in  three  installments,  on  ^pril  15,  July  1,  and 
October  15  of  each  year.  Under  the  Act  o*f  1896,  the  city  has  by 
ordinance  authorized  a  discount  of  -J  of  1  per  cent,  for  paying  the 
total  tax  when  the  first  installment  is  due,  and  of  J  of  1  per  cent, 
for  paying  all  of  the  remainder  when  the  second  installment  is 
due.  Unpaid  and  overdue  installments  bear  interest  at  7  per  cent. 
The  first  two  installments  are  each  of  25  per  cent,  of  the  total 
tax;  the  last,  60  per  cent. 

The  receipts  from  taxes  are  subject  to  the  general  appropria- 
tion power  of  the  city,  except  the  sanitary  tax  of  $3  on  each  im- 
proved lot,  which  is  raised  for  the  purpose  of  removing  garbage 
(Ordinances,  Section  1434).  The  County  taxes  are  paid  to  the 
County  Collector  and  turned  over  to  the  County  Treasurer  for  the 
general  uses  of  the  County.  See  explanation  of  the  court  decree 
of  October  7,  1893,  D  47. 
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C  54.     If  gas  companies  are  taxed  differently  from  other  corpora- 
tions and  other  property,  state  how  and  to  what  extent. 
C  55.     What   fees   or   licenses    are   paid   to   the    State   or   local 
authorities  ? 

Norfolk.  Such  companies  are  not  taxed  differently  except  the 
license  tax  and  franchise  tax,  and  these  are  the  same  as  for  other 
corporations  (Constitution,  1902,  Art.  9,  Sec.  128)  :  "In  cities 
and  towns  the  assessment  of  real  estate  and  personal  property  for 
the  purpose  of  municipal  taxation  shall  be  the  same  as  the  assess- 
ment thereof  for  State  taxation  whenever  there  shall  be  a  State 
assessment  of  such  property.  All  public  service  corporations  shall 
be  taxed  in  the  same  manner.'' 

This  compaay  pays  an  annual  license  t^x  of  $800  to  the  City, 
as  a  gas  company;  a  license  tax  on  appliances  handled  of  $105.55; 
and  a  State  franchise  and  registration  tax  of  $125. 

Atlanta.  ISTot  all  corporations,  but  all  corporations  enjoying 
local  franchises  are  subject,  not  only  to  a  franchise  tax,  but  under 
the  Act  of  August  17,  1903,  are  assessed  for  franchise  tax,  State 
and  local,  by  the  Comptroller  General  of  the  State.  It  is  especially 
provided  that  such  companies  shall  not  be  twice  taxed  for  the 
same  franchise  privilege,  by  requiring  that  the  local  authorities 
..upon  receiving  their  respective  shares  of  thS  franchise  tax  collected 
by  the  State,  shall  give  credit  to  that  amount  on  any  payments 
made  by  the  same  companies  from  gross  receipts  or  otherwise  for 
their  franchises  under  agreements  with  the  local  authorities.  Under 
the  present  laws  the  city  has  very  wide  power  to  contract  with 
persons  or  corporations  (Chapter  1,  Section  1,  Code  of  Atlanta). 
This  extends  to  the  right  of  demanding  cash  payments  from 'the 
companies  for  the  use  of  the  streets.  For  instance,  the  street  rail- 
way company,  in  addition  to  heayj'  bridge  rentals,  pays  2  per_cent. 
of  its  gross  receipts.  A  new  thirty-year  electric  franchise  went  into 
fiffect  January  1,  1906.  Under  this  the  city  is  to  receive,  for  the 
first  twenty  years,  2  per  cent,  of  the  gross  receipts,  and  for  the 
remaining  ten  years,  3  per  cent.  The  company  specifically  agrees 
to  remove  all  of  its  property  situated  on,  over  or  under  the  public 
ways  and  grounds  iefore  the  end  of  the  concession.  In  considera- 
tion of  these  payments,  the  company  is  exempt  from  specific  regis- 
tration fees  and  business  licenses;  but  pays  the  regular  rates  for 
opening  streets  and  repairing  the  same,  sanitary  tax,  water  charges, 
and  the  like,  and  furnishes  one  free  duct  for  the  use  of  the  City 
in  every  conduit.  The  company  is  also  liable  for  all  special  assess- 
ments for  street  improvements. 

The  amount  of  taxes  and  license  fees  is  stated  in  answer  to 
C  52  and  53. 

C  56.     Is  the  company  subject  to  assessment  for  local  improve- 
ments ? 

NorfoU-.  Under  the  constitution  (Art.  13,  Sec.  170)  cities 
may  levy  special  assessments  according  to  benefits  for  "making  and 
improving  all  walk-ways  upon  then-existing  streets,  and  improving 
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and  paving  then  existing  alleys,  and  for  either  the  construction 
or  use  of  sewers.  The  City  of  Norfolk  'does  not  avail  itself  of 
this  privilege. 

Atlanta.  Yes,  by  Sections  139  and  140  of  the  amended 
charter  of  1896. 

C  57.     Are  such  assessments  actually  levied? 

Norfolk.     No. 

Atlanta.     Yes,  as  occasion  requires. 

D— FRANCHISES   OF   PRIVATE   COMPANIES. 

D  1.     Does  the  municipality  have  power  to  grant  franchises  to 
gas  companies? 

D  3.     How  was  the  power  conferred,  by 

(a)   General  law  applicable  to  all  cities  in  the  State?  or 

(&)   General  law  applicable  to  all  cities  in  a  class?  or 

(c)  Special  act  applicable  to  this  city  alone?  or 

(d)  Administrative  order?  or 

(e)  Other  methods? 

Wheeling.  The  city  has  power  to  gtant  franchises  to  gas 
companies  under  its  special  charter.  If  it  did  not  have  such  power 
under  the  special  charter,  it  could  still  grant  franchises  under  the 
general  laws  applicable  to  all  cities,  the  two  sets  of  laws  not  being 
in  conflict  (Laws  and  Ordinances  of  Wlieeling  (ed.  1901),  p.  10, 
Section  29 ;  p.  14,  Section  45 ;  p.  18,  Section  57.  47  West  Va.,  739). 

Norfolh.  The  city  may  grant  franchises.  The  Constitution 
of  1902  places  the  cities  with  special  charters  especially  under  the 
new  constitution.  Section  156  (6)  of  the  constitution  especially 
reserves  the  rights  of  the  cities  in  this  connection.  The  act  con- 
cerning public  service  corporations  (January  18,  1904),  Ch.  2,  Sec. 
1,  forbids  any  public  service  corporation  to  do  business  in  any 
incorporated  city  or  town  without  the  consent  of  the  city;  while 
Chapter  9  of  the  same  act,  Section  165,  in  ;oft  reiterated  language 
authorizes  the  city  to  grant  such  franchises,  to  supervise  and 
control  their  operation,  and  to  fix  terms,  regulations  and  restric- 
tions therefor. 

Atlanta.  In  so  much  as  the  subject  is  not  mentioned  in  the 
constitution,  statutes,  or  charter,  the  gratfting  of  gas  franchises 
is  considered  an  inherent  right  of  cities.  Uiider  the  general  welfare 
clause  (Ch.  1,  Sec.  1,  Code  of  Atlanta),  the  citizens  of  Atlanta  are 
incorporated  "with  power  to  govern  themselves  by  such  ordinances, 
resolutions  and  by-laws  for  municipal  purposes  as  they  may  deem 
proper,  not  in  conflict  with  the  charter  and  the  Constitution  and 
laws  of  the  State  or  af  the  United  States."  (Charter  amend- 
ment, October  28,  1874.)  This  clause,  as  I  understand  it,  is  given 
almost  if  not  entirely  as  wide  an  interpretatiSn  as  Section  13  of 
the  earlier  charter  of  December  29,  1847,  which,  in  express  terms, 
gave  the  ilayor  and  Council  special  power  to  make  all  contracts 
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in  their  corporate  capacity  deemed  necessary  for  the  welfare  of 
■±he  city. 

13  3.  State  fully,  step  by  step,  the  procedure  which  must  be 
followed  and  the  requirements  which  must  be  met  in  the 
initiation,  consideration,  enactment  and  renewal  of  fran- 
chises; also  source  of  each  pro¥ision,  whether  statute, 
city  charter,  or  ordinance. 

Wheeling.     Answered  under  B  8. 

Norfolk.  The  Constitution  (1903)  forbids  the  Legislature  to 
■permit  any  company  to  use  the  streets,  alleys  or  public  grounds 
without  the  previous  consent  of  the  city  or  town;  and  by  statute 
(Section  1S94  I,  Code  of  1904=)  the  city  is<  prohibited  from  admit- 
ting any  company  until  that  company  has  a  franchise  or  license  from 
the  State  to  do  business  in  that  State.  Article  125  limits  all 
franchises  to  thirty  years.  An  ordinance  of  March  13, 1900,  requires 
that  every  proposed  franchise  shall  be  priiited  at  the  expense  of 
the  petitioners,  and  a  copy  presented  to  each  member  of  the  Council 
before  it  shall  be  considered  as  having  been  presented  to  the 
Council  (City  Code,  190;;,  p.  137).  The  ordinance  must  pass  each 
branch  by  a  majority  of  all  the  members  elected  to  each  branch. 
The  vote  in  each  Council  is  by  yea  and  nay.  No  such  vote  may  be 
reconsidered  or  rescinded  at  a  special  meeting  unless  as  many  are 
present  as  when  the  original  vote  was  taken.  Xo  ordinance  grant- 
ing a  franchise  is  to  be  introduced  except  at  a  regular  meeting,  nor 
be  passed  until  the  next  regular  meeting  o*f  the  Council  in  which 
it  was  introduced  (City  special  charter,  April  21,  1882,  Ch.  3,  Par. 
18).  By  the  constitution  (190"3),  Section  163,  no  foreign  public 
service  corporation,  without  first  becoming  incorporated  in  Vir- 
ginia, shall  "he  authorized  to  acquire,  lease,  use  or  operate  within 
this  State  any  public  or  municipal  franchise  or  franchises  in  addi- 
tion to  such  as  it  may  own,  lease,  use  or  operate  when  this  con- 
stitution goes  into  effect."  The  same  clause  authorizes  the  Legis- 
lature "to  discriminate  against  foreign  corporations  whenever,  and 
-in  whatever  respect  it  may  deem  wise  or  expedient."  Section  164 
declares  that  the  State's  right  to  regulate,  control,  fix,  limit  their 
charges  (that  is,  of  public  service  corporations)  shall  never  be 
surrendered  nor  abridged."  The  Constitution  further  provides 
that  "before  granting  any  such  franchise  or  privilege  for  a  term  of 
years,  except  for  a  trunk  line  railway,  the  municipality  shall  first, 
after  due  advertisement,  receive  bids  therefor  publicly  in  such 
manner  as  may  be  provided  by  law."  Such  grant  may  provide  that 
at  the  end  of  the  franchise  all  the  property  of  the  grantee  in  the 
public  property  shall  go  to  the  city  without  compensation,  or  upon 
fair  valuation.    Payment  for  franchise  value  is  forbidden. 

Atlanta.  The  charter  of  Atlanta  (6h.  3,  Sec.  31)  requires 
that  in  granting  franchises  the  Aldermen  shall  sit  as  a  separate 
body  to  pass  on  the  franchise  by  vote.  In  ordinary  matters  they 
are  members  of  the  Council,  and  do  not  sit  as  a  separate  body, 
sitting  thus  only  in  matters  specifically  provided  for  in  the  charter. 
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By  a  charter  amendment  (Act  of  1900),  tKe  vote  does  not  require 
a  majority  of  all  members  elected  to  the  two  Coiincils,  but  a 
majority  of  a  quorum  only.  One  member  of  the  General  Council 
may  call  for  the  yeas  and  nays.  A  majori|;y  makes  a  quorum  in 
the  two  Councils  when  they  sit  separately ;  eight,  a  quorum  of  the 
General  Council.  By  Section  38  of  the  fcharter,  all  ordinances 
shall  require  at  least  two  readings  at  difEerent  meetings,  except 
that  by  a  two-third  vote  of  the  members  present  an  ordinance  may 
^  be  read  twice  at  the  same  meeting  and  adopted.  This  applies  to 
ordinances  requiring  the  Aldermen  and  Councilmen  to  sit  as 
separate  bodies.  "An  ordinance  requiring  separate  action  and 
concurrence  by  the  Board  of  Aldermen  shall*  undergo  such  readings 
only  in  said  Board  of  Aldermen  as  said  Board  may  by  rule 
prescribe." 

An  ordinance  of  March  4,  1901,  approved  March  7,  1901, 
amendment  thereto,  September  4,  1901,  approved  September  9, 
1901,  requires  the  applicant  for  a  franchise  to  advertise  his  pro- 
posal in  detail  at  least  five  separate  days  in  the  daily  newspaper  in 
ivhich  the  city  advertisements  are  inserted;^  before  presenting  the 
same  to  the  Mayor  and  Council.  This  ordinance  in  name  applies 
to  liquor  licenses,  street  and  steam  railways,  telephone  and  telegraph- 
franchises.  The  same  principle  would  doubtless  be  applied  to 
any  franchise — certainly  one  as  important  as  a  gas  franchise.  An 
ordinance  of  March  4,  1901,  approved  March  7,  1901,  declares  that 
no  franchise  ordinance  shall  be  considered  or  passed  or  granted, 
in  any  way  or  to  any  estent  at  the  same  meeting  of  the  General 
.Council  at  which  the  same  was  introduced.  The  ordinance  is  to 
be  referred  to  a  committee  if  desired,  but  not  passed  before  the 
next  regular  meeting  after  application.  Motions  to  read  the  second 
time  and  to  pass  at  the  same  meeting  at  which  the  ordinance  is 
first  introduced  are  to  be  out  of  order.  Section  2  requires  the  Clerk 
to  furnish  each  member  of  the  General  Council  within  five  days 
after  its  introduction  with  a  copy  of  such  proposed  ordinance. 

The  method  of  advertising  may  be  shown  by  the  following 
Sample : 

"Petition  for  Privilege. 

"To  the  Mayor  and  the  General  Council- of  the  City  of  Atlanta: 
The  Atlanta  Telephone  and  Telegraph  Company  asks  the  privilege 
of  opening  from  time  to  time,  as  its  interests  may  require,  the 
thoroughfares,  streets,  lanes  and  alleys  of  tEe  City  of  Atlanta,  and 
to  be  allowed  to  build  therein  conduits,  manholes  and  service  ducts, 
and  to  connect  the  same  with  buildings  and  private  lots  fronting 
on  the  streets  where  such  conduits,  manholes  and  service  _  ducts 
may  be  allowed,  with  pipes  and  ducts,  so  as  to  be  able  to  install 
cables  and  wires  in  such  conduits,  and  to  connect  the  same  with  •■ 
private  property  fronting  on  said  streets. 
"Respectfully  yours, 
"Atlanta  Telephone  and  Telegraph  Co., 
"C.  J.  Simmons,  Pres." 

(From  Fulton  County  Report,  March  6,  1905,  official  organ, 
of  Atlanta.) 
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D  4.     Give  legal  provisions  with  source  of  Qach  defining  the  powers 

of    the    city    regarding    the    alienation    of    muuicipal 

franchises. 

Wheeling.     Since  the  Act  of  March  11,  1836,  Section  28,  all 

the  powers  of  the  municipality  are  lodged  in  the  Council,  except  as 

otherwise  expressly  provided  in  the  charter.     (See  Section  3  of  the 

same  act.)     Under  these  powers  the  Council  may  grant  or  renew 

franchises  in  a  manner  explained  in  answer  to  B  8.     See  also 

answer  to  B  32. 

Norfolk.  The  matter  probably  comes,  under  Section  135  of 
the  Constitution  in  regard  to  disposing  of  property.  This  can  be 
done  by  ordinance  passed  by  a  three-fourths  vote  in  each  Council, 
"and  under  such  other  restrictions  as  may  be  imposed  by  law."  I 
find  no  other  statutory  restrictions.  If  the;  Mayor  vetoes  the  ordi- 
nance, of  sale,  it  requires  a  three-fourths  vote  of  all  the  members 
elected  to  each  Council  to  overcome  the  veto,  For  the  city  to  lease 
such  franchises,  it  is  required  that  the  lease  be  sold  at  auction. 
Such  lease  may  provide  the  conditions  on  which  the  property  of  the 
grantee  situated  on  the  public  grounds  and  streets  shall  go  to  the 
grantor  at  the  end  of  the  lease.  There  is  an  express  prohibition 
against  paying  the  grantee  any  value  for  the  franchise.  After 
such  lease  the  city  may  sell  or  re-lease,  or  "if  authorized  by  law," 
may  maiatain,  control  and  operate.  Every  grant  of  the  kind  must 
specify  the  mode  of  determining  any  valuation  therein  provided  for, 
and  "shall  make  adequate  provision  *  *  *  to  secure  efSciency 
of  public  service  at  reasonable  rates."  The  General  Assembly  is 
especially  authorized  to  make  additional  restrictions  on  cities  "in 
granting  franchises,  or  in  selling  or  in  leasing  any  of  their  prop- 
erty." The  restrictions  on  franchises  heretofore  existing  are  specifi- 
cally reserved. 

Atlanta.  N"o  specific  provisions.  By  implication  the  answers 
to  D  2  and  3,  and  D  5  and  6  apply  to  this  question.  Street 
railways  subject  to  different  provisions. 

D  5.     Give  legal  provisions  with  source  of  each  defining  the  powers 
of  the  city  regarding  methods  of  disposing  of  franchises. 
Wheeling.     Answered  under  D  4. 
Nor  folic.     Answered  under  D  3  and  4. 

Atlanta.     

D  6.     What  are  the  legal  provisions,  with  source  of  each,  delimit- 
ing the  powers  of  the  city  as  to  the  insertion  of  clauses  in 
franchises  regarding  streets  to  be  utilized  by  company  ? 
Wheeling.     Matters  referred  to  in  this  question  remain  for 
the  most  part  undetermined  by  Judicial  ruling.  The  powers  of  cities 
over  franchises,  being  granted  by  implication  only,  have  been  rather 
liberally  construed,  when  construed  at  all^  by  the  courts.     Gas 
franchises  have  been  usually  granted  to  serve  the  whole  territory 
of  the  locality  granting  them.    The  courts  would  certainly  uphold 
any  franchise  provision  which  did  not  seem  plainly  contrary  to  pub- 
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lie  policy,  or  in  direct  violation  of  the  constitution  and  the  laws. 
Such  a  provision  in  regard  to  streets  to  be  occupied  would  certainly 
be  upheld.  Exclusive  franchises,  however,*  are  not  permitted  ex- 
cept by  specific  legislative  authority,  and  such  authority  is  not 
given  in  the  charter  of  AVTieeling.  (Clarksburg  Electric  Light  Co. 
vs.  City  of  Clarksburg,  47  W.  Va.,  739 ;  also  Gas  Co.  vs.  Parkers- 
burg,  30  W.  Va.,  435.)  As  late  as  1887  tte  Supreme  Court  said 
in  The  Gas  Co.  vs.  IParkersburg,  "We  are  not  referred  to  any 
statute  or  charter  of  any  town  or  city  in  the'  Commonwealth  of  Vir- 
ginia which  confers  authority  upon  such  to%n  or  city  to  grant  to 
anyone  an  exclusive  right  to  use  its  streets  for  laying  pipes,  or 
lighting  the  same  with  gas  or  otherwise,  and  we  presume  there  are 
none  such."  The  power  given  the  city  over  the  streets,  by  implica- 
tion means  that  no  company  can  come  into  Wheeling  without  the 
consent  of  the  city  government,  and  that  in  giving  such  consent 
the  city  may  subject  the  company  not  only  to  the  ordinary  police 
power  and  other  reasonable  restrictions  and  regulations,  but  also, 
in  the  absence  of  express  prohibitions,  may  enter  into  a  franchise 
contract  with  the  company  covering  all  such  matters  as  do  not 
detract  from  or  barter  away  the  governmeital  powers  of  the  city, 
or  are  not  distinctly  against  public  policy.  By  Section  2215  of  the 
Eevised  Statutes  (1906)  no  company  shall  occupy  the  streets  of 
the  inhabited  part  of  any  city,  etc.,  without  the  consent  of  the 
corporate  authorities,  unless  such  consent  be  dispensed  with  by 
special  provision  of  law. 

Norfollc.  Under  the  Constitution  of  1902  (Art.  8,  Sec.  124), 
a  company  cannot  enter  a  city  without  a  Virginia  charter  or 
license  and  the  consent  of  the  city.  The  act  concerning  public 
service  corporations  (January  18,  1904)  requires  the  consent  to  be 
by  ordinance,  and  authorizes  the  city  to  fix  terms  and  conditions 
therefor.    Code,  Ch.  9,  Sec.  1294  I. 

Atlanta.  The  Atlanta  Gas  Light  Company,  by  its  charter, 
which  virtually  ignores  the  rights  of  the  city,  is  considered  exempt 
from,  the  necessity  of  making  any  contracts  with  the  city  in  re- 
gard to  matters  referred  to  in  D  1  to  2t%,  inclusive.  The  city 
has  no  rights  over  the  company  in  any  way  in  any  matters  referred 
to  therein,  but  in  the  case  of  any  public  service  corporation  whose 
charter  does  not  give  it  the  rights  referred  to  in  these  questions, 
the  city,  under  its  general  powers,  can  deal  with  them,  as  it  sees 
fit;  and  in  the  ease  of  the  electric  light  companies  and  the  street 
railways  in  very  recent  instances,  the  franchises  granted  covered 
nearly  all  these  points.  See  for  example  the  franchise  of  the 
Southern  Lighting  and  Power  Company;  an  ordinance  adopted 
December  22,  1905,  concurred  in  December*  22,  1905,  and  approved 
December  26,  1905,  following: 

Peawohisb  of  Southern  Lighting  and  Power  Company. 
Grants  to  the  Southern  Lighting  and  Power  Company,  a  cor- 
poration duly  incorporated  under  the  laws  of  the  State  of  Geor- 
gia, having  its  principal  office  in  the  City  of  Atlanta,  the  right 
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to  enter,  open  and  occupy  all  the  streets,  etc.,  and  to  lay  the- 
necessary  pipes,  wires,  and  apparatus  for  furnishing  electricity  for 
heat,  light  and  power. 

Within  the  fire  limits  they  must  have  an  underground  sys- 
tem. The  city  reserves  the  right  to  have  the  other  portions  of 
the  system  put  underground. 

Eequires  applications  to  the  Board  of  Electrical  Control  with 
detailed  plans,  and  a  notice  to  the  Commissioner  of  Public  Works, 
and  permits  from  both,  to  open  the  streets. 

The   franchise   is   limited  to   30   years — January   1,    1906,   ta 
January  1,  1936. 

Eequires  that  before  the  end  of  the  franchise  the  company 
shall  remove  all  of  its  conduits,  wires,  pole^  and  other  apparatus;, 
and  forbids  the  company  entrance  upon  the  streets  or  ways  to 
make  such  removal  after  the  first  day  of  January,  1936. 

Section  2  subjects  the  company  to  all  existing  and  future  ordi- 
nances regulating  construction  and  maintenance. 

Section  2  (a).  Compensation.  Mrst  20  years,  2  per  cent,  of 
gross  receipts;  remaining  10  years,  1927  to  1936,  3  per  cent,  upon 
all  business  done  or  originating  in  Pulton  County. 

The  city  has  the  right  to  provide  for  or  appoint  a  committee 
or  board  to  examine  the  books  and  records  of  the  company  to 
ascertain  the  gross  receipts. 

The  company  must  file  a  return  with  the  city,  setting  forth 
its  gross  receipts  before  February  1  of  each  year.  Such  payments 
are  in  lieu  of  specific  registration  fees  and  business  licenses.  Pro- 
vision is  made  for  deducting  the  franchise  tax.  Charges  for 
opening  the  streets  and  repairing  the  same,  sanitary  tases,  water 
charges,  and  the  like,  are  to  be  paid  the  .same  as  by  any  other 
person. 

The  company  agrees  to  preserve  and  hold  for  the  use  of  the 
city  one  duct  in  each  and  every  conduit,  to  be  used  by  the  city 
for  any  municipal  purpose  entirely  free  of  charge. 

The  company  agrees  to  construct,  operate  and  maintain  arc 
lights,  2,000  candle  power,  at  any  point  designated  by  the  city, 
at  an  annual  charge  of  $65  per  year.  Incanlieseent  or  series  lights, 
75  candle  power,  at  a  charge  of  $28  per  yea!r.  This  clause  not  to 
be  enforceable  unless  the  city  contracts  with  the  company  to  fur- 
nish the  city  lights  where  electric  lights  are.  used,  for  a  year. 

Price  for  Private  Light  and  Power. 

To  private  consumers,  the  company  agrees  to  furnish  current 
for  light  and  heat  at  not  exceeding  10  cents  per  K.  W.  hour;  for 
power,  not  exceeding  6  cents,  and  to  make  a  reduction  on  both  of 
10  per  cent,  if  paid  by  the  10th  of  the  month. 

Section  4  gives  the  company  the  right  to  use  the  pipes,  man- 
holes, poles,  etc.,  of  the  Atlanta  Telephone  and  Telegraph  Compan\ 
now  existing,  or  hereafter  erected.  Eequires  the  approval  of  the 
City  Electrician,  and  makes  such  use  subject  to  all  further  ordi- 
nances of  the  city.     Especially  reserves  the  right  to  make  changes. 


(JEXERAL     HISTORY     AND     LEGISLATION.  4(i5 

alterations  and  adjustments  of  such  use  at  the  discretion  of  the 
cit3'.  Before  such  joint  use  is  made,  the  company  must  submit 
..detailed  plans  to  the  Board  of  Electrical  Control  and  receive  its 
approval. 

Special  clause,  requiring  them  to  remove  their  poles,  wires  and 
works  on  the  poles  of  the  other  company  at  the  end  of  the  franchise. 

Section  5.  The  company  must  accept  this  ordinance  within 
60  days;  begin  work  within  90  days,  and  build  enough  of  its  sys- 
tem for  general  operation  within  twelve  months.  Otherwise  the 
ordinance  is  void. 

Section  6  requires  the  company  to  give  bond  of  $35,000  to 
begin  work  in  the  specified  time,  and  to  be  ready  to  furnish  service 
within,  the  specified  time^^l2  months. 

Section  7  is  a  cast-iron  clause  for  forfeiting  this  franchise  in 
case  the  company  disposes  of  any  of  its  rights  and  privileges ; 
leases  without  the  consent  of  the  city,  or  leases  for  jjurposes  of 
consolidation;  or  in  any  way  consolidates  or  merges  with  any  other 
company,  firm  or  individual,  or  combines  to  raise  the  price  or 
to  control  the  supply  of  electric  current,  or  enters  into  any  agree- 
ment looking  to  a  community  of  interest.  In  any  suclr  event,  all 
rights  under  the  ordinance  shall  cease  without  further  action  by 
the  city. 

Section  7^  permits  the  company  to  acquire  any  water  jDOwer  or 
other  property,  real  or  personal,  provided  the  property  does  not 
belong  to  any  person  or  corporation  at  the  time  engaged  in  fur- 
nishing electric  current  for  light,  heat  or  power  to  the  City  of 
Atlanta. 

Sectioii  9  provides  that  the  rights,  powers,  etc.,  described  in 
this  ordinance  shall  vest  in  and  go  and  beloilg  to  the^  Xorth  Georgia 
Electric  Company  if  it  so  amends  its  charter  as  to  fix  its  principal 
office  and  place  of  doing  business  in  the  City  of  Atlanta,  and 
otherwise  complies  with  the  provisions  of  the  ordinance;  and  pro- 
vides that  within  GO  days  the  North  Georgia  Electric  Company 
may  transfer  its  rights  to  the  Southern  Lighting  and  Power  Com- 
pany, to  be  organized  under  the  laws  of  Georgia,  should  it  elect 
to  do  so. 

Section  10  especially  provides  that  the  franchise  tax  on  gross 
income  does  not  apply  on  any  current  originated  out  of  Fulton 
and  DeKalb  counties,  which  passes  througli  the  plant  in  Ful- 
ton and  DeKalb  counties  or  the  plant  for  furnisliing  current  to 
Atlanta,  without  being  transformed  therein-  or  used  for  furnishing 
current  to  the  people  of  Fulton  or  Delvalh  countic'i ;  provided 
such  current  does  not  pass  through  the  streets  or  come  within  the 
corporate  limits  of  Atlanta. 

D  7,  8  and  9.     Ditto  regarding  nature  of  plant  and  equipment, 
construction  of  extensions  and  adoption  of  improvements 
and  new  processes  ? 
Answered  under  D  6  for  the  respectivQ  companies,  except  that 

in  Xorfolk  the  city  is  free  to  impose  conditions  by  contract. 

A^ol.  II.— 31. 
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D.  10.     Ditto  regarding  duration  of  grants? 

Wheeling.  By  Act  of  February  18,  190.1,  franchises  are  specifi- 
cally limited  to  50  years,  with  the  right  of  renewal  for  50  years. 
Within  this  limitation  the  matter  is  subject  to  the  answer  under 
D  6. 

Xorfolk.  The  Constitution  of  1902  (Section  125)  limits 
franchises  to  thirty  years :  requires  them  to  *be  sold  at  auction  after 
<.lue  advertisement,  and  gives  the  right  to  the  city  to  purchase  at 
the  end  of  the  franchise,  or  to  contract  to  receive  without  com- 
pensation. It  forbids  the  payment  for  franchise  value.  When  the 
city  comes  into  possession,  it  may  maintain,  control,  operate,  lease 
or  sell  "if  authorized  by  law."  Every  franchise  may  provide  for 
forfeiture  and  penalties  to  secure  efficiency  at  reasonable  rates. 
This  section  specifically  authorizes  the  Legislature  to  place  addi- 
tional restrictions  on  franchises.  The  act  c6ncerning  public  service 
corporations  (January  18,  1904,  Ch.  9,  Sec.  1294  I,  Code)  carries 
out  this  provision  of  the  constitution,  and  requires  the  consent  of 
the  city  by  ordinance,  and  makes  the  use  of  the  streets  "subject  to 
such  terms,  regulations,  and  restrictions  as  ijiay  be  imposed  by  the 
corporate  authorities  of  such  city  or  town." 

Atlanta.  Under  its  general  power  to  make  contracts,  the  city 
may  insert  clauses  limiting  the  duration  of  franchise  grants.  Con- 
tracts for  service  are  narrowly  limited  by  the  debt  limitation  of 
Article  7,  Section  7,  of  the  Constitution  pf  1877,  Par.  1,  which 
limits  the  debt  of  all  minor  divisions  of  the  State  to  7  per  cent. 
<of  the  assessed  valuation,  and  forbids  any  new  debt  whatever,  except 
temporary  loans  for  casual  deficiencies,  not  to  exceed  one-fifth  of 
1  per  cent.,  unless  the  loan  be  authorized  by  a  two-third  popular 
vote;  but  any  city  having  a  debt  at  the  adoption  of  the  constitii- 
tion  not  exceeding  7  per  cent,  may  be  aifthorized  by  law  to  in- 
•crease  its  debt  to  the  extent  of  3  per  cent,  of  the  valuation. 

This  limits  contracts  for  the  supply  of  gas,  water,  etc.,  to  a 
single  year,  unless  the  contract  be  approved  by  a  two-thirds  popular 
vote.  The  Cartersville  Improvement  Gas  and  Water  Co.  vs.  The 
Mayor  and  Aldermen  of  Cartersville,  89  Ga,,  683;  and  the  Carters- 
ville Water  Works  Co.,  vs.  The  Mayor  and  Aldermen  of  Carters- 
ville, 89  Ga.,  689.  In  these  same  cases  it  was  held  that  while  the 
■city  could  not,  under  the  constitution,  exempt  a  company  from 
taxation,  it  might  by  contract  agree  to  hold,  the  company  harmless 
from  the  taxation  through  payment  to  the  company  of  a  sum 
■equal  to  the  taxes  imposed,  provided  that  the  sum  thus  paid  was 
a  fair  compensation  for  the  services  rendered,  and  not  a  mere 
device  to  avoid  the  constitutional  prohibition  against  exemption 
from  taxation. 
D  11.     Ditto  regarding  forfeiture  of  franchises? 

Wheeling.  Inasmuch  as  a  franchise  when  accepted  by  a 
•company  becomes  a  contract,  the  contract  (nay,  within  the  limita- 
tions mentioned  in  the  answer  to  D  6,  contain  a  provision  for 
the  forfeiture,  but  such  a  forfeiture  would  have  to  be  judicially 
•determined. 
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Norfolk.  Under  the  constitution  and  the  Act  of  January  18, 
1904,  it  is  plain  that  the  city  may  provide  for  forfeiture.  In  fact, 
it  is  required  to  do  so;  but  no  ordinances  on  this  subject  have  yet 
been  passed. 

Atlanta.     ISTo  statutory  provisions. 

D  13.  Ditto  regarding  time,  method  and  terms  of  acquisition  of 
plant  by  city? 

Wheeling.  A  franchise  may  probably  provide  for  such  acqui- 
sition on  the  theory  set  forth  in  the  answer,  to  D  6.  Apparently, 
in  the  view  of  the  Su.preme  Court  of  West  Virginia,  the  right 
of  a  city  to  purchase,  construct  and  operate  gas  works  is  to  be 
implied  from  the  general  powers  of  the  city  (Gas  Co.  vs.  Parkers- 
burg,  30  W.  Va.,  440-441). 

Norfolk.  Answered  under  D  10.  The  City  Gas  Company, 
under  the  charter,  a  copy  of  which  follows,  and  which  contains  no 
provisions  relating  to  questions  D  13  to  33,  claims  that  its  charter 
is  a  contract,  and  is  not  affected  by  the  coiastitutions  and  statutes 
passed  since  1850.  The  new  constitution  expressly  reserves  the 
right  to  condemn  the  property  and  franchisees  of  corporations  upon 
paying  due  compensation. 

Ai\"  Act  to  IifcOEPOEAiE  the  City  Gas  Light  Company  of 

FOEFOLK,  Va. 
Passed  January  11,  1850. 
1.  Be  it  enacted  by  the  General  Assembly,  that  Tazewell  Taylor, 
Frederick  W.  Southgate,  A.  T.  M.  Cooke,  Thomas  Newton,  Richard 
Dickson,  Cincinnatus  "W.  Newton,  Walter  H.  Taylor  and  such 
other  persons  as  may  be  hereafter  associated  with  them,  shall  be 
and  they  are  hereby  incorporated  and  made  a  body  politic  and 
corporate  under  the  name  and  style  of  "The  City  Gas  Light  Com- 
pany of  Norfolk,"  with  full  power  to  construct  suitable  works 
for  the  manufacture,  distribution  and  sale  of  gas  from  bituminous 
coal  or  other  substances,  for  the  purpose  of  public  and  private 
illumination. 

And  for  the  purpose  of  carrying  into  full  effect  the-  works 
herein  provided  for,  the  said  company  shall  have  power  to  purchase 
and  hold  such  real  estate,  not  exceeding  three  acres,  as  may  be 
necessary  for  that  object;  and  they  are  hereby  invested  with  all 
the  rights,  powers  and  privileges  conferred  by  an  act  entitled  "An 
act  prescribing  general  regulations  for  the  incorporation  of  manu- 
facturing companies,"  passed  February  the  thirteenth,  eighteen 
hundred  and  thirty-seven;  and  are  hereby  made  subject  to  the  re- 
strictions and  regulations  prescribed  by  the  same,  except  in  so  far 
as  may  be  otherwise  provided  for  in  this  act. 

2.  Be  it  further  enacted.  That  the  capital  stock  of  the  City 
Gas  Light  Company  of  Norfolk  shall  not  be  less  than  twenty 
thousand  nor  more  than  one  hundred  thousand  dollars,  to  be  divided 
into  shares  of  one  hundred  dollars  each,  to  be  raised  by  subscrip- 
tion; for  which  purpose,  if  the  stock  be  not  otherwise  subscribed. 
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D  16,     Ditto  regarding  period  within  which  the  plant  must  be 
completed  ? 

Wheeling.  Proper  subject  of  contract  on  the  principle  ex- 
plained under  D  6. 

Norfolk.     Answer  the  same  as  D  15. 

Atlanta.     A'o  statutory  provisions  on  the  subject. 
D  17.     Ditto   regarding  monopoly   rights   or   competitive  plants 
furnishing  the  same  or  competing  services? 

Wheeling.  Exclusive  franchises  are  not  permitted  in  West 
Virginia  in  any  city  under  either  special  or  general  legislation. 
(Gas  Co.  vs.  Parkersburg,  30  W.  Va.,  440. ]t  By  the  same  decision 
(pp.  440-441)  an  exclusive  franchise  for  gas  lighting  would  not 
prevent  the  city  from  granting  an  electric  light  franchise. 

Norfolk.  The  Constitution  of  1903  has  not  been  interpreted, 
but  in  general  it  is  anti-monopolistic.  No  legislation  attempting 
to  grant  monopoly  rights  has  yet  been  enacted.  The  city  certainly 
has  the  right  (Act  of  January  18,  1904)  to  introduce  competing 
companies.  It  is  doubtful  if  it  has  a  right  by  formal  contract 
to  grant  a  monopoly;  the  Constitution  (Art.  4,  Sec.  63,  Par.  18) 
forbids  "any  local,  sJDecial  or  private  law  granting  to  any  private 
corporation,  association  or  individual  any  special  or  exclusive  right,, 
privilege  or  immunity." 

Atlanta.     No  provisions. 
D  18.     Ditto  regarding  rates  to  be  charged? 

Wheeling.  Probably  a  proper  subject  for  contract.  Decisions^ 
in  the  different  States  highly  conflicting.  Never  ruled  upon  in 
West  Virginia.  The  United  States  courts  uniformly  declare  that 
no  delegation  of  power  over  rates  by  the  Legislature  will  be  as- 
sumed. Such  grants  will  be  strictly  construed.  Many  franchises 
in  West  Virginia,  including  the  natural  gas  franchises  in  Wheeling, 
contain  clauses  which  attempt  to  fix  the  rates  by  contract  for  the 
life  of  the  franchise.  None  of  these  have  been  ruled  upon  by 
the  courts. 

Norfolk.  May  be  fixed  by  contract  ('Constitution,  Sec.  125; 
Act  of  January  18,  1904,  Ch.  9;  Code,  Seq.  1294  I). 

Prices  have  been  established  by  the  company  as  follows : 
Gross.      Net. 

August  10,  1865 $6.00       $5.00 

November  1,  1866 5.00         4.50 

December  1,  1868 4.50         4.00 

January  1,  1873 4.00         3.60; 

January  1,  1876 3.50         3.20, 

October  1,  1877 3.00         2.80 

January  1,  1879 2.80         3.50 

October  1,  1880 2.50         3.25' 

July  1,1881 3.25         3.00. 

April  1,  1882 2.00         1.80. 

July  1,  1887 1.80         1.60, 
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Grons.       Nd. 

July  1,  1888 $].r.O       m.M) 

July  1,  1896 1.50         1.30 

July  1,1899 1.40         1.20 

July  1,  1899  (Fuel) l.t>0         1.00 

April  1,  1906  (Ilium.) ....     1.20         1.00)    , 

April  1,  1906  (Fuel) 1.20         l.OOJ  '^PProved  by  Councils. 

(Prices  furnished  by  Secretary  of  the  gas  company.) 
Atlanta.     A^q  provisions.     Under  the  general  powers  of  the 

city,  it  has  contracted  with  the  gas  company  on  matters  referred 

to  under  questions  D  15,  16,  17,  18,  19,  21  and  24,  as  explained 

elsewhere;  that  is,  questions  D  37  et  i<cq.,  and. also  D  6. 

D  19.     Ditto  regarding  character  and  quality  of  service? 

Wlieeling.     A  proper  su.bject  for  contract,  as  explained  under 

P  6. 

Norfoll-.  May  be  fixed  by  contract.  Constitution,  Section 
125;  Act  of  January  18,  1904, 'Ch.  9;  Code,  Section  1294  I. 

Atlanta.     Ko  provisions. 

D  20.     Ditto  regarding  right  of  city  to  regukte  operation  ? 

Wheeling.  A  proper  subject  of  contract,  as  explained  under 
D  6. 

Norfolk.  May  be  fixed  by  contract.  Constitution,  Section 
125 ;  Act  of  January  18,  1904,  Ch.  9 ;  Code,  Section  1294  I ;  also 
see  D  3,  and  Sections  163  and  164  of  the  Constitution. 

Atlanta.     No  provisions. 
D  21.     Ditto  regarding  taxation? 

Wfpeeling.  The  city  has  no  right  to  esferapt  from  taxation. 
Probably  would  have  the  right  to  contract  to  hold  the  company 
harmless  for  taxes,  or  to  compensate  it  for  the  same.  Even  the 
Legislature  cannot  exempt  the  company  from  taxation  ( Chesapeake 
vs.  Miller,  19  W.  Va.,  408). 

Norfolk.  The  Constitution  (Art.  13)  requires  all  property  to 
be  taxed  at  a  uniform  rate,  levied  and  collected  under  general 
laws ;  the  property  to  be  assessed  at  the  fair  market  value.  Section 
169  authorizes  the  classification  of  projjerty  for  State  and  local 
taxes.  Section  170  permits  a  license  tax  on  property  which  cannot 
be  reached  by  the  ad  valorem  system,  and  pe):mits  a  franchise  tax. 
Where  a  franchise  tax  is  levied  on  a  corporation  doing  business 
in  the  State,  or  where  the  capital  of  a  domestic  corporation  is  taxed, 
shares  of  stock  may  not  be  further  taxed.  The  same  section  limits 
narrowly  local  assessments  for  public  improvements.  Secftion  171 
requires  re-assessment  of  real  estate  once  in  five  years.  All  taxa- 
tion must  be  by  general  laws.  There  is  a  State  annual  registration 
fee  of  $25  for  a  capital  of  more  than  $300,000.  By  Section  43,  in 
addition  to  the  annual  registration  fee,  the^e  is  a  franchise  tax, 
which,  for  a  capital  from  $300,000  to  $500,000,  is  $100.  By  the 
city  charter  (Ch.  5,  Section  41)  the  city  has  the  right  to  levy  a 
license  tax.     By  Chapter  87,  Paragraph  76,*  Section  933  of  the 
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ordinances,  the  present  gas  company  pars  a  gas  license  tax  of 
^800  annually. 

Atlanta.     Answered  under  D  18. 
i)  3"2.     Ditto  regarding  compensation  for  franchises,  including  all 
free  services? 

Wheeling.  This  subject  has  never  been  ruled  upon  by  3Vest 
Virginia  courts.  A  contract  clause  covering  it  would  probably  be 
sustained  by  the  courts. 

Norfolk:  Under  the  Constitution  of  1902,  and  subsequent 
legislation,  this  matter  may  in  future  be  made  a  subject  of  contract. 

Atlanta.  Under  the  general  powers  ,of  the  city,  when  the 
city  has  the  right  to  keep  a  company  out,  it  may  require  com- 
pensation; but  since  the  franchise  tax  law  of  190-2,  with  amend- 
ments (Acts  of  1903,  Ko.  439),  any  payments  or  compensation 
exacted  by  the  city  under  contract,  under  whatever  name,  shall 
be  deducted  from  the  franchise  tax;  provided  that  bridge  rentals 
and  street  assessments  are  not  to  be  included  or  considered  as  pay- 
ments for  the  franchise.  The  method  of  administering  this  section 
is  to  collect  the  full  franchise  tax,  and  when  this  is  paid,  the  com- 
pany recci\es  a  credit  on  account  or  in  full,  as  the  case  may  be, 
to  that  amount  on  any  local  franchise  tax  ilnder  agreement. 
D  S3.     Initio  regarding  paving  of  streets?** 

WliueJing.     Answered  the  s*me  as  D  23. 

Xorfollc.  Xo  paving  required  under  the  charter  of  existing 
gas  company  (Act  of  January  11,  1850),  but  the  company  is  re- 
quired A\-hen  it  opens  a  street  to  restore  it  to  good  order.  An  ordi- 
nance of  ^lay  29,  1902,  makes  the  same  requirement  for  all  com- 
panies. The  matter  may  be  made  a  subject  of  contract  under  the 
new  constitution   (1902). 

Atlanta.     Xo  provisions,  except  that  the  company  must  re- 
store the  streets  to  good  order  when  it  opens  them. 
D  24.     Ditto  regarding  removal  of  mains  from  the  streets  ? 

yVlieeling.     Answer  the  same  as  D  22. 

Norfolk.  Constitution,  Section  164;  slnd  Act  of  January  18, 
1904,  Cli.  9;  Code,  Section  1294  I,  fix  certain  conditions  for  laying 
pi]ies,  and  authorize  further  restrictions  by  the  city. 

Atlaiila.     Xo   specific   provisions.      The   city   has    dealt   with 
this  by  contract.     See  answer  to  D  18. 
D  25.     Ditto  regarding  issuance  of  stocks  and  bonds? 

Wheeling.  Pro1iably  not  a  proper  subject  of  contract,  as  it 
might  tend  to  cripple  the  corporation  in  performing  its  public  duty. 

Norfolk.  Under  the  Act  of  JMay  21,  1903  (Ch.  5,  Sec.  2, 
Par.  e),  CAcry  corporation  has  unlimited  borrowing  power.  There 
is  no  limitation  on  the  kind,  length  or  rate  of  loans.  The  com- 
pany may  merge  its  property,  rights  and  franchises  at  discretion. 
Mortgage  loans  require  a  majority  vote  of  the  stockholders.  Under 
tlic  constitution  (Sec.  167)  no  stock  or  bonds  may  be  issued  until 
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aiotice  setting  forth  tho  amount,  character  and  terms  of  such 
loan,  aiid  if  proporty  or  services  are  to  be*  received  for  the  same, 
the  property  or  services  must  be  fully  described,  and  the  valuation 
placed  on  them  stated,  to  the  State  Corporation  Commission,  under 
oath.  All  issues  under  this  clause  must  be  approved  by  the  State 
Corporation  Commission.  In  view^  of  these  provisions,  it  is  highly 
■doubtful  if  the  company  might,  by  contract,  restrain  itself,  or  if 
the  city  has  the  right  to  enter  into  contract  covci-ing  this  point. 

Atlanta.  By  the  charter  of  the  i\.tlanta  Gas  Light  Company, 
shares  of  stock  are  to  be  $25  each.  The  Act  of  February  16,  1856, 
and  the  amendina;  Act  of  October  14,  1889,  make  bond  issues  sub- 
ject to  approval  by  the  stockholders. 

D  26.     Ditto  regarding  examination  of  records? 

D  27.     Ditto  regarding  audit  of  accounts? 

D  28.     Ditto  regarding  publication  of  reports? 

D  20.     Ditto  regarding  returns  to  public  authorities? 

Wheeliufj.  The  matters  referred  to  under  these  questions  are 
probably  proper  subjects  of  contract. 

Xorfolk.  New  constitution  (Sec.  156)  gives  the  State  Cor- 
poration Commission  all  the  supervisory  powers  of  the  State  over 
■corporations,  including  the  full  power  of  a  judicial  court  to  in- 
vestigate. The  Act  of  May  21,  1903,  Section  14,  requires  a  report 
to  the  clerk  of  the  court  of  the  annual  meeting ;  Section  38  requires 
similar  reports  to  the  State  Corporation  Commission.  The  object 
of  this  statute  seems  to  be  merely  for  purpose  of  franchise,  registra- 
tion and  license  taxes.  Such  reports  do  not.  relate  to  operation.  It 
is  prol)able  that  in  granting  franchises  in  the  future  the  city  may 
make  the  matters  referred  to  in  questions  26,  27,  28  and  29  a  sub- 
ject of  franchise  contract. 

Atlanta.  Tliere  are  no  statutory  provisions  covering  the 
matters  referred  to  in  questions  D  26,  27,  28  and  29,  except  that 
companies  make  sworn  returns  to  the  Coniptroller  General  for 
purposes  of  taxation.  These  returns  are  subject  to  revision  by  him, 
and  he  may  hold  public  hearings  on  them. 

D  30.     Ditto  regarding  transfer  of  franchises  to  third  parties? 

Wheeling.  I  cannot  find  that  this  matter  has  been  ruled  upon 
by  the  "West  Virginia  courts.  There  has  been  no  specific  delegation 
of  power  by  the  Legislature.  In  so  much  as*  every  corporation  has 
the  right  to  borrow  money  and  mortgage  its  property  and  fran- 
chise.s,  it  would  seem  doubtful  to  me  if  this  were  a  proper  subject 
of  contract.  It  is  certain  that  the  city,  under  its  present  powers, 
could  not  prevent  the  transfer  of  a  franchise  in  case  of  bankruptcy 
of  the  company.  The  general  statutes  (SeCj,  2466)  specifically  pro- 
vide that  the  purchaser  of  a  bankrupt  corporation  succeeds  to  all  the 
rights  and  franchises.  Section  1049  of  the  general  statutes  provides 
that  a  company  shall  forfeit  its  franchises  to  the  State  for  making 
false  oath  to  escape  a  license  tax. 
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Norfolh.  The  iict  of  May  21,  1903  (Ch.  5,  Sec.  40),  as 
amended  by  Acts  of  1904  (p.  88),  authorizes  a  universal  merging 
or  consolidation  of  corporations  for  carrying  on  the  same  or  sim- 
ilar business,  domestic  or  foreign,  upon  paying  the  registration 
fee.  The  same  act  (Ch.  5,  Sec.  3,  Par.  h)  permits  a  company, 
"if  authorized  to  do  it  in  its  charter,"  to  purchase,  acquire,  guar- 
antee or  become  surety  for  the  stock,  bonds,  or  other  obligations  of 
other  companies. 

Atlanta.  By  the  Constitution  of  1877'  (Art.  4,  Sec.  3 ;  Code, 
5800),  corporations  are  forbidden  to  buy  stock  in  any  other  cor- 
poration, foreign  or  domestic,  "which  may  hav^  the  effect,  or  be 
intended  to  have  the  effect,  to  defeat  or  lessen  competition  in  their 
respective  businesses,  or  to  encourage  monopoly  (104  Ga.,  193; 
107  Ga.,  644;  113  Ga.,  476;  and  119  Ga.,  590).  It  may  be  in- 
ferred from  this  that  the  sale  or  transfer  of  a  franchise  might  be 
permitted  where  it  did  not  lessen  or  destroy  competition. 

D  31.     Ditto  regarding  labor  clauses  ? 

Wheeling.     Probably  a  proper  subject  t)f  contract. 

Norfolk.  Subject  to  contract  with  the  city.  The'  act  of 
March  3,  1892,  forbids  any  corporation  to  ^.ttempt  to  keep  one  of 
its  discharged  employees  from  obtaining  employment  elsewhere. 

Atlanta.     Xo  specific  statutory  provisions. 

D  32.  Ditto  regarding  other  important  matters,  including  re- 
newal of  franchises? 

Wheeling.  The  statute  of  February  18,  1901,  limits  fran- 
chises to  50  years,  and  gives  the  city  the  right  of  renewal  for 
another  period  of  50  years.  I  think  it  plain  that  the  city  can, 
within  this  limitation,  contract  for  the  renewal  of  franchises. 
Ch.  49,  Acts  of  1905  (General  Statutes,  Sec.  1871)  gives  the  Cir- 
cuit Court  in  the  locality  where  a  public  seivice  corporation  enjoys 
a  franchise  jurisdiction  to  compel  the  cornpany  by  mandamus  to 
keep  and  fulfill  all  the  terms  and  conditions  of  its  franchise 
^"whether  such  obligation  and  duty  be  voluiitarily  assumed,  or  by 
law  attached  thereto  and  imposed  thereby." 

Norfolh.  Constitution,  Section  164,  and  Act  of  January  18, 
1904,  Ch.  9,  require  a  State  charter  or  lic.Cnse,  permission  of  the 
city  by  ordinance,  sale  by  auction,  conditions  to  terminate  the 
franchise  to  be  stated  in  the  franchise,  the  right  of  the  city  on 
termination  of  period  to  take  on  terms  agreed  upon,  but  without 
value  for  the  franchise,  and  to  hold,  operate  or  lease,  by  way  of 
renewal,  under  the  conditions  fixed  in  this  statute,  with  "the  right 
of  the  city  to  place  additional  restrictions  (not  mentioned  in  the 
statute).  The  city  is  prohibited  from  making  any  grant  for  more 
than  thirty  year?;. 

The  granting  of  franchises  under  th^  recent  Constitutional 
and  statutory  provisions  is  a  matter  of  much  doubt.  Exclusive 
privileges  are  prohibited.  When  Mr.  E.  B.  Fentress,  about  three 
years   ago,   introduced   a   blanket   ordinance'  for   furnishinjj    ligbt. 
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heat  and  power  by  gas,  electricity  or  ;^team,  it  was  seriouiily  ques- 
tioned if,  tinder  the  auction  clause,  a  franchise  of  any  sort  could  be 
granted  to  any  individual,  firm  or  corporation,  except  he  be  the 
highest  bidder.  Serious  question  was  also  raised  as  to  whether 
the  franchise  for  each  purpose  ought  not  to  be  dealt  with  sepa- 
rately. The  electric  railway  and  lighting  company  already  doing 
business  in  the  city  intimated  that  it  would  regard  it  but  little  less 
than  blackmail  to  be  compelled  to  bid  in  a  franchise  covering,  for 
instance,  the  use  of  electricity,  when  it  was  already  in  possession 
of  a  franchise  for  the  whole  city  for  exactly  the  same  purpose. 
The  result  of  Mr.  Fentress'  three  years  agitation  was  a  voluntary 
offer  on  the  part  of  the  old  company  to  reduce  prices  all  rxjund, 
which  offer,  I  understand,  has  been  approved  by  ordinance  or  resolu- 
tion since  my  visit  to  Xorfolk,  on  the  mutual  understanding  that  no 
competing  franchise  would  be  granted.  It  is  doubtful  under  I  be 
legislation  just  stated  whether  such  an  understanding  or  agree- 
ment could  be  enforced  in  law,  as  it  certainly  is  a  restraint  on 
competition. 

Atlanta.  Xo  specific  statutory  provisions.  The  right  to  con- 
tract under  the  charter  is  a  continuing  ohe.  There  is  a  special 
provision  of  the  general  law  (Act  of  December  21,  1897)  providing 
that  when  an  insolvent  corporation  is  sold,  under  foreclosure,  the 
franchises  shall  be  considered  property,  and  the  buyer  shall  enjoy 
all  of  the  rights  and  privileges  conveyed  by  the  franchise. 
D  33.     What  remedies,  penalties  and  means  of  enforcing  the  above 

provisions  (D  6-32),  have  been  provided? 
D  34.     x4re  they  effective  ? 

D  35.     If  defective  in  any  regard  and  the  provisions  are  not  en- 
forced, state  in  what  respects  and  give  reasons. 

Wheeling.  The  original  charter  of  the  gas  company  was  so 
liberal  to  the  company  that  the  only  power  left  to  the  city  with 
which  it  could  defend  itself  was  to  purchase  the  company,  which 
it  did.  Therefore,  these  questions  have  no  application  to  the  his- 
tory of  "WTieeling. 

NorfoUv.  Provisions  now  in  force  do  pot  apply  to  the  present 
company,  which  got  its  rights  under  a  different  constitution  and 
different  code  of  law.  Under  the  new  constitution  and  statutes, 
as  explained  above,  the  State  Coi-poration  Commission  has  all  of 
the  supervisory  powers  of  the  state  over  corporations,  and  the  city 
has  very  wide  powers  of  fixing  terms,  conditions  and  restrictions 
for  the  future.  None  of  these  powers  have  been  tested  in  Nor- 
folk, as  the  present  company,  under  its  blanket  charter,  which 
makes  no  mention  of  these  matters,  claims  a<;ontract  with  the  state. 

Atlanta.  No  provisions  for  remedies  and  penalties,  except 
for  failure  to  make  returns  for  taxation.  Penalty  for  such  neglect, 
double  taxes  or  imprisonment,  or  both,  at  the  discretion  of  the 
court.  To  fail  to  pay  a  license  tax  in  advance  is  a  misdemeanor, 
and  an  indictable  offense.  These  questions  do  not  apply  to  the 
present  gas  company,  whose  charter  is  a  sort  of  roving  license. 
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making  the  company  independent  of  the  cit>'.  The  remedies  pro- 
vided in  other  kinds  of  franchises  (more  recently  granted)  have  not 
yet  been  tested.  There  is  eveiy  evidence  that  recent  franchises 
have  been  carefully  dra^vn  with  a  view  of  making  the  duties  and 
obligations  of  the  corporations  clear,  and  enforcing  them  upon  the 
company.  The  tax  provisions,  with  their  penalties,  are  strictly 
enforced,  and  are  highly  effective.  As  a  s'ample  of  the  care  with 
which  recent  franchises  are  granted,  the  franchise  of  the  Southern 
Lighting  and  Power  Company,  approved  December  26,  1905,  is 
instructive  (See  the  franchise  in  the  answer  *to  DC). 
D  36.  Give  complete  list  of  all  gas  franchises  now  in  force  in 
the  following  form: 

(1)  ISTame. 

(2)  Date  of  issue. 

(3)  By  what  authority  granted. 

(4)  Duration. 

(5)  Exclusive  or  competitive. 

(6)  Approximate  mileage  of  streets  granted  to  company. 
Wheeling.     There  are  four  gas  franchises  (all  of  them  natural 

gas)  in  force  in  Wheeling,  and  all  forbidding  the  use  of  the  gas 
for  lighting  purposes;  all  granted  by  the  -City  Council.  Two  of 
the  franchises,  namely,  that  to  the  Manufacturers'  Gas  Company, 
April  2, 1886,  and  that  to  the  Citizens'  Gas  Company,  June  5,  1888, 
are  grants  to  these  two  associations  of  manufacturers  and  merchants, 
to  furnish  gas  to  their  O'uhi  members  only.  The  grants  do  not  permit 
these  associations  to  enter  into  the  .general  gas  business.  The  grants 
to  these  two  unincorporated  associations  are  unlimited  in  time,  and 
from  their  nature  are  neither  exclusive  or  competitive.  The  mileage 
of  streets  occupied  by  the  pipes  of  these  two  associations,  I  was 
unable  to  determine.  The  franchise  of  the  Natural  Gas  Company 
of  "West  Virginia  was  granted  April  17,  1885,  and  amended  March 
21,  1896.  Its  duration  is  unlimited;  it  is  in  specific  terms  ex- 
clusive, and  for  the  whole  area  of  the  city.  Mileage  of  city  streets 
(1906)  46.77.  The  grant  to  the  Virginia  Oil  and  Gas  Company 
is  dated  July  15,  1904,  for  50  years;  competitive  in  terms  and  for 
the  whole  cit3^  There  is  every  reason  to  suppose  that  the  exclusive 
grant  to  the  Xatural  Gas  Company  of  West  Virginia  was  illegal 
from  the  beginning ;  that  the  company  so  regards  it  seems  probable 
from  the  fact  that  it  took  no  legal  steps  to  prevent  the  City  from 
granting  the  franchise  July  15,  1904,  to  the  Virginia  Oil  and  Gas 
Company  for  all  the  streets  in  the  city.  Both  these  companies  are 
specifically  prohibited  from  furnishing  gas  for  illuminating  pur- 
poses, and  thus  competing  with  the  publicly-owned  works. 

Norfolk.  Properly  speaking,  there  is  no  City  gas  franchise 
in  force  in  Norfolk,  as  the  City  Gas  Company  of  Norfolk,  the 
only  one  in  the  city,  obtained  its  rights  in  the  street  directly  from 
the  Legislature  in  its  charter  (Special  Act,  January  11,  1850; 
legislative  amendments,  January  IS,  1884,  January  31,  1890 ; 
amendment  by  Corporation  Court,  June  15, 1896).    The  company's 


GENERAL     HISTORY     AND     LEGISLATION.  477 

francliisc  is  perpetual,  not  exclusive,  and  for  the  whole  county 
and  city  of  Norfolk. 

Atlanta.  The  only  gas  franchise  in  force  in  Atlanta  is  that 
of  the  Atlanta  Gas  Light  Company,  grajited,  not  by  the  city, 
biit  directly  by  the  State,  in  the  special  cliarter  of  February  l(i, 
1856.  It  is  perpetual,  competitive  and  for  all  the  streets  of  At- 
lanta. The  company's  charter  does  not  autiaorize  it  to  furnish  gas 
outside  of  Atlanta.  The  company  does,  however,  furnish  gas  out- 
side of  the  city,  and  conforms  to  the  requiremerLt  that  a  company, 
to  lay  gas  pipes  outside  of  an  incorporated  city  or  town,  requires 
permits  from  the  county  authorities.  The  iirst  permits  from 
the  county  authorities  of  which  I  find  record  were  issued  on  De- 
cember 7,  1898.  The  company  now  does  >&  considerable  business 
outside  of  the  city  limits.  The  charter  of  1856  simply  authorizes 
the  company  to  furnish  gas  "in  the  City  of  Atlanta,"  but  the  com- 
pam-  has  always  interpreted  this  as  authority  to  operate  in  all 
territory  annexed  to  the  City  of  Atlanta  since  the  charter  was 
granted,  a  half  century  ago.  This  point  has  never  been  Judicially 
determined,  or  legally  questioned.  The  Corporate  limits  of  the 
city  have  been  extended  at  seven  different*  times  since  the  incor- 
poration of  the  city.  It  is  probable  that,  the  court  would  sustain 
the  right  of  the  company  to  •furnish  gas  In  any  of  the  annexed 
territory.  It  is  not  improbable  that  the  company  will  obviate  the 
necessity  of  a  Judicial  determination  of  its  right  to  furnish  outside 
the  city  limits  by  organizing  a  separate  co'rporation  to  take  over 
those  portions  of  its  works  and  business  lying  outside  the  city 
limits. 

See  also  answer  to  A  12. 

D  37.  State  for  each  franchise  the  conditions  upon  which  the 
franchises  may  be  declared  forfeited. 

Wheeling.  Xo  provisions  for  forfeiting  the  grants  to  the 
two  private  associations,  except  for  failure  tp.  accept  their  respective 
grants  before  certain  specified  dates.  Such  failure  did  not  take 
place. 

The  Natural  Gas  Company  of  AVest  Virginia  was  to  forfeit  its 
rights  for  failure  to  begin  drilling  for  gas  within  60  days,  and 
for  failure  to  furnish  gas  in  Wheeling  within  18  months;  also 
^or  failure  to  accept  its  ordinance  before  Jfciy  15,  1885.  The  ex- 
clusive privilege  was  to  be  forfeited  if,  after  two  years,  the  company 
failed  to  furnish  an  adequate  supply  of  gas  in  the  portions  of  the 
city  where  the  supply  was  deficient.  The  amendment  of  March  24, 
1896,  permitted  the' increase  of  price  to  20- cents,  with  a  discount 
of  2  cents  for  payment  within  10  days;  but  this  amendment  was 
to  be  forfeited  in  case  the  company  failed  to  furnish  an  adequate 
supply  for  the  whole  city,  and  unless  the  aibondment  was  accepted 
bv  the  company. 

The  Virginia  Oil  and  Gas  Comiiany  was  to  forfeit  its  rights 
for  failure  to  carry  gas  within  the  city  in  less  than  a  year;  or  to 
accept  the  ordinance  within  60  days.  This  company  ^apparently 
came  to  an  understanding  at  an  early  date  with  the  Natural  Gas 


478  NATIONAL     CIVIC     FEDERATION. 

Company  of  West  Virginia,  and  has  never  attempted  to  sell  gas 
in  Wheeling.  It  carries  gas  through  Wheeling,  and  under  its 
franchise  furnishes  gas  in  Wheeling  to  one  or  two  public  buildings. 

Norfolk.  The  company,  being  in  the  city  by  specific  and  direct 
grant  of  the  Legislature,  cannot  be  ousted  save  under  the  general 
sovereign  powers  of  the  State,  and  with  full  compensation. 

Atlanta.  The  company,  having  obtained  its  city  rights  directly 
from  the  Legislature,  cannot  be  ousted  save  by  judicial  process  at 
the  instigation  of  the  State  itself. 

D  38.     State  for  each  the  time,  method  and  terms  of  acquisition 

by  city. 

Wheeling.  There  is  no  such  right  as  regards  any  of  the  com- 
panies, except  the  Natural  Gas  Company  of  West  Virginia.  The 
city  has  the  right  to  purchase  this  company  after  SO  years,  or  at 
the  end  of  any  five  year  period  thereafter,  uJDon  six  months'  notice, 
at  a  price  to  be  fixed  by  arbitration,  and  the  arbitrators  "shall 
have  regard  alone  to  the  then  actual  value  of  the  property  and 
rights  to  be  purchased  liy  the  city,  excepting  the  said  gas  wells, 
the  value  of  which  shall  be  the  original  cost  thereof  to  the  com- 
pany, and  they  shall  not  consider  the  value  of  the  franchises,  or 
grants  of  privileges  to  such  company,  from  any  public  authority, 
body  or  corporation,  or  the  dividends  or  profits  accruing  to  the 
stockholders."  It  is  clear  that  under  this  provision  the  city,  in 
case  it  purchased,  would  have  to  pay  the  original  cost  of  all  ex- 
hausted and  partially  exhausted  gas  wells.  Th6  clause  practically 
prevents  purchase  from  the  fact  that  the  city  has  no  knowledge, 
or  control  of  the  methods,  of  the  company's  bookkeeping. 

Norfolh.  Largely  answered  under  the  preceding  question,  D  37. 
The  only  method  by  which  the  city  can  acquire  is  under  the  right  of 
eminent  domain  (Constitution,  1902,  Section  159;  Act  of  January 
18,  1904).  The  City  of  Norfolk  also  had  the  right  to  take  property 
for  public  use  by  condemnation  under  Section  22  of  the  Act  of 
June  31,  1884.  Whether  or  not  the  city  could  have  exercised  this 
right  legally  against  a  quasi-public  corporatio'n,  before  the  adoption 
of  the  Constitution  of  1902,  may  be  doubtful.  That  it  could  do  so 
under  the  present  constitution,  if  authorized  to  do  so  by  legislative 
act,  seems  clear.  The  Legislature  has  giyen  cities  the  right  to 
condemn  private  property  for  any  lawful  municipal'  purpose,  but 
has  not  yet  granted  the  municipalities  power  to  condemn  property 
already  devoted  to  a  public  use;  that  is,  the  property  of  public 
service  corporations. 

Atlanta.  There  are  no  prohibitions  on  the  city.  The  question 
falls  under  the  answer  to  D  2  (e),  as  does  also  D  39.  The 
right  of  the  city  to  purchase  or  construct  gas  works  under  its 
general  corporate  powers  has  not  been  judicially- determined.  Prob- 
ably no  city  would  assume  such  authority  without  enabling  legis- 
lation. 
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D  39.     State  for  each  the  method  by  which  plant  thus  acquired 
maj'  be  utilized. 

Wheeling.  JSTo  provisions  on  this  subjt)ct  in  any  of  the  fran- 
chises. The  citj',  as  explained  elsewhere,  lia^  full  ]30wer  to  operate ; 
or.  at  least,  it  would  have  for  artificial  gas  works.  Whether  or 
not  they  could  go  outside  the  city  to  operate  a  natural  gas  com- 
pany is  not  determined.  The  city  has  extra-territorial  power.-! 
in  regard  to  water  supply. 

Norfolk  Under  the  Constitution  (Section  159)  and  the  Act 
of  January  18,  1904  (Ch.  9),  such  works  may  be  operated,  sold 
or  leased. 

Atlanta.    

D  40.     State  for  each  whether  consent  of  abutting  property  owners 
was  required  before  pipes  could  be  laid. 

Xo  such  consent  required  under  any  of  the  franchises  in  any 
of  tlie  ciiies. 

D  41.     State  for  each  the  period  within  which  the  construction 
had  to  be  begun. 

Wheeling.     ISTo  provisions  except  that  the  JSTatural  Gas  Com- 
pany of  West  Virginia  had  to  begin  drilling  within  60  days  after 
the  passage  of  the  ordinance. 
I     Morfolk.     No  provisions. 

Atlanta.     By  contract  of  April  5,  1855,  "  immediately." 
D  4'3.     State  for  each  the  period  within  which  the  plant  had  to 
be  completed. 

Wheeling.     The  Xatural  Gas  Company  of  ^Yest  Virginia  was 
required  to  bring  gas  into  the  city  throiigh  its  own  pipes  within  , 
IS   months;  the  Virginia   Oil  and  Gas   Company,  to  carry  gas 
within  the  city  limits  within  a  year. 

Norfolk.  Matters  referred  to  under  qiiestions  D  43  to  46, 
inclusive,  are  not  mentioned  in  regard  to  the  City  Gas  Company 
of  iSTorfolk. 

Atlanta.    Within  ten  months,  by  contract  of  April  5,  1855. 
D  43.     State  for  each  the  provisions  regarding  the  rates  to  be 
charged. 

Wheeling.  The  two  private  associations  are  unrestrained  in 
this  matter.  The  Natural  Gas  Company  of  West  Virginia — ^maxi- 
mum to  private  consumers,  15  cents  per  thousand.  Special  con- 
tracts at  lower  figures  specifically  authorized  to  any  person.  By 
amended  ordinance  (March  24,  1896,  Sec.  5),  maximum,  20  cents, 
with  discount  of  2  cents  for  prompt  payment,  if  maximum  be 
charged ;  provided,  that  if  the  company  do  not  furnish  an  adequate 
supply  to  the  whole  city  under  this  amendment,  the  city  may 
repeal  the  amendment  without  the  consent  of  the  company.  There 
was  provision  also  for  a  larger  amount  of  free  service  for  public 
purposes.  The  Virginia  Oil  and  Gas  Comp&ny— limited  to  a  maxi- 
mum of  19  cents,  with  a  discount  of  2  cents  for  prompt  payment. 
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Special  contracts  at  lower  rates  specifically  authorized.     Company- 
forbidden  to  charge  meter  rent. 

Atlanta.  By  contract  (April  5,  1855),  a  maximum  of  50  cents- 
a  lunidred  cubic  feet.  The  actual  j^rices  voluntarily  charged  by 
the  company  have  been  as  follows : 

Xov.,   1868.  .   $5.50  per  :\I.     Discount  of  50c.     U.  S.  Gny't  tax,  15e. 

"  50c.  15c. 

50c. 

oOe. 

50c. 

10%. 

20%. 

30c*: 

33  1/3%. 

10c.  (Tothepvc-^ent.) 

These  prices  are  certified  to  by  the  president  of  the  company- 
Data  regarding  earlier  prices  are  lacking. 

D  44.  State  for  each  the  provisions  regarding:  (a)  candle  power, 
(h)  purity,  (c)  calorific  character,  (d)  pressure,  (e)  other 
elements  of  service. 

Wheeling.  None  of  the  companies  under  their  ordinances 
are  permitted  to  furnish  gas  for  illuminatirig  purposes.  There  is 
no  mention  in  an}^  of  the  franchises  of  matters  inquired  about  in 
this  question. 

Atlanta.  There  are  no  legal  provisions  on  these  matters  in 
the  charter,  and  none  of  them  are  mentioned  in  the  contract  of 
April  5,  1855. 

D  45.  State  for  each  the  provisions  regarding  plant  and  equip- 
ment. 

Wheeling.  This  matter  not  mentioned,  except  as  explained 
under  questions  D  41  and  42,  for  the  two  regular  corporations, 
except  that  the  A'irginia  Oil  and  Gas  Company  must  have  all  of 
the  material  used  approved  by  the  Board  of  Public  AVorks,  the 
Council  reserving  the  right  to  annul  any  judgment  of  such  board 
or  its  inspector.  The  top  of  the  pipes  o|  this  company  to  be 
18  inches  below  the  established  grade.  And  the  further  exception 
that  in  the  ease  of  the  Natural  Gas  Company  of  \Yest  Virginia 
(Ordinance  of  April  17,  1885),  the  pipes  are  to  be  approved  by 
the  Board  of  Public  Works,  inspected  by  an  appointee  of  that 
board,  to  he  paid  $5  a  day  by  the  company;  the  Council  reserving 
the  right  to  annul  any  Judgment  of  the  inspector  of  the  board. 
All  pipes,  material,  and  work  to  be  subject  to  the  approval  of 
said  board. 

Ailanta.     No  provisions. 

D  4(5.     State  for  each  the  rights  reserved  'to  the  city  to  regulate- 
operation. 
Xo  reservations  in  any  franchise  for  any  city. 
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D  47.     State  for  each  the  provisions  as  to  taxation. 

AYhcding.  Not  mentioned  in  any  Ii-nncliise.  The  eonstitntion 
and  statutes  require  all  property,  unless  especially  exempt,  to  be 
taxed.    ISTone  of  the  property  of  these  compames  is  exempt. 

Norfolk.  There  are  no  special  provisions  relating  to  this  or 
any  other  gas  companies.  Such  companies  are  subject  to  the 
general  taxing  power  of  the  State. 

Atlanta.  By  contract  of  April  '),  18-"),"),  witli  the  city,  com- 
plete exemption  from  taxation  for  fifty  years,  the  period  of  the 
contract.     See  also  answer  to  D  18. 

By  the  original  contract  for  introducing  gas  into  Atlanta, 
between  the  City  of  Atlanta  and  William  tl.  Helme,  dated  April 
.■),  1855,  and  the  exemption  from  taxation  under  it,  the  city  author- 
ized the  said  Helme  to  form  a  corporation  and  assign  the  contract 
to  the  same.  The  contract  called  for  the  construction  within  10 
months  of  works  capable  of  supplying  30,000  cubic  feet  per  day, 
and  the  laying  of  at  least  three  miles  of  pipes.  Additional  pipes 
to  be  laid  when,  in  the  judgment  of  the  Mayor,  the  gas  supplied 
therefrom  would  amount  to  $30  per  annum  per  hundred  feet  of 
pipe.  Helme  was  to  give  three  days  notice  to  open  the  streets,  and 
to  leave  the  same  in  good  condition.  Any  re-laying  of  the  pipes 
to  suit  the  convenience  of  the  city  was  to.  be  done  at  the  city's 
expense.  The  city  was  to  erect  50  street  lamps,  burning  A  cubic 
feet  per  hour,  and  to  pay  the  comnany  for  them  at  $30  each  per 
annum  on  a  moonlight  schedule.  The  stock  of  the  company  was 
to  be  $50,000;  shares,  par  $35  each;  of  which  the  city  siilipcrihed 
two-fifths.  The  price  was  fixed  at  a  maximum  of  50  cents  per 
hundred  cubic  feet,  and  was  to  be  the  same  for  public  and  private 
use,  except  for  the  street  lamps.  Said  Helme  was  to  form  a  com- 
pany to  take  over  the  contract,  and  the  company  "so  formed  to 
have  the  exclusive  privilege  of  lighting  the  City  of  Atlanta  for 
the  term  of  50  years,  and  to  be  exempt  from  city  taxes."" 

The  Atlanta  Gas  Company  was  chartered  Pebruary  16,  1856, 
to  carry  out  this  contract.  No  reference  is  made  in  the  charter 
to  the  contract  or  the  exclusive  privilege  and  exemptions  from 
taxation  provided  for  in  the  contract.  It  has  never  been  judicially 
determined  whether  the  city  bad  the  right  Under  the  thon  cvisting 
constitution  to  make  such  a  contract,  and,  x;onse(|uently,  Avhether 
or  not  the  contract  became  in  fact  a  part  of  the  charter.  For 
about  thirty  3'ears  each  party  adhered  to  tlie  contract.  Tlie  city 
at  the  beginning  received  800  shares  (par,  $25),  and  paid  for  it  by 
seven  per  cent,  city  bonds  direct.  By  ISi^t.  through  stock  divi- 
dends, the  city's  holdings  amounted  to  4,415  shares.  In  1887  the 
city  sold  its  'stock— original  cost  .'R30.000-^for  $110,000,  having 
meantime  received  a  total  of  about  $60,000  in  cash  dividends. 

The^  city  then  undertook  to  repudiate  the  contract  of  April  5. 
1855,  on  the  ground  that  under  its  charter  the  city  had  no  right 
to  enter  into  such  a  contract.  In  1890,  ignoring  the  fact  that  the 
company,  under  tire  contract,  was  exemi^t  from  all  city  taxes,  the 
citv  proceeded  to  assess  all  of  the  ])r(iporty  of  tlio  company  for 
'  Vol.  II.— 32. 
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taxes.  The  company  contested  this  right,  and  plead  the  validity 
of  the  contract.  Although  the  case  was  compromised,  it  involved 
so  many  interests,  and  some  looking  especially  toward  the  future, 
that  it  was  deemed  best  by  the  parties  to  have  the  compromise 
take  the  form  of  a  decree  of  the  court.  The  decree  (Court  of  Ful- 
ton Coimty,  October  7,  1893)  authorized  the  city  to  assess  the 
company  for  taxes  at  a  valuation  of  $175,000,  much  less  than  the 
then  value  of  the  property.  This  assessment  was  to  hold  for  each 
year  until  the  end  of  the  contract  period  (that  is,  to  1905).  The 
company  had  asked  the  court,  in  case  the.  contract  was  declared 
invalid,  to  order  the  city  to  repay  to  the  company  all  that  it  had 
made  in  profits  out  of  its  holdings  in  the  company.  The  company 
was  perpetuall}'  enjoined  from  trying  to  collect  such  sums  from 
the  city,  while  the  city  was  enjoined  from  attempting  to  inter- 
fere with  the  purchase  by  the  company  of  its  rival.  The  Gate  City 
Gas  Light  Company.  It  was  decreed  that  in  case  of  such  purchase, 
as  well  as  in  the  case  of  any  other  additions  to  the  property  of  the 
company,  by  construction  or  otherwise,  such  additions  should  be 
subject  to  assessment  for  city  taxes  in  addition  to  the  fixed  valua- 
tion of  $175,000  referred  to  above.  Thus,  by  compromise  decree 
of  the  court,  was  mangled  the  exclusive  privilege  of  furnishing  gas 
for  public  and  private  use  for  50  years,  with  complete  exemption 
of  the  company  from  taxation  for  the  whole  period.  This  decree 
of  the  court  covered  the  whole  period  to  the  end  of  the  50  years 
contracted  for  in  the  original  contract.  The  city  seems  to  have 
lived  up  to  this  decree,  although  the  company  has  been  caused  much 
annoyance  from  the  fact  that  the  State  Comptroller,  under  the 
franchise  tax  law,  assesses  this  company.;  He  refuses  to  take 
official  notice  of  this  decree,  and  assesses  the  company,  issues  his 
€xecution  for  the  collection,  whereupon  the!  company  is  compelled 
to  petition  the  city  to  be  released  from  the  payment  on  account 
of  the  court  decree.  The  city  government  thereupon  issues  the 
necessary  orders  annually  to  stop  the  collection. 

Owing  to  the  purchase  of  the  Gate  City  company  and  other 
additions  to  the  property,  the  company  has  been  paying  in  recent 
years  on  a  city  assessment  (1905)  of  $330,000,  apart  from  the 
valuation  of  the  franchise.  As  the  contract  period  covered  by  the 
•decree  of  the  court  has  now  expired,  and  the  contract  of  1855,  so 
far  as  it  was  not  abrogated  by  the  court  decree  of  1893,  has  ex- 
pired, the  company  now  has  no  claim  to  anj^.  exclusive  privilege  or 
any  further  exemption  from  taxation. 

It  seems  to  me  that  the  contract  of  1855  was  permitted  by 
the  constitution  and  legislation  of  that  time.  Both  these  important 
provisions,  exemption  from  taxation  and  exclusive  franchises,  are 
forbidden  by  the  present  constitution. 

Under  the  decree  of  the  court  of  October  7,  1893,  the  company 
has  not  only  been  subject  to  the  trouble  with  the  State  Comp- 
troller, but  has  also  been  beset  by  various  suits  which  look  very 
much  like  blackmail,  the  alleged  purpose  -of  which  was  to  have 
the  property  of  the  company  assessed  for  eitv  taxation  at  its  full 
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value.  One  of  these  eases,  begun  in  the  Superior  Court  in  1903, 
was  especially  noteworthy.  This  petition  denied  the  legality  of  the 
exemption  from  the  beginning,  and,  after*  making  allowance  for 
the  holdings  of  the  city  in  the  company  and  for  the  taxes  paid 
under  the  decree  of  1893,  claimed  that  the  company  still  owed  the 
city  for  taxes  a  sum  total  of  $305,327.80.  The  petition  also  laid 
great  stress  on  the  difference  in  valuation  for  city  and  for  state 
puri)Oses.  It  further  set  forth  that  the  company  was  paying  city 
taxes  on  a  valuation  of  $300,000 ;  that  at  the  same  time  it  had 
a  bonded  debt  of  $1,150,000,  at  5  per  cent.,  and  that  the  bonds 
were  selling  at  105.  The  petition  alleged  that  the  property  of 
the  company  was  worth  $3,000,000. 

In  a  letter  from  the  counsel  of  the  company  to  the  president, 
dated  March  13,  1908,  it  is  stated  that  plaintiffs  attorney  offered, 
to  drop  the  case  for  $1,500,  and  admitted  that  if  this  were  done  he 
would  retain  two-thirds  and  his  client  get  one-third.  The  counsel 
declared  that  the  proposition  ought  not  to  be  considered  for  a 
moment. 

In  1905  the  preferred  stock  of  the  company  was  $600,000; 
common,  $1,014,625;  the  first  paying  five  per  cent.,  the  second,  4. 
In  the  return  to  the  Comptroller  General,  March  15,  1903,  the 
company  declared  that  this  stock  had  no  market  value;  that  there 
had  been  no  sale  within  twelve  months;  and  that  a  fair  cash  value 
of  the  tangible  property  was  $500,000.  This  would  make  a  total 
paid  in  interest  and  dividends  of  $143,585  on  a  tangible  property 
of  $500,000. 

D  48.     State  for  each  the  provisions  as  to  compensation,  includ- 
ing all  free  services. 

Wheeling.  The  two  private  associations  do  no  commercial 
business,  and  make  no  return  to  the  citjr.  The  Natural  Gas  Com- 
pany of  West  Virginia  makes  no  money  compensation,  but  agrees 
to  furnish  free  all  the  gas  needed  by  any  public  building,  public 
school  or  works,  near  which  such  company  shall  lay  its  pipes.  The 
Virginia  Oil  and  Gas  Company  pays  no  money  compensation,  but  is 
to  furnish  free  gas  for  heating  purposes  at  the  city  building,  hose 
house  or  houses,  near  which  the  com^pany  shall  have  pipes.  In 
case  the  city  builds  an  additional  crematory,  the  company  must 
furnish  an  amount  of  gas  thereto  equal  in  amount  to  that  now 
furnished  by  the  ISTatural  Gas  Company  of  West  Virginia  to  the 
present  crematory.  In  ease  the  Supreme  Court  of  West  Virginia 
or  of  the  United  States  declares  that  this  ordinance  renders  void 
or  annuls  the  contract  with  the  ISTatural  Gas  Company  of  West 
Virginia,  this  company  shall  furnish  all  the  free  gas  needed  for 
any  two  crematories  of  the  city. 

The  company  agrees  further  to  furnish  all  the  gas  needed  for 
heating  purposes  at  the  Wheeling  Hospital  and  the  City  Hospital, 
and  all  the  gas  to  be  used  for  heating  purposes  at  the  city  gas 
plant  and  at  the  city  water  works  when  the  city  shall  have  con- 
nected these  plants  with  the  pipes  of  the  company,  at  10  cents  per 
thousand,  net. 
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Norfolk.     No  compensation  or  free  service  provided  for. 

Atlanta.     No  free  service  or  compensation  required  by  charter 
or  contract.    In  recent  years,  at  least,  the  practice  of  the  company 
has  been  to  furnish  no  free  gas,  but  to  lay  free  service  pipes  up  to- 
100  feet  in  length. 
D  49.     State  for  each  the  provisions  as  to  street  paving. 

Wheeling.  Sole  requirement,  same  in  all  franchises,  that  the 
streets  -when  opened  be  restored  to  good  or|ier.  In  case  the  com- 
panies neglect  to  do  so,  it  may  be  done  hy  the  city  at  the  e\|)ense 
of  the  company  concerned. 

Norfolk.  Nothing,  except  charter  requirement  that  company 
put  the  street  in  repair  after  opening  it. 

Atlanta.  N'o  provisions,  except  that  the  company  put  the 
streets  in  repair  after  opening. 

D  50.     State  for  each  the  provisions  regarding  the  removal  of 
mains. 

Wheeling.     Not  mentioned  in  any  franchise. 

Norfolk.     Not  mentioned. 

Atlanta.  No  statutory  provisions  or  contract.  Under  50-year- 
contract,  which  expired  April  5,  190"),  the  eity  agreed  t'l  move 
the  gas  mains  when  the  city  desired  to  have  them  moved,  at  its 
own  expense. 

D  51.     State  for  each  the  provisions  as  to  examination  of  records.. 
D  52.     State  for  each  the  provisions  as  to  audit  of  accounts. 
D  53.     State  for  each  the  provisions  as  to  publication  of  reports. 

Not  mentioned  in  any  of  the  franchises  of  any  of  tine  com- 
panies or  in  any  of  the  charters  of  any  of  the  cities. 
D  54r.     State  for  each  the  provisions  as  to  returns  to  public  au- 
thorities. 

Wheeling.     Not  mentioned  in  any  case. 

Norfolk.     No  provisions. 

Atlanta.     No  provisions  except  as  regards  returns  for  taxation. 
D  55.     State  for  each  the  provisions  as  to  transfer  of  franchise- 
to  third  parties. 

Wheeling.  No  provisions  on  this  subject  in  any  of  the 
franchises. 

Norfolk.  This  company,  not  requiring  any  consent  from  the- 
city  to  operate  therein,  is  subject  to  the  sovereign  ])o\vers  of  the 
state  only.    See  answer  to  D  30. 

Atlanta.  No  provisions  as  to  franchises.  All  corporationa- 
are  forbidden  by  Section  5800  of  the  Code,  Constitution  of  1877, 
Section  '?  of  Article  4,  to  buy  stock  or  make  contracts  -ivith  any 
other  corporation  which  may  have  the  effect  or  be  calculated  to 
have  the  effect  to  lessen  competition  in  their  respective  businesses, 
or  to  encourage  monopoly.  It  is  not  clear,  to  what  extent  these 
constitutional  and  statutory  pvo\-isions,  passed  since  the  company 
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was  chartered,  apply  to  this  chaiier.  (See  Georgia  Iicpovts  104, 
p.  193  ;  107,  p.  640;  113,  p.  473  ;  111),  p.  r,90,  and  Code  of  Geor-ia, 
Sec.  3668.) 

D  56.     State  for  each  the  provisions  as  to  labor. 
Wheeling.     Not  mentioned  in  any  franchise. 
Norfolk.     No  provisions. 
Atlanta.     No  provisions. 

D  57.     State  for  each  the  provisions  as  to  other  important  mat- 
ters, including  renewals. 

Wheeling.     Eenewals  not  mentioned  in  any  franchise. 

Norfolk.  No  renewal  required,  as  the  charter  and  the  street 
rights,  both  granted  by  the  State,  are  perpetual. 

Atlanta.     No  renewals  required,  hence  no  provisions. 
D  58.     Has  the  municipality  experienced  difficulty  in  forcing  com- 
panies to  live  up  to  the  terms  of  their  franchise? 

Wheeling.  No  difficulty  except  with  the  Natural  Gas  Com- 
pany of  "West  Virginia.  All  the  companies  are  forbidden  by  fran- 
chise to  furnisli  gas  for  illuminating  purposes.  AH  of  the  city  is 
not  piped  by  the  municipal  gas  department.  Tlie  city  charges  7-5 
cents  net  for  gas  for  illuminating  purposesj  and  in  some  parts  of 
the  city  a  large  portion  of  the  tiiue,  even  where  the  city  has 
pipes,  the  gas  is  of  poor  quality,  and  the  pressure  wholly  inadequate ; 
while  the  maximum  price  with  prompt  paym'ent  for  the  natural  gas 
(West  Virginia  company)  is  but  18  cents;  and  with  the  modern 
improved  burner  the  natural  gas  is  entirely  suitable  for  illuminat- 
ing purposes.  It  goes  without  saying  that  the  natural  gas  com- 
pany lends  a  willing  ear  to  petitions  for  a  gas  supply,  and  is  not 
very  particular  to  find  out  to  what  use  one  of  its  customers  puts  his 
gas  so  long  as  he  pays  for  it.  The  city  ins.j)oction  of  ga-^  fixtures 
and  interior  piping  is  very  meager  and  inadequate.  The  result 
has  been  for  a  long  time,  and  especially  siiice  the  city  works  ha\'c 
failed  to  keep  pace  with  the  territorial  growth  of  the  city  and 
the  demand  for  illuminating  gas,  that  thfe  natural  gas  company 
has  furnished  a  good  deal  of  gas  for  illuminating  purposes  in  direct 
violation  of  its  ordinance,  which  specifically  prohibits  it  from  fur- 
nishing gas  for  illuminating  purposes,  and  in  s'^t  phrase  declares 
that  it  shall  not  compete  with  the  gas  department  of  the  city.  Fur- 
thermore, the  inability  of  the  city  to  furnish  all  of  the  illuminat- 
ing gas  required  has  led  to  frequent  petition^  to  the  city  on  the  part 
of  citizens  to  be  permitted  to  use  natural  gas  for  illuminating  pur- 
poses. These  petitions  go  first  to  the  Council,  are  usually  acted  on 
favorably,  and  referred  to  the  gas  trustees.  In  granting  these 
permits,  the  record  sometimes  states  that  they  are  granted  because 
the  city  has  no  mains  near  the  place  to  be  served  (Minutes  nf  the 
gas  trustees  of  May  15,  1905,  and  also  of  October  31  and  December 
18,  1905) .  Since  the  municipal  gas  works  have  fallen  so  far  behind, 
I  suspect  that  such  permits  are  frequently  .granted  where  the  city 
has  pipes. 
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It  is  almost  universally  admitted  that  the  city  gas  plant  and 
distributing  system  need  to  be  rebuilt,  yet  the  Board  of  Trustees 
at  the  meeting  of  January  15,  1906,  decided  to  drop  the  question 
of  rebuilding  the  gas  works  until  some  definite  decision  on  the  right 
of  the  natural  gas  companies  to  furnish  gas'  for  illuminating  pur- 
poses should  be  obtained,  and  reported  tcf  the  Council  that  the 
trustees  had  done  all  they  could  in  the  matter,  and  that  "it  is  up 
to  Council  to  instruct  City  Solicitor  Avhat  course  to  pursue."  The 
records  of  the  gas  trustees  show  that  on  January  31,  1906,  the  City 
Solicitor  reported  that  this  communication  to  the  Council  was 
"sent  back  to  board  with  instructions  to  discharge  their  duties  as 
required  by  ordinance."  The  Council  finally  took  the  matter  up, 
and  instructed  the  City  Solicitor  to  notify  the  company  to  desist 
from  furnishing  gas  for  illuminating  purpose,>  under  threat  of 
an  injunction  suit.  The  last  I  knew  the  Solicitor  had  given  such 
notice,  and  had  received  no  reply. 

In  1905  the  city  undertook  to  enjoin  a  private  citizen,  J;iiii(.s 
A.  Henry,  from  using  natural  gas  for  illuminating  purposes.  The 
trial  judge,  Hugus,  decided  that  when  the  gas  had  passed  the 
consumers'  meter,  he  could  do  what  he  wished  with  it. 

The  City  Solicitor  rendered  an  opinion  after  the  Henr}'  case 
to  the  effect  that  the  company  could  be  enjoined,  and  that  plumljers 
could  be  restrained  from  making  connection  for  illuminating  pur- 
poses with  natural  gas.  This  ojjinion  was  published  in  the  news- 
papers by  order  of  the  gas  trustees  nearly  a  year  ago.  (Minutes 
of  October  14,  1905.) 

The  city  has  evidently  had  some  hesitation  in  atti'rajitiug, 
under  all  the  circumstances,  to  enjoin  the  natural  gas  company 
from  furnishing  gas  at  a  price  which  is  just  about  one-fourth  of 
what  the  city  charges.  The  situation  for  the  city,  in  view  oT  the 
competition,  first,  with  electricity,  which  has,  as  already  indicated, 
passed  beyond  the  competitive  stage,  all  the  franchises  being  con- 
trolled by  the  same  party,  and,  next,  in  view  of  the  competition 
with  natural  gas,  which,  by  improvements  in  burners,  largely  since 
the  natural  gas  franchises  were  granted,  has  become  entirely  suit- 
able for  all  purposes  for  which  gas  is  used,  is  truly  a  critical  one. 
Investigations  have  been  made  and  plans  and  estimates  drawn  for 
entirely  reconstructing  the  municipal  gas  plant  and  distributing 
system ;  but,  in  view  of  the  fierce  competition  with  the  natural  gas 
companies,  which  have  contract  rights  in  the  streets  for  more  than 
a  generation  to  come,  the  city  government  hesitates  to  reeon-;triict 
or  build  modern  works,  especially  so  long  as,  they  are  threatened  by 
the  natural  gas  people  with  competition  even  in  lighting. 

On  May  25,  1904,  Engineer  Isaac  C.  Baxter  submitted  to  the 
gas  trustees  a  report  with  complete  estimates  as  to  cost  of  con- 
struction and  of  operation,  for  a  carburetted  water  gas  plant,  for 
a  coal  gas  plant  and  for  a  joint  or  combined  system,  capable  of 
producing  at  the  beginning  a  million  cubic  feet  per  day,  with 
provision  made  for  a  plant  of  double  that  capacity  with  the'  growth 
of  the  city.  He  stated  that  the  largest  daily  nianufacture  during  the 
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preeeding  year  was  660,000  cubic  feet,  at  a  cost  of  42  cents  per 
thousand  in  the  holder.  He  estimated  that  amount  of  carburetted 
■water  gas  at  37.37  cents.  He  estimated  that  with  a  modern  coal 
gas  plant  to  cost  $80,000,  the  gas  could  be  put  in  the  holder  at  23.13 
cents,  and  with  a  combined  oil,  water  and  coal  gas  plant,  to  cost 
$100,000,  the  cost  would  be  reduced  to  28-.T3  cents. 

Norfolk.  The  company  having  no  grant  from  the  city,  tlu' 
question  does  not  apply.  The  company  seems  under  the  fear  of 
competition  to  get  on  rather  comfortably  with  the  city. 

Atlanta.  The  municipality  has  nothing  to  do  with  the  fran- 
chises of  this  company. 

D  59.  State  what  provisions  it  has  not  been  able  to  enforce, 
and  why. 

D  60.  What  remedies,  penalties  a5d  means  of  enforcing  the  above 
provisions   (D  37-57)   have  been  provided ^ 

Wheeling.     Answered  under  D  58. 

Norfolk.     Answered  elsewhere. 

Atlanta.  Answered  under  D  58.  JTo  penalties  and  no 
remedies. 

D  61.  How  much  deliberation  has  usually  been  given  in  the 
granting  or  renewal  of  franchises  ? 

Wheeling.  There  seems  to  have  been  but  little  well-organized 
sentiment  in  Wheeling  to  hold  down  the  private  companies  seek- 
ing franchises  from  the  council.  As  cxplaint'd  in  the  answer  to 
B  8,  the  statutes  and  rules  of  procedure,  as  well  as  tradition 
in  the  city,  offered  very  little  restraining  force  to  keep  the  council 
from  railroading  through  improper  franchises.  This  was  notably 
true  until  the  Act  of  February  18,  1901,  requiring  publicity  for 
thirty  days  before  granting  a  franchise.  The  Council  had  proceeded 
in  a  very  high-handed  manner  in  dealing  with  franchises  imme- 
diately preceding  the  Act  of  1901,  notably,  in  regard  to  street  car 
franchises  and  electric  lighting  franchises.  I  was  informed  by 
the  City  Solicitor  that  the  franchise  of  the  Consumers'  Electrical 
Company,  granted  April  6,  1899,  was  railrbaded  through,  without 
even  suspending  the  rules,  at  the  same  meeting  at  which  it  was 
originally  introduced.  It  was  generally  charged  that  the  comjjany 
spent  from  $15,000  to  $30,000  in  getting  the  franchise  through 
the  council.  Instead  of  lieing  a  competing  company,  as  was  pre- 
tended, this  company  is  said  to  have  paid  $8.6,000  for  the  old  com- 
pany, whose  franchise  did  not  have  very  long  to  run,  and  then  to 
have  procured  a  thirty-year  franchise  for  itself.  About  the  siime 
time,  the  newspapers  charged  high  corruptijon  among  the  iiiemhors 
of  the  Council  in  connection  with  street  car  franchises.  The  papers 
even  named  members  of  the  Council,  who  were  alleged  to  be  de- 
manders  or  seekers  of  money  bribes. 

I  think  it  probable  that  the  sentiment  which  brought  about 
the  enactment  of  the  Act  of  1901  will  lead  to  a  reasonably  good 
enforcement  of  the  act,  and  that  the  public  sentiment  back  of  the 
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act  will  insist  on  a  reasonable  publicity  ,under  the  act.  I  belisTe 
that  the  description  given  in  the  franchise  case  in  Benwood,  the 
adjoining  municipality  (53  W.  Va.,  472-475),  would  apply  down 
to  minute  details  to  the  conditions  and  methods  prevailing  in 
Wheeling  before  the  year  1900.  While  I  did  not  have  the  oppor- 
tunity to  gather  the  evidence,  I  have  no  doubt  that  before  that 
date  secrecy  and  improper  influence  were  habitual  in  granting  fran- 
chises in  Wheeling.  There  certainly  was  no  well-organized  public 
sentiment  to  prevent  this.  I  believe,  however,  that  the  Act  of  1901 
marks  a  turning  point  in  the  matter  and  that  there  is  likely  to  be  a 
high  degree  of  publicity  hereafter,  and  much  less  corruption. 

Xorfolh.  The  city  seems  to  exercise  c'onsiderable  care  in  the 
matter.  On  ISTovember  9,  1905,  Mr.  E.  B.  Fentress  petitioned  for 
a  gas,  electric  and  steam  franciiise  for  light,  heat  and  power.  In 
accordance  with  the  ordinance,  his  petition  was  presented  at  the 
expense  of  the  petitioner  in  printed  form.  The  matter  was  re- 
ferred to  a  special  committee  of  the  two  councils.  This  joint  special 
committee  referred  the  matter  to  City  Engineer  Brooks,  City  Elec- 
trician W.  I.  Smith  and  the  City  Attorney,  who  seem  to  have  gi\-en 
the  matter  very  careful  consideration.  This  committee  has  given 
wide  opportunity  for  the  puHic  and  intereated  parties  to  be  heard 
in  the  matter;  has  especially  conferred  with  a  special  committee 
of  the  Eetail  Merchants'  Association,  and  seems  to  have  made  some 
investigation  elsewhere.  The  matter  has  been  thoroughly  discussed 
in  the  newspapers,  and  is  expected  to  come  up  for  action  March 
6,  1906.  There  has  certainly  been  nothing  secret  about  it,  and 
everybody  has  had  an  opportunity  to  be  heard  (See  Norfolk  Dis- 
patch, November  13,  1905).  This  seems  to,  be  the  regular  method 
of  dealing  with  sncli  matters  in  recent  years. 

I  am  informed  (September,  1906)  that*  the  new  franchise  was 
refused,  the  old  company  reducing  its  prices,  not  only  for  gas,  but 
for  other  services  furnished  by  the  companies  controlled,  not  under 
a  contract  with  the  city,  but  with  the  approval  of  the  redncp'l 
prices  by  the  City  Council,  and  under  a  sort  of  an  understanding, 
or  gentlemen's  agreement,  which  probably  could  have  no  legal 
binding  under  tlie  anti-monopolistic  clause  of  the  constitution,  the 
cit}^  is  not  to  introduce  a  competing  company  for  ten  years. 

Atlanta.  ~So  gas  franchise  has  ever  been  granted  by  the 
city  excej)t  that  under  the  contract  of  April  5,  1855.  The  citv 
seems  to  be  very  careful  in  recent  years  in  granting  other  kinds 
of  franchises. 

D  62.     Has  the  exercise  of  the  franchise  granting  power  been  at- 
tended with  public  scandal,  and  if  so,  in  what  respects  ? 
D  63.     How  much  publicity  has  usually  accompanied  the  granting 
or  renewal  of  franchises? 
WlieeUng.     Both  answered  under  D  61. 

Norfolk.  Ko  public  scandal  so  far  as  I  have  been  able  to  dis- 
cover. During  my  stay  in  Norfolk,  mild  insinuations  of  undue 
influence,  but  no  specific  charges.     An  editorial  in  the  Norfolk 
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Dispatch  of  December  13,  1905,  pleads  for  fair  treatment  of  the 
railwa}'  and  lighting  company  on  the  grOund  that  about  two 
years  before,  the  company  went  out  of  politics,  and  adds :  "As  we 
gee  the  .>:'ituation,  the  company  is  not  willing  to  gi^c  up  to  ward 
bosses,  or  to  throw  the  door  wide  open  for  their  henchmen  by  put- 
ting them  on  its  payroll,  but,  on  the  contrary,  it  is  offering  the 
people  direct  concessions  in  the  way  of  reduced  tickets  [^treet 
railwiiVj,  and  reduced  gas  and  electric  light  cliarges.  We  cannot, 
therefore,  expect  to  see  those  Councilmen  who  are  looking  for  some- 
thing in  it  for  themselves,  or  who  are  obeying  the  dictation  of 
bosses,  to  support  any  proposition  which  dt  may  make,  however 
businesh-jike,  and  however  desirable  from  the  standpoint  of  the' 
city.-" 

Norfolk  seems  to  be  thoroughly  committed  to  the  theory  of 
publicity. 

AUania.     Answered  under  D  61. 
D  64.     By  whom  are  franchise  grants  usually  drafted? 

Wheeling.  By  persons  seeking  franchises ;  but,  for  the  reasona 
mentioned  imder  D  61,  I  think  that  in  future  they  are  likely  to  be 
worked  over  by  the  Council,  with  the  aid  of  the  City  Solicitor. 

Norfolk.  In  the  first  instance,  by  tfie  petitioner,  but  they 
are  thoroughly  worked  over  in  the  committee  of  the  Councils,  as 
explained  in  the  answer  to  D  61. 

Atlanta.     Answered  under  D  61. 


LABOR  AND  POLITICS 

United  States  Gas  Works 

(Schedule    II) 


By  JOHN   R.  COMMONS   and   J.  W.  SULLIVAN 


Wheeling. 

The  Wheeling  (tms  Works  are  conducted  by  the  Board  of  Gas 
Trustees  subject  to  appointment  and  control  by  the  City  Council. 
The  Council  consists  of  two  "  branches,"  the  First  Branch  contain- 
ing two  members  from  each  of  the  eight  wards  and  the  Second 
Branch  four  members  from  each  ward.  Elections  are  biennial  for 
all  members  of  the  Second  Branch,  but  each  member  of  tlic  First 
Branch  holds  office  four  years.  All  are  elected  on  Democratic  and 
Republican  party  tickets.  N^ominations  are  made  by  direer  ]3ri- 
maries,  conducted  by  the  executive  committees  of  the  party  organiza- 
tions. Each  committee  consists  of  one  member  from  each  ward 
elected  by  the  party  voters  at  the  primaries.  The  Superintendent 
of  the  Gas  Works  is  the  Republican  committeeman  from  his  ward. 
The  expenses  of  conducting  the  primaries  ai-e  about  $500,  and  this 
is  assessed  upon  tlie  candidates  for  the  four  chief  positions  of  Mayor, 
Chief  of  Police,  City  Clerk  and  Wharfmastej.  C'andidates  for  posi- 
tions in  the  Council  are  exempt  froip  this  assessment,  as  tliciv  is  no 
salary  attached  to  the  position.  The  expense  of  conductinij  the 
election  that  follows  is  much  heavier,  and  this  is  secured  by  another 
assessment  upon  the  candidates  nominated  and  by  voluntary  con- 
tributions, and  the  party  in  power  also  assesses  all  of  the  office 
holders  and  employees.  In  practice  this  latter  assessment  i-  de- 
ducted from  the  salaries  and  wages,  and  is  paid  over  to  the  com- 
mittee by  the  municipal  disbursing  officers.  If  a  man  refu^e~  to 
allow  his  assessment  to  be  deducted  he  is  promptly  '•  fired.""  The 
assessment  upon  employees  of  the  Gas  Dejiartment  at  the  cK'i.tion 
of  1905  was  as  follows : 

Republican  Assessment,  Gas  Works,  1903. 

Superintendent   $75 

Engineers 10 

Purifiers 10 

Secretary m 

Superintendent  of  Electricity 40 

Assistant  Secretary .- 1.5 

Collector  15 

Meter  Readers   10 

Inspector ; 10 

Two  Engineers 10 

Linemen    15 

Chargers    2 

Lamp  Trimmers  S 

Twenty-eight  men .....'..  5 
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*  The  Council  has  the  power  to  grant  saloon  licenses  as  well  as 
franchises,  and  since  Wheeling  is  largely  of  German  population, 
twenty-one  of  the  forty-four  councilmen  being  of  that  extraction, 
the  antagonism  to  the  State  policy  of  restrictive  legislation  regard- 
ing saloons  shows  itself  in  the  election  by  the  'brewery  and  saloon  in- 
terests of  a  large  majority  of  the  CounciL  The  largest  brewery 
proprietor  is  also  principal  stockholder  in  the  second  largest  bank 
and  is  principal  owner  of  one  of  the  two  street-car  systems,  and  he 
and  his  associates  are  interested  in  a  local  telephone  company,  and 
are  afKliated  with  the  interests  controlling  the  Electric  Light  Com- 
pany and  the  Natural  Gas  Company.  This  combination  of  license 
and  franchise  interests  has  hitherto  controlled  the  Council,  but  their 
grip  has  been  challenged  during  the  past  four  years  by  the  other 
street-car  company,  which  had  been  prevented  by  the  combination 
from  getting  certain  new  franchise  privileges  asked  for.  This 
company  has  made  considerable  inroads  in  the  primary  elections  of 
the  Eepublican  party  held  in  December,  1906,  where  it  secured  the 
nomination  of  friendly  Council  candidates  in  three  wards.  It  is 
aided  by  the  defection  of  the  second  largest  brewery  interest,  which 
has  come  over  from  the  other  combination,  bringing  the  ward  which 
it  controls. 

The  interests  connected  with  this  second  combination  are  in 
control  of  the  largest  banking  institution  and  two  smaller  ones. 
Individual  capitalists  concerned  in  these  two  combinations  are 
among  the  most  public  spirited  men  of  Wheeling,  as  shown  by  their 
contribution  of  nearly  $50,000  towards  the  new  Y.  M.  C.  A.  build- 
ing. 

The  tight  between  these  street-car  companies  is  severe.  One 
of  them  gave  leave  of  absence  to  about  twenty  of  their  motormen 
and  conductors  on  pay  for  as  high  as  two  weeks  in  some  cases  to 
work  for  friendly  candidates  in  the  Republican  primaries  of  1906, 
and  it  is  also  the  general  practice  of  the  companies  to  pay  $10  or 
$12  on  primary  and  election  day  for  "  workers  "  who  are  not  other- 
wise in  their  service.  Democratic  motormen  and  conductors  have 
been  given  their  time  and  pay  to  work  for  Democratic  candidates, 
■while  Eepublican  motormen  and  condv.ctorS:  have  done  so  for  Re- 
publican candidates.  Although  the  motormen  and  conductors  have 
been  organized  since  1898,  when  they  secured  a  reduction  of  hours 
after  a  three  months'  strike,  and  although  this  union  prohibits  po- 
litical action  as  a  body,  yet  it  takes  the  ground  that  individuals  may 
do  as  they  please  in  politics.  It  is  the  individual's  own  concemif 
the  company  wishes  his  services  as  a  political  worker  and  pays  him 
for  it.  Officers  of  the  union,  as  well  as  members,  engage  in  tliis  po- 
litical work  on  the  company's  time.  The  only  stand  which  the  union 
takes  is  that  a  man  shall  not  be  discharged  if  he  refuses  to  do  po- 
litical work  as  requested  by  the  Superintendent.  Only  one  in- 
stance was  found  of  such  refusal,  and  this  was  where  a  man  re- 
fused to  work  for  candidates  of  the  party  opposed  to  his  own.     He, 

*The  statements  as  to  the  political  situation  in  Wheeling,  aside 
from  what  relates  directly  to  the  gas  works,  are  Prof.  Commons's. 
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however,  consented  to  put  in  two  weeks  for  t,he  traction  candidate  of 
his  own  party.  A  large  number  of  the  motormen  and  conductors 
have  secured  their  positions  through  the  influence  of  Councilmen, 
and  many  of  them  were  put  in  for  tlie  purpose  of  working  for  these 
Councillors  in  primaries  and  elections.  The  union  tried  to  secure 
the  "  closed  shop  "  but  failed,  one  of  its  objects  being  to  exclude  the 
latter  class  of  men. 

Besides  the  expenditures  on  account  of  their  own  employees,  the 
companies  have  paid  other  election  expense's  of  candidates,  and  of 
the  forty-four  members  of  the  Council  there  are  thirteen  and  pos- 
sibly others,  who  have  been  aided  directly  in  this  way  by  these  cor- 
porate interests. 

These  corporations  are  affiliated  with  what  is  known  as  the 
"  City  Plall  ring,"  some  of  the  principal  men  of  which  are  the  Su- 
perintendent of  the  G-as  Works,  the  Superintendent  of  the  Water 
Works  and  the  Chief  of  the  Fire  Department.  This  affiliation  of 
corporations  and  city  officials  controls  the  nomination  and  election 
of  Councillors,  although  for  the  past  four  ygars  there  liavf  been  in- 
ternal conflicts  and  re-alignments,  owing  to  the  competition  of  the 
two  traction  interests  for  control.  The  object  of  these  city  officers 
in  controlling  the  election  of  councilmen  grows  out  of  the  fact  that 
the  Council  elects  the  Gas  Trustees,  the  Water  Board  and  the  Fire 
Chief.  Conseqiiently  the  superintendents  in  these  departments  see 
to  it  that  the  Councillors  on  these  matters  ^hall  be  friendly.  The 
Superintendent  of  the  Gas  A\"orks  requires  his  employees  to  assist  in 
the  primaries  and  elections,  and  although  the  ward  in  which  the 
Gas  Works  is  situated  is  Democratic  the  majorities  have  been  cut 
down  and  Eepublican  candidates  have  been  elected  in  individual 
cases,  with  a  fair  prospect  of  carrying  the  ward  entire.  It  is  partly 
on  account  of  the  political  usefulness  of  these  gas  workers  that  the 
Superintendent  has  employed  about  20  per  cent,  more  men  than  are 
needed  to  do  the  work.  He  makes  his  appointments  as  much  as 
possible  to  conciliate  Councilmen. 

There  has  never  been  but  one  or  two  notorious  bribery  cases  in 
the  Council,  and  those  pertained  only  to  one  or  two  casting  votes 
needed  for  a  franchise.  Money  is  spent  rather  in  the  primaries  and 
elections,  although  the  Councillors  who  are'-willing  to  accept  them 
receive  street-car  passes. 

The  members  of  the  two  branches  of  the  Council -are  as  fol- 
lows: 14  wage  earners,  8  employers,  5  merchants,  4  physicians,  4 
saloon  keepers,  3  clerks,  2  restaurant  keepers,  1  banker,  1  profes- 
sional politician  and  1  wholesale  liquor  d|aler.  None  of  the  14 
wage  earners  are  officials  of  trade-unions,  but  are  what  is  known  as 
"  good  mixers."  One  of  them  has  not  taken  money  from  anybody 
to  help  himself  in  the  primaries  and  elections,  and  he  has  declined 
a  re-election.  The  others  are  aided  in  their  campaigns  by  the  money 
of  the  corporate  combinations  referred  to  above,  and  six  of  theu\ 
are  in  the  emplo^-ment  of  the  capitalists  interested  in  tlio*"  corpo- 
rations. 

Some  of  the  emplovors  and  merchants  are  wealthy  and  others 
are  small  contractors  and  storekeepers,  and  all  are  affiliated  in  busi- 
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ness  and  banking  relations  with  the  two  factions  of  corporate  inter- 
ests. All  but  one  of  the  physicians  are  of  liigh  standing.  There  is 
but  one  man  of  financial  training  in  the  Council,  and  he  is  serving 
his  last  year.  He  is  Chairman  and  controlling  figure  on  the 
Finance  Committee.  This  is  the  most  important  committee  from 
the  standpoint  of  the  Gas  Works  because  it  determines  the  budget 
and  appropriations.  The  members  are  selected  from  both  branches 
so  as  to  give  one  member  to  each  ward.  Tlie  Chairman  is  a  banker, 
and  the  others  are  two  physicians,  a  manufacturer,  a  contractor,  a 
salesman,  a  salonn  keeper,  and  a  wage  earner.  Tliis  (liiairman  in- 
troduced the  resolution  in  the  Council  some'  three  years  ago,  at  the 
request  of  the  capitalists  connected  with  the  traction,  electric  light 
and  natural  gas  interests,  wlio  desired  to  make  a  proposition  to  take 
over  the  municipal  gas  plant,  to  furnish  city  gas  free,  to  sell  gas  at 
not  to  exceed  the  75  cents  charged  by  tlie  city,  to  build  a  new  gas 
works,  and  meanwhile  to  supply  natural  gas.  The  resolution  was 
in  the  form  of  a  request  to  receive  the  proposition,  but  it  was  voted 
down,  and  the  proposition  was  not  officially  made  public.  After- 
wards these  same  interests  again  projected  a  company  and  ofEered 
stock  in  influential  quarters  with  tlie  object  of  securing  both  the  gas 
and  water  properties,  but  the  extreme  public  opposition  prevented 
consideration. 

The  Board  of  G-as  Trustees,  elected  by  the  Council  under  a  bi- 
partisan clause,  are  two  Republicans  and  a  Mclvinley  Democrat. 
Their  selection  is  practically  controlled  in  the  way  already  described, 
by  the  Superintendent  of  the  Gas  Works,  who  is  their  subordinate 
and  the  Republican  committeeman  from  the  Fourth  A\'ard.  They 
are  well-to-do  men,  only  one  of  whom,  a  stockholder  in  one  of  the 
traction  companies,  is  active  in  politics.  He  dominates  the  board. 
They  meet  serai-monthly,  sign  pay-rolls  and  bill  checks.  This  Board 
of  Trustees  and  the  Council  have  been  able  to  shift  upon  each  other 
the  responsibility  of  permitting  the  Gas  Works  to  run  down.  For 
a  time  the  Finance  Committee  did  not  allow  the  board  its  own  rev- 
enues from  gas  sales,  and  the  board  threatened  to  resign,  saying  in 
a  eominunication  to  the  Council  that  unless  it  were  allowed  to  make 
necessary  repairs  and  build  a  new  liolder  it  would  not  remain  re- 
sponsible for  accidents.  Then  for  the  past  two  years  the  Finance 
Committee  and  the  Council  have  granted* the  board  the  revenues 
from  gas,  so  that  the  Board  has  accumulated  a  surplus  (Decenoiber, 
1906)  of  $33,000.  But  this  remains  in  the  bank,  and  no  steps  have 
been  taken  to  build  the  required  holder,  whose  cost  is  estimated  at 
$15,000.  Consu.mers  some  time  ago  began  to  use  natural  gas  for 
illuminating  purposes,  contrary  to  the  terms  of  the  natural  gas 
franchise.  The  option  of  the  city  to  purchase  the  natural  gas  plant 
expired  in  April,  1905.  The  City  Attorney,  elected  by  the  Council, 
instead  of  prosecuting  the  Natural  Gas  Company  for  breach  of 
franchise  in  selling  for  illuminating  purposes,  brought  suit  against 
the  consumers.  He  lost  the  case,  and  the  number  of  consumers  who 
have  transferred  to  natural  gas  has  increased,  to  the  detriment  of 
the  municipal  revenues.     Finally,  in  April,  1906,  the  Gas  Trustees 
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employed  counsel  to  apply  for  an  injunction  against  the  Xatural 
Gas  Company,  but  upon  his  appointment  to  the  bench  the  proceed- 
ings fell  again  into  the  hands  of  the  City  Attorney  and  have  been 
dropped. 

Among  the  items  in  the  list  of  G-as  Works  expenditures  for 
1905  was  hauling  coal  and  coke  by  contract,  $8,840.  A  siding 
would  save  this  expense,  but  it  was  impossible  to  determine  whether 
the  Board,  the  Council,  tlie  Finance  Committee,  the  Superintendent, 
or  the  contractors  were  responsible  for  the  failure  to  put  in  this 
siding.  , 

All  appointments  and  jobs  in  the  Gas  Department  are  given  to 
adherents  of  the  party  in  power.  When  tlje  Republicans  won  the 
election  in  1895  a  clean  sweep  was  made  .of  the  Democrats,  and 
there  have  been  but  few  changes  since  that'  time  because  the  Re- 
publicans have  held  possession,  and  the  employees  have  not  failed  t6 
pay  their  political  assessments. 

Wages  and  trade-unionism  in  the  Gas  Works  are  also  depend- 
ent on  politics.  The  only  members  of  a  trade-union  are  the  en- 
gineers, and  these  were  forced  to  join  the  Engineers'  Union  through 
pressure  brought  by  the  Trades  Assembly  on  one  of  the  Councillors 
in  a  working-class  ward,  and  througli  him  upon  the  Superintendent. 
Consequently  the  engineers  pay  two  sets  of  dues — one  to  the  union 
and  one  to  the  Republican  Committee.  In  the  Electricity  Depart- 
ment, also  under  management  of  the  Gas  Trustees,  all  of  the  eligi- 
ble employees  are  members  of  the  Electrical  Workers'  Union,  and 
the  conditions  are  the  same  as  in  the  private  electrical  company, 
which  also  runs  a  union  shop.  Outside  the  engineers,  the  gas  work- 
ers are  non-union.  In  1899  the  Trades  Assembly  organized  them 
with  the  object  of  securing  the  three-shift  and  eight-hour  daj^,  in- 
stead of  the  twelve-hour  day  which  had  always  been  the  period  of 
work.  The  policy  of  the  Trades  Assembly  was  to  get  the  same  pay 
for  eight  hours  as  the  gas  workers  had  been  getting  for  twelve  hours. 
But  the  gas  workers  took  this  in  their  own  hands  and  offered  to  ac- 
cept a  reduction  in  wages  in  proportion  to  the  reduction  in  hours. 
The  demand  was  granted  by  the  Gas  Trustees,  and  the  gas  workers 
immediately  dropped  out  of  the  union.  Some  time  afterwards  they 
petitioned  for  an  increase  in  wages,  but  the  Gas  Trustees  refused  it 
on  the  ground  of  the  agreement  made  when  the  eight-hour  day  was 
granted.  The  gas  workers  then  threatened  to  strike,  and  the  Gas 
Trustees  threw  upon  the  Council  the  onus  of  granting  the  increase. 
This  was  repeated  in  July,  1906,  at  which  time  the  gas  workers 
went  out  on  strike  for  a  few  hours  and  a  compromise  was  effected 
with  the  Mayor,  the  Chairman  of  the  Gas  Board,  and  the  Superin- 
tendent. Wages  were  advanced  to  $2.25  per  day  for  chargers  and 
$2.15  for  stokers.  The  increase  in  wages  since  the  establishment  of 
the  eight-hour  day  amounts  to  about  $7,000  a  year. 

The  wages  paid  by  the  company  to  chargers  and  stokers  before 
the  city  took  over  the  works  was  $40  a  month  for  twelve  hours.  The 
municipality  advanced  them  to  $60  a  month,  but  the  hours  re- 
mained at  twelve  until  1899,  as  alreadv  stated.     The  advance  in 
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wages  in  1906  to  $2.25  is  equivalent  to  $67.50  per  month.  The  shift 
men's  places  must  be  represented  seven  days  a  week.  A  system  of 
having  "stand  turn  men"  (substitutes)  enables  the  regular  hands 
to  stay  away  at  will.  Some  of  the  extra  men  make  more  in  a  month 
than  the  men  whose  places  they  take.  A  comparison  of  salaries  and 
wages  in  1886  and  190G  is  as  follows: 

Salaries  and  Wages,  Wheeling  Gas  Works. 
1886.  1906. 

Position.  I ' ^  , * 1 

'No.        Salary.  A'o.         Salary. 

Office  Force — 

Secretary    1       $1,400.00  1        $1,400.00 

Assistant  Secretary...       1  900.00  1  900.00 

Collector    1  900.00  1  900.00 

Inspector  1  720.00  ..  

Attending  Calls 3  720.00  3  780.00 

Gas  Works^ 

Superintendent   1  1,800.00  1         1,800.00 

Engineers   1  720.00  2  900.00 

Engineers  1  660.00  1  2.15  per  day 

Blacksmith   1  840.00  ..  

Blacksmith  Assistant.       1  480.00  ..  

Weigher   1  480.00  1  1.85  per  day 

Purifier  3  480.00  1  780.00 

Chargers    6  780.00 '  T2  2.25  per  day' 

Stokers   16  720.00 »  50  2.05  per  day' 

Laborers 2  1.50  *  7  1.85  per  day' 

Cartman  and  yardman       1            480.00              2                1.85  per  day' 
Lamplighters 12  180.00  ..  

Richmond. 

The  management  of  the  gas  service  is  in  the  hands  of  the  City 
Council  Committee  on  Light,  which  is  composed  of  eleven  mem- 
bers elected  jointly  by  the  Board  of  Aldermen  (twenty-one  mem- 
bers, three  from  each  of  the  seven  wards)  and  the  Councilmen 
(thirty-five  in  all,  five  from  each  ward).  The  Mayor  has  no  power 
of  appointment  on  the  committees  managing  public  works.  The 
Council  supervises  the  departments  through  its  control  over  ap- 
propriations. The  Superintendent  of  the  Gas  Works  is  elected 
every  two  years  by  the  Aldermen  and  Councilmen.  He  appoints 
the  foreman  and  the  hands  at  the  works  proper.  The  Inspector 
and  eight  Deputy  Inspectors  and  the  bill  clerk,  who  are  installed 
in  an  office  in  the  City  Hall,  are  elected  evfery  two  years  by  the 
Committee  on  Light.  Over  these  men,  who.  constitute  the  com- 
mercial department  of  the  gas  plant,  the  Superintendent  has  no 
power  of  dismissal,  though  he  has  of  suspension.  The  members 
of  the  City  Council  and  the  Board  of  Aldermen  are  representative 
citizens,  .substantial  men,  nearly  all  born  and  bred  in  Eichmond. 
The  investigators  heard  little  talk  about  political  scandals  of  any 
kind  connected  with  the  city,  incidents  giving  rise  to  them  being 
rare  in  its  history.  In  citj''  politics  the  blacks  are  disfranchised 
through  the  whites  of  both  parties  taking  advantage  of  a  "Pri- 

*  Per  day.  '  Eight  hours  per  daj". 

'  Twelve  hours  per  day.  '  Nine  hours  per  day. 
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maries"  law,  in  force  since  1877.  The  whites  regardless  of  party 
make  their  choice  of  candidates  at  the  Dejnocratic  primaries,  nO' 
blacks  appearing  at  them,  and  no  one,  white  or  black,  attempting 
to  hold  a  Eepublican  primary.  The  candid_ates  being  nominated  at 
the  white  primaries  by  the  Australian  ballot  are  invariably  elected 
at  the  ensning  genera]  election,  which  bring'st  out  only  a  small  vote. 
A  thousand  Eepublicans  at  times  vote  at  thO' white  primaries.  Most 
of  the  blacks  never  qualify  fis  voters,  the  law  requirements  including 
payment  of  road,  poll,  and  household  furniture  taxe^.  A.-  many 
poor  whites  also  do  not  qualify,  Richmond's  city  government  is 
in  the  hands  of  a  restricted  class  of  intelligent  men,  few  of  them 
being  among  the  very  poor.  The  opposition  to  the  black  is  not 
economic;  it  is  racial;  the  unity  of  the  whites  on  local  question.^  is 
the  outcome  of  the  civil  war  and  reconstruction  period. 

The  pay  of  the  Gas  Department  employees  is  designedly  placed 
at  a  standard  assumed  to  be  necessary  for  the  maintenance  of  a 
white  man  and  his  family.  The  lowest  ratfe  paid  is  for  yard  men, 
nine  hours,  $2.  The  retort  house  men  work  in  two  shifts  of  twelve 
hours  each.  The  works  force  is  made  up  of  regular  hands  and 
substitutes.  To  be  one  of  the  latter  formerly  required  no  applica- 
tion; showing  up  at  the  gate  was  sufficient,- so  that  a  regular  man 
could  at  any  time  bring  in  a  friend.  At  present  a  substitute  obtains 
his  position  by  applying  to  the  Superintendent,  who  keeps  the  force 
at  such  a  point  of  strength  as  to  enable  all  to  earn  a  living.  The 
pay-roll  for  the  sixteen  days  Dec.  16  to  31,  1905,  shows  that  of  the 
six  regular  water-gas  hands  one  put  in  seventeen  days'  time  (one 
day  overtime?),  two  sixteen,  one  fourteen,  one  nine,  and  one  ^even, 
while  five  substitutes  had  in  this  department  respectively  sixteen, 
twelve,  four,  three,  and  three  days,  and  four  had  one  -day.  The 
substitutes,  who  go  on  in  rotation,  may  be  sent  to  any  part  of  the 
works,  to  the  water-gas  plant,  the  retort  house,  or  the  yard.  They 
may  thus  in  the  course  of  the  month  earn  a  full  hand's  pay.  The 
regular  coal  gas  workers  for  the  sixteen  days  mentioned  numbered 
twentj'-four,  who  shared  their  time  with  seventeen  substitutes.  In 
all,  the  regulars  at  the  manufacturing  plant  (the  T.ow^r  Works) 
numbered  63,  with  about  twenty  substitutes.  At  the  Upper  Works, 
where  the  construction  and  repair  men  report,  the  force  wa^  49! 
The  water-gas  hands  were  paid  $2.50  and  $-?.r5;  coal  gvis  retort 
men,  $2.50  and  $2.75;  in  each  class  about  two-thirds  receiving  the 
higher  amount.  Coke  stand  men  had  $2.50,»coal  stoker.-  ^■'>.:'15,  a^-h 
rollers  (heavers)  $2,  and  yard  men  $2,  carpenter  $2.50,  two  brick- 
layers $2.70,  a  general  repairer  $'2.75,  engine  room  men  •$■2.75.  At 
the  Upper  Works  the  four  pressure  room  meh  drew  $.^,  the  eighteen 
main  and  service  pipe  men  $2.25,  and  men  in  intermediate  positions 
$2.50.  This  rate  of  wage  brings  the  lowest  pay  of  lalwrei-n — the 
works  yard  men — to  the  same  amount  of  money  as  is  pai^l  in  the 
Chicago  municipal  departments,  but  the  Richmond  dav  is  of  nine 
h«urs  as  compared  with  Chicago's  eight.  The  skill  of  the  Rich- 
mond pipe  men  give  them  twenty-five  cents  more  than  the  minimum 
rate. 
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But  high  wages  are  no  longer  found  on  the  pay-rolls  when  one 
passes  to  the  grades  of  the  more  skilled.  TJie  meter  setters  receive 
the  same  as  the  higher  grade  in  Atlanta,  25  cents  an  hour.  The 
mechanics  draw  union  wages.  The  ditching  for  pipes  is  done  by 
blacks,  under  contractors — nine  hours,  $1.35.  The  white  retort 
house  men  of  Richmond  have  double  the  wages  of  the  black  retort 
men  in  Atlanta.  Such  casual  observations  as  the  investigators 
were  able  to  make  of  the  Richmond  men  showed  them  to  be  the 
physical  stalwarts  that  would  be  attracted  by  the  high  wages,  and  a 
passing  impression  is  that  in  a  competitive  niarket  their  price  would 
come  to  a  considerably  higher  percentage  than  that  for  blacks.  No 
black  men  are  employed  by  the  City  of  Richrtiond  in  any  capacity. 

The  wage  scale  at  the  Richmond  works  has  not  been  the  result 
of  labor  or  party  politics.  The  Council  fixed  the  present  rates  in 
1872,  as  white  men's  pay.  Substitutes  may  be  at  the  works  several 
years  before  becoming  regulars.  An  engineer  worked  as  retort  man, 
yard  man,  and  coal  heaver,  etc.,  until  he  found  a  regular  place  in 
the  engine  room.  In  1905,  six  or  eight  substitutes  were  promoted, 
the  Superintendent  alloting  vacancies  to  the  men  in  his  judgment 
the  best.  Regulars  hold  their  jobs  a  long  time;  some  have  been 
in  the  service  sevente&  years.  Nearly  all  live  in  the  locality  of  the 
works,  only  five  or  six  more  than  half  a  mile  distant.  The  foreman 
pipe  layer  has  been  forty  years  with  the  plant  and  his  brother 
thirty-eight.  The  Superintendent  has  been,  in  the  Richmond  gas 
service  twenty-nine  years  in  various  capacities.  Under  the  In- 
spector at  the  City  Hall,  four  of  the  Deputy  Inspectors  are  meter 
readers,  three  attend  to  complaints,  and  one  is  a  bill  clerk.  There' 
are  also  a  book-keeper  and  an  office  clerk. 

In  no  branch  of  the  Light  Department  are  the  employees  or- 
ganized in  unions.  "Wages  and  conditions  a;fe  the  result,  not  of  the- 
labor  or  municipal  ownership  movement  of  to-day,  but  of  a  local 
desire  of  the  whites  for  a  white  man's  government.  No  overtime  is- 
paid ;  the  rule  is  give  and  take ;  when  a  man's  overtime  amounts  to 
a  day  he  takes  a  day  off  with  pay.  Yard  men  and  street  men  get  a 
half  holiday  Saturday,  if  no  work  is  pressing.  In  cases  of  injury 
the  Council  usually  allow  full  time  and  doctor's  bill.  The  Super- 
intendent reports  the  white  laborers  employed  as  very  reliable;  the' 
twelve-hour  shifts  are  exhausting  and  the  men  are  obliged  to  take' 
days  off  to  rest  up.  Judging  by  the  substitutes'  time  on  the  paj^'-'. 
rolls,  however,  the  Richmond  white  retort  men  work  no  'ifiaTS' 
steadily  than  the  blacks  in  the  same  classification  in  the  MlUntbl' 
works.  Their  habits  are  regarded  more  sympathetically  ^ibj^'  their 
superiors.  Retort  house  men  stoke  thirtee4  to  seventefeH'^teift'ttteS' 
in  the  hour,  but  also  wheel  up  coal,  carry  out  coke,  aMl'JI^aii'''ilp,'^ 
averaging  in  all  more  than  thirty  minutes.    They  cMargH^Wftif  {H¥' 

shovel,  and  not,  like  the  Atlanta  men,  by  means  of  sM6g6S™  on  a^v) 

r;i9V9s  aciiP^E'no  orro 
Atlanta.  grfj   .J-jovr   jii;p   ]tudq 

On  the  payrolls  of  the  Atlanta  Gas  Ljgtet-i©igftr]()ateyt-!eclr.*her 
second  half  of  December,  1905,  the  works  taw^iwk$isep^ei^t&i  i«o 

iohaqne.  -^.f,  ochr  ■r-o]h[-ir  ^rlT 
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157  names  and  the  shop,  construction,  and  other  employees  by  107. 
Of  50  part-time  men  on  the  rolls  earning  less  than  $10  in  the  fort- 
night, 30  were  on  the  works  and  20  on  the  rest  of  the  force.  The 
substitute  system,  by  which  a  laborer  may  put  a  man  in  his  place 
at  his  own  option,  is  not  in  vogue,  as  at  Eichmond.  Xine-tenths  of 
the  manufacturing  men  are  negroes,  the  only  whites  in  the  depart- 
ment being  the  water-gas  workers  and  a  few  skilled  mechanics. 
The  shop  hands  and  fitters,  inspectors,  and  foremen  are  white.  All 
pay  for  wageworkers  is  made  out  by  the  hour.  The  negro  laborer  is 
put  to  work  at  ten  cents  an  hour  and  an  increase  given  him  of  one 
cent  an  hour  for  every  five  years  of  his  service  or  for  promotion  in 
the  character  of  his  work.  The  rolls  show  that  among  the  negroes 
at  the  works,  part-time  men  included,  just  one-third  were  receiv- 
ing the  ten-cent  rate,  while  one-iifth  wera, receiving  13  cents  or 
upward.  Some  of  the  blacks  have  been  with  the  company  twenty 
years,  one  man's  length  of  service  reading  beyond  thirty  years. 
The  testimony  of  the  pay-rolls  does  not  bear  out  the  assertion, 
made  by  several  of  the  white  employers  or  others,  that  two- 
thirds  of  the  negro  force  was  very  changeable,  owing  to  the  un- 
steady character  of  the  race  in  that  part'  of  the  South.  A 
particular  instance  was  given  in  which,  after  pay  day,  out  of  a 
force  of  35  at  the  gas  works  only  23  reported  for  work.  This 
would  naturally  be  expected,  however,  even  'among  white  workmen, 
if  they  worked  at  gas  stoking  twelve  hours  a  day  for  fifteen 
to  seventeen  days  in  succession.  Such  is  the  record  of  at  least 
one-third  of  the  negroes.  One  pay-roll  of  sixteen  days  in  July 
with  a  possible  of  192  hours,  shows  that  of  116  negroes  there  were 
40  who  worked  191  hours  and  over,  32  who  worked  151  to  190 
hours,  30  who  worked  101  to  150  hours,  4  who  worked  51  to  100 
hours,  and  10  who  worked  10  to  50  hours.  Another  pay-roll  in 
January  for  17  days  with  a  possible  204  hours  is  as  follows:  39 
worked  204  hours  and  over,  40  worked  151  to  200  hours,  25  worked 
101  to  150  hours,  16  worked  51  to  100  hours,  and  17  worked  12  to 
5')  hours. 

The  company  overlooks  slight  lapses  in  computing  a  man's 
term  of  service.  The  retort-house  men  work  in  two  twelve-hour 
shifts;  the  shop  men  and  construction  force  have  a  ten-hour  day. 
In  the  retort  house  no  mechanical  stokers  are  in  use;  a  long  scoop 
is  handled  by  three  men.  Out  of  every  80'  minutes,  40  are  taken 
up  by  a  gang  in  charging  and  40  in  resting. . 

'No  branch  of  the  company's  force  is  organized  in  a  union — ^gas 
makers,  coal  heavers,  teamsters,  machinists,  carpenters,  bricklayers, 
fitters,  tappers,  ditchmen,  shophands,  clerks.  There  has  never  been 
any  attempt  to  organize  the  gas  employees  of  Atlanta.  There  has 
been  no  organized  strike  of  any  part  of  the  company's  force.  On 
one  occasion  several  negroes  assisting  in  operating  the  water-gas 
plant  quit  work,  their  places  being  immediately  taken  by  white 
men,  but  at  higher  wages.  Otherwise,  two  or  three  negroes  walk 
out  in  a  huff  and  after  cooling  off  generally  return,  if  permitted. 
Tlie  whites  who  as  superiors  are  brought  directly  into  contact  with 


LABOR     AND     POLITICS— GAS.  499 

the  blacks  say  that,  with  the  majority,  discharge  is  no  discourage- 
ment, while  they  seem  to  find  no  encouragement  in  the  increase 
of  a  cent  or  two  an  hour,  pay  for  holidays,  and  car-loads  of  water- 
melons. The  company  does  not  profess  to  pay  more  than  market 
rates  for  wages.  The  municipality  of  Atlanta  gives  its  street 
cleaners,  who  are  blacks,  $1.10  for  ten  hours;  they  struck  in  1905 
for  $1.35,  but  were  beaten.  The  city  water  works  pays  a  colored 
porter  $1  a  day,  two  drivers  $1,  a  driver  fdr  the  general  manager 
$1.25,  a  helper  to  inspector  $1.25,  inside  laborers  $1  to  $1.25  a  day 
a:,  needed,  and  outside  laborers  $1.25  to  $1.50  a  day  as  needed.  On 
railroad  construction  work  in  northern  Georgia  blacks  are  paid 
$1.25,  the  commissary  selling  them  provisions  at  cost.  The  gas 
company's  work,  however,  is  regular  and  permits  a  laborer  to  live 
at  home.  White  labor  in  Atlanta  is  rarely  employed  below  the 
mechanical  trades.  The  pay  level  for  the  lower  grades  of  skilled 
work  is  less  than  that  for  similar  work  in  the  North.  At  the  At- 
lanta city  water  works,  firemen  get  $1.50  ip,  day  and  oilers  $1.25, 
and  oii  construction  work  tappers  have  $2  and  $2.50,  and  caulkers 
and  general  utility  men  $1.75  and  $2.  The  Atlanta  Gas  Company 
performs  its  own  ditching  and  pipe  laying ;  its  colored  caulkers  are 
paid  $1.26  a  day,  the  white  fitters  from  $1.75  to  $2.75,  most  of 
them  $2.50.  The  works  staff  consists  of  a  Superintendent  and  As- 
sistant Superintendent,  the  latter  a  technical  graduate,  one  cadet  en- 
gineer, one  coke  clerk,  and  one  clerk  on  time  checks,  pay-rolls,  and 
figuring  results.  The  meter-reading  is  done  in  a  few  days  at  the 
end  of  each  month  by  apprentice  fitters,  and  other  young  men  em- 
ployed at  $1  to  $1.50  a  day;  the  work  is  regarded  by  the  officers  as 
a  form  of  instruction,  a  test  of  a  beginner's  capacity,  and  an  op- 
portunity for  one  to  prove  himself  worthy  of  promotion.  The 
company  does  not  dock  its  hands  for  sickness,  gives  or  takes  a  half 
hour  of  undertime  or  overtime,  pays  for  a  "full-hour  or  more  over- 
time, defrays  medical  expenses  in  case  of  accident,  transports  its 
shop  force  of  fifty  men  back  |ind  forth  from  home  to  work  free, 
buys  the  caps  and  badges  of  inspectors  and  collectors,  pays  the 
premiums  on  the  bonds  of  all  employees  who  handle  cash,  arranges 
for  the  privilege  of  employees  to  join  the  educational  class  of  the 
America  Gas  Association,  gives  the  laborers  desirous  of  visiting 
homes  in  the  country  two  or  three  days  with  pay,  allows  the  porter 
and  janitor  a  week's  vacation  and  the  salaried  employees  two  weeks, 
never  discharges  a  man  on  account  of  old  age  but  gives  him  easier 
work,  provides  good  lockers  and  shower  baths  at  the  works,  has 
provided  ventilation  in  building  the  retort-house  addition,  sells 
coke  to  all  employees  at  a  reduction  of  a  cent  a  bushel,  pays  each 
man  cash  semi-monthly,  and  furnishes  pure  drinking  water,  with 
ice  in  the  summer. 

The  following  table  shows  for  the  occupations  employing  the 
largest  number  of  men  the  rates  of  wages  per  hour  paid  by  the 
Eichmond  municipal  works  and  the  Atlanta  company: 
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Rates  of  Wages  Per  Hour,  RichmoM  and  Atlanta. 

Richmond.  Atlanta. 

, ' — ,  , ' , 

Occupation.  Hours  Wages  Hours  Wages 

Per  Day.  Per  Hour.  Per  Day.  Per  Hour. 

a  Inspectors  and  Collectors 8  $85p6rmo.         ..  $50  to  $65 

b  Stokers    12  20.8c.  12  10c.  to  lie. 

a  Stokers,  Foremen 12  22.9  12  15 

a  Gas  Maker 12  22.9  12  16J 

b  Gas  Maker,  Helper 12  20.8  12  10  to  11 

a  Engineers    12  22.9  12  17ito20 

bYard    Men 9  22.2  10  10  to  12 

a  Fitters   9  27.7  10  17to27i 

b  Fitters'   Helpers 9  25.0  10  10  to  15 

a  Caulkers  and  Joint  Makers..  9  33.3  10  12i  to  15 
a  Caulkers    and    Joint    Makers, 

Foreman    9  39.. 0  10  22i  to  25 

b  Laborers,   Street 9  13.3'  10  12^ 

a  Carpenter    9  27. 7  10  30 

a  Bricklayer    9  30.0  10  30 

a  Blacksmith   9  33.3  10  20 

a  Blacksmith   Helper 9  22.2  10  10 

b  Teamster  9  25.0  10  10  and  11 

a,  White ;  b,  colored.  '  Contract. 

Note,  March,  1907. — ^At  Atlanta,  since  January,  1906,  wages  have 
been  Increased  from  one  to  two  cents  an  hour  on  all  the  works'  force. 

(For  additional  data  see  appendix  to  this  volume.) 


The  following  report  on  Philadelphia  was  prepared  under 
the  direction  of  Mr.  W.  J.  Clark,  and  has  been  revised  by  Mr. 
Sullivan. 

PERSONNEL  OF  THE  PHILADELPHIA  GAS  WOEKS. 

rxDER  sruxiciPAL  oPEEATioiT  FROM  ISST  TO  1897  and 

UNDER    LEASE    TO    THE    tTITITED    GAS    IMPROVEMENT    COMPANY    FROM 

1897  TO  1^06. 

In  schedules  A  and  P  of  Exhibit  A  are  shown  the  forms  of 
organization  among  the  higher  officers  employed  by  the  United 
Gas  Improvement  Company  and  by  the  City  of  Philadelphia  under 
the  Bullitt  Bill.  Eef erring  to  the  latter,  it  is  apparent  that  the 
mayor  cannot  be  expected  to  give  valuable  leadership  to  the  details 
of  the  business.  The  duties  shown  on  schedule  P  are  not  all  that 
are  required  of  him.  Much  time  appears"  to  be  necessary  to  be 
devoted  to  receptions  of  divers  committee^  of  all  kiads;  he  is  a 
member  of  a  number  of  boards  and  commissions,  and  a  most  im- 
portant demand  upon  his  time  is  in  the  conduct  of  large  contracts 
involving  heavy  expenditures  that  are  made  by  the  city  and  con- 
ferences with  members  of  Councils. 

The  mayors  have  not  been  men  accustomed  to  the  conduct 
or  trained  in  the  methods  of  industrial  enterprises,  with  the  ex- 
ception of  iIa'\-or  Filler,  who  was  a  large  manufacturer  and  cap- 
italist. 
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It  will  be  noticed,  upon  examination  of  schedule  G,  that  all 
the  departments  of  the  Bureau  of  Gas  were  not  subordinate  to 
the  mayor.  The  receiver  of  taxes,  elected  .by  the  people,  receivd 
the  payment  of  all  money  due  the  Bureau  of  Gas.  The  controller, 
elected  by  the  people,  audited  the  accounts  and  paid  the  bills  of 
the  bureau.  While  the  mayor,  as  executive  head,  in  a  measure 
corresponded  to  the  president  of  the  United  Gas  Improvement 
Company,  it  will  be  noticed  that  the  Bureau  of  Gas  was  conducted 
without  any  one  person  in  authority  in  whom  was  centralized 
all  branches  of  the  business. 

Schedule  P  shows  the  appropriations  for  the  year  1906  for 
the  various  bureaus  under  the  jurisdiction  of  the  mayor,  and  it 
is  inserted  to  assist  in  conveying  the  propej  estimate  of  the  value 
of  the  executive  head  of  the  municipal  operjition  of  the  gas  works 
as  a  possible  factor  in  the  economical  and  efficient  conduct  of  the 
business. 

The  advantage  to  the  municipal  operation  of  such  inform.ation 
and  experience  as  the  mayor  might  acquire  in  his  four  years  of 
association  with  the  operation  must,  under  the  Bullitt  Bill,  be 
denied  to  it,  as  he  is  elected  for  four  years  apd  cannot  succeed  him- 
self. His  successor  was  in  each  case  elected  to  office  at  the  end 
of  a  political  campaign  which,  though  made  up  of  many  diversified 
principles  engendered  from  many  causes,  had  no  bearing  on  the 
adaptability  of  the  nominee  for  a  high  standard  of  ability  as  the 
executive  head  of  the  gas  works. 

The  different  mayors'  grasp  of  the  condition  of  the  munici- 
pal plant  is  reflected  in  their  annual  reports.  To  illustrate  their 
dependence  upon  information  given  them  by  their  subordinates: 

From  the  annual  report  of  the  mayoT,  1895 : 

"The  gas  is  not  of  the  quality  that  it  should  be  and  there 
is  no  need  of  concealing  the  truth." 

From  the  annual  report  of  the  same  mayor,  1896 : 

"The  gas  manufactured  by  the  Philadelphia  Gas  Works  is 
equal  in  quality  to  that  made  in  any  city  *in  the  United  States.'' 

The  director  of  public  works  approaches  closer  than  any  other 
official  connected  with  the  municipal  operation  the  position  of 
general  manager,  and  schedule  F  shows  the  bureaus  under  his 
charge  during  1906. 

There  is  no  record  of  a  director  of  public  works  continuing 
in  office  for  more  than  four  years;  some  have  remained  less  than 
one  year.  As  an  officer  of  the  municipal  operation  of  the  gas 
plant,  he  was  interested  in  the  manufactufc  and  distribution  of 
gas  and  in  the  influence  that  the  operation  of  the  plant  was  to 
have  on  the  general  work  of  the  administration.  This  was  true 
also  of  the  other  bureaus  under  his  supervision. 

The  Bureaus  of  Water,  Filtration,  Gas,  Street  Cleaning  and 
Lighting  employed  a  large  number  of  men.  It  appears  that  a 
public  official,  such  as  a  director  of  public  works,  must  have  much 
of  his  time  occupied  in  giving  audience  to  callers  and_  attention 
to  the  requests  for  employment  of  men  made  by  councilmen  and 
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others.  The  large  number  of  contracts  connected  with  the  bureaus 
must  be  discussed;  in  brief,  the  director's  office  is  the  centre  of  a 
business  that  has  many  branches. 

No  director  of  public  works  ever  started  his  administration 
with  practical  experience  in  the  gas  business*. 

The  City  Councils  may  in  their  functions  be  said  to  have 
corresponded  to  the  board  of  directors  of  a  company.  They  re- 
ceived reports  and  made  appropriations  for  the  current  expenses 
and  for  such  extensions  and  enlargements  as  they  decided  proper, 
and  they  named  the  price  of  gas  to  the  consumer. 

Councils,  elected  by  the  people,  were  not  necessarily  under 
any  ties  of  sympathy  with  the  mayor's  viewe  as  to  the  proper  con- 
duet  of  the  work  of  the  Bureau  of  Gas.  In  large  private  concerns 
this  is  considered  of  vital  importance.  In-  the  great  majority  of 
such  organizations  (and  such  is  the  case  in  the  United  Gas  Im- 
provement Company),  the  president  is  elected  by  the  shareholders. 
We  therefore  have  in  the  municipal  operation  of  the  gas  works 
by  the  City  of  Philadelphia  under  the  Bullitt  Bill  a  business  con- 
ducted without  one  central  head ;  a  business  in  which  the  executive- 
officer  and  his  general  manager  assume  the  responsibilities 
of  their  offices  without  any  previous  training  in  the  business,  and 
in  which  offices  they  cannot  continue  for  more  than  four  years; 
a  board  of  directors  elected  by  the  people  without  any  reference  to 
the  policy  of  the  executive,  without  any  knowledge  of  the  business 
and  without  any  personal  interest  in  the  business.  None  of  these 
men  will  suffer  financially  or  in  reputation,  through  lax  methods 
or  indifference  that  is  not  complicated  with  their  own  dishonesty. 

There  was  no  indication  in  the  municipal  operation  of  the  gas 
works  that  any  one  was  strongly  enough  interested  or  had  the 
power  to  have  the  money  provided  to  adopt  methods  looking  to 
an  increase  in  the  business.  No  reports  of  the  mayors  or  direc- 
tors have  ever  called  attention  to  the  need  or  the  advisability  of 
securing  a  larger  return  from  the  gas  works  by  the  methods — 
adopted  in  every  private  business — of  advertising,  soliciting  or 
adopting  their  product  to  the  wants  of  the  consumer.  Councils 
as  the  board  of  directors  in  all  their  ordinances  considered  solely 
the  curtailing  of  the  responsibilities  of  the  municipal  works  and 
the  city  in  their  relation  to  the  consumer.-  The  ordinances  were 
designed  to  make  the  work  of  the  Bureau  pf  Gas  simpler  and  the 
burden  upon  the  consumer  heavier.  The  city  would  not  run  a 
service  pipe  for  more  than  18  feet,  and  it  adopted  arbitrary  meth- 
ods of  securing  itself  against  loss  by  holdimg  the  landlord  respon- 
sible for  the  tenant.     These  are  simply  illustrations. 

If  in  the  conduct  of  a  business  conservation  of  energy  and 
efficiency  of  the  officers  and  worlonan  is  desirable  in  order  that 
not  only  the  greatest  economy  in  manufacture  and  distribution 
is  secured,  but  also  the  best  quality  of  product,  the  best  service 
to  the  consumer,  whereby  he  secures  the  maximum  value  for  his 
money,  and  ability  to  serve  the  maximum  number  of  citizens — ^it 
would  appear  that  the  organization  of  the  Bureau  of  Gas  in  a 
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municipality  operated  under  the  Bullitt  Bill  must  be  inadequate 
and  tend  toward  failure. 

It  will  be  born  in  mind  that  the  Bureau  of  Gas  passed  into 
the  hands  of  the  mayor  in  1887,  after  Kaving  made  for  itself, 
under  the  management  of  a  special  committee  (called  the  board 
of  trustees),  a  record  of  mismanagement,  scandal  and  political 
debauchery  that  was  a  menace  to  the  free  institutions  of  the 
municipality. 

During  Municipal   Operation   of   Gas   Works — 1887-1897: 

Framework  of  system  employed,  see  Exhibit  "A." 

Engineering  Force — Chief  of  bureau  William  K.  Park,  suc- 
ceeding himself  as  chief  engineer  of  the  gas  works  under  the  board 
of  trustees.  He  reported  to  the  director  of  public  works,  who  re- 
ported to  the  mayor.  Chief  Park  had  full  charge  and  was  respon- 
sible for  the  operation  and  maintenance  of  the  works,  the  improve- 
ments and  enlargements  thereto,  the  distributing  system,  care  of 
meters  and  services  and  public  lighting.  He  made  an  annual  re- 
port to  the  director  of  public  works,  whieh  was  attached  to  the 
report  of  the  director  to  the  mayor.  In  his  annual  report  it  was 
expected  that  Chief  Park  would  give  data  respecting  the  operation 
of  the  works  and  his  proposals  for  extensions  and  enlargements. 
The  reports  of  the  directors  accompanied  the  report  of  the  mayor 
to  Select  Council.  The  requisitions  for  expenditures  for  the  en- 
suing year  were  submitted  to  the  Finance  Committee  of  Councils 
and  was  finally  voted  on  and  passed  by  both  branches  of  Councils. 
All  money  collected  from  the  sale  of  gas,  residuals  or  other  sources 
was  paid  through  the  receiver  of  taxes  into  the  City  Treasury, 
and  no  money  could  be  issued  from  the  City  Treasury  except  by 
ordinance  of  Councils. 

Chief  Park  was  47  years  of  age  at  the  time  of  assuming  the 
duties  of  the  chief  of  bureau.  He  was  not  a  student  of  the  tech- 
nical branches  of  the  business;  not  a  reader  of  gas  literature; 
had  rudimentary  training  in  the  chemical  and  physical  laws 
bearing  on  the  industry;  contributed  no  p^aper  on  any  branch  of 
the  business  to  any  gas  journal  or  society;  was  frequently  heard 
to  express  regret  of  his  lack  of  technical  training;  was  versed  in 
political  methods  in  force  in  the  city;  showed  ability  in  keeping 
the  gas  works  employees  in  the  line  of  their  political  duty,  as 
directed  by  those  from  whom  he  accepted  orders;  was  not  an  ac- 
tive politician  himself;  devoted  his  entire  tjme  to  the  services  re- 
quired in  his  position ;  was  a  man  of  great  physical  courage ;  was 
charitable  and  well  able  to  control  the  turbulent  spirits  that  made 
up  the  workmen  of  the  Bureau  of  Gas. 

The  assistant  to  chief  and  general  store  keeper  consulted 
every  day  with  the  chief  upon  matter  of  policy  and  politics.  His 
duties  were  confined  almost  exclusively  to  managing  the  store 
room  of  the'  Bureau  of  Gas,  issuing  orders  for  material  and  issu- 
ing material  on  orders  of  the  superintendents. 
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At  the  Ninth  Ward  works.  Superintendent  Henry  Corn,  and 
at  the  Twenty-fifth  Ward  works,  Superintendent  John  Fox  were 
men  not  technically  educated,  Mr.  Corn  having  been  a  brickmaker 
and  Mr.  Fox  a  hotel  keeper  and  member  of  Select  Council.  They 
were  not  good  practical  mechanics;  they  were  conversant  with 
the  political  situation  and  managed  their  works  in  such  a  way  as 
to  meet  with  the  approval  of  the  chief  of  bureau,  who  always  took 
occasion  in  his  annual  reports  to  thank  hiB  subordinates  for  the 
assistance  rendered  him  during  the  year. 

The  superintendent  of  the  Point  Breeze  works,  William  Mac- 
Donald,  had  had  previous  training  in  the  gas  business  and  had 
a  mechanical  training. 

The  architect  and  draguhtsman,  during  the  greater  part  of 
the  municipal  operation  was  Mr.  James  G.  Davis,  who  was  a 
former  employee  of  the  -Bureau  of  Highways,  and  who  designed 
in  detail  many  of  the  improvements  and  aqted  as  inspector  during 
the  work. 

The  engineering  force  of  the  Works  Department,  consisting 
of  the  chief  of  bureau  and  superintendents  of  works,  lacked  co- 
operation. There  was  no  period  set  aside  for  weekly  or  semi- 
monthly meetings  for  the  discussion  of  details  in  operation  or 
criticisms  of  new  plans.  The  superintendents  were  not  consulted 
in  the  adoption  of  new  methods.  Chief  Fark  when  visiting  the 
^\orks  stayed  in  the  office,  and  only  on  the  rarest  occasions  went 
into  the  works  to  see  for  himself.  Criticisms  or  suggestions  by 
superintendents  were  not  well  received  by  him.  Initiativeness  of 
superintendents  was  not  allowed.  In  this  j-espect  a  discipline  of 
a  military  character  was  maintained. 

There  was  no  chemical  department  attached  to  the  plant. 
An  appropriation  was  made  of  $500  per  year  for  the  services  of 
a  consulting  chemist  and  another  appropriation  of  $500  per  year 
for  chemical  analyses  and  tests  of  gas.  These  appropriations 
covered  the  work  done  for  the  entire  bureau. 

Each  director  of  public  works,  under  whom  the  chief  of  bu- 
reau operated,  was  selected  by  the  mayor,^,who  had  the  power  of 
removal.  The  Bureau  of  Gas  constituted  one  of  their  depart- 
ments. They  were  also  in  charge  of  the"  Bureau  of  Highways, 
Bureau  of  Lighting,  Bureau  of  Street  Cleaning,  Bureau  of  Sur- 
veys and  Bureau  of  Water. 

They  were : 

Under  Mayor  Fitler— Director  of  publijc  works,  General  Louis 
AVagner. 

Under  JFayor  Stewart— Director  of  public  works,  James  H. 
Windrim. 

Under  Mayor  Warwick— Director  of  public  works,  Thomas 
M.  Thompson. 

These  men  were  all  of  high  standing  in  the  city.     General 

Wagner  was  senior  partner  of  the  firm  of  Messrs.  Wagner  &  Lane, 

fire  insurance.     Mr.  James  H.  Windrim  was  an  architect  of  high 

i  standing.     Mr.  Thomas  J\r.   Thompson  was  a  merchant.     Until 
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■assuming  office,  none  of  these  gentlemen  had  been  connected  with 
the  gas  business  or  had  given  any  attention  to  gas  engineering. 
Their  time  was  occupied  in  the  large  field  that  they  controlled  and 
by  the  various  phases  of  municipal  manage'rjient  that  arose  during 
(heir  administrations.  During  their  tenure  of  office,  millions  of 
dollars  were  appropriated  for  their  departments,  varj'ing  in  direc- 
tion as  determined  by  Councils. 

Director  Wagner  appears  to  have  devo.ted  the  most  time  and 
energy  on  details  of  the  gas  business.  He  made  almost  weekly 
visits  to  the  works  and  did  not  stop  in  the  office,  but  went  directly 
into  the  works  to  see  for  himself  the  methods  and  needs  of  the 
operation. 

Director  Windrim  and  Director  Thompson  rarely  visited  the 
works.  All  of  them  were  obliged  to  rely  aljnost  exclusively  on  the 
advice  and  explanations  presented  to  them  ,by  the  chief  of  bureau. 

.During  Lease  of  Gas  Works  to  the  United  Gas  Improvement  Company: 

For  framework  of  system  employed,  see  Exhibit  "A." 

Engineering  Force — The  operation  and  maintenance  of  the 
AVorks  Department  is  directed  by  the  engineer  of  works,  who,  with 
the  engineer- of  distribution,  reports  to  the  third  vice  president  of 
the  United  Gas  Improvement  Company. 

The  engineer  of  works,  William  H.  Gartley,  graduated  from 
the  Polytechnic  College  of  Pennsylvania  in  mechanical  engineer- 
ing and  from  the  United  States  Kaval  Academy  as  officer  of  en- 
gineering corps. 

The  assistant  to  engineer  of  works,  Charles  J.  Eamburg, 
took  a  four  years'  course  at  Cornell  University  in  chemistry. 

The  superintendent  of  Point  Breeze  works,  AYilliam  P.  Lane, 
has  been  connected  with  the  gas  industry  for  thirty  years. 

The  superintendent  of  the  Twenty-fifth  Ward  works,  William 
P.  Dorner,  is  a  graduate  of  Cornell  University  in  mechanical  en- 
gineering. 

The  engineer  of  construction  and  superintendent  of  holders, 
J.  W.  Stirzel,  has  had 'thirty-two  years  of  experience  in  gas  man- 
ufacture. 

The  chief  chemist,  G.  C.  Tutwiler,  is  a  graduate  of  Washing- 
ton and  Lee  University  and  the  Virginia  Polytechnic  College. 

The  chief  photometrist,  Charles  0.  Bond,  is  a  graduate  of  the 
United  States  Naval  Academy. 

The  chief  inspector  of  machinery,  William  B.  Saunders,  is  a 
graduate  of  Case  College. 

The  engineer  of  works  is  in  constant  touch  with  his  superior 
•officer,  the  third  vice  president,  who  is  in  charge  of  fhe  operation 
and  engineering  of  all  the  industries  of  the  United  G-as  Improve- 
ment Company. 

Under  the  municipal  operation,  the  chief  of  bureau,  assist- 
ant to  chief  of  bureau,  and  superintendents,  with  the  exception  of 
Mr.  Corn,  were  appointed  to  their  positions  without  previous  train- 
ing in  the  Philadelphia  Gas  Works,  and  all  of  these  gentlemen. 
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■with  the  exception  of  ilr.  MacDonald,  superintendent  of  the  Point 
Breeze  works,  with  no  previous  training  in  any  gas  works.  The 
chief  of  bureau  was  appointed  first  as  assistant  chief. 

Under  the  lease  to  the  United  Gas  rmprovement  Company, 
each  position  enumerated  is  occupied  by  a  person  who  has  had 
years  of  training  in  all  the  branches  of  gas  manufacture,  and  who 
has  been  selected  foi-  the  position  solely  on  proven  ability.  In 
addition  to  having  a  superior  oflScer  entirely  coi^versant  with  all 
the  details  of  the  gas  business,  the  engineer  of  works  is  a  member 
of  the  research  committee  of  the  United  Qas  Improvement  Com- 
pany and  has  the  benefit  of  the  advice  of  the  entire  engineering 
force  of  that  company,  both  in  the  management  of  the  many  works 
operated  outside  of  Philadelphia  and  in  th.e  research  department, 
as  well  as  the  accumulated  records  and  data  of  years  of  experience 
of  the  company. 

The  Research  Committee  of  the  United  Gas  Improvement 
Company  direct  the  work  of  the  Eesearch  Department,  who  con- 
fine themselves  to  the  development  and  perfecting  of  the  details 
of  the  business.  The  Eesearch  Department  provides  the  engi- 
neering force  with  accurate  data  where  formerly  incomplete  or  mis- 
leading information  existed.  This  department  keeps  .in  touch  with 
all  the  literature,  domestic  and  foreign,  that  is  published  on  gas 
engineering.  They  have  for  their  use  a  large  experimental  gas 
plant,  erected  at  the  Twenty-fifth  Ward  works,  and  a  physical  and 
chemical  laboratory  in  the  centre  of  the  city. 

The  engineering  force  of  the  Philadelphia  Gas  Works  has 
contributed  to  the  various  gas  light  associations  of  this  country 
many  new  and  valuable  papers.  One  of  this  engineering  force 
has  worked  out  a  more  complete  method  of  gas  analysi.s,  which  he 
set  forth  in  a  paper  read  before  the  Franklin  Institute,  and  which 
is  adopted  in  this  country  and  abroad  as  a  standard  method.  This 
paper  has  been  published  in  several  languages,  and  may  be  found 
in  the  later  English  works  dealing  with  the  chemistry  of  gas. 

The  engineering  force  of  the  Philadelphia  works  have  ob- 
tained a  number  of  patents  on  details  that  have  been  generally 
adopted  by  the  gas  fraternity  of  this  country. 

The  engineering  force  of  the  Philadelphia  Gas  AVorks  under 
the  Bureau  of  Gas  did  not  produce  any  papers  that  were  read  be- 
fore any  of  the  technical  societies  or  appear  in  any  of  the  technical 
journals,  nor  did  they  obtain  any  patents  in  connection  with  the 
industry. 

Promotion  of  Employee|: 

Under  the  Bureau  of  Gas,  promotions,  with  scarcely  an  ex- 
ception, were  unknown.  Prom  1887  until  1897  there  was  no 
change  in  the  chief  of  bureau,  assistant  to  chief  of  bureau  or  super- 
intendents. These  men  held  the  positions  to  which  they  were 
originally  appointed,  with  the  exception  qf  lh\  Corn,  who  had 
been  promoted  from  a  stoker. 

Under  the  lease  to  the  United  Gas  Improvement  Company, 
a  number  of  changes  flero  made  in  the  engineering  force,  due  to 
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the  demand  for  the  services  of  the  raemhe»s  of  the  force  by  other 
companies  at  higher  salaries  and  wider  field  of  operation. 

Under  the  Bureau  of  Gas,  there  being  no  promotion,  there 
■was  no  attempt  to  train  men  in  the  busine*ss,  with  a  view  to  thus 
securing  men  who  were  able  to  fill  vacancies. 

Under  the  lease  to  the  United  Gas  Improvement  Company 
there  are  constant  additions  to  the  force  from  the  graduates  of 
technical  institutions  and  manual  training  schools.  These  men 
are  put  through  a  course  of  not  less  than  four  years'  work  in  all 
the  branches,  and  with  this  force  the  Philadelphia  Gas  Works 
have  supplied  a  large  number  of  men  who  have  gone  to  fill  import- 
ant positions  with  other  companies — a  sufficient  testimony  of  the 
value  of  the  training  that  they  have  received. 

Method  of  Selecting  Employees: 

Under  the  municipal  operation  men  were  employed  almost 
exclusively  through  political  channels.  The  superintendent  of  the 
works  had  no  authority  to  select  employees.  They  were  invariably 
provided  by  the  chief  of  bureau.  The  necessity  of  having  a  means 
of  employing  additional  men  in  case  of  an  emergency  never  arose, 
because  there  were  always  more  than  enough  men  on  the  pay-rolls 
to  meet  any  emergency. 

The  mayors  found  it  necessary  to  have  a  sufficient  number 
of  men  in  Councils  who  would  support  the  administration  in  car- 
rying out  its  designs  for  the  development  and  improvement  of  the 
afEairs  of  the  city.  There  has  been  no  record  of  a  successful  ad- 
ministration resulting  when  carried  on  in  antagonism  to  the  ma- 
jority of  Councils.  That  this  working  majority  might  be  had  to 
help  the  mayor,  it  was  and  is  absolutely  essential  that  the  admin- 
istration must  help  the  councilmen.  The  constituents  of  the  coun- 
cilmen  from  the  wards  adjoining  the  several  gas  works  are  not 
sufficiently  educated  in  the  higher  ethics  of  the  duties  of  citizens 
to  the  municipality  to  be  shaken  for  a  moment  in  the  belief  that 
their  councilmen's  first  duty  is  that  of  an  employment  agent  and 
channel  through  which  they  may  secure  not  only  better  livelihood 
for  themselves  but  employment  for  those  ifi  whom  they  are  inter- 
ested, who  are,  through  irregular  habits  or  physical  incompetency, 
unable  to  secure  profitable  employment  through  the  ordinary  law 
of  supply  and  demand.  It  is  absolutely  necessary,  therefore,  that 
where  men  are  to  be  selected  for  employment  in  those  positions 
not  classified  under  the  Civil  Service,  these  councilmen  must  be 
able  to  prove  to  their  constitutents  that  they  are  able  to  and  do 
secure  a  large  share  of  the  appointments.  This  was  absolutely  es- 
sential in  the  wards  adjoining  the  gas  works  to  any  councilman 
who  desired  re-election,  and  it  was  also  essential  that  the  admin- 
istration should  recognize  this  as  a  necessary  patronage  of  those 
councilmen.  It  was  necessary  also  that  the  men  composing  the 
central  organization  of  the  Republican  party  should  have  a  share 
of  this  patronage  and  be  able  to  give  work  to  certain  men.  It  is 
perhaps  true  that  no  detrimental  effect  should  be  experienced  in 
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the  general  standard  of  the  employees  of  the  gas  works  by  this 
method  of  appointment,  if  the  connection  of  the  employees  with 
.their  political  sponsors  stopped  at  the  moment  of  appointment. 
By  whom  a  man  is  selected  is  probably  of  no  importance  if  he  shall 
prove  a  valuable  workman,  but  unfortunately  the  councilmen  and 
politicians  did  not  relinquish  their  interest  in  a  man  at  the  time 
of  appointment.     They  could  not.     If  a  njan  proved  incompetent 
and  was  suspended  by  the  superintendent,  the  councilman  was  ex- 
pected to  show  his  ability  to  have  that  mail  reinstated,  and  in  a 
vast  number  of  cases  the  political  patron  would  not  consider  the 
detrimental  effect  upon  the  discipline  of  the  force  thus  return- 
ing an  undesirable  employee,  but  would  force  him  back  into  the 
works  against  the  wishes  of  the  management.    Such  methods  could 
only  result  in  disorganization,  great  laxity  of  discipline,  inequality 
-of  treatment  and  a  sense  of  injustice  pervading  minds  that  were 
never  strong  in  discriminative  powers.     The  force  of  municipal 
employees  of  the  Philadelphia  Gas  Works  thus  came  to  be  com- 
posed of  an  unprecedentedly  large  proportion  of  men  past  the 
prime  of  life,  of  cripples,  and  of  men  intemperate  in  their  habits 
and  of  an  order  of  intelligence  below  that;  of  the  average  skilled 
workman.     Far  different  was  the  method  of  selecting   and  re- 
taining employees  for  the  Philadelphia   Qas  Improvement   Com- 
pany's plant,  from  which  the  city  purchased  water  gas  during  that 
period.     Many  of  its  employees,  although  by  no  means  all,  it  is 
true,  were  obtained  through  the  councilmen  of  the  adjacent  wards ; 
but  once  appointed  these  men  received  no  privileges  not  enjoyed 
by  other  workmen.     They  had  to  conform  to  all  the  rules,  and  to 
do  their  work  as  well  as  the  others  or  their  discharge  resulted. 
Cases  arose  where  the  dismissal  of  a  man  would  be  requested  by  the 
same  councilman  who  secured  his  appoiatment,  the  presumption 
being  that  the  man  had  changed  his  political  allegiance.  ■   Under 
the   Philadelphia   Gas   Improvement   Company   this   request  was 
never  acceded  to.     When  it  was  found  that  no  exceptions  were 
made  to  this  rule,   there   was   no  further   demand  made  by  the 
councilmen.    They  were  able  to  satisfy  their  constituents  by  show- 
ing that  no  one  could  do  more  than  they  could.      (See  appendix 
on  page  46.) 

The  demand  upon  the  councilmen  from  the  industrial  wards 
by  their  constituents  to  secure  employment  for  them  cannot  be 
readily  appreciated  by  people  in  other  walks  of  life  and  from 
other  districts.  We  have  been  told  of  a  councilman  whose  daily 
experience  it  was  to  find  at  night,  upon  his  return  to  his  home, 
from  twenty-five  to  fifty  people  waiting  for  hiin  to  use  his  iaflu- 
ence  in  obtaining  work  of  all  kinds  for  them.  At  his  evening 
meal,  they  would  be  sitting  in  the  dining  room,  in  the  other  rooms, 
and  as  many  as  five  occupying  chairs  in  ]iis  bed  room. 

The  years  from  1887  to  1897  formed  a*  period  of  dire  indus- 
trial depression  in  Philadelphia,  the  worst  Imown  to  the  last  gen- 
eration. The  majority  of  the  manufacturing  plants,  especially 
in  the  textile  and  woolen  manufacturing  establishments  of  Ken- 
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sington  and  Eichmond,  had  suspended  ojferation,  and  the  pres- 
sure brought  to  bear  upon  the  clergy,  priesthood  and  politicians 
of  those  districts  will  not  soon  be  forgotten  by  them. 

Under  the  United  Gas  Improvement.  Company's  operation, 
the  conditions  of  employment  hare  materially  changed  and  have 
been  largely  influenced  by  the  prosperity  in  the  manufacturing 
districts.  As  far  as  possible,  at  the  beginning  of  the  lease,  old 
employees  were  retained,  a  policy  since  steadily  maintained.  At 
first  it  was  found  that  there  were  sufficient  men  on  the  pay-rolls, 
working  two  shifts,  eleven  hours  day  and  13  hours  night,  to  make 
three  shifts  of  eight  hours  each,  and  this  was  done  by  increasing, 
in  many  instances,  the  rate  of  pay  per  hour.  The  disposal  of  the 
old  men  was  made  a  subject  of  special  attention  and  resulted  in 
the  formation  of  a  pension  list  for  those  men  who  were  over  sixty 
years  of  age  and  had  been  employed  in  the,,  gas  works  for  not  less 
than  twenty-five  years,  and  who  were  found  to  be  of  insufficient 
value  as  workmen.  There  were  no  men  on  the  pay-roll  who  di^ 
not  earn  at  least  $1.50  per  day.  Discharges  for  the  first  six  months 
were  confinep^  to  those  who  flagrantly  disobeyed  the  moderate  and 
necessary  rules  laid  down  by  the  management,  particularly  in  re- 
gard to  intoxication. 

Under  the  municipal  operation,  the  average  age  of  employees 
was  much  older  than  was  consistent  with  good  working  force,  and 
it  became  necessary  under  the  United  Gas  Improvement  Com- 
pany's operation  to  get  in  younger  men,  more  active  physically 
and  mentally.  It  was  made  plain  by  the  United  Gas  Improve- 
ment Company  that  promotions  in  the  works  would  be  confined  to 
selections  from  the  force  itself — the  choice  being  solely  on  merit. 
Employees  were  notified  that  in  the  appointment  of  young  men 
preference  would  bo  given  to  their  sons.  The  company  has  to- 
day many  of  the  older  workmen  who  are  keenly  appreciative  of  the 
opportunities  for  learning  the  business  and-  the  advancement  thus 
obtained  for  their  next  generation. 

Under  municipal  mianagement,  a  superintendent  might  sus- 
pend; he  could  not  select  or  discharge. 

Under  the  United  Gas  Improvement  Company's  management 
the  superintendent  of  the  works  has  sole  power  to  hire  and  dis- 
charge. The  engineer  of  works  and  his  subordinates  never  ap- 
point a  man  to  a  position  under  a  superintendent  without  his  se- 
lection and  approval.  The  engineer  of  works  must  listen  to  every 
workman  who  has  a  grievance,  and  must  make  a  careful  investi- 
gation into  the  merits  of  the  case.  Where  ii;  is  apparent  that  even 
under  the  rules  designed  most  carefully  to  do  exact  justice,  injus- 
tice has  been  done,  the  action  of  the  superintendent  may  be  re- 
versed, but  no  man  can  be  replaced  under  any  particular  superin- 
tendent against  the  latter's  desire  or  consent. 

System  of  Developing  the  Wage  Earning  Capacity  of  Employees: 

Under  municipal  operation  the  lax  ajid  uniform  discipline 
that  prevailed  among  the  workmen  resulted  in  great  irregularity 
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in  the  daily  routine.  The  men,  being  able  to  get  higher  wages 
than  they  were  accustomed  to  earning  in  other  employment,  found 
the  long  night  shift  of  thirteen  hours  in  the  poorly  ventilated 
and  designed  retort  houses  of  the  City  Gas  Works  most  irksome, 
and  a  majority  would  never  make  full  time  on  the  night  shift. 
The  shift  from  day  to  night  was  made  once  a  month.  To  meet 
this  contingency,  what  was  known  as  the  "chance"  list  was  adopted. 
On  this  list  would  be  the  names  of  men  who  were  to  be  given  the 
first  opportunity  of  filling  vacancies.  At  the  beginning  of  the  night 
shift,  the  night  foreman  would  call  the  roll  of  the  workmen,  and 
the  place  of  each  absentee  was  filled  from  the  men  present  whose 
names  appeared  on  the  "chance"  list.  During  the  week  succeed- 
ing pay  day,  at  times  there  would  be  as  high  as  60  per  cent,  of 
the  regular  working  force  absent,  and  their  places  would  be  filled 
from  men  on  the  "chance"  list,  many  of  whom  had  no  previous 
experience  in  the  gas  works. 

Under  the  United  Gas  Improvement  Company's  operation, 
there  being  no  thirteen-hour  shift,  especial  attention  having  been 
paid  to  ventilation  in  the  retort  and  generating  hoiises  and  the 
elimination  of  those  men  whose  desire  for  intoxicants  made  them 
irregular  in  reporting,  there  is  not  noticeable  any  greater  per- 
centage of  absenteeism  in  one  shift  than  in  another.  The  men 
generally  make  full  time.  In  the  exceptional  cases,  the  real  cause 
is  known  to  the  other  workmen  and  the  foreman  and  treated  ac- 
cordingly. 

Under  the  municipal  operation,  the  wages  in  the  different 
branches  of  the  works  were  not  in  proportion  to  the  value  of  the 
work  done.  Certain  branches  of  work  were  made  to  be  almost 
wholly  sinecures;  they  were  much  sought  after  and  generally 
filled  by  men  who  were  of  unsual  value  to  their  political  patrons. 
Undera  competent  foreman,  the  work  of  emptjdng  and  filling  the 
purifying  boxes  is  ordinarily  laboring  work,  requiring  pick,  shovel 
and  wheelbarrow.  This  work  was  made  unnecessarily  severe  un- 
der the  municipal  operation  because  of  the  ammonia  that  should 
have  been  taken  out  previous  to  the  piping  of  the  gas  into  the 
purifying  boxes,  but  was  allowed  to  escape  there,  exposing  the  men 
to  the  pungent  ammoniacal  vapors.  But  still  the  work  was  only 
manual  labor.  There  would  have  been  no  trouble  in  securing  all 
the  men  necessary  to  do  it  at  $1.50  per  day,  good  wages  for  that 
class  of  labor  at  that  time.  There  would  ^ave  been  no  difficulty 
m  securing  that  quality  of  labor  at  $1.25  per  day.  The  purifying 
house  men  received  $3.75  per  day.  There  was  an  unnecessarily 
large  force  of  these  men,  and  they  were  pkid  for  seven  days  per 
week,  whether  there  was  work  for  them  or  not.  If  there  were  no 
purifying  boxes  to  be  cleaned,  it  was  not  expected  of  them  that  they 
would  be  called  upon  to  do  other  work.  On  Sundays  these  men 
reported  for  work  in  the  morning,  were  marked  up  for  the  full 
day  and  left  the  works  within  an  hour,  without  changing  their 
clothing.  Such  a  position  was  naturally  in  demand  among  ac- 
tive political  workers.     During  campaigns  these  men  would  be 
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excused  from  work  for  as  much  as  ten  days  and  be  paid  full 
time.  Other  illustrations  at  other  points  might  be  given,  but  this 
will  suffice. 

Under  the  United  Gas  Improvement  Company's  operation, 
the  equalization  of  wages  has  been  carefully  considered.  In  every 
branch  the  wages  have  been  increased  since  the  beginning  of  the 
lease  at  least  once;  in  some  cases  several  times.  It  may  be  said 
that  this  is  a  natural  consequence  of  the  great  industrial  prosperity 
during  these  years;  yet  it  must  be  born  in  mind  that  the  em- 
ployees of  the  municipality  have  not  enjoyed  any  increase  in 
wages  during  this  time.  At  present  there  is  agitation  in  the  Fire 
Department,  which  has  lately  been  organized,  for  increased  pay, 
accompanied  by  a  threat  of  proceeding  against  the  city  for  viola- 
tion of  the  law  regulating  the  hours  of  municipal  employees  to 
not  more  than  eight  per  day,  and  an  attempt  to  collect  wages  due 
the  firemen  for  working  overtime  dating  from  the  passage  of  the 
ordinance  in  1896.  The  yearly  demand  made  upon  the  Finance 
Committee  of  Councils  for  raising  the  pay  of  the  various  branches 
of  municipal  employees  has  been  met  by  the  statement  that  the 
finances  of  the  city  at  the  present  tax  rate  will  not  permit  any 
increase. 

Relation  of  Employees  to  Economy  m  Manufacture: 

Under  municipal  operation,  little  need  be  feaid.  The  method 
of  selecting  employees,  the  lack  of  discipline  among  them,  and 
the  irregularity  of  operation  at  the  plants  reduced  the  efficiency 
of  the  working  force  to  a  low  standard.  The  natural  desire  of  the 
chief  of  bureau  to  reduce  the  cost  of  labor  per  thousand  cubic 
feet  was  entirely  lost  in  the  necessity,  undet  the  system  of  political 
appointments,  of  getting  the  maximum  number  of  men  crowded 
on  the  pay-roll. 

Director  Wagner  said  in  his  annual  report  that  upon  assuming 
the  office  of  director  of  pubUc  works  he  found  that — 

"  The  works  were  deficient  in  all  that  constituted  a  first-class 
gas  works,  of  a  construction  for  making  good  gas  and  at  the  lowest 
prices.  Labor  saving  machinery  had  never  been  introduced,  and 
but  two  stacks  with  modern  appliances  for  carbonizing  coal  had 
been  built.  The  employees  numbered  2,257,  and  the  cost  for  skilled 
and  unskilled  labor,  especially  the  latter,  was  startling." 

The  energy  and  earnestness  which  I^irector  Wagner  found 
time  to  give  to  improving  this  condition  in  the  Philadelphia  gas 
works,  and  which  was  not  duplicated  by  anj'  of  his  successors,  did 
not  prove  able  to  make  any  permanent  headway  against  the  political 
system  in  vogue.  Under  the  Fitter  administration,  the  purchase 
of  water  gas,  decreasing  the  quantity  of  gas  made  by  the  city,  and 
the  introduction  of  semi-regenerative  benches  and  charging  and 
discharging  machinery,  efEected  a  reduction  in  the  total  number  of 
employees  in  the  gas  works  and  the  labor  per  thousand  cubic  feet ; 
yet  these  efforts  were  sporadic  and  incomplete,  and  ceased  with 
Director  Wagner.  No  comprehensive  plans  were  adopted  lookmg 
to  the  complete  economy  in  labor  in  the  cost  of  manufacture.    As 
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an  illustration:  In  1897,  after  ten  years  of  municipal  operation,, 
there  were  at  Point  Breeze  Gas  Works  thirty-eight  boilers,  scat- 
tered about  the  plant,  none  of  them  over  80  horse-power  and 
aggregating  not  more  than  1,200  horse-power.  There  were  not 
more  than  two  boilers  at  any  one  place;  in  whatever  locality  a. 
demand  for  extra  steam  arose  one  or  two  small  boilers  were  in- 
stalled and  connected  to  the  point  to  be  supplied.  Many  of  these 
boilers  were  of  the  antiquated  cylindrical  type,  without  flues.  They 
were  attended  by  a  fireman  and  a  helper  on  each  shift,  and  fired 
with  coke — the  most  expensive  fuel — ^hauled  to  the  boilers  by  con- 
tractors' carts  at  $3.50  per  day. 

At  one  point,  in  a  remote  building,  two  of  these  plain  cylindri- 
cal boilers,  of  about  15  horse-power,  were  thus  attended  and  operated 
for  the  sole  purpose  of  warming  the  cylinder  oil  in  a  barrel  suflfi- 
ciently  to  be  drawn  from  the  faucet.  See  attached  photograph  No. 
S55. 

Many  ingenious  devices  were  adopted  to  give  occasion  to  the 
employment  of  extra  men.  At  the  Twenty-fifth  Ward  works,  the- 
engineer  of  the  exhauster  engine  could  have  run  a  water  pump  ' 
by  the  cutting  through  of  a  doorway  to  connect  the  two  rooms 
(the  operation  of  an  exhauster  engine  is  almost  automatic),  or 
the  engineer  operating  the  pump  could  have  given  his  attention  to 
the  firing  of  the  boiler  in  the  adjoining  room,  having  nothing 
to  do  but  oil  the  pump  and  to  attend  to  its  packing;  but  the^ 
boilers  had  their  firemen  and  helpers,  the  pump  had  its  engineers 
and  the  exhauster  engine  its  engineers  and  helpers. 

The  superintendent  was  not  expected  to  require  from  any 
employee  work  in  any  other  department  than  that  to  which  he  was 
attached.  The  result  was  that  in  an  emergency  some  of  the  de- 
partments in  which  heavy  labor  was.  necessary  and  therefore  not 
affording  desirable  positions  would  be  desperately  overworked,  while 
surrounded  with  numbers  of  employees  temporarily  idle.  The  lack 
of  proper  management  and  the  weakness  of  the  engineering  force,, 
which  was  not  bent  on  correcting  these  evils  or  on  the  adoption 
of  the  most  modern  equipment  in  the  plant,  magnified  this  uneven- 
ness. 

Under  the  United  Gas  Improvement  Company's  operation, 
the  efforts  of  the  engineer  of  works  and  his  assistant  has  been  unre- 
mitting and  consistent  in  the  organization  of  the  force  of  employees 
with  a  view  to  adjusting  the  plant  so  as  tQ  eliminate  unnecessary 
labor,  reduce  the'  total  number  of  men  required  and  increase  the 
general  efficiency  of  each  man.  The  best  labor  saving  machinery 
had  been  adopted  and  properly  cared  for  and  improved  upon. 
Many  labor  saving  inventions  have  been  deviled  by  the  engineering 
force  to  replace  the  more  laborious  and  exhausting  features  of  the 
work.  As  an  illustration:  At  Point  Breeze  there  are  two  boiler 
rooms,  with  large  trunk  steam  mains  radiating  therefrom  to  supply 
the  entire  works.  Photograph  No.  418  shows  one  boiler  room  of 
2,000  horse-power  capacit}',  delivering  at  tlie  time  the  photograph 
was  taken   1,500  horse-power,  using  liquid  fuel  and  attended  to- 
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by  one  man  per  shift,  the  liquid  fuel  being  one  of  the  residuals 
from  the  plant. 

As  another  illustration:  By  the  invention  of  the  stand-pipe 
cleaning  machine  by  one  of  the  engineers  of  the  company,  the 
laborious  work  of  "  bulling "  stand-pipes,  requiring  a  large  force 
of  men,  working  close  to  the  open  mouth  oS  the  heated  retort,  has 
been  replaced  by  one  man  working  for  the  entire  house  and  not 
exposed  to  the  intense  heat  of  the  open  retorts. 

The  method  of  "  bulling  "  the  stand-pipes  under  the  municipal 
operation  is  shown  in  photograph  No.  1953,  which  was  only  one 
operating  a  "bull";  in  cases  of  severe  stoppage,  which  frequently 
occurred,  it  would  require  as  high  as  six  men  on  one  "  bull." 

The  stand-pipe  cleaning  machine  installed  by  the  company  is 
shown  on  photograph  No.  339A.  It  traverses  the  entire  house  on 
an  overhead  trolley,  operated  by  one  man,  being  equipped  with 
pneumatic  motors  of  2  horse-power,  and  saving  $20,000  yearly 
in  labor  in  the  retort  houses  of  the  Philadelphia  gas  works. 

Conveyors  for  delivering  coal  from  the  coal  shed  to  the  over- 
head hoppers  in  the  retort  houses  have  replacerl  small  buggies 
drawn  by  mules,  attended  by  two  men,  one  leading  the  mule  and 
the  other  steering  the  buggie,  hauling  the  coal  in  on  the  floor. 
Photograph  No.  215  shows  the  municipal  method  and  photograph 
No.  1467  shows  the  conveyor  for  delivering  the  coal  to  the  bins 
in  the  retort  houses,  under  company's  operation.  The  bin  on  one 
side  of  the  retort  house  is  shown  in  photograph  No.  339  (previous 
exhibit) . 

In  this  particular  of  the  relation  of  the  employees  to  economy 
in  manufacture,  the  aim  of  the  municipal  and  private  manage-^ 
ment  shows  the  greatest  contrast.  The  municipal  management  was 
designed  to  make  work  or  sinecures  for  employees;  the  private- 
management  requires  the  most  careful  study  by  the  engineering 
force  to  minimize  the  quantity  of  labor.  The  municipal  manage-- 
ment  resulted  in  indifference  to  the  severity  of  the  labor;  the- 
private  management  devoted  itself  to  the  elimination  of  arduous, 
exhautsing  toil.  Tbe  municipal  management  debased  the  mental 
condition  of  the  employee;  the, private  maijagement  always  had  in 
view  the  uplift  and  education  of  the  employees  in  every  branch  of 

the  work. 

Comfort  of  Employees: 

Under  the  municipal  operation,  as  stated,  the  prime  considera- 
tion vi-as  to  give  men  places.  The  comfort  of  the  men  received 
scant  consideration,  the  effect  upon  the  men  being  to  render  them 
indifferent.  The  retort  houses  were  constructed  with  large  window 
openings  having  iron  louvres  instead  of  sashes,  so  that  the  admis- 
sion of  light  was  coincident  with  the  admission  of  air.  The  nar- 
rowness of  the  houses  forced  the  men  to  sit  near  these  groat  open- 
ings in  cold  draughts  while  resting  between  the  periods  of  charging 
and  discharging,  during  which  times  heavy  perspiration  was  in- 
duced. In  other  words,  as  stated  by  the  men,  their  backs  froze 
while  their  faces  burned. 
Vol.  II.— 34. 
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In  inclement  weather  the  wheeling  out  of  coke  by  hand  re- 
quired men  to  work  between  snow  or  rain  one  minute  and  the  heat 
of  the  retorts  the  next. 

The  locker  rooms,  washing* facilities  and  toilet  arrangements 
were  crude  and  inadequate. 

In  the  retort  house  at  the  Market  street  works,  containing 
full  depth  benches,  the  cellars  were  practically  without  ventilation. 
The  poorly  burned  off  coke  was  dropped  into  these  cellars,  dis- 
charging large  volumes  of  impenetrable  smoke  and  gas,  causing 
the  worker  severe  distress.  Men  were  overcome  and  there  were 
many  cases  of  painful  accidents  due  to  collision  resulted  from  the 
wheeling  of  the  hot  coke  through  this  atmosphere.  As  many  as 
twenty-five  men  were  overcome  on  one  shift  from  heat  and  smoke 
in  these  works. 

Under  the  United  Gas  Improvement  Company's  operation 
these  conditions  have  received  studious  attention  and  been  for  the 
most  part  eliminated.  The  new  retort  houses  have  been  designed 
by  architects  who  have  been  advised  by  the  engineers  of  the  com- 
pany as  to  the  best  methods  of  overcoming  the  defects  noted.  The 
design  of  the  old  retort  houses,  under  municipal  management,  is 
shovm  in  photograph  95,  and  of  the  retort  houses  built  under 
company  in  photograph  ISTo.  417.  The  interior  view  in  photograph 
No.  1468  will  be  referred  to  later. 

The  coke  under  the  municipal  operation  was  removed  in  small 
barrows  pulled  by  men  and  dumped  on  a  coke  pile,  as  shown  in 
photograph  No.  316.  The  machinery  for  removing  coke  in  large 
ears,  hauled  by  cable,  under  the  company's  operation,  is  shown  on 
photograph  No.  980,  outside  view,  and  No.  981,  cellar  of  retort 
house. 

Accident  Cases: 

By  reason  of  the  varying  forces  controlling  the  management 
of  employees  under  the  municipal  bureau,  much  injustice  and  in- 
convenience resulted  -in  the  treatment  of  accident  cases.  The 
number  of  accidents  that  occurred  was  very  large.  The  men,  un- 
taught in  this  respect,  were  not  of  a  sufficient  average  mental  capac- 
ity to  avoid  exposing  themselves  unnecessarily  to  accidents.  Fore- 
men were  not  responsible  in  this  regard  for  their  men.  It  was 
not  impressed  upon  the  foremen  that  it  was  their  duty,  probably- 
more  urgent  than  any  other,  to  see  that  their  men  were  not  liable 
to  injury  by  reason  of  defective  apparatus  or  lack  of  forethought 
in  safeguarding.  The  treatment  accorded  in  accident  cases  de- 
pended upon  the  political  influence  that  could  be  brought  to  bear 
on  the  management.  Some  men  when  injured  were  retained  on 
the  pay  roll  at  full  time;  others  were  dropped  until  they  returned 
to  work.  There  was  no  claim  department,  nor  was  there  any 
means  of  obtaining  damages  except  by  legal  process  against  the 
city.  The  engineering  force  authorized  the  adoption  of  apparatus 
in  floor  areas  not  suited  for  their  operation.  At  Point  Breeze 
worlcs  the  charging  and  discharging  machines,  in  their  passage  down 
ihe  house,  left  only  9  inches  between  the  wfills  of  the  building  and 
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the  machine,  and  two  men  were  killed  by  being  caught  and  jammed 
in  this  narrow  space.  As  the  machine  went  down  the  house  it  was 
necessary  for  the  men  in  its  way  to  go  out  of  the  building  and  walk 
around  to  another  door,  or  return  through  the  same  door  after  the 
machine  had  passed.  Men's  legs  were  broken,  their  collar  bones 
dislocated  and  a  large  number  of  other  painful  injuries  received 
through  this  method;  yet  afterward  other  houses  were  equipped  in 
the  same  manner.  Eepeated  accidents  of  the  same  kind  did  not 
lead  to  elimination  of  the  causes. 

There  was  no  physician  attached  to  the  municipal  plant  j 
there  was  no  one  skilled  or  taught  in  the  valuable  rules  of  first 
aid  to  injured;  there  were  no  emergency  kits  for  the  dressing  of 
slight  wounds,  inattention  to  which  in  this  class  of  men  is  almost 
universally  followed  by  infection  of  disease;  and  the  only  report 
made  of  accidents  was  over  the  telephone  to  the  chief  of  bureau. 
Failure  to  at  once  investigate  an  accident,  by  a  regularly  appointed 
physician  or  employee  skilled  in  first  aid  to  the  injured,  resulted 
in  many  cases  in  which  doubt  arose  as  to  the  extent  of  the  injury 
or  even  as  to  the  fact  that  any  injury  had  occurred.  It  was  claimed 
by  the  superintendents  that  many  alleged  injuries  were  fakes,  and 
that  through  political  influence  men  were  kept  on  the  pay  roll 
as  injured  without  any  justification  in  fact.  No  money  could  be 
paid  out  of  the  city  treasury  except  by  ordinance  of  Councils 
stating  definitely  the  purpose ;  hence  there  was  no  way  for  treating 
these  accident  cases  except  to  drop  an  injured  man  from  the  pay 
roll  or  to  pay  him  full  time  during  disability. 

Under  the  United  Gas  Improvement  Company's  operation, 
adequate  means  of  giving  relief,  both  physical  and  financial,  are 
provided.  A  foreman  is  held  responsible  for  the  safety  of  his 
workmen,  and  some  foremen  have  been  reduced  for  failure  to  realize 
this  responsibility.  The  cause  of  every  accident  is  systematically 
inquired  into,  and  means  adopted  to  prevent  a  recurrence.  An 
emergency  kit  is  furnished  to  all  works  and  stations,  and  special 
employees  are  on  hand  through  the  twenty-four  hours  who  have 
been  instructed  by  a  practicing  physician  ill  the  method  of  binding 
u.p  wounds,  treating  burns  and,  to  the  extent  of  their  knowledge, 
judging  of  the  extent  of  an  injury.  Contributions  made  yearly  to 
the  various  hospitals  give,  so  far  as  the  company  can  control,  wel- 
come access  to  them.  Practicing  physicians  are  retained  to  treat 
the  men  injured.  An  accident  report  is  at  once  sent  to  the  claim 
department,  a  regularly  organized  branch* of  the  company,  which 
looks  into  every  case  of  injury.  The  doctor  visits  the  patient  at 
once,  and  no  injured  man  is  sent  to  a  hospital  unless  it  is  felt  that 
the  case  is  so  urgent  as  to  require  more  immediate  attention  or 
better  facilities  than  can  be  had  through  the  regular  company  physi- 
cian. The  company  recognizes  that  while  a  ma.n's  earning  capacity 
is  temporarily  gone,  his  living  expenses  continue.  On  the  acci- 
dent report  blank  that  he  fills  out,  the  superintendent  makes  his 
recommendation  to  the  engineer  of  works  in  the  case,  and  this  is 
followed  by  a  report  from  the  claim  department  to  the  same  en- 
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gineer  of  the  result  of  its  investigation.  If  the  claim  department,, 
through  the  legal  department's  advice,  decides  that  there  is  re- 
sponsibility on  the  part  of  the  company,  it  takes  the  case  in  its 
hands  for  settlement.  If,  in  its  judgment,  there  is  no  legal 
responsibility,  a  report  is  so  made  to  the  engineer  of  works,  who,, 
having  before  him  the  recommendation  of  the  superintendent,  then 
decides  as  to  the  matter  of  relief  in  the  case.  The  physician  re- 
tained by  the  company  watches  over  everjr  case  until  a  cure  is 
effected,  and,  with  a  few  exceptions,  the  injured  man  is  continued 
on  the  pay  roll  at  three-quarters  pay  during  period  of  disability  up 
to  six  weeks.  If  there  is  no  liability  and  the  injured  man  does  not 
recover  within  six  weeks,  the  engineer  of  works  makes  a  special 
report  of  the  case  to  his  superior  officer,  the  third  vice  president, 
and  receives  instructions  as  to  the  final  disposal  of  the  case. 
Every  accident  of  the  slightest  nature  that  caji  be  known  is  reported,, 
even  where  the  man  injured  does  not  lose  any  time. 

The  company  provides  a  ventilated  locker  for  each  employee. 
These  lockers  are  distributed  in  rooms  in  all  parts  of  the  works, 
as  conveniently  as  possible  for  the  workmen.  Hot  and  cold  water 
are  provided  in  sanitary  washstands  of  generous  size,  and  proper 
modern  toilet  facilities  installed  in  well  ventilated  places.  Shower 
baths  are  distributed  around  the  works,  and  men  employed  as  jani- 
tors to  keep  wash  rooms,  etc.,  clean  and  in  order.  These  efforts 
are  responded  to  in  proper  spirit  by  the  workmen. 

All  cases  of  distress  in  the  families  of  the  workmen  are  in- 
vestigated, and  frequently  financial  relief  has  been  expended  to 
bridge  over  periods  of  sickness. 

Under  the  municipal  operation  of  the  works,  a  Beneficial 
Society  was  formed  by  which  money,  raised  by  assessment  of  the 
members,  was  paid  to  the  extent  of  $150  to  next  of  kin  on  the 
death  of  an  employee  or  his  wife.  This  method  has  been  enlarged 
upon  by  the  company.  The  voluntary  contributions  of  the  workmen 
to  their  fellow  members  who  have  been  incapacitated  by  sickness 
have  in?  many  cases  been  increased  by  donations  from  the  com- 
pany. 

Under  the  United  Gas  Improvement  Company's  operation  a 
club  has  been  formed  for  the  relaxation  and  pleasure  of  the  em- 
ployees. At  the  largest  works  a  club  house*  of  good  size  has  been 
erected  and  the  grounds  inclosed,  graded  and  laid  out  for  games. 
At  the  other  works  a  large  room  has  been  set  aside  which,  as  well 
as  the  club  house  at  the  other  works,  has  been  equipped  with  pool 
tables,  bowling  alleys  and  the  paraphernalia  for  other  forms  of 
amusement.  The  dues  in  this  club  are  $3.50  per  year.  The  mem- 
bership averages  between  500  and  600,  being  open  to  any  employee 
of  the  company.  The  members  and  their  families  make  constant 
use  of  the  club.  A  room  is  available  for  smokers  and  has  proven 
a  source  of  great  satisfaction.  There  was  nothing  of  this  kind 
under  the  municipal  operation  of  the  works. 
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Appointment  of  Salaried  Employees: 

Under  Municipal  Operation — The  lack  of  adaptability  of  the 
laws  and  ordinances  pertaining  to  the  city  government  to  the 
operation  of  the  gas  works  is  evidenced  in  the  restrictions  and 
unbusinesslike  method  of  appointing  and  retaining  salaried  em- 
ployees. The  City  Councils  in  their  annual  appropriations  for  the 
various  bureaus  and  departments  appropriate  the  specific  amount  to 
cover  each  salary  for  the  year.  As  an  illustration :  The  appropria- 
tions for  the  Bureau  of  Gas  for  the  year  1895  contain,  under 
table  "H,"  item  1 — Chief  of  bureau,  $5,500;  assistant  chief  and 
general  store  keeper,  $3,000 ;  general  superintendent  of  distribution, 
$2,500 ;  three  superintendents  of  works,  each  $1,800 ;  general  fore- 
man of  distribution,  $1,500 ;  clerk  and  tinfekeeper  at  the  Twenty- 
fifth  Ward  works,  $1,080;  nine  telegraph  operators,  each  $360; 
two  Sunday  watchmen,  each  $104;  six  assistant  foremen  of  distribu- 
tion, each  $960.  The  total  salaries  of  the  bureau  amounted  to 
$191,388. 

There  could  be  no  increase  among  these  salaried  employees 
except  by  a  majority  in  Councils  creating  the  proposed  new  posi- 
tion and  naming  the  salary — a  proceeding:  most  difficult  to  carry 
out.  Councils  were  not  sufficiently  informed  regarding  the  gas 
works  and  its  needs,  and  did  not  have  sufficient  faith  in  the  opera- 
tion of  the  works,  to  give  support  to  a  nieasure  increasing  any 
salary  or  creating  new  positions  during  the  year.  Where  recom- 
mendations were  presented  to  Councils  in  individual  cases  in  the 
course  of  the  year  for  increase  in  salary  or  for  the  creation  of  a 
new  position,  the  not  unwarranted  suspicion  arose  that  the  sug- 
gestion was  made  through  political  motives  -father  than  through  the 
necessities  of  the  business  of  the  gas  wqrks,  and  were  so  fre- 
quently defeated  as  to  discourage  the  attempt.  In  the  same  way, 
positions  once  established  would  not  be  abandoned  although  their 
usefulness  might  have  no  longer  existed. 

it  is  also  true  that  Councils  did  not  iook  with  favor  on  the 
appointment  of  men  who  had  honestly  earned  a  high  reputation 
as  gas  engineers  in  the  general  field  outside  of  the  city.  Council- 
men  did  not  desire  the  appointment  of  high  salaried  officials.  As 
stated  by  one  member  of  Councils  who  had  served  many  years. 
Councils  would  prefer  the  appointment  of  five  men  at  $1,000  each 
to  do  the  work  that  could  best  be  done  by  .one  man  at  $5,000  per 
year.  A  $1,000  per  year  berth  under  the  city  is  eagerly  sought 
for  by  a  class  of  men  who  feel  well  rewarded  by  the  appointment 
for  their  political  allegiance. 

This  inelastic  condition  of  the  salaried'  positions  at  the  muni- 
cipal gas  works  led  to  some  curious  anoinalies.  Where  it  was 
absolutely  necessary  that  an  appointment  should  be  made  to  a  posi- 
tion not  provided  for  by  the  annual  appropriation,  a  man  who  was 
paid  by  the  day,  whose  wages  came  under  the  classification  of  item 
2  in  the  appropriation  for  the  Bureau  of  Gas,  namely,  "  Wages  of 
stokers,  helpers,  mechanics,  laborers  and  otjier  employees  engaged 
in  the  manufacture  of  gas,"  etc.,  would  be  selected  for  the  posi- 
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tion.  As  an  illustration:  A  messenger,  attached  to  the  office  of 
the  chief  of  bureau  and  rated  as  a  carpenter  did  not  have  a 
carpenter's  tool  in  his  hands  for  thirty-five  years.  Another:  One 
of  the  principal  employees  in  the  Bureau  of  Gas,  distribution  de- 
partment, acted  as  clerk.  This  misapplication  of  a  man's  title  and 
labor  was  common  in  the  works  and  led  to  considerable  confusion, 
especially  in  attempting  to  get  at  cost  figures,  since  labor  would 
be  charged  in  one  direction  when  the  men  named  were  exclusively 
occupied  in  another. 

Councils,  having  only  remote  connection  with  the  gas  works, 
were  unable  to  judge  of  the  merits  of  any  particular  case;  Council- 
men  had  no  experience  in  the  operation  of  the  gas  works ;  they  were 
indifferent  to  the  results  obtained,  and  yet  it  is  one  of  the  funda- 
mental principles  of  municipal  government  that  Councils  shall  be 
elected  by  the  people,  and  that  they  shall  have  the  sole  power  of 
appropriating  the  funds  of  the  city. 

Under  the  United  Gas  Improvement  Company's  Operation — 
The  executive  committee  of  the  company  meets  every  week,  when 
the  list  of  salaried  employees  is  susceptible  of  modification  or  fn- 
crease.  The  engineer  in  charge  of  any  department  may  recommend 
a  change  a-t  any  time  to  his  superior  officer,  a  member  of  the 
executive  committee,  and  feel  sure  of  obtaining  action  within  ten 
days.  The  executive  committee  having  the  power  to  appropriate 
is  composed  of  men  who  have  gained  their  positions  through  their 
knowledge  and  ability  in  the  business. 

All  labor  must  be  classified  in  exact  accordance  with  the  work 
done,  and  as  fully  set  forth  in  the  large  classification  sheets  and 
books  provided  by  the  company. 

Observance  of  Laws  Relating  to  Skilled  Labor  and  Safeguards  Against 

Accidents: 

Under  Municipal  Operation — Ordinances  and  State  laws  have 
been  passed  from  time  to  time  defining  the  qualifications  of  men 
who  may  be  permitted  to  perform  certain  classes  of  work,  restrict- 
ing the  hours  of  labor  and  requiring  the  inspection  and  installation 
of  safeguards. 

Under  the  Bureau  of  Gas  none  of  these  ordinances  or  State 
laws  received  attention,  and  there  was  no  penalty  attached  to  the 
neglect. 

The  Bureau  of  Boiler  Inspection  is  required  by  ordinance  to 
examine  and  give  certificates  to  all  men  who  are  permitted  to  fire 
or  are  in  charge  of  boilers  carrying  more  than  fifteen  pounds  of 
steam  or  of  over  ten  horse-power.  No  attention  was  paid  at  the 
works  to  this  ordinance.  Men  would  be  put  in  charge  of  an  engine 
who  had  no  experience  and  could  not  have  passed  an  examination ; 
they  were  never  required  to.  In  one  instance,  a  cobbler  was  sud- 
denly given,  through  political  preference,  a  position  as  engineer. 
In  another  case,  a  bartender  found  himself  in  charge  of  an  engine. 
At  all  the  holder  stations  the  boilers  were  operated  by  unlicensed 
men,  and  there  were  no  licensed  men  connected  with  any  station. 
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By  an  act  of  State  Legislature  of  July  36,  1897,  which  is  as 
follows :  Section  1 — "  Be  it  enacted,  etc.,  That  on  and  after  the 
passage  of  this  act  eight  hours  out  of  the  twenty-four  of  each 
day  shall  make  and  constitute  a  legal  day's  work  for  mechanics, 
workmen  and  laborers  in  the  employ  of  the  State  or  any  municipal 
corporation  therein,  or  otherwise  engaged  on  public  works,"  it 
would  appear  that  the  employee  of  the  city  should  be  confined  to 
certain  hours  of  labor.  This  is  not  the  case.  In  many  of  the 
bureaus  under  the  city  at  the  present  time  complaint  has  been  made 
that  the  men  have  scarcely  time  to  sleep.  In  no  case  was  more 
flagrant  disregard  of  this  act  exhibited  than  in  the  recent  ad- 
ministration of  the  police  department  under  a  director  of  public 
safety.  Under  the  city,  buildings  at  the  works  were  erected  without 
having  the  plans  submitted  to  the  Bureau  of  Building  Inspection. 
There  was  no  inspection  of  elevators  and  no  inspection  by  factory 
inspectors. 

Under  the  United  Gas  Improvement  Company's  Operation — 
An  interpretation  of  the  act  of  General  Assembly  amending  the 
previous  act  and  approved  on  the  18th  of  April,  1899, 
states :  "  That  it  shall  be  unlawful  for  any  person  or  per- 
sons to  have  charge  of  or  operate  a  steam  boiler  or  steam  engine 
in  cities  of  the  first  class  of  this  commonwealth,  except  locomotive 
boilers  used  in  transportation  and  steam  engines  and  steam  boilers 
carrying  less  than  fifteen  pounds  per  square  inch,  unless  said  person 
or  persons  are  upwards  of  21  years  of  age,  and  holds  a  license 
as  hereinafter  provided  for,  and  it  shall  be  unlawful  for  any  owner 
or  ov/ners,  user  or  users,  of  any  steam  boilgr  or  steam  engine  over 
ten  horse-power,  other  than  those  excepted  above,  to  operate  or 
cause  to  be  operated  a  steam  boiler  or  steam  engine  without  a  duly 
licensed  engineer."    This  is  literally  carried  out  by  the  company. 

There  is  no  boiler  in  the  gas  works  that  has  not  a  licensed 
engineer  operating  it;  not  in  charge  of,  but  actually  operating  it. 
The  company  has  been  required  to  make  'radical  changes  in  the 
steam  plant  to  comply  with  this  law.  In  the  holder  stations,  at 
which  there  are  no  steam  engines,  the  men  who  fire  the  boilers 
are  licensed  steam  engineers. 

The  number  of  working  hours  per  shift  has,  in  almost  every 
individual  case,  been  reduced  from  what  it  was  under  the  city.  It 
was  demonstrated  that  under  the  municipal  operation  the  hours 
were  dragged  out  to  such  a  length  as  to  impair  the  eflEiciency  of 
the  work  done.  The  aim  sought  for  under  the  company's  operation 
is  to  make  the  hours  of  employment  short  and  sharp. 

In  one  case,  at  the  Market  street  works,  shortly  after  the 
beginning  of  the  lease  of  the  company,  a  jule  was  put  into  effect 
that  the  men  should  stay  on  the  gas  works  property  during  the 
entire  time  of  the  shift.  A  man's  wife  in  bringing  his  lunch  to  him 
fell  into  a  hole  and  incurred  injuries.  The  man  based  a  claim  for 
damages  on  the  ground  that  it  was  a  hardship  to  him  and  his  wife 
to  be  obliged  to  have  his  meals  brought  to  him;  that  under  the 
city  administration  he  was  accustomed  to  going  home  to  dinner 
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about  11 :30  and  not  returning  until  about  3   o'clock.     Shortl}' 
after  the  men  were  put  on  eight-hour  shifts.. 

State  and  city  authorities,  such  as  factory  and  elevator  in- 
spectors, when  calling  at  the  works  are  met  by  the  superintendent 
and  personally  shown  about.  Their  suggestions  and  orders  as  to 
safeguards  have  been  carefully  noted  and  put  into  effect.  The 
regular  fee  is  charged  and  paid  for  these  inspections. 

The  designs  for  all  buildings  are  submitted  to  the  city's 
Bureau  of  Building  Inspection.  This  of  course  is  not  optional  with 
the  company,  but  the  same  law  or  laws  which  it  obeys  were  entirely 
disregarded  under  municipal  operation. 

The  experience  of  the  United  Gas  Improvement  Company's 
management  is  common  to  that  of  the  managers  of  all  power  plants 
— that  it  is  economy  to  have  the  best  skilled  labor  both  in  control 
and  in  operating  engines  and  boilers.  The  neglect  of  the  municipal 
management,  or  rather  the  inability  of  the  city  management  to 
obtain  this  class  of  labor,  was  quite  evideiit  upon  an  inspection 
of  their  engines  and  boilers.  There  was  no  apparatus  at  the  works 
for  heating  and  feed  water.  The  injectors  were  of  the  crudest  de- 
sign and  so  inefficient  as  frequently  to  have  no  water  showing  in 
the  gauge  glass.  Boilers  were  frequently  burned  out.  In  one 
instance,  the  boilers  that  were  used  to  keep  the  holder  cups  from 
freezing,  at  the  Twenty-fifth  Ward  works,  were  in  charge  of  two 
men  who  knew  nothing  whatever  about  boil'er  firing  and  who  were 
grossly  intemperate.  At  times  these  boilers  would  be  deserted  for 
from  six  to  eight  hours  during  the  night,  the  holder  cups  would 
freeze  and  the  boilers  would  be  burned. 

In  several  cases  the  boilers,  so  badly  incrustod  as  to  require 
shutting  down  entirely  for  treatment  to  clean  out  the  scale,  were 
when  cleaned  out  found  to  leak  to  such  an  extent  that  they  had 
to  be  abandoned. 

With  such  labor  firing  old  cylindrical  boUers  with  gas  coke, 
the  maximum  of  inefficiency  appears  to  have  been  reached. 

STATEMENT  OF   W.    H.    GAETLET^ 

Formerly  Engineer  of, 

THE    PHILADELPHIA    GAS    IMPROVEMENT    COMPAXY. 

In  the  investigation  of  the  Philadelplua  Gas  Works,  under 
municipal  operation,  by  the  Senate  of  Pennsylvania's  Investigating 
Committee,  I  am  reported  to  have  given  testimony  as  follows : 

Q.  In  the  management  of  your  works,  are  you  bothered  at  all  by 
political  persuasion  or  importunity  in  the  hiring  of  men? 

A.  No.  We  always  have  about  a  couple  of  hundred  of  applicants 
on  hand  and  I  usually  find  four  or  five  waiting  for  me  every  morning, 

Q.  You  mean  seeking  work? 

A.  Yes,  and  letters  sent  from  Councilmen.    Yes  sir ;  we  are  over-run. 

Q.  How  is  it  as  to  gratifying  them  ? 

A.  Everybody  that  we  need,  we  select  from  our  list.  We  put  them 
all  on  our  list  and  select  from  our  list. 

Q.  And  you  appoint  as  many  as  you  have  u^e  for? 

A.  There  is  a  certain  class  of  men  up  there  we  do  not  pretend  to 
give  steady  work  to.    We  tell  a  man  that  we  will  give  him  such  work  as 
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we  have  for  three  months,  and  after  that  he  gets  out  whether  he  is  a 
.good  man  or  a  bad  man.  That  is  not  done  for  anything  except  to  be  fair 
to  all  and  to  give  all  something  to  do.  If  you  give  that  class  of  men 
three  months'  work,  it  helps  the  man  along  and  he  can  worlc  his  credit 
along  for  awhile. 

Q.  In  that  way,  you  oblige  as  many  Councilmen  as  you  can? 

A.  In  that  way,  we  oblige  as  many  as  we  can.  We  oblige  them  as 
often  as  we  can.  For  instance,  the  Councilman  who  lives  near  there  are 
the  ones  who  are  most  sought  by  these  men  seeliing  employment.  The 
men  who  live  near  are  the  men  who  are  most  beseiged  by  applicants  and 
they  interest  themselves  in  the  man  no  matter  what  his  condition.  If  a 
Republican,  they  take  him  up  naturally,  and  if  a  Democrat,  they  will 
want  to  convert  him ;  but  they  are  all  taken  up  as  they  come.  I  never 
ask  a  man  what  he  is. 

The  official  report  of  my  statements  appears  to  be  in  the 
nature  of  a  summary  of  a  more  extended  questioning;  as  stated, 
it  is  somewhat  vague  and  misleading.  If  is  the  truth,  but  not  the 
whole  truth,  and  as  reported  does  not  giye  the  understanding  that 
I  believe  the  committee  got  from  my  statements.  I  am  not  re- 
ported to  have  said  that  we  excluded  from  our  application  list 
all  who  were  not  sent  by  councilmen.  I  am  not  reported  to  have 
i^aid  that  those  sent  by  councilmen  were  appointed  over  the  heads 
of  other  applicants,  or  were  given  any  preference  after  being  hired, 
or  retained  longer  in  our  employ  than  tlje  others.  I  am  reported 
to  have  said  that  every  man' who  applied  was  listed  and  we  em- 
ployed from  that  list  in  regular  order,  "as  they  come''  on  the  list, 
and  we  did  not  ask  any  of  them  what  their  political  afhliations 
were. 

My  attention  was  not  called  to  the  reports  of  this  committee 
for  several  years  after  it  was  made,  and  I  cannot  now  state  pre- 
cisely the  words  used  or  the  sequence  of  thought.  1  had  no  oppor-  ' 
tunity  to  examine  the  stenographer's  report  to  see  if  I  was  cor- 
rectly quoted.  My  memory,  though,  is  clear  enough  to  recall  that 
I  tried  to  show  that  among  others  we  employed  men  sent  us  by 
coimcilmen. 

In  these  industrials  wards,  the  most  important  duty  a  coun- 
cilman can  perform  for  his  constituents  appeared  to  be  to  secure 
work  for  as  many  of  them  under  the  municipality  as  possible. 
During  the  years  preceding  this  investigation,  the  condition  of 
the  mill  workmen  in  Kensington  and  Richmond  was  far  below 
normal.  This  is  one  of  the  largest  manufacturing  districts  in  the 
country,  and  thousands  of  men,  women  and  children  were  deprived 
of  work  by  the  closing  up  of  more  than  50  per  cent,  of  the  mills. 

The  effort  to  get  employment  was  insistent  and  unremitting. 
Our  rate  of  pay  for  laboring  men  was  15  cents  per  hour,  and 
men  would  offer  themselves  for  12-J  cents. 

We  had  from  twenty  to  forty  men  in  the  laboriag  gang,  and 
it  was  arranged  by  the  president  of  the  company  that  in  this  un- 
skilled class  of  labor,  we  could  be  of  more  assistance  by  dividing 
our  work  so  as  to  give  a  man  a  chance  to  earn  a  living  for  three 
months,  and  then  retire.  During  these  three  months  he  could 
look  about  for  work  at  his  regular  vocation,  and  keep  a  roof  over 
his  head  in  the  meantime.     There  were  two  classes  of  men  who, 
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far  more  than  any  others,  used  their  energies  ia  helping  these 
men  find  work — eouncilmen  and  priests;  our  list  was  .filled  largely 
through  their  efforts,  and  I  specifically  den^  having  given  or  having 
been  instructed  to  give,  by  my  superior  officers,  any  special  favors 
to  councilmanic  applications. 

As  a  rule,  the  eouncilmen  were  fair  and  only  asked  us  to  treat 
their  applicants  with  the  same  consideratipn  that  we  did  others. 
Our  total  number  of  employees  of  the  unskilled  class  was  too 
small  to  attract  much  of  their  time  and  energy.  In  the  skilled 
labor,  we  made  no  changes  for  any  political  or  philanthropic  con- 
sideration. We  never  discharged  a  man  at  the  request  of  a  coun- 
cilman or  politician,  nor  excused  poor  work  or  infringement  of 
rules  because  of  political  backing. 

It  was  in  these  respects  that  we  differed  from  the  municipally 
operated  gas  plant.  In  the  latter,  the're  can  be  no  ques- 
tion of  the  pernicious  effect  of  political  patronage  on  the  discipline 
and  efficiency  of  the  employees. 

Department  of  Distribution: 

Framework  of  system  employed,  see  Exhibit  "A.'"' 
During  the  municipal  operation  of  the  gas  works,  the  super- 
intendent of  distribution  was  for  many  years  prior  to  the  beginning 
of  the  lease  to  the  United  Gas  Improvement  Company,  Joseph  P. 
Boon.  Mr.  Boon  was  not  an  engineer  by  education  or  trainiug. 
Originally  a  member  of  City  Councils,  he  was  appointed  to  this 
position  of  superintendent  of  distribution  without  any  previous 
training  under  the  Gas  Bureau  or  in  the  gas  business.  He  re- 
.  ported  direct  to  Mr.  Park,  chief  of  bureau.  Wliile  Mr.  Boon  had 
nominal  charge  of  all  the  work  of  the  Distribution  Department, 
actually  he  devoted  his  time  exclusively  to  the  street  main  work. 
The  work  done  in  installing  services,  meters  and  the  repair  work 
of  the  Service  and  Meter  Department,  and  such  complaint  work 
as  was  done  by  the  Gas  Bureau,  received  practically  no  attention 
from  him.  In  the  street  main  work  his  activities  consisted  prin- 
cipally in  examining  localities  where  houses  were  being  built  and 
streets  were  being  paved,  and  deciding  where  mains  were  to  be 
installed.  Every  morning  the  different  street  main  foreman  visited 
Mr.  Boon's  office  at  Twenty-second  and  filbert  streets,  and  re- 
ceived their  orders  for  mains  to  be  laid,  tor  the  great  bulk  of 
the  street  main  work,  Mr.  Boon  came  into  contact  with  the  street 
main  foreman  only  through  these  daily  cojiferences.  He  rarely, 
if  ever,  visited  the  localities  where  the  work  was  being  done.  An 
exception  to  this  statement  may  be  made  with  reference  to  the  in- 
stallation of  the  large  mains,  which  was  done  under  the  foreman- 
ship  of  Mr.  Cook.  It  is  believed  that  Mr.  Boon  did  occasionally 
visit  the  work  of  construction  during  the  installation  of  large  trunk 
mains,  although  even  in  this  work  his  visits  were  infrequent. 

The  street  main  foremen  who  reported  to  Mr.  Boon,  as  ex- 
plained above,  were  as  a  rule  practical  street"  main  men.  Although 
unlettered,  they  had  been  promoted  to  their  .positions  through  long 
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service  as  workmen.  Most  of  them  started  as  laborers,  digging 
ditches  in  the  streets,  and  then  became  caulkers  and  pipe  layers, 
and  finally  foremen.  Their  method  of  work  while  primitive  was 
still  in  certain  ways  efficient.  Their  instructions  usually  embodied 
the  size  of  the  main,  and  the  points  to  be  Joined  by  the  new  main, 
but  the  location  in  the  street  and  all  the  details  of  getting  around 
other  underground  structures  were  left  to  their  judgment.  The 
location  of  the  gas  main  to  which  a  new  main  was  to  join  was  not 
supplied  to  a  foreman.  He  was  dependent  either  on  his  memory 
for  it  or  was  compelled  to  find  it  by  digging.  There  was  no  sys- 
tem in  installing  new  mains,  or  in  repairing  leaks  in  mairf<  and 
services,  by  which  the  foreman  who  directfed  the  digging  of  the 
holes  had  any  information  other  than  his  memory  regarding  the 
location  of  what  he  was  digging  for.  This  of  course,  led  to  the 
digging  of  a  great  many  unnecessary  openings,  with  excessive 
cost  of  paving,  although  in  those  days  there  was  not  in  the  city  a 
great  area  of  asphalt  paving,  and  the  cost  of  replacing  cobble 
stone  and  Belgian  block  paving  in  the  manner  in  which  it  was  done 
by  the  employee  of  the  bureau,  was  not  larg'e.  These  foremen  had, 
of  course,  no  power  of  discharge  over  the  men  working  under 
them.  The  joints  as  a  rule  were  well  caulked,  but  there  was  lit- 
tle attempt  to  lay  the  main  pipes  in  a  straight  line,  and  the  meth- 
ods were  in  many  respects  primitive.  A  large  or  trunk  main  laid 
joining  two  points  (say)  a  mile  apart  would  be  joined  to  the  ex- 
isting main  system  only  at  its  ends.  In  other  words,  it  would  not 
be  tied  in  with  the  main  system  at  the  cross  streets.  This  lack  of 
system  in  construction  was  quite  common^  and  perhaps  often  a 
case  of  oversight,  it  being  the  intention  to  have  the  local,  or  dis- 
trict, street  main  foremen  join  the  smaller  mains  to  the  large  new 
one,  but  with  the  large  main  covered  up  an'd  out  of  sight  the  mat- 
ter was  forgotten. 

The  tools  used  by  the  street  main  gangs  were  of  primitive 
construction,  often  being  home-made.  In  drilling  holes  in  pipes 
containing  gas,  there  were  no  tools  to  prevent  the  escape  of  gas 
in  the  face  of  the  workman.  Eubber  bags  for  holding  back  the 
flow  of  gas  in  making  cut-outs  were  used  only  in  the  larger  mains, 
great  risks  being  taken  in  mains  of  smaller  size  by  making  cut- 
outs and  using  nothing  to  stop  the  flow.  As  a  rule,  the  foreman 
and  the  men  were  quite  careless  and  indifferent  regarding  asphyx-. 
iation.  While  they  had  no  instructions  from  a  medical  source  re- 
garding the  bringing  to  of  asphyxiated  persons,  yet  they  had  in- 
herited certain  primitive  methods,  which  they  usually  found  suf- 
ficient. 

There  was  nobody  connected  with  the  department  who  made 
any  attempt  to  keep  abreast  with  improveinents  in  practice  and 
what  was  being  done  by  gas  companies  in  other  cities.  All  methods 
and  tools  were  such  as  had  come  dovm  from  predecessors.  All 
joints  in  mains  were  of  lead,  cement  joints  in  no  case  being  made. 
The  foremen  were  not  supplied  with  a  well  equipped  selection  of 
"specials,"  so  that  the  methods  of  joining  intersecting  pipes,  or 
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( 
going  around  obstructions,  wore  not  good.     In  numerous  eases, 

the  open  ends  of  gas  mains,  temporarily  stopped  by  means  of  taper 

wooden  plugs,  were  covered  up  and  left  arid  forgotten. 

The  work  of  installing  new  service  pipes  and  setting  meters 
in  new  locations  for  the  whole  area  of  the  city,  except  the  three 
outlying  districts  of  Manayunk,  Germantown  and  Frankford,  was 
under  charge  of  James  McCracken,  whose  office  was  at  Juniper  and 
Filbert  streets,  in  the  basement  under  thq  main  gas  office.  Mr. 
McCracken  was  not  an  engineer,  nor  even  a  mechanic  by  education 
or  experience.  When  his  predecessor  in  the  position  of  superin- 
tendent of  shops  died,  Mr.  McCracken,  who  was  his  clerk,  was  pro- 
moted to  the  position.  He  never  went  out  of  his  office  to  inspect 
any  work  done  by  his  men.  As  stated  above,  there  was  practically 
no  superintendence  of  the  work  on  the  part  of  Mr.  Boon  or  any 
one  over  him.  He  sent  a  written  list  of  the  services  he  installed 
to  Mr.  Boon's  office.  He  did  not  have  any  assistants  or  inspectors 
to  look  after  the  work  done  by  his  men.  The  service  gang  consisted 
of  two  or  sometimes  of  three  men,  who  conveyed  their  tools  and  fit- 
tings by  means  of  pushcarts.  They  came  to  the  shop  each  morn- 
ing to  get  their  orders.  Practically  all  of  the  services  installed 
were  three-quarter  inch  pipe;  it  was  not  coated  to  prevent  corro- 
sion; the  joint  at  the  gas  main  was  made  by  means  of  an  elbow, 
so  that  there  was  no  allowance  for  expansion  and  contraction  in 
the  pipe.  The  service  gangs  extended  the  service  pipe  througli 
the  wall  of  a  building  so  that  it  projected  into  the  cellar  in  such 
shape  that  when  the  man  came  to  set  the  meter  there  would  be 
only  one  joint  to  make  up.  The  methods  of  the  Gas  Bureau  were 
such  that  there  was  practically  no  necessity  of  mechanics  or  men 
acquainted  with  the  use  of  tools  in  the  meter  setting  and  complaint 
department.  The  bureau  would  set  only  one  meter  in  one  build- 
ing, and  consequently  no  headers,  or  pipes,  to  which  several 
meters  might  be  attached  were  installed.  The  meter  was  joined 
to  the  head  of  the  service  pipe  by  a  lead  pipe,  made  in  the  shop, 
requiring  only  one  joint  in  making  the  connection. 

The  examination  of  complaints  made  by  consumers  was  car- 
ried out  by  a  force  known  as  "out-order  men."  These  were  not 
mechanics.  They  carried  a  gas  key  for  turning  the  cock  at  the 
■curb  and  a  pair  of  pipe  tongs  about  twelve  inches  long.  The  or- 
ders and  complaints  issued  to  these  men  were  written  in  a  book 
with  a  stub.  The  order  was  torn  out  and  ^iven  to  the  man,  and 
the  stub  containing  a  record  of  the  order  I'etained.  There  was, 
however,  no  system  of  checking  completed  orders  back  with  the 
stubs,  so  that  if  orders  were  lost  or  neglected,  or  unattended  to,  it 
was  not  discovered.  There  was  no  outside  foreman  or  inspector 
to  follow  these  men  up  to  see  that  they  did  their  work.  The  meth- 
ods in  this  respect  were  extremely  loose.  '  What  were  known  as 
"blind"  orders  were  not  uncommon.  These  were  fictitious  orders 
originated  and  entered  in  the  order  book  by  one  of  the  men  who 
wanted  to  take  time  oif,  and  who  would  go  out  on  it  himself.  It 
is  believed  also  that  many  orders  were  issued  in  which  the  men 
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did  not  reach  the  house  of  the  consumer.  As  a  rule,  except  for 
places  very  far  distant,  no  transportation  fare  was  allowed  these 
"out-order  men."  They  had  ofter  to  walk  three  or  four  miles  to 
attend  to  a  complaint,  on  many  of  these  trips  carrying  one  or  more 
gas  meters,  although,  except  ,in  hurried  cases,  the  gas  meters  were 
usually  transported  on  wagons.  Cases  were  not  infrequent  in  which 
an  "out-order  man"  would  carry  a  twenty-light  meter  for  a  mile 
or  more,  set  it,  and  carry  the  old  meter  back  to  the  shop.  The 
number  of  complaints  received  from  consumers  seems  to  have  been 
astonishingly  small.  There  were  several  reasons  for  this.  In  the 
first  place,  the  employees  of  the  bureau  would  not  do  anything  in 
the  consumer's  house  beyond  the  outlet  of  the  meter.  If  the  house 
pipes  were  leaking,  or  obstructed,  or  too  small,  or  if  the  burners 
were  in  bad  condition,  it  was  the  consumer's  business  to  employ  a 
plumber.  Then,  in  cases  where  the  trouble  with  the  flow  of  gas 
was  really  within  the  province  of  the  bureau  work — that  is,  in  the 
service  pipe  or  meter — the  remedies  applied  by  the  "out-order 
men''  were  on  the  average  so  inefficient  that  the  consiimers  had 
learned  by  long  experience  that  it  was  useless  to  complain.  In  ease 
of  a  stopped  service,  the  usual  remedy  was  to  pour  hot  water,  or, 
if  that  failed,  benzine  into  the  service  pipe  a*t  the  cellar  end.  This 
practice  had  become  common  because  of  more  or  less  frequent 
periodical  cases  of  deposits  of  naphthalene  in  the  service  pipes. 
Practically  no  attempt  was  made  to  clear  out  solid  obstructions. 
Thfe  use  of  Bell  or  service  pumps  was  unknown.  After  the  be- 
ginning of  the  gas  lease  to  the  company  it  was  found  that  enor- 
mous numbers  of  service  pipes  were  filled  to  a  lesser  or  greater 
extent  with  solid  obstructions,  due  apparently  to  an  accumulation 
of  rust,  dirt  and  hard  naphthalene,  or  carbon  deposit.  In  many 
cases,  the  opening  for  the  gas  in  the  service  pipe  would  not  admit 
a  lead  pencil. 

This  failure  on  the  part  of  the  Gas  B.ureau  to  attend  to  any 
of  a  consumei^s  complaints  regarding  pipes,  beyond  his  meter  and 
to  insure  a  good  flow  of  gas  into  his  house,  was  one  of  the  prin- 
cipal causes  of  the  bad  reputation  of  the  city's  management  of  the 
gas  plant.  This  failure  was  due  partly  to  the  fact  that  mechanics 
were  not  employed  to  do  the  work,  and  still  more  to  the  lack  of 
organization  in  the  departments  in  charge.  Especially  in  work 
of  this  kind,  where  the  number  of  separate  jobs  is  very  numerous, 
and  where  they  are  scattered  all  over  the  ^rea  of  the  city  in  the 
houses  of  the  people,  the  whole  matter  of-  efficiency  versus  inef- 
ficiency depends  on  the  organization — that  is,  on  the  systems  of 
inspection  over  the  workmen  and  their  completed  Jobs  a,nd  of 
checking  up  the  orders  issued  with  work  done  and  of  tying  in 
together  all  the  orders  issued  and  the  work  done  at  a  given  house 
served  with  gas,  so  that  all  such  orders  may  be  intelligently  edited 
and  criticised  in  the  office.  The  methods  here  described  of  the  work 
-in  the  complaint  and  service  department  were  largely  those  of  the 
main  office  at  Juniper  and  Filbert  streets,  but  with  fair  accuracy 
it  may  be  said  the  same  methods  were  followed  at  the  offices  m 
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the  outlying  districts.  It  is  possible  that  in  one  or  two  of  these 
the  degree  of  efficiency  was  higher  than  in  the  city.  In  at  least 
one  of  the  outlying  districts,  the  main  system  was  insufficient  to 
maintain  a  proper  pressure  of  gas  throughout  the  district  at  the 
heaviest  burning  hours.  The  result  of  this  was  that  practically 
every  complaint  from  a  consumer  in  the  locality  of  an  insufficient 
supply  of  gas  was  entirely  ignored,  becausp  the  employees  of  the 
bureau  assumed  that  it  as  due  to  the  general  lack  of  pressure  in 
the  district. 

Under  the  practice  of  the  Gas  Bureau,  the  cost  of  the  service 
pipe  for  any  length  over  sixteen  feet  was  charged  to  the  con- 
sumer, and  as  generally  paid  by  the  landlord.  A  charge  was  also 
made  for  the  meter  connection.  When  thfe  meter  had  been  set 
by  the  "out-order  man"  and  attached  to  the  service  pipe  by  the 
lead  inlet  connection,  the  consumer  employed  a  plumber  to  make 
the  lead  outlet  connection  and  attach  the  meter  to  the  house  pip- 
ing. 

During   the  Lease   of  the   Gas   Works   to   the  United    Gas   Improvement 

Company: 

Framework  of  system  employed,  see  Exhibit  "A,"  schedule  C. 

The  operation  and  maintenance  of  the  Distribution  Depart- 
ment is  directed  by  the  engineer  of  distribution,  who  reports  to 
the  third  vice  president. 

The  engineer  of  distribution,  William  J.  SerriU,  was  grad- 
uated from  the  mechanical  engineering  department  of  the  Uni- 
versity of  Pennsylvania.  The  assistant  engineer  of  distribution, 
Walton  Porstall,  was  graduated  from  the  mechanical  engineering 
department  of  the  Lehigh  University,  and  ifaefore  his  employment 
by  the  company  had  experience  in  operating  the  gas  works  at  Lock- 
port,  IST.  Y. 

The  department  was  entirely  reorganized  by  dividing  the 
city  into  six  districts,  each  in  charge  of  a  district  superintendent. 
These  district  superintendents  were  selected  because  of  their  ex- 
perience in  the  operation  of  distributing  gas.  In  the  city  district, 
William  H.  Smith  had  many  years  of  experience  in  manufacturing 
and  distributing  gas  at  one  of  the  plants  of  the  United  Gas  Im- 
provement Company  at  Bayonne,.  i^.  J.  In  the  Spring  Garden 
district,  P.  M.  Arthur  had  a  similar  experience  at  Eeading,  Pa. 
In  the  West  Philadelphia  district,  Martin  Molony  had  a  similar 
experience  in  operating  the  gas  works  at  Chester,  Pa.  In  the 
Mauayunk  district,  C.  P.  Hardick  was  in  charge  of  the  district 
for  many  years  under  the  Gas  Bureau  and  was  retained  in  that 
position.  In  the  Ge^manto^^•n  district,  W,.  A.  Allison  has  been 
trained  and  promoted  to  this  position  since  the  lease  of  the  gas 
■works.  He  entered  the  employ  of  the  company  after  being  grad- 
uated at  the  Philadelphia  Manual  Training,  School  in  1899,  and 
has  by  a  series  of  promotions  reached  his  present  position.  In  the 
Frankford  district,  Joseph  S.  Parker,  likewise  a  graduate  of  the 
Manual  Training  School,  has  had  a  similar  experience  to  Mr.  Alli- 
son's. 
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These  superintendents,  each  in  his  own  district,  maintains  a 
well  organized  force  of  employees.  There  is  a  general  foreman  each 
for  the  office,  for  the  main  work,  the  service  work,  and  the  fitting 
work;  The  duties  of  these  men  are  to  follow  up  the  workmen, 
visiting  the  premises  where  the  work  is  done,  either  at  the  time,  or 
afterwards,  and  thus  insuring  the  doing  of  the  work,  and  its  well 
doing.  In  the  ofiice  a  continuous  permanent  record  is  kept  for 
each  house  by  card  catalogue,  so  that  all  orders  can  be  intelligently 
edited  both  before  they  are  issued  and  after  the  workman  makes 
his  report. 

The  company  undertakes  to  remedy,  in  most  cases  without 
charge,  all  the  ills  that  the  gas  supply  of  a  consumer  can  be  sub- 
ject to. 

Since  the  beginning  of  the  gas  lease,  the  introduction  of  gas 
cooking  ranges,  gas  water  heaters,  gas  room  heaters,  and  special 
appliances  for  use  of  gas  in  industrial  purposes  has  enormously 
increased  the  activities  of  the  department,  and  has  required  a  class 
of  mechanic  work  and  a  degree  of  supervision  that  were  undreamed 
of  in  the  days  of  the  Gas  Bureau. 

In  the  street  work,  the  substitution  of  cement  for  lead  in  the 
Joints  of  gas  mains  has  greatly  decreased  the  cost  of  installation 
and  added  to  the  general  tightness  of  the  joints.  The  workmen 
are  equipped  with  the  latest  tools  and  devices  both  for  facilitating 
the  work  and  for  self-protection.  No  man  is  sent  to  dig  a  hole 
in  a  street  for  purposes  of  installation  or  repair  without  being 
given  definite  inforrnation  regarding  the  location  of  the  partic- 
.  ular  pipe  or  joint  he  is  to  find.  The  making  of  additions  or  ex- 
tensions to  the  main  pipe  system  is  now  intelligently  designed, 
being  based  on  elaborate  sets  of  pressures  taken  in  the  gas  mains 
during  active  burning  hours.  This  practice  was  unlmown  in  the 
Gas  Bureau,  which  had  very  few  pressure  gauges,  or  none  at  all, 
in  use  on  the  distributing  system. 

In  addition  to  the  six  district  superintendents  above  described, 
the  department  employs  also  a  superintendent  of  meters,  who  has 
charge  of  the  purchase  and  maintenance  of  the  stock  of  meters  and 
operates  a  shop  for  repairing  meters.  The  superintendent,  "W.  A. 
Castor,  was  graduated  from  the  Philadelphia  Manual  Training 
School,  and  entered  the  employ  of  the  company  in  1899.  He  has 
had  a  thorough  experience  in  distribution  work.  The  improve- 
ments introduced  by  the  company  since  the  beginning  of  the  lease 
in  the  design  and  construction  of  gas  meters  are  of  great  import- 
ance. Investigations  conducted  on  a  large  scale  have  led  to  the 
supply  of  meters  of  much  larger  capacities  and  of  greater  accu- 
racy of  registration  than  those  in  use  under  the  city  bureau. 

A  superintendent  of  stores  takes  charge  of  all  the  material 
purchased  for  the  use  of  the  department,  and  sees  that  it  is  prop- 
erly disbursed  and  accounted  for. 

A  superintendent  of  stables  has  charge  of  the  appurtenances 
and  the  maintenance  of  the  teams  and  of  the  general  hauling  work 
■done  by  the  company. 
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A  superintendent  of  records  maintains  a  force  of  engineers,, 
who  take  the  necessary  measurements  of  the  work  that  is  done  in 
the  street  and  enter  them  in  detail  on  permanent  card  records. 
Under  the  Gas  Bureau  no  effort  was  made  to  keep  any  detailed 
record  of  the  underground  work.  The  fact  that  a  main  existed 
in  any  given  street  was  shown  by  a  simple  line  on  a  map  of  the 
city.  Under  the  company,  the  record  is  detailed,  sketches  of  all 
specials  being  made  and  exact  locations  taken  so  that  in  case  any 
part  of  the  system  must  be  reached  the  place  to  dig  can  be  obtained 
with  precision. 

The  work  of  repaying  over  the  trenches  and  holes  made  in 
the  streets  is  in  charge  of  a  superintendent  of'  paving,  whose  duty 
it  is  to  look  after  the  work  done  by  the  paving  contractors,  and 
to  confer  with  the  city  inspectors  and  the  chief  of  the  Bureau  of 
Highways  on  all  questions  that  arise  regarding  the  subject.  In 
each  district  there  are  one  or  more  paving  inspectors  who  at  peri- 
odical intervals  visit  the  locations  where  the  paving  has  been  done 
by  the  contractors,  so  that  in  case  any  paving  is  poorly  done,  or 
sinks  below  its  proper  level,  such  conditioijs  is  found  and  re- 
ported. 

The  system  of  employment  and  promotion  of  employees  in 
the  Department  of  Distribution  is  the  same  as  that  described  in 
the  Department  of  "Works.  Each  district  superintendent  has  au- 
thority to  discharge  any  man  under  him.  All  vacancies  are  iilled 
by  promoting  men  who  have  been  in  training  for  the  positions, 
so  that  it  is  extremely  unusual  for  the  company  to  employ  a  trained 
man  from  the  outside,  putting  him  over  the  heads  of  old  employees. 
In  the  Department  of  Distribution,  the  system  is  maintained  of 
employing  for  important  positions  graduates  from  the  engineering 
departments  of  the  colleges,  and  traiaing  thfese  men  in  the  gas 
business.  A  constant  force  of  about  two  dozgn  men  of  this  type 
is  thus  maintained.  These  men,  as  they  become  experienced,  are 
either  put  into  responsible  positions  in  the  department  or  promoted 
to  such  positions  in  companies  belonging  to  the  United  Gas  Im- 
provement Company  system. 

The  remarks  made  under  the  descriptioii  of  the  Works  De- 
partment regarding  the  comfort  of  employees  and  the  treatment 
of  accident  cases,  with  medical  care  and  payment  during  siclmess, 
etc.,  apply  also  to  the  distribution  work.  The  employees  of  the 
Distribution  Department  are  eligible  to  the  advantages  of  the 
beneficial  society  and  of  the  club  already  described. 

Under  the  city  management  no  meetings  of  the  heads  of  dif- 
ferent departments  were  held,  in  order  to  discuss  the  progress  of 
the  work.  In  the  daily  calls  of  the  street  itain  foremen  on  the 
superintendent  of  distribution,  no  meetings  or  discussions  were 
held.  Kach  foreinan  was  given  his  work  individually.  As  a  re- 
sult, there  was  no  uniformity  of  practice.  As  noted  above,  there 
was  absolutely  no  conference  with  the  heads  of  departments  in: 
charge  of  meter,  service  and  complaint  work. 
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Under  the  company's  management  there  has  been  from  the 
beginning  a  series  of  weekly  meetings  of  the  superintendents. 
These  meetings,  which  are  held  at  the  engineer  of  distribution's 
office,  are  attended  not  only  by  the  district  superintendents,  but 
by  other  superintendents  named  above.  The  engineer  of  distribu- 
tion presides  and  the  assistant  engineer  of  distribution  serves  as 
secretary.  Copies  of  the  minutes,  as  written,  are  sent  to  the  su- 
perintendents, and  serve  as  instructions  to  them  in  regulating  their 
practice.  At  these  meetings  everything  of  interest  to  the  depart- 
ment is  brought  up,  and  no,  changes  iu  practice  are  decided  on  until 
after  a  discussion  at  a  meeting.  A  large  pa'i't  of  the  time  is  taken 
up  with  the  details  of  complaint  work  and  other  work  in  consum- 
ers' houses.  Any  unusual  complaint  or  delay  that  may  happen  in 
one  district  is  taken  up  and  commented  on  generally,  so  that  it 
may  lead  to  some  new  precaution,  or  some  change  of  practice,  to 
prevent  the  occurrence  of  similar  delay  in  any  district.  Accidents 
of  all  kinds  are  discussed.  Samples  of  ne^y  tools  or  appliances  as 
they  come  on  the  market  are  .shown  at  the  meetings  and  their 
merits  discussed. 

In  the  engineer  of  distribution's  office  a  detailed  and  classi- 
fied record  is  kept  of  all  the  work  done  in  districts,  so  that  each 
month  a  comaprative  report  of  costs  may  be  made  up  and  given 
to  the  superintendents.  This  report  shows  the  number  of  jobs  of 
a  given  kind  attended  to  in  each  district  and  the  cost  per  job. 
Such  work  as  setting,  resetting  and  removing  meters,  or  coniiecting- 
gas  ranges,  or  attending  to  complaints  of  a 'certain  character,  are- 
classified,  the  cost  being  charged  to  a  sep'arate  account  and  the 
number  of  jobs  kept,  so  that  on  these  monthly  reports  the  cost  per- 
job  in  each  district  is  obtained.  In  this  way,  each  district  superin-^ 
tendent  knows  how  his  cost  per  job  in  all  cfasses  of  work  compares 
with  that  in  the  other  districts  and  with  the  average.  Wide  dis-- 
crepancies  in  these  details,  as  between  the  dist];icts,  are  each  ex- 
amined by  a  special  engineer.  He  goes  into  the  districts,  follows 
up  in  detail  any  work  questioned  and  makes  a  report  as  to  the- 
causes  of  the  discrepancy.  In  this  way  the  practice  in  the  districts, 
is  kept  uniform,  and  the  work  is  carried  on  at  the  maximum  of 
efficiency  and  economy. 

The  Department  of  Street  Lighting  (of  the  gas  lamps)  un- 
der the  city  was  run  as  a  separate  bureau  entirely  independent 
of  the  Gas  Bureau.  The  chief  of  the  bureau  was  John  J.  Kirk. 
He  maintained  an  office  with  two  clerks  at  Twenty-second  and 
Market  streets.  The  city  was  divided  into  six  lighting  districts, 
in  each  of  which  was  a  district  superintendent,  who  was  required 
to  furnish  his  own  horse  and  wagon,  the  wagons  being  of  the  ex^ 
press  wagon  type  with  a  cover.  The  duties  of  the  six  superin- 
tendents were  principally  the  maintenance  of  the  street  lanterns 
and  burners.  They  would  carry  out  new  lanterns,  put  them  in 
place  and  return  the  old  lanterns  to  a  repair  shop,  which  was  run 
by  the  department  at  Twenty-third  and  Market  streets.  The 
superintendents  would  also  renew  street  light  burners  where  re- 
Vol.  11.-35. 
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quired.  Theoretically,  a  superintendent  was  supposed  to  have 
charge  of  the  lamp  lighters  in  his  own  district,  and  to  inspect  their 
work.  In  practice,  however,  the  lighters  were  all  political  ap- 
pointees, and  for  the  maintenance  of  their  job  looked  wholly  to 
the  ward  leader,  so  that  the  superintendents,  could  maintain  no  real 
discipline.  Moreover,  as  the  superintendents  were  kept  busy 
throughout  the  day  making  changes  in  lanterns  and  burners  they 
argued  that  they  could  not  be  expected  to  work  at  night,  too,  and 
as  a  result  they  made  practically  no  inspection  of  the  lighters' 
work.  If  the  latter  failed  in  their  duties  of  lighting  and  extin- 
guishing on  time,  or  i^f  they  failed  to  extinguish  so  that  lights  con- 
tinued to  burn  in  the  daytime,  such  matters  were  usually  reported 
by  the  Police  Department. 

In  addition  to  the  force  of  six  district  superintendents  doing 
work  on  the  street,  there  was  also  a  service  force.  It  consisted  of 
four  service  men,  each  with  a  helper,  and  each  having  charge  of 
a  wagon  belonging  to  the  bureau.  Each  wagon  had  a  driver,  who 
would  not  do  any  of  the  work  connected  with  the  running  of  the 
services,  or  the  erecting  of  the  lamp  posts,  because  he  was  hired 
only  to  drive.  The  pipe  for  the  services,  and  the  lamp  posts  were 
carried  in  the  wagon,  and  the  service  man  and  his  helper  did  the 
work  of  installing  services  and  of  erecting  posts. 

At  the  time  of  the  transfer  of  the  gas  works  to  the  United 
Gas  Improvement  Company  there  were  13/219  street  lamps,  and 
the  Lighting  Bureau  employed  319  lighters,  an  average  of  about 
60  lamps  per  man.  A  lighter  carried  a  laddpr,  by  which  he  climbed 
up  by  a  post  until  he  could  light  the  burners  with  a  match.  No 
lighting  torches  were  used.  It  was  only  in  unusual  cases  when 
changes  were  made  in  the  areas  covered  by  the  lighting  sections. 
N"o  attempt  was  made  to  rearrange  the  sections  in  order  to  equal- 
ize the  number  of  lamps  per  lighter.  As  a  result  of  this,  lighters 
in  certain  sections  of  the  city  had  very  few  lamps;  some  cases  of 
not  more  than* 35  lamps  being  known.  In  consequence  other 
lighters  had  a  greater  number,  and  occasionally  when  this  excess 
was  complained  of  the  chief  would  consult,  the  director  of  public 
works,  who  would  arrange  to  split  that  section  in  two  and  add 
another  lighter  to  the  force.  "With  the  lamp  lighters  the  practice 
of  hiring  substitutes  was  very  common.  This  practice  was  not 
authorized  by  the  bureau,  but  on  the  other  hand  no  active  objec- 
tion was  made  to  it.  The  lighter  receiveli  from  the  bureau  a 
salary  of  $45  per  month;  he  would  hire  some  one  at  considerably 
less  pay  to  do  the  work,  and  himself  work 'at  other  employment. 
Cases  are  Imown  where  the  lighters  obtained  work  regularly  as 
plumbers  or  plumbers'  helpers  at  $3  per  day.  The  bureau's  at- 
titude was  that  as  long  as  the  lamps  were  lighted  and  extinguished 
they  did  not  care  who  did  it. 

When  the  company  assumed  charge  of  the  street  lighting 
work,  it  immediately  discharged  one-half,  the  number  of  lanip 
lighters,  reducing  the  force  to  159  men.  At  the  same  time  the 
sections  were  rearranged  to  equalize  the  wOrk.     This  did  uot  give 
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the  lighters  each  an  equal  number  of  lamps,  aa  m  different  parts 
of  the  city  local  conditions  and  distances  between  lamps  varied, 
making  certain  sections  more  difficult  to  take  care  of  than  others. 
The  position  of  superintendent  of  street  lighting  was  created,  and 
under  him  were  placed  three  ordinary  inspectors  of  street  light- 
ing and  a  fourth  aa  chief.  The  city  was  'diyided  into  three  dis- 
tricts, one  inspector  to  each.  These  inspectors,  who  have  no  du- 
ties except  the  discipline  of  the  men  and  the  inspection  of  their 
work,  go  on  foot.  An  inspector  sees  every  lamp  in  his  section  at 
night.  These  inspectors  also  break  in  a  new  lighter  when  the  reg- 
ular man  is  sick  or  has  left  his  position.  The  chief  inspector's 
duty  is  to  spend  every  evening  on  the  streets,  making  a  general 
inspection  of  the  condition  of  the  lights  as  to  size  of  flame,  clean- 
liness, etc.  He  goes  about  in  an  automobile  so  that  he  can  cover 
long  distances  each  night  and  keep  generally  informed  of  the  con- 
dition of  the  service.  The  superintendent  of  street  lighting,  to 
whom  the  inspectors  report,  is  likewise  expected  to  do  a  certain 
amount  of  personal  inspection  of  the  service  in  the  evening. 

Having  started  off  with  the  reduced  force  of  lighters,  the 
company  as  rapidly  as  possible  modified  the  bases  of  the  street 
lanterns  so  that  torches  could  be  used  in  lighting  and  extinguish- 
ing the  lamps,  and  as  soon  as  the  use  of  torches  was  begun  there 
was  a  further  reduction  in  the  force  of  men,  so  that  it  consisted 
of  100  lighters.  These  men  averaged  nearly  200  lights  each,  and 
the  schedule  was  arranged  so  that  each  maia  must  walk  briakly  in 
order  to  cover  his  section  in  the  required-  time.  A  longer  time 
than  formerly  was  thus  taken  in  lighting  and  extinguishing,  but 
the  reduction  in  the  cost  of  labor  meant  a  large  saving.  Each  man 
is  required  to  clean  his  lamps  once  a  week,  and  in  very  dusty 
weather,  or  on  dusty  streets,  as  much  oftdner  aa  necessary.  The 
Eappelye  governor  burner,  which  was  in  usp  under  the  bureau,  has 
been  continued,  but  the  amount  of  light  given  by  the  lamps  is  now 
much  greater  than  formerly,  because  of  the  rigid  inspection  and 
the  immediate  renewal  of  any  burner  that  shows  a  tendency  to  a 
small  flame.  This  inspection  and  renewal  are  necessary,  as  with 
use  the  Eappelye  burner  greatly  reduces  the  flow  of  gas  through 
it.  As  the  bureau  maintained  no  such  inspection,  the  general 
average  size  of  the  flame  under  its  management  was  small.  Under 
the  company's  management  the  work  of  laying  and  renewing  ser- 
vices to  the  lamps,  erecting  and  taking  down  lamp  posts,  taking 
down  and  changing  lanterns,  putting  on  new  burners,  etc.,  was 
transferred  to  the  regular  distribution  districts,  above  described. 
The  orders  for  this  work  emanate  from  the  superintendent  of 
street  lighting,  and  the  actual  work  in  the.  district  is  done  by  the 
regular  service  gangs.  By  this  method  a  large  saving  is  effected, 
the  use  of  the  four  service  gangs  being  dispensed  with. 

DEALING  WITH  THE  CONSUMER. 
Under  Municipal  Operation: 
The  Bureau  of  Gas,  which  under  thef  Department  of  Public 
Works  had  charge  of  the  operation  of  the  Philadelphia  Gas  AVorks, 
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had  oflfices  at  1331  Filbert  street,  at  which  bills  for  the  city,  Ken- 
sington, Moyamensing,  Southwark  and  West  Philadelphia  dis- 
tricts were  paid.  The  Kensington,  Moyamensing,  Southwark  and 
West  Philadelphia  districts  required  carfare  to  and  return,  varying 
from  10  to  16  cents,  depending  upon  whether  it  was  necessary  to 
purchase  an  exchange  ticket. 

In  the  West  Philadelphia  district  an  office  was  open  five  days 
in  the  month.  An  office  in  the  Bridesburg  district  was  open  for 
five  days  every  three  months,  the  bills  for  that  district  being  ren- 
dered only  every  three  months.  The  residents  of  that  district, 
should  they  desire  to  pay  their  bills  after  the  lapse  of  the  five  days, 
were  obliged  to  go  to  Frankford,  about  twd  miles  away;  but  with 
no  street  car  lines  for  getting  there  directly,  as  all  run  in  the  di- 
rection of  taking  the  residents  to  the  centre  of  Philadelphia  and 
back.  If  the  residents  of  the  Bridesburg  district  had  been  al- 
lowed to  pay  their  bills  at  any  other  office  of  the  Bureau  of  Gas, 
the  inconvenience  would  not  have  been  so  gSreat. 

Offices  were  also  located  in  the  Spring  Garden  district  (Broad 
street  and  Columbia  avenue),  and  in  Frankford,  Germantown  and 
;\Ianayunk  districts.  In  each  of  these  districts  the  books  for  the 
district  were  kept  and  the  bills  rendered  to  its  gas  consumers. 
ISTo  consumer  in  any  district  could  pay  a  bill  in  any  other  district. 
For  instances,  the  office  for  the  Manayunk  district  was  on  Main 
street,  along  the  river  front,  and  the  district  extended  a  consider- 
able distance  from  that  point,  the  residents  more  often  visiting  the 
central  part  of  Philadelphia  than  the  river  neighborhood  where  the 
office  was  located.  Nevertheless,  no  consujner  of  the  Manayunk 
district,  should  he  be  down  tovm  shopping,  or  for  any  other  pur- 
pose, would  be  allowed  to  pay  his  bill  at  the  main  office  at  1331 
Filbert  street;  at  whatever  inconvenience,  he  had  to  pay  it  at  the 
Manayunk  office.     So  it  was  in  all  districts. 

The  personal  convenience  of  the  consumer  was  not  taken  into 
consideration  in  any  way.  The  bills  were  delivered  by  the  em- 
ployee of  the  Gas  Bureau  at  the  residence  of  the  consumer  by  be- 
ing tucked  under  the  door,  whether  the  ho!use  was  vacant  ot  not. 
Should  an  occupant  be  absent  for  the  day,  or  for  a  week  or  so,  and 
no  attention  be  paid  to  the  bill,  the  gas  wbiild  be  shut  off.  The 
occupant  on  returning  would  be  compelled  to  go  through  the  for- 
mality of  making  an  application  and  getting  the  owner's  permis- 
sion before  the  gas  could  be  turned  on. 

Only  complaints  of  an  extreme  nature  were  attended  to.  Long 
experience  had  instilled  into  the  minds  of  the  consumers  that  it 
would  be  useless  to  make  any  complaint  such  as  is  ordinarily  made 
to-day  t6  gas  companies.  Delays  attendant  upon  ordinary  com- 
plaints were  such  as  to  make  the  consumers  feel  that  if  they  de- 
sired relief  they  must  hire  the  services  of  a  plumber  rather  than 
to  wait  during  the  long  and  tedious  process  ctf  getting  relief  through 
the  Gas  Bureau. 

Applicants  for  gas  service  had  to  apply  at  the  office  of  the  dis- 
trict in  which  they  desired  gas.     A  stranger  moving  to  the  city. 
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occupying  a  house  at  which  the  former  tenant  consumed  gas  would 
find  no  indication  as  to  what  to  do,  or  where  to  apply,  or  what 
forms  it  was  necessary  to  comply  with  to  obtain  service. 

The  least  possible  amount  of  work  was  done  by  the  Gas  Bu- 
reau that  could  be  to  keep  the  consumers  supplied  with  gas. 

No  attempt  was  made  by  the  city  to  eiicourage  the  use  of  gas 
ranges  or  to  assist 'in  an  intelligent  understanding  as  to  the  proper 
way  to  operate  them.  If  a  consumer  desired  a  gas  range,  he  would 
purchase  it  on  his  own  responsibility,  without  any  knowledge  as  to 
whether  it  had  been  tested  and  found  to  be  of  economical  design, 
and  would  be  compelled  to  engage  a  plumber  to  make  the  connec- 
tion. This  cost  from  $12  to  $20,  depending  upon  the  location  in 
the  house.  As  a  consequence,  practically  no  gas  ranges  were  in- 
stalled in  the  city. 

Under  the  Company: 

The  United  Gas  Improvement  Company  at  once  allowed  gas 
bills  to  be  paid  at  any  office  where  they  were  presented.  It  estab- 
lished an  office  in  the  heart  of  the  Moyamensing,  Southwark  and 
Kensington  districts,  and  kept  the  West  Philadelphia  office  open 
all  day  and  all  night,  the  night  force  being  there  to  receive  orders 
and  complaints,  but  not  money.  It  connected  all  of  the  oflB.ces 
with  a  private  telephone  system  and  also,  the  Bell  system,  and 
advertised  the  offices  in  the  telephone  directories  and  by  slips  sent 
with  bills  when  delivered. 

Bills  are  delivered  by  men  in  uniform  with  the  company's 
badge.  A  bill  man  rings  the  door  bell  of  a  consumer  and  hand 
the  bill  to  an  adult  occupant  of  the  house,  or  upon  failure  to  obtain 
entrance,  brings  it  back  to  the  office  and  has  it  mailed  to  the  ad- 
dress. 

No  shut-ofE  is  executed  unless  entrance  is  obtained  to  the  house, 
or  after  inquiry  of  neighbors  or  adjacent  stores,  the  fact  is  estab- 
lished that  the  occupant  has  left;  and  even  before  it  is  then  shut 
off  a  visit  is  paid  to  the  real  estate  agent  in  charge,  if  he  can  be 
located,  and  permission  asked  to  go  into  the  house  to  turn  off  the 
gas. 

Applications  are  taken  at  any  office  or  at  the  residence  of  an 
applicant  upon  telephonic  or  written  notice*  that  gas  is  wanted. 

When  a  consumer  has  his  gas  turned  off  lieoause  of  moving, 
a  ticket  is  attached  to  a  chandelier,  m  a  conspicuous  place,  inform- 
ing any  future  occupant  that  the  gas  is  off,  and  thai  it  can  be 
turned  on  upon  application  o\er  the  telephoue  or  by  person  to  any 
office.  The  ticket  he&TS  a  list  of  the  offices,  locations  and  telephone 
numbers.  Upon  receipt  of  such  notice  a  man  is  immediately  de- 
spatched to  take  the  application,  and  the  gas  is  turned  on  without 
waiting  to  ascertain  if  the  applicant  is  in  arrears  for  a  past  bill. 
Of  course,  should  this  be  tlic  case,  the  gas  is  subsequently  discon- 
tinued, unless  the  bill  is  paid. 

Where  the  meter  is  set  and  an  application  is  made  before  3 
o'clock  P.  M.  on  any  day,  the  gas  is  turned  on  that  day;  if  the 
meter  is  not  on  the  premises,  it  is  set  and  gas  turned  on  the  fol- 
lowing day. 
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Gas  ranges  are  connected  free  on  the  first  floor  along  the  lines 
of  mains.  Capable  demonstrators  are  on  hand  to  go  to  any  ad- 
dress and  give  instructions  in  the  careful  and  economical  use  of 
ranges  or  other  appliances.  Water  heaters  attached  to  the  boilers 
are  installed  free  of  expense  to  the  consumer  other  than  the  cost 
of  the  gas  appliance,  which  is  fixed  at  *a  slight  increase  over 
the  actual  cost. 

Complaints  of  all  kinds  are  attended  to  promptly.  Burners 
are  given  free,  and  on  request  put  on  fixtures. 


Notes  relating  to  table  on  pages  535  and  536. 

*  Note. — In  comparing  the  column  "  No.  of  Men,"  under  the  Munic- 
ipality and  the  Company,  misleading  deductions  will  be  made  unless 
careful  examination  of  further  facts,  not  here  shown,  are  made. 

The  Company  made,  in  1906,  about  three  times  as  much  gas  daily 
in  these  Works  as  was  made  by  the  Municipality  in  1897,  but  the  latter 
made  about  twice  as  much  coal  gas  as  the  Company  in  1906.  The 
Municipality  never  made  water  gas,  which  formed  a  large  proportion 
of  the  Company's  make. 

Some  occupations  given  in  the  table,  such  as  Stokers,  refer  solely  to 
coal  gas  manufacture  in  which  the  municipality  made  twice  as  much 
daily  as  the  Company ;  and  other  occupations,  such  as  Blacksmiths,  refer 
to  the  general  works  in  which  the  Company's  make  was  about  three  times 
the  Municipality's. 

The  introduction  of  machinery  and  contracting  for  certain  kinds 
of  work  in  whole  or  part  in  some  cases  by  the  City  and  other  cases  by 
the  Company  will  tend  to  confuse  comparisons  of  "  No.  of  Men  "  column. 

f  Note. — In  items  "  d,"  "  f  "  and  "  g  "  men-  are  shown  as  working 
four  hours  per  day ;  they  made  a  full  day,  but  worked  only  four  hours 
at  this  occupation. 


LABOK    AND    POLITICS— GAS. 


05  N  C<l  <N  IN  M        Mm        1-1  tH 


mcQCODINlMlN'-ii-lI-l 


o. 


tel 


O'^gcO         ©COrHNr-lrH         T-l  T-( 


ooo-*oa)-*og-*cn 


'^tMrt-^CCtOI^f^'-Irt 


S   g   o^         CO  N  «  m         tH  I 


00  00  OW      o 

1-1  T-H         iH 


Mm 


a) 

tC  CD  O 


O 

CS 
hi 


t- t- lO  IflUS        IN  m  t- CO 

m  (N  m  m  m      m  m  ih  th 


CO  o  m  o  -1^ 


(MOiTrlC=rM         ClC1(Ni-1 


w 


g 


o 

5  s 

Si- 
o 


(M     iM  m 

.<M         iH         iH  iH 

^  IN  (N  (N  i-j  cq  m  iM  m  m 


^  ffi  i'lNNmiNfqoooo 

O    S5,^iHiHiHi-IiHiHi-|iHtH 


fi'tr-SlNlNiHt-Or-l-^CO^ 
fe=;g  O         rH         ., 


M  OOtH 

lOlN 

m  o 

CO 

O  CO 

m  iH  rM 

o]  m 

m  m 

i-H 

C-l  iH 

IN  (N  m      ci  M 


o 


-S 

Id  3  =1 


ft 


4! 

"3 

o 

o 


a 


S 


CO 


a 

55 

£i 

[> 

O 

^ 

<H 

bfl 

ja 

4- 

H— 

536 


NATIONAL     CIVIC     FEDERATION. 


B 

a, 


^ 
ci 


ai'^tq 

St.  §> 


^'oS'-l'-I'l^NNrHr-liHr-lr-IIN'^CvlrHC 


c^i  35  30  o  c-  t-  u:: 

M  -H  1-1  CO  ri  1-1  H 


O  O  CO  O  Q  O  © 


^°;i 


^    *'    O  (MY  1^1  r\i  1^1         r^i^  /^.i  r.1 


a^  a, 


a. 


OcocaiNCQ      miNiN 


COC^  IN  (N  IM 


CD  O  lO  O  " 

CO  coca  (N  iH 


riri  Cl^  r-jri 

(M  t^  "  t>  LO  lit  lO 
M  v  i-J  CI  C I  CI  CI 


ttj   '*  (^  i-l  rt  rt  rH        iH  >H  i-l 


rH  iH  rH  rH 


O  ©  O  O  O  -^  O 


IM  iH  :0  M  CO 


eS..S 


Ph        W  C^  Q  lO(N  ©  t-©(N 

CO  CO  cq  c^  ca  CO  CO  N 


CI  (N 

O  1-1 

QlQCl        CJ©t-lf300        t-t-iMClt-        CJO  CJ 

COCsIN         COCOrHCOCOIN         C<lTHCaC)iH         CaM  01 


S  ^  H©©©0©00© 
O    Oig  rHTHi-(rHrHT-li-(rH 


tq 


©©©        ©©©©O©         ©©©©©         CIW         CI 


jgo^'^'^'"'"'"''^'*'" 


i-lt-rH         T-ICOCIrH-ec*         r^,t-r^^-i<         r-ICI         -f 


S 


.a 

si 


.a 

s 


o 


o 

C 
o 
U 


ENGINEERING   MATTERS 

United    States    Gas    Works 

(Schedule    III) 


By  FREDERICK  BURNETT  and  A.  E.  FORSTALL 


H— CHARACTER  OF  SERVICE  AND  PLANT. 
H  1.     Data  for  year  ending : 

Wheeling.     For  sixteen  months  ending  April  30,  1905. 
Atlanta.     For  year  ending  December  31,  1905. 
Norfolk.     For  year  ending  December  31,  1905. 

H  2.     What  process  was  used  in  making  gas?    If  more  than  one, 
give  approximate  amount  manufactured  by  each. 

Wheeling.     All  coal  gas ;  ordinary  retort  process. 

Atlanta.     Both  coal  gas  and  carburetted  water  gas  are  made; 
the  amounts  being: 

Uncorrected.  Corrected. 

Coal  gas 344,954,000         331,914,000 

Carburetted  water  gas 199,156,000        179,577,000 

Norfolk:.     The  company  made  both  coal  gas  and  carburetted 
water  gas;  the  amounts  being: 

Coal  gas 88,258,000  cu.  ft. 

Carburetted  water  gas .,  .   100,637,000  cu.  ft. 

H  3.     What  process  was  used  in  purifying  gas  ?    If  more  than  one, 
give  approximate  amount  purified  by  each. 
Wheeling.     All  dry  lime. 

Alanta  and  Norfolk.     Oxide  of  iron  only,  in  ordinary  purify- 
ing boxes. 

DESCRIPTION   OF  PLANTS. 

H  4.     Coal  Gas  Works — ^generation : 

Wheeling,     (a)  Twenty  benches  of  6's  plain  setting. 

(b,  e,  d,  e).  benches  of  's  setting. 

(f)  Number  of  boilers.     Two  each  5  ft.  diameter  by  10  ft. 
long,  with  24  5-inch  tubes. 

(g)  Total  H.  P.    Fifty.  (E.) 
(h)     Daily  capacity.    590,000  feet. 
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Atlanta,     (a)  18  benches  of  9's  regenerative  setting  full  depth. 

(b)  Also  arches  for  4  benches  of  9's  regeneratiye  setting,  full 
depth,  not  filled. 

(c,  d,  e)  benches  of  's  setting. 

(f)  Number  of  boilers.    Three. 

(g)  Total  H.  P.  375. 

(h)  Daily  capacity.    1,440,000  feet. 

Norfolh. 

(a)   Six  benches  of  6's,  -J  depth  setting^'  rear  clinker ing. 

(b,  c,  d,  e)  benches  of  ,  setting. 

(f)  Number  of  boilers.     One. 

(g)  Total  H.  P.  80. 

(h)  Daily  capacity.  330,000  feet. 
H  5.     Carburetted  water  gas  works — generation. 

Wheeling.     None. 

Atlanta. 

(a,  b)  Number  of  generating  sets,  1;  diameter,  8  feet  6  inches; 
height,  13  feet  3  inches ;  type,  double  superheater. 

Lowe,  base  steam,  built  by  United  Gas  Improvement  Co. 

(c,  d)  Number  of  generating  sets,  1;  diameter,  ; 

height,  13  feet  3  inches;  type,  twin  generator  double  superheater, 
built  by  United  Gas  Improvement  Co.  Generators,  6  feet  diameter, 
carburetter  and  superheater  same  size  as  in  8  feet  6  inch  set. 

(e)  Total  number  of  boilers;  included  in  H  4  (f). 

(f)  Total  H.  P.    Included  in  H  4  (g). 

(g)  Daily  capacity,  1,400,000  cu.  ft.  total;  700,000  cu.  ft. 
with  one  set  in  reserve. 

Norfolh. 

(a,  b,  c,  d)  Number  of  generating  sets,  3;  diameter,  7  feet  6 

inches;  height,  ;  type,   double   superheater  Lowe,  with 

steam  reversal. 

(e)  Total  number  of  boilers.     One. 

(f)  Total  H.  P.  125. 

(g)  Daily  capacity.     With  both  sets  riinning,  1,300,000  feet; 
with  one  set  in  reserve,  650,000  cu.ft. 

H  6.     Purifying  plant  (including  condensing-  and  scrubbing) . 

Wheeling. 

(a,  b)  Number  of  condensers,  two;  diameter,  4  feet;  height, 
24  feet  each,  with  110  2i-inch  tubes. 

(c)  Number  of  washers,  two;  diameter,  9  feet;  height,  5  sec- 
tions; type,  Kloenne. 

(d)  Number  of  scrubbers, ;  diameter,  ;  length, 

;  type, . 

(e,  f)  Number  of  purifying  boxes,  four;  dimensions,  18  feet 
by  22  feet  by  3  feet  3  inches  deep. 
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Atlanta. 

(a)  Number  of  condensers,  4;  diameter,  6  feet;  height,  23  feet 
for  coal  gas. 

(b)  Number  of  condensers,  1;  diameter,  8  feet  6  inches; 
heiglit,  93  feet  for  carburetted  water  gas. 

(c)  Number  of  scrubbers,  2;  diameter,; 6  feet;  height,  23  feet; 
type,  tower. 

(d)  Number  of  scrubbers,  1;  diameter,  9  feet  6  inches;  length, 
13  feet;  type,  Mitchell  rotary. 

(e)  Number  of  purifying  boxes,  4;  dimensions,  20  feet  by  30 
feet  by  4  feet  for  coal  gas. 

(f)  Number  of  purifying  boxes,  4;  dimensions,  15  feet  by  15 
feet  by  5  feet  for  carburetted  -water  gas. 

(g)  Also  one  hot  scrubber,  5  feet  diameter,  23  feet  high,  fitted 
with  baffle  plates. 

(h)  Also  one  hot  scrubber,  6  feet  diameter,  23  feet  high,  fitted 
■^s^ith  ordinary  board  trays. 

(i)  Also  one  napthalene  scrubber,  8  feet  diameter,  28  feet  high, 
filled  with  ordinary  board  trays  in  which  gas  is  washed  with  gas  oil. 

Norfolk. 

(a)  Number  of  condensers,  2;  diameter,  4  feet;  height,  18  feet; 
1,  diameter  4  feet;  height,  16  feet. 

(b)  Number  of  condensers,  1;  diameter,  8  feet;  height,  20  feet. 

(c)  Number  of  scrubbers,  2;  diameter,  8  feet;  height,  30  feet, 
type,  tower. 

(d)  Number  of  scrubbers,  1;  diameter,  8  feet;  height,  20  feet; 
type,  tower. 

(e)  Number  of  purifying  boxes,  4;  dimensions,  14  feet  by  14 
feet  by  4  feet. 

(f )  Number  of  purifying  boxes,  2 ;  dimensions,  16  feet  by  SO 
feet  by  6  feet;  also  one  Walker  washer;  dimensions,  6  feet  by  8 
feet  by  6  feet  2  inches,  and  a  shavings  scrubber,  8  feet  by  20  feet. 

H  7.     Holders.    Wheeling. 

(a)  Number,  3. 

(b)  Types  of  tanks,  and  number  of  each.    All  have  brick  tanks. 

(c)  Number  of  lifts  in  each.  One  is  single,  and  two  are  double 
lift. 

(d) Number  of  inlet  and  outlet  pipes  of  each.  Each  has  sepa- 
rate inlet  and  outlet. 

(e)  Capacity  of  each,  100,000  cubic  feet,  300,000  cubic  feet, 
and  450,000  cubic  feet. 

(f )  Total  capacity  of  all,  750,000  cubic  feet. 

All  of  the  tanks  need  repairing  at  the  wa;ter  line,  and  the  shell  of 
the  largest  and  newest  holder  will  have  to  be  practically  recon- 
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structed  to  make  it  tight.    The  shells  of  the  other  two  holders  are 
in  good  condition,  as  is  also  the  guide  framing  of  all  holders. 

Atlanta. 

(a)  Number,  4. 

(b)  Types  of  tanks,  and  number  of  each.  Three  brick  tanks, 
and  one  steel  tank. 

(c)  Number  of  lifts  in  each.  Three,  two  lifts ;  and  one,  three 
lifts. 

(d)  Number  of  inlet  and  outlet  pipes  of  each.  Each  has  a 
separate  inlet  and  outlet. 

(e)  Capacity  of  each,  130,000  cubic  feet,  160,000  cubic  feet, 
380,000  cubic  feet,  and  1,144,000  cubic  feet. 

(f )  Total  capacity  of  all,  1,804,000  cubic  feet. 

Norfolk. 

(a)  Number,  3. 

(b)  Types  of  tanlts,  and  number  of  each;  two  brick,  one  steel. 

(c)  Number  of  lifts  in  each,  two. 

(d)  Number  of  inlet  and  outlet  pipes  of  each.  Separate  inlet 
and  outlet  in  each. 

(e)  Capacity  of  each,  70,000  cubic  feet,  150,000  cubic  feet, 
300,000  cubic  feet. 

(f)  Total  capacity  of  all,  520,000  cubic  feet. 

DISTRIBUTION    SYSTEMS. 
H  8.    "Mains. 

Wheeling. 

Largest  diameter,  16  inches;  smallest,  2  inches;  average,  4.59 
inches.  Total  length  (April  30,  1905)  163,592  feet,  equal  to  30.983 
miles.  All  the  mains  are  cast  iron  with  lead  joints,  except  part  of 
the  3-inch,  which  is  wrought  iron  with  screw  joints. 

Atlanta. 

Largest,  30  inches;  smallest,  2  iaches;  average  diameter,  5.66 
iDches ;  total  length,  674,532  feet,  equal  to  127.75  miles.  'The  mains 
are  cast  iron,  bell  and  spigot  pipe,  with  cement  joints. 

A^  or folk. 

Low  pressure;  largest  diameter,  16  inches;  smallest,  3  inches. 

(c)  Average  diameter.  The  information  a^  to  the  low  pres- 
sure mains  was  not  in  such  shape  as  to  enable  us  to  obtain  the  aver- 
age diameter.  Length  of  low  pressure  mains,  240,857  feet.  The 
pipe  is  cast  iron,  bell  and  spigot  load  jointed.  Mains  high  pressure, 
largest  diameter,  3  inches;  smallest,  IJ  inehes;  average  diameter, 
1.61  inches.  Total  length  high  pressure  mpns,  43,872  feet.  The 
high  pressure  pipe  is  wrought  iron,  screwed  joints,  extra  heavy  liue 
pipe  couplings.  Total  length  of  mains,  low  and  high  pressure, 
383,739  feet,  equal  to  53.73  miles. 
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H  9.     Meters. 

Wheeliriff. 

April  30,  1905,  meters  set,  5,318.  In  stock,  144.  No  pre- 
payment. 

Atlanta. 

Total  number  of  meters,  13,468 ;  prepayment,  3,542. 

Norfolk. 

Total  number  of  all  meters  December  31,  1905,  6,967;  of  pre- 
payment meters,  1,744. 

H  10.     Services. 

Wheeling. 

The  services  are  of  wrought  iron,  uneoated,  average  length,. 
(E)  41  feet  to  45  feet.  There  are  no  record's  as  to  the  average 
length  of  services.  We  took  off  the  lengths  of  one  hundred  and 
eleven  services,  as  shown  in  the  service  charge  book,  and  obtained 
the  average  length  of  these  services  at  41.3  feet,  which  we  assumed 
as  about  the  average  for  the  whole  system. 

Atlanta. 

The  services  are  wrought  iron,  coated  with  Hickenlooper's  coat- 
ing, average  length  (E)  55  feet.  The  average  length  of  the  ser- 
vices laid  in  1905  was  7^  feet,  but  these  were  principally  in  the 
outlying  portions  of  the  city,  where  the  houses  were  farther  from 
the  street  than  the  average,  and  from  the  widtli  of  the  streets,  and 
the  general  distances  of  the  houses  from  the  curb,  it  seemed  as  if 
55  feet  would  be  the  average  length  of  all  services. 

Norfolk. 

The  services  are  wrought  iron,  coated  with  Hickenlooper  coat- 
ing ;  average  length  as  estimated  by  the  superintendent,  40  feet. 

H  11.     Public  lamps  (streets,  parks,  etc.). 

Wheeling. 

(a)  There  are  no  public  lamps  except  five,  brdinary  flat  flame 
lamps  located  on  dead  ends  of  mains  in  the  outskirts  of  the  city, 
away  from  the  electric  street  lamps.  The  city  furnishes  glassware 
and  burners,  but  the  lamps  are  supposed  to  be  lighted  and  ex- 
tinguislied  by  citizens  residing  in  the  vicinity.  No  governors  are 
used  on  the  burners,  and  no  inspection  is  made,  by  the  gas  depart- 
ment, so  the  consumption  per  lamp  and  the  number  of  hours  lighted 
are  uncertain.  Apart  from  these  five  lamps,  all  street  lighting  is 
done  by  electricity. 

Atlantttj  Norfolk. 

Have  no  public  lighting  whatever. 

H  12.     Wheeling,  Atlanta. 

Eent  no  stoves,  heaters,  engines  or  other  apparatus  mentioned 
in  this  question  (12). 

Norfolk. 

Had  on  December  1,  1905,  258  stoves  rented. 
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APPRAISAL  OF  PLANT. 

H  13.     As  of  April  30,  1905,  and  of  fiscal  period. 
^f  heeling. 


A. 

B. 

C. 

D. 

H14a. 

Lands    (works) 

$50,000 

•--*•-• 

$50,000 

$50,000 

16a 

Buildings    (vrorks).... 

39,900 

$4,000 

35,900 

28,400 

16. 

Coal  gas  benches 

30,000 

6,000 

24,000 

3,000 

17. 

Boilers  (coal  gas) 

800 

160 

640 

640 

20. 

Exhausters  and  pumps 

B,4W 

350 

3,050 

3,050 

21. 

Condensers   

2,950 

150 

2,800 

2,800 

22 

Washers 

5,350 
11,500 

l-,350 
1,150 

4,000 
10,350 

4,000 

23. 

Purifying  boxes 

10,350 

24. 

Holders        

87,450 
2,800 

10,900 
560 

76,550 
2,240 

76,550 

station   meter 

2,240 

Yard  connections  

2,100 

2,100 

2,100 

Station  governor 

900 

900 

900 

Sundry    piping 

200 

200 

200 

25. 

86,800 1 
18,800  ( 

81,000 

74,600 

27. 

Services   (to  curb).... 

74,600 

26. 

Consumers'    meters. . . . 

38,000 

7,600 

30,400 

30,400 

28. 

Public  lamps  owned. . 

75 

75 

75 

29. 

Gas  stoves,  etc 

■  ■  -4  ■  ■  ■ 

30. 

Teams,   tools,   etc 

Total   without  paving. 

3,300 

3,300 

3,300 

$384,325 

$63,220 

$321,105 

$292,605 

Paving  over  street  mains .... 

52,900 

52,900 

52,900 

Paving  over  services 

12,700 

12,700 

12,700 

31.     Total  appraised  value.     $449,925       $63,220     $386,705     $358,205 

Note. — The  figures  in  column  "A"  give  the  estimated  cost  of 
a  plant  which  would  be  an  exact  duplicate  of  the  present  one,  ex- 
cept that  it  would  be  new. 

The  figures  in  column  "B"  show  the  estimated  cost  of  making 
the  different  parts  of  the  present  plant  as  good  as  new,  without 
any  alteration  in  the  design. 

The  figures  in  column  "C"  are  obtained  by  deducting  those  m 
column  "B"  from  those  in  column  "A,"  E^nd  represent  the  value 
of  the  plant  as  it  now  stands  without  taking  into  consideration 
the  fact  that  parts  of  it  are  of  an  obsolete  type,  and  very  uneconomi- 
cal in  operation. 

The  figures  in  column  "D"  give  the  estimated  value  that  the 
plant  would  have  for  a  "person  or  corporation  having  a  franchise 
in  the  town,  and  desiring  to  utilize  that  plant  for  the  manufacture 
of  gas,  taking  in  th^  question  of  obsoleteness,  and  yet  valuing  the 
plant  for  what  it  is  worth  for  gas  maldng  purposes." 

H  13  to  H  31,  inclusive,  omit  for  Atlania  and  yorfoU: 
CONSUMPTION, 
n  32.     Total  number  of  services. 

Wheeling.     No  record,  estimated  at  4,000. 

Atlanta.     (E)   13,700. 

Norfolk.     No  record,  estimated  at  4,5j00. 
H.  33.     Total  number  of  services  metered. 

Wheeling.     Xo  record,  estimated  at  3^^)50. 
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Atlanta.  Estimated  at  13,300.  I^Tote. — Atlanta  H.  33 
[and  H  33.  There  are  no  records  showing  the  total  number  of 
services,  and  the  numbers  given  in  these  ansvt^ers  are  based  upon 
estimates  obtained  from  officials  of  the  distribution  department  as  to 
the  number  of  services  on  which  there  were  more  than  one  meter, 
and  the  number  of  services  wffich  were  not  in  use. 

Norfolk  (H  33).    No  record,  estimated  at  4,400. 

Norfolk  H  32  and  H  33,  Note. — These  estimates  are  based 
upon  the  number  of  consumers  as  shown  by  the  books,  and  the  proba- 
ble number  of  unused  services. 
H  34.     Percentage  of  services  metered. 

Wheeling,  (E)  98.75. 

Wheeling,  H  32,  33  and  34,  Note. — The  estimates  as  to  the 
total  number  of  services,  and  the  number  of  services  metered;  that 
is,  the  number  of  services  to  buildings  in  which  an  illuminating  gas 
meter  was  set,  are  based  upon  information  given  by  the  secretary  and 
the  inspector  of  the  gas  works  in  reply  to  bur  inquiries  as  to  the 
number  of  buildings  in  which  more  than  one  city  gas  meter  was 
set,  and  the  number  of  services  not  containing  a  gas  meter.  This 
information  was  confirmed  by  our  observations  during  a  drive 
around  the  city. 

Atlanta.     Percentage  of  services  metered,  (E)  97. 

Norfolh,  97.8  per  cent. 

Wheeling.         Atlanta.  Norfolk. 

16  Months' 
Period,  Year. 

»  Beginning    , * — ^ ~. 

Jan.  1, 1904.    GuUo  Feet. 


H35. 
H36. 


H37. 
H38. 


Gas  on  hand  at  begin- 
ning of 475,000 

Gas  made 212,972,000 

Uncorrected  for  tem- 
perature     ^. . 

Gas  bought >  5,009,000 


Total  amount  to  be  ac- 
counted for 218,456,000 

Uncorrected  for  tem- 
perature     


H  39.     Gas  lost  by  leakage  ( E )       50,851,400 

H  39a.  Gas  supplied  free '  2,928,400 

n  40.    Gas  used  at  works  and 

offices 

Including  gas  for  the 

5  street  lamps  (E).      '1,676,000 

H41.     Gas   sold 162,515,200 

Uncorrected    for    tem- 
perature    

H42.    Gas  on  hand  at  end  of 

period    485,000 


1,241,500 


544,110,000 


545,351,500 


45,363,400 
2,817,000 

495,676,100 
1,495,000 


230,000 
188,895,000 


189,125,000 

24,668,900 

1,468,900 

i62,702',266 

285,000 


Total 218,456,000        545,351,500        189,125.000 
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Wheelmg. 
16  Months' 

Period, 
Beginning 
Jan.  1, 1904. 


Atlanta. 


'Norfolk, 


Year. 


CubiG  Feet. 

; — « 


H43. 


H44. 


H45. 


H46. 


H47. 


H48. 


H49. 


H50. 


Total  quantity  sold  for 

private  ligtiting,  by 

meter  162,515,000' 

Total     quantity     sold  I 

for  cooking,  heating,  i 

etc.,  by  meter * J 

Total     quantity     sold 

for  private  lighting, 

unmetered 

Total     quantity     sold 

for    cooking^  heat- 
ing, etc.,  uniSetered    

Total     quantity     sold 

for    public    lamps, 

streets   and   parks, 

etc = 

Total     quantity     sold 

for  public  buildings, 

metered   ° 

Total     quantity     sold 

for  public  buildings, 

unmetered  ' 

Total  quantity  sold  to 

other  gas  companies     


(H43,  44) 
495,676,100 


80,425,400- 


[     73,641,500' 


'  8,635,300- 


495,676,100        162,702,200 


H51.    Total  quantity  sold...     162,515,000 
H  52.     Maximum  daily  output. 
H  53.     Minimum  daily  output. 

Wheeling.     Jlaximum,  December  24,  1904,.727,000  feet.    Min- 
imum^ July  4,  1904,  208,000  feet. 

"  This  does  not  appear  upon  the  manufacturing  records,  but  the 
accounts  show  that,  during  the  period,  natural  gas  to  the  vahie  of 
$751.32  was  purchased,  and  as  the  city  does  not  use  natural  gas  as  fuel, 
and  as  meters  and  connections  are  in  at  the  gas  works,  arranged  so  that 
natural  gas  can  be  passed  into  the  holders,  it  is  certain  that  this  gas 
was  so  used.  As  the  price  to  the  city  is  15  cents,  per  1,000  cu.  ft.,  the 
amount  given  represents  5,009,000  cu.  ft. 

'  This  includes  gas  supplied  by  meter  to  various  hospitals,  engine 
houses,  and  market  houees,  and  also  the  amount,  not  measured,  esti- 
mated to  have  been  used  at  the  city  hall.  For  details  see  printed 
"  Statement  of  receipts  and  expenditures,"  etc.,  hereto  appended — (No 
such  exhibit  submitted.  E.  A.  M.) — in  which  the  value  of  the  indi- 
vidual quantities  is  given  at  a  price  of  $1  per  1,000  cu.  ft. 

'  This  estimate  is  based  upon  observation  of  the  number  of  burners 
in  use  at  the  gas  works  and  the  rate  at  which  they  appeared  to  be 
burning.  The  five  street  lamps  are  included  on  the  basis  of  all  night 
and  every  night  lighting. 

*  (There  is  reference  here  to  continuation  of  this  answer  which- 
cannot  be  found.    J.  H.  G.) 

'  None,  except  as  in  H  40,  above. 

'  See  H  39a  and  note. 

'  This  gas  is  sold  to  the  company  supplying  the  Berkeley  district,, 
which  is  really  part  of  the  City  Gas  Company,  being  entirely  owned  by 
them. 
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Atlanta.  Maximum,  December  33,  1905,  2,123,000  feet.  Min- 
imum, July  2,  1905,  843,000  feet. 

Norfolk.  Maximum,  December  16,  1905,  821,000  feet.  Min- 
imum, July  3,  1905,  317,000  feet. 

H  54.     Estimated  population,  January  1,  l906,  on  lines  of  pipe, 
that  is,  supplied  by  mains  (consumers). 

Wheeling.     39,000. 

Atlanta.     93,000. 

Norfolk.     46,500. 

Note  on  Atlanta.  (H  54).  This  estimate  is  based  upon  an  es- 
timate of  the  present  population  of  Atlanta,  given  us  by  W.  G. 
Cooper,  the  secretary  of  the  Commercial  association  of  that  city, 
as  follows : 

Population  by  census  of  1900 89,873 

Number  of  new  houses  built  since  1900,  5,015,  multiplied 

by  5,  equals 25,075 

Population  of  additions  annexed  since  1900 3,000 

Increase  in  number  of  people  in  hotels  and  fiats 3,000 

Total    119,947 

Prom  this  we  have  subtracted  the  number  of  people  living 
in  the  3,900  houses  shown  by  the  insurance  maps  to  be 
off  the  lines  of  mains.  As  these  are  practically  all 
inhabited  by  negroes,  we  have  assumed-  an  average  of 
6.9  persons  per  house,  or  a  total  of .  . . 26,910 

Leaving  on  the  lines  of  mains . . . 93,037 

iVoiSe.— Norfolk,  (H  54). 

This  estimate  is  based  on  a  total  population  as  shown  by  cen- 
sus taken  in  March,  1906,  of  61,500,  and  of  a  population  of  15,000- 
people  living  in  the  houses  not  on  the  lines  of  the  mains.  The- 
number  of  these  houses  was  counted  from  the  insurance  maps ;  the- 
information  as  to  which  streets  had  gas  piains  being  given  by 
the  street  department  foreman.  These  houses  are  practically  all  ini 
the  negro  quarter,  in  which  no  gas  pipes  are  laid. 
H  55.  Annual  average  consumption  per  capita  on  basis  of  inquiry 
H.  54. 

Wheeling.     2,927. 

Atlanta.     5,329. 

Norfolk.     3,498. 
H  56.     Population  at  last  national  census  of  area  supplied. 

Wheeling.     38,878. 

Atlanta,  city  proper,  89,873. 

Part  since  taken  in,  2,000.    Total,  91,873. 

Norfolk.     51,612. 

Note.—'SoTtoYk  (H  56).  Population  of  Norfolk  in  1900, 
46,624.  Population  of  Berkley,  now  included  in  Norfolk,  1900, 
4,988.    Total,  51,613. 

Vol.  II.— 36. 
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H  57.  Annual  average  consumption  per  capita  on  basis  of  inquiry 
H56. 

Wheeling.     2,937. 
,  Atlanta.     5,424. 

Norfolk.     3,152. 

Note  (H  54  to  H  57)  Wheeling. 

The  estimate  of  the  population  along  the  lines  of  mains  January 
1,  1906,  is  based  upon  the  total  population  of  41,768,  shown  by  the 
school  census  of  1905,  as  given  us  by  Dr.  Gray,  and  upon  an  esti- 
mate based  upon  observations  made  during  the  drive  over  the  city, 
that  there  are  500  dwellings  not  reached  by  artificial  gas  mains. 
The  United  States  census  of  1900  shows  an  average  of  5.5  persona 
per  dwelling  in  Wheeling.  So  the"  500  dwellings  would  represent 
2,750  people,  leaving  practically  39,000  on  the  lines  of  mains.  The 
amount  of  annual  sales,  114,184,700  cubic  feet,  used  in  determining 
the  annual  average  consumption  per  capita  (questions  H  55  and 
H  57)  is  that  for  the  calendar  year  1905. 

H  58.  Are  consumers'  meters  removed  and  tested  at  regular  inter- 
vals? 

Wheeling.     No. 

Atlanta.  Yes.  Ten  lights  and  over,  every  year;  three  lights 
and  five  lights,  every  three  years. 

Norfolk.     Yes,  once  every  five  years. 

H  59.    If  a  consumer  believes  that  the  meter  is  fast,  how  may  he 
have  it  tested? 
Wheeling.     Upon  complaint  of  the   consumer,  the  meter  is 
ttiken  out  and  tested. 

Atlanta.  On  complaint  of  a  consumer,  meter  is  removed  and 
consumer  is  given  opportunity  to  see  test  made  by  company.  If 
he  is  not  satisfied  with  company's  test,  they  will  send  meter  to 
Washington  for  official  test,  expenses  being  borne  by  them,  if  the 
meter  is  fast  and  by  consumer  if  it  is  correct  or  slow. 

Norfolk.  The  company  never  refuses  to  test  a  meter  when  re- 
quested to  do  so  by  the  consumer. 

H  60.  Are  there  records  of  proofs  of  meters  as  removed?  If  so, 
state  them. 

Wheeling.  There  are  no  regular  records.  When  a  meter  is 
tested  because  of  complaint,  a  slip  showing  the  result  of  the  tost 
is  sent  into  the  office  at  the  city  hall,  but  there  are  no  regular  forms, 
and  the  slips  are  not  kept. 

Atlanta.  The  records  of  meter  tests  sre  put  on  cards  by  the 
foreman  of  meter  shop,  who  delivers  these  cards  to  the  office,  when 
the  records  are  copied  from  the  cards  into  the  record  of  tests  book. 

Norfolk.  As  the  meters  are  tested,  the  results  of  the  tests  arc 
entered  in  a  book  kept  by  the  meter  repairer.  This  book  consLi 
tutes  the  only  record  of  these  tests. 
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H  61.     What  measures  are  being  taken  to  extend  the  use  of  gaa? 
Wheeling.     None. 

Atlanta.  By  canvassing,  and  placing  appliances  in  schools 
for  use  by  classes  in  cooking. 

Norfolh.  The  company  employs  three  or  four  canvassers  dur- 
ing the  spring  and  summer  months  and  gives  lectures  and  demon- 
strations, also  advertises  in  papers. 

H  62.  Are  consumers  instructed  in  the  use  of  cooking,  heating 
and  other  appliances? 

H  63.  What  means  are  being  taken  to  extend  the  use  of  stoves  and 
other  appliances? 

H  64.  Are  cooking  and  other  appliances  carried  in  stock  for  sale 
or  rent? 

H  65.     What  methods  are  in  use  to  secure  new  users? 

Wheeling.  Does  not  instruct  consumers  in  the  use  of  gas. 
Makes  no  attempt  to  extend  the  use  of  stoves  and  appliances,  car- 
ries no  cooking  or  other  appliances  for  rent  or  sale,  and  uses  no 
methods  to  obtain  new  users. 

Atlanta.  The  fitters  are  taught  how  to  use  the  various  appli- 
ances and  give  instructions  when  fixing  appliances  and  when  at- 
tending to  complaints.  The  company  carries  cooking  and  other 
appliances  for  sale  and  canvasses  for  users. 

Norfolk.  The  company  gives  lectures  and  at  intervals  em- 
ploys women  to  visit  houses  of  consumers  to  instruct  them  in  the 
use  of  gas  ranges  and  cooking  appliances.  Jt  canvasses  and  gives 
lectures  and  advertises  to  extend  the  use  of  stoves  and  appliances. 
Keeps  new  stoves  for  sale  and  second-hand  ones  for  rent,  and  makes 
special  efforts  through  architects,  owners  and  builders  to  see  that 
all  new  houses  are  piped  and  use  gas. 

QUALITY    OF    GAS. 
H  66.     Kind  of  gas  supplied. 

Wheeling.     Supplies  unenriched  coal  gas. 

Atlanta.  Supplier  a  mixture  of  coal  and  carburetted  water 
gas,  in  the  proportions  of  about  two-thirds  coal  gas  and  one-third 
carburetted  water  gas. 

Norfolh.  Supplies  a  mixture  of  coal  gas  and  carburetted 
water  gas  in  about  equal  proportions. 

H  67.  If  atmospheric  air  is  mixed  with  the  gas,  state  to  what 
extent. 

Wheeling.  None  is  mixed  intentionally,  and  as  exhauster  is 
run  at  level  gauge,  it  is  probable  that  none  is  drawn  in. 

Atlanta.  To  the  extent  of  IJ  per  cent,  in  the  case  of  each 
k'nd  of  gas. 

Norfolk.  About  2  per  cent,  is  added  to  the  carburetted  water 
gas  only. 
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H  68.  State  fully  the  methods  of  testing  candle  power  during  the 
past  year,  giving  place,  time,  frequency,  distance  from 
works,  how  published,  etc. 

Wheeling.  No  regular  tests  are  made  and  there  is  no  bar 
photometer.  There  is  a  Sugg  type  jet  made*by  the  American  Meter 
company,  at  the  city  hall,  but  it  is  seldom  used.  Mr.  Thoiiipson, 
the  superintendent,  says  he  may  have  filled  it  up  and  observLd  the 
candle  power  three  or  four  times  during  the  sixteen  months. 

Atlanta.  Tests  are  made,  at  the  works*  only,  on  coal  gas,  car- 
buretted  water  gas  and  mixed  gas,  the  latler  being  taken  from  a 
main  leading  from  the  holder  station  about  twelve  hundred  feet 
from  the  photometer  room.  Tests  are  made  by  the  works  clerk, 
and  the  night  superintendent,  at  intervals  of  three  hours,  and  the 
I'esults  are  recorded  in  a  book.    No  publication  is  made  of  them. 

Norfolk.  Candle  power  is  tested  at  the  works  on  a  sixty-inch 
open  bar  photometer,  using  a  flat  flame  burner  for  the  gas,  and  an 
Edgerton  standard.  Tests  are  made  once  daily  by  works  clerk 
or  by  superintendent.  Standard  is  said  to  be  standardized  against 
candles  every  week.  No  publication  of  candle  power,  because  no 
city  inspection. 

H  69.     Summarize  results  of  such  examination. 

Wheeling^    No  records  kept. 

Atlanta.  The  candle  power  records  show  monthly  averages 
varying  between  the  following  limits : 

Carburetted  water  gas,  20.56  to  28.69. 

Coal  gas,  14.76  to  18.89. 

Mixed  gas,  18.93  to  20.68. 

Norfolh.  The  records  show  an  average  illuminating  value 
of  the  mixed  gas  of  21  candles.  See  note  to  questions  H  72,  73 
and  74  for  information  as  to  the  accuracy  of  these  tests. 

H  70.     Kind  of  photometer  used  and  method  of  testing. 

Wheeling.     Jet  photometer  of  the  Sugg  type. 

Atlanta.  A  sixty-inch  open  bar  in  a  dark  room  using  Leeson 
disc,  Pentane  lamp  and  number  7  Bray  Slit-Union  burner  for  the 
gas. 

Norfolk.  Sixty-inch  open  bar  in  dark  room,  using  Edgerton 
standard. 

H  71.     Attach  form  on  which  tests  are  recorded. 

Wheeling.    No  record  made. 

Atlanta.     No  special  form  used. 

Norfolk.     No  special  form.    Entered  ip  manufacturing  book. 
H  72.     Maximum  candle  power  for  the  year  according  to  records. 
H  73.     Minimum  candle  power  for  the  year  according  to  records. 
H  74.     Average  candle  power  at  the  works. 
H  75.     Average  candle  power  at  the  consumer's  meter. 
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H  76.     Did  the  candle  power  fluctuate  ? 

Wheeling.     'So  records. 

Atlanta.     Maximum  25.46,  average  of  one  day. 

Minimum  15.18,  average  of  one  day. 

Average  at  the  works,  19.63  candles  for  the  year. 

Average  at  consumer's  meter  not  determined. 

There  was  quite  a  variation  from  day  to  day. 

Norfolh.     Maximum  candle  power,  21jJ. 

Minimumj  19^ 

Average  at  works,  as  sliown  by  tests,  about  31  candles. 

No  tests  taken  at  consumer's  meter.  Ko  fluctuation  of  candle 
power  as  shown  by  the  records. 

Note  on  Norfolk.  (H  72,  H  73,  H  74)  Candle  power.  These 
figures  are  higher  than  the  facts  warranted,  because  the  rate  of 
consumption  was  measured  on  the  mistaken  idea  that  to  be  correct 
the  experimental  meter  should  pass  1-10  of  a  cubic  foot  per  revolu- 
tion of  the  large  hand,  the  correct  figures  being  1-12  of  a  cubic  foot 
per  revolution. 

H  77.     What  was  the  average  calorific  valute? 

H  78.     What  was  the  average  purity? 

H  79.     How  was  it  tested  for  purity? 

H  80.  Does  the  plant  employ  a  chemist  and  own  a  chemical  labo- 
ratory ? 

H  81.     Is  there  any  record  of  any  analyses  of  materials  ? 

11  82.  Are  there  any  engineering  tests  or  experiments  being  car- 
ried on  ? 

Wheeling.  There  are  no  records  of  any  tests  (H  77,  78,  79). 
No  chemical  laboratory ;  no  analyses  of  materials,  and  no  engineer- 
ing experiments  being  carried  on. 

Atlanta.  Makes  no  calorific  tests.  Th^  purity  was  not  deter- 
mined, as  fas  as  sulphur  compounds  are  concerned.  The  gas  was  free 
from  Its  and  contained  from  three  to  six  grains  of  N  Hs  per  hun- 
dred cubic  feet.  The  only  tests  made  are  for  sulphuretted  hydro- 
gen with  acetate  of  lead  paper,  and  with  the  Tutwiler  test,  and  for 
ammonia  with  the  test  used  in  JMassachusetts  by  the  state  gas  in- 
spector. The  company  maintains  no  chemist  and  no  regular  labo- 
ratory, but  there  are  gas  anaylsis,  tar  and  oil  distillation,  and  am- 
inoniacal  liquor  distillation  apparatus  used  by  the  assistant  superin- 
tendents from  time  to  time.  There  are  no  records  of  analysis  of  ma- 
terials. A  series  of  tests  have  been  made  during  the  past  year  to 
determine  the  kind  of  oil  that  gives  the  best  results  in  absorbing 
napthalene  from  the  gas  to  prevent  it  from  being  deposited  in  the 
distribution  system. 

Norfollc.  No  tests  made  for  calorific  value  or  purity,  except 
acetate  of  lead  tests  at  outlet  of  next  to  the  last  purifying  box. 
The  company  employs  no  chemists,  has  no  chemical  laboratory,  has 
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no  records  of  anaylsis  of  material,  and  is  carrying  on  no  engineer- 
ing experiments. 

PRESSURE. 

H  83.     State  how  pressure  was  measured  and  recorded. 

Wheeling.     Measured  by  U  gauges,  bu*  no  records  kept. 

Atlanta.  Pressure  is  measured  and  recorded  daily  by  Bristol 
gauges,  one  at  the  works,  one  at  the  office,  and  two  that  are  kept 
out  on  the  district,  but  not  in  any  fixed  places,  being  moved  around 
as  occasion  demands.  In  addition,  at  the  time  of  maximum  de- 
mand in  December,  pressures  are  taken  at  a  number  of  different 
points,  with  TJ  gauges,  and  these  pressures  are  recorded  in  reports 
to  the  general  manager. 

Norfolk.     The  street  main  press.nres  were  measured  only  at 
the  outlet  of  the  governor  at  the  works.    The  pressures  at  that  point 
were  recorded  by  a  Bristol  recording  gauge,  the  charts  from  which 
are  kept  on  file. 
H  84.     Summarize  records  for  past  year. 

Wheeling.     N"o  records. 

Atlanta.  The  records  for  the  past  year  show  the  pressure  at  the 
time  of  maximum  consumption  in  December  to  have  been  good  over 
most  of  the  city,  but  at  three  points  at  th*e  extreme  ends  of  dis- 
tricts the  pressure  was  below  12/10  of  an  inch,  at  other  times  of 
the  3'ear  the  pressures  were  all  above  15/10,  except  at  the  lowest 
point  in  the  city,  where  it  ran  down  to  14/10.  Some  mains  have 
already  been  laid,  and  others  are  planned,  to  increase  the  pressure 
ab  these  low  points. 

Norfolk-.     The  records  for  the  past  ye.ar  show  that  the  pres- 
sure ran  quite  uniformly  about  18/10  from  .one  to  five  a.  m.,  from 
23/10  to  25/10  during  the  day,  and  28/10  during  the  evening, 
these  pressures  lieing  regulated  by  a  Connelly  automatic  governor. 
H  85.     Were  pressures  fairly  uniform? 
H  86.     What  was  the  highest  pressure  recorded? 
H  87.     What  was  the  lowest  pressure  recorded? 
H  88.     What  was  the  difference  between  day  and  night  pressures  ? 

Wheeling.  Pressures  were  fairly  uniform,  except  in  the  por- 
tion of  the  city  south  of  Wheeling  Creek,  aiad  on  the  Island.  No 
records  of  highest  or  lowest  pressure.  Difference  between  day  and 
night  pressures:  7/10  of  an  inch,  day  pressure;  19/10  night  pres- 
sure; 26/10  at  the  works. 

Atlanta.  Pressures  fairly  uniform.  Highest  at  works,  56/10 
inch.  Lowest  recorded,  10.5/10  at  Capitol  avenue  and  Ormond. 
During  the  hours  of  daylight  the  governor  pressure  is  about  30/10 
of  an  inch.  During  the  hours  of  heavy  consumption  the  governor 
pressure  was  56/10  of  an  inch  during  November  and  the  early  part 
of  December;  but  has  been  only  48/10  to  50/10  since  tlie  comple- 
tion of  a  new  16-inch  main.  Prom  midnight  to  daylight  the  gov- 
ernor pressure  is  28/10  of  a-n  inch. 
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Norfolk.     Answered  under  H  83  and  84,  except  for  H  88 
(difference  between  day  and  night  pressures)  10/10  inch. 
H  89.     What  was  the  pressure  at  the  works? 
H  90.    What  was  the  average  pressure  at  the  consumer's  meter? 
H  91.     Were  eomplaints  numerous  as  to  pressure? 
H  82.     Were  there  frequent  complaints  about  interruption  of  --er- 

vice? 
H  93.     Has  the  gas  supply  ever  been  cut  oil  from  tlie  city?    De- 
scribe instances. 

Wheeling.  No  records  of  pressure  at  works,  or  consumer's 
meter.  Numerous  complaints  as  to  pressure  from  tlie  southern 
portions  of  the  city  and  the  Island.  No  complaint  records  are 
Jcept.  There  were  said  not  to  be  many  such-  complaints  since  ]\fon- 
ongah  coal  has  been  used.  The  gas  has  been  cut  off  from  the  city 
but  onre,  when  the  works  were  flooded  in  1884. 

Atlanta.  Average  pressure  at  works,  in  summer,  about  30/10 
inch;  in  winter  about  33/10.  Estimated  pressure  at  consumer's 
meter  between  25/10  and  30/10.  There  were  numerous  complaints 
from  two  districts,  to  which  larger  mains  are  being  laid,  but  over 
most  of  the  city  there  is  no  trouble  from  lack  of  pressure. 

Number   and   distribution   of   complaints   and   orders   during 
^1905.     Poor  pressure  complaints. 

Naphthaline    5,!?44 

Water  in  service :  •  •  ■  •         408 

Rust  in  service 1,575 

Thawed  out  service 330 

Thawed  out  meter 231 

Water  in  meter : 139 

Trouble,  house  pipes 351 

Total 8,578 

Other  complaints  and  orders. 

Leak  inlet  connections 364 

Leak  outlet  connections • 240 

Leak  in  meter 379 

Leak  in  service 165 

New  burners  and  tips 457 

Eepaired  fixtures 1,272 

Preparyment  part  of  meter 9 

House  pipe  inspection 1,028 

Indexes  taken 1,052 

Gas  found  0.  K 2,058 

Various 1,314 

Duplicate  orders 1,494 

Total *■••■•    18,410 

The  gas  has  not  been  cut  off  during  the  last  17  years.  No 
definite  knowledge  as  to  conditions  prior  to  that  period;  but  it  is 
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thought  that  gas  has  never  been  off  over  the  whole  city  at  any 
time. 

Norfolk.  See  H  84.  There  is  no  information  as  to  pressure 
at  consumer's  meter.  There  were  no  cohiplaints  of  general  low 
pressure  over  a  whole  district,  but  there  were  a  number  of  com- 
plaints of  poor  pressure  in  individual  cases  due  to  frozen  services, 
meters,  etc. 

The  number  of  "poor  pressure"  complaints  due  to  various 
causes  during  1905  were  as  follows: 

Services   frozen ., 154 

Meters   frozen ., 135 

Services  stopped  for  various  causes. . . .         818 

Water  in  meters 97 

Services  requiring  relaying 10 

Poor  gas,  not  otherwise  explained.-/. ....  17 

Total - 1,331 

Mains  trapped 11 

1,342 
The  number  of  services  and  meters  frozen  was  abnormal,  ow- 
ing to  the  abnormal  temperature  condition's  during  January  and 
I'ebruary,  1905.  There  was  no  general  interruption  of  service. 
The  gas  supply  has  never  been  cut  off  from  the  city  since  the  works 
started. 

EXTENSIONS. 

11  94,     "IVhat  factors  have  determined  the  extent  and  location  of 
extensions  ? 
Wheeling.     There  have  been  no  extensions  of  any  consequence, 
so  it  cannot  be  said  what  factors  would  have  determined  their  ex- 
tent and  location. 

Atlanta.  Extensions  have  been  made  wherever  the  prospects 
seemed  good  for  business,  the  company  being  willing  to  lay  one 
hundred  feet  of  four-inch  main  for  each  consumer. 

Norfolk.  Extensions  have  been  made  wherever  the  prospect 
seemed  good  for  business,  the  company  being  willing  to  lay  one 
hundred  feet  of  main  for  each  consumer. 

H  95.     Is  the  built-up  area  A\ell  served,  so:  that  all  citizens  may 
use  the  service? 

H  96.     Has  the  policy  in  respect  to  extensions  been  liberal? 
H  97.     Total  length  of  extensions  during  the  past  year. 
II  98.     Have  the  citizens  of  any  section  petitioned  for  extension 
to  their  district  within  the  last  five  jears? 
Wheeling.     The  built-up  area  is  well  served.     The  policy  in 
respect  to  extensions  has  not  been  liberal  in  recent  years.     Total 
length  of  extensions  (16  months),  about  330  to  250  feet  of  four- 
inch  pipe.     There  have  been  no  petitions  for  extensions  to  new 
districts  within  the  last  five  years. 
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Atlanta.  The  built-up  area,  except  the  area  occupied  exclusive- 
ly by  negroes,  is  well  served.  The  policy  in  regard  to  extensions, 
liberal.  Length  of  extensions  during  the  past  year,  4.88  miles, 
equal  to  25,793  feet. 

There  have  been  no  petitions  for  extensions,  except  from  dis- 
tricts far  beyond  the  city  limits. 

Norfolk.  The  area  occupied  by  whites  is  well  served,  but  no 
pipes  are  laid  in  the  negro  quarter.  The  policy  in  regard  to  ex- 
tensions has  been  liberal.  Length  of  extensions  during  the  past 
year;  low  pressure,  24,620  feet;  high  pressure,  9,886  feet.  There 
has  been  no  need  of  any  petition  for  extensions  within  the  last  five 
years. 

H  99.  As  between  several  sections  petitioning  at  one  time,  how 
were  extensions  determined  and  in  what  order? 

li  100.     Were  extensions  made  promptly  when  there  was  a  demand  ? 

H  101.     Was  every  applicant  for  service  able  to  get  it  promptly? 

H  102.  Has  the  necessity  for  passage  of  an  ordinance  ever  caused 
delay  in  extending  the  -service  ? 

H  103.  Has  service  been  extended  in  advance  of  the  demand  in 
order  to  stimulate  the  growth  of  a  district,  or  has  it 
awaited  demand? 

H  104.  Was  the  department  free  to'  use  its  judgment  about  ex- 
tensions, or  was  an  ordinance  required  authorizing  the 
extensions  ? 

H  105.  May  service  be  extended  to  suburban  sections  not  within 
the  city  liniits  ?  State  f villj^  the  craiditions  vipon  a\  hich  this 
may  be  done. 

Wheeling.  ISTo  case  of  contemporaneous  or  conflicting  peti- 
tions has  arisen  in  recent  years.  There  has  been  no  demand  for 
extensions  in  recent  years,  and  every  applicant  along  the  line  of 
present  mains  has  been  served  promptly.  N*o  ordinance  is  required 
for  pipe  extensions.  Extensions  have  not  been  made  in  advance  of 
demand.  The  department  was  free  to  use  its  own  Judgment  about 
extensions.  For  the  right  to  extend  mains  beyond  the  city  limits 
see  schedule  number  1  by  Dr.  Gray. 

Atlanta.  There  have  been  no  netitiohs  from  localities  that 
could  be  profitably  reached.  Extensions  haie  been  made  promptly 
when  there  was  a  demand,  and  applicants  within  reach  of  the 
mains  have  got  their  service  promptly.  Mains  have  been  laid  in 
advance  of  new  pavement,  but  not  otherwise  in  advance  of  the  de- 
mand, unless  the  company  receives  a  bonus  of  10  per  cent,  of  the  cost 
of  the  extensions.  The  company  has  no  franchise  rights  outside 
of  the  city  as  it  may  be  extended,  but  it  has  extended  its  mains 
outside  the  city  limits  under  permission  from  the  commissioner  of 
roads,  and  in  several  directions,  as  the  territory  built  up.  These 
extensions  are  not  of  any  great  length,  and  the  territory  will  proba- 
bly ultimately  be  taken  into  the  city. 
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Norfolk.  In  case  of  conflicting  petitions  the  relative  amounts 
of  business  offered  would  govern,  if  such  cases  arose.  Extensions 
have  been  made  promptly  when  the  business  warranted  the  exten- 
sion, and  applicants  have  been  promptly  served.  Extensions  have 
awaited  demand.  The  company's  charter  covers  the  whole  coun- 
ty of  Norfolk.  Therefore  service  may  be  extended  to  suburbs  and 
the  adjoining  towns, 

STREET    WORK. 
H  106.     Was  street  work  done  by  direct  employment  or  contract? 
H  107.     Was  the  work  done  by  contract  prsperly  inspected  ? 
H  108.     Was  the  work  performed  in  an  efficient  manner  ? 
H  109.     Was  the  street  surface  promptly  restored  after  openings 

were  made? 
H  110.     Was  water  used  in  puddling  ditches? 
H  111.     Were  open  trenches  and  obstructions  properly  guarded? 
II  113.     How  were  sunken  trenches  taken  eare  of  ? 

Wheeling.  Street  work  done  by  direct  employment.  We  have 
no  means  of  judging  as  to  quality,  but  the  cost  of  service  work 
as  now  done  is  excessive.  The  street  surface  was  promptly  restored 
as  far  as  (we)  were  able  to  ascertain.  Occasionally  water  was  used 
for  puddling  ditches.  Trenches  and  obstructions  were  properly 
guarded  as  far  as  we  were  able  to  ascertain.  Sunken  trenches  were 
taken  care  of  partly  by  department  of  public  works  and  partly  by 
gas  department. 

Atlanta.  Street  work  is  done  efficientl;^,  but  by  direct  employ- 
ment only.  The  office  of  the  board  of  works*  reported  that  the  com- 
pany attended  to  restoring  the  street  service*  very  promptly.  Water 
is  not  used  for  puddling  ditches,  as  it  is  not  approved  by  the  com- 
missioner of  public  works.  Trenches  and  obstructions  were  prop- 
erly guarded  (board  of  works).  After  the  ditches  on  paved  streets 
have  been  filled,  the  board  of  works  are  notified  and  they  attend 
to  the  repaving,  and  are  responsible  for  any  settling,  all  repaving 
being  6harged  to  the  gas  company.  On  unpaved  streets  gas  com- 
pany looks  after  sunken  trenches. 

Norfolk.  Street  work  is  done  efficiently  and  by  direct  employ- 
ment only.  According  to  the  city  engineer  the  street  surface  was 
promptly  restored  when  opened,  and  trenches  and  obstructions  were 
properly  guarded.  The  nature  of  the  soil  renders  it  unnecessary  to 
use  water  in  puddling  ditches.  In  case  of  sunken  trenches  the  city 
engineer  notifies  the  company  to  repair,  and  the  company  does  so 
as  often  as  is  required  to  restore  roadbed  or  pavement  to  as  near  its 
original  condition  as  is  practicable. 

li  113.     What  was  the  policy  in  regard  th  improving  the  condi- 
tion of  street  services  prior  to  stre'et  paving  or  repaving? 

Wheeling.  There  has  been  no  regular  system  of  overhauling 
services  ahead  of  new  paving,  but  new  services  are  put  in  if  there 
seems  any  chance  of  getting  consumption  within  a  year  or  two. 
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Atlanta.  The  pipes  are  overhauled  in  advance  of  paving,  and 
all  services  are  renewed  or  put  in  good  condition. 

Norfolk.     The  company  has  made  a  practice  of  overhauling 
-mains  and  services  in  advance  of  paving  or  repaving. 
H  114.     Is  there  an  up  to  date  map  showing  the  location  and 
nature  of  all  street  mains  and  fixtures  ? 

Wheeling.     No. 

Atlanta.  No;  there  is  a  map  showing  the  street  mains,  but  it 
does  not  show  location  in  the  street,  nor  does  it  show  any  of  the 
fixtures. 

Norfolk.     None  at  present,  but  one  is  being  made. 
11  115.     Who  decides  where  underground  structures  shall  be  located 

in  the  street? 
H  116.     Is  a  permit  from  a  public  authority  required  before  street 

may  be  opened? 
H  117.     Is  a  separate  permit  obtained  for  each  opening  ? 

Wheeling.  A  permit  is  required  before  the  street  may  be 
opened,  and  is  obtained  for  each  opening.  There  are  no  regula- 
tions as  to  the  location  of  underground  structures  in  the  streets. 

Atlanta.  Permits  are  not  required,  but  are  taken  out  as  a 
matter  of  courtesy;  generally  a  separate  one  for  each  opening,  but 
at  times  general  permits  covering  whole  streets  are  taken  out; 
for  instance,  when  searching  for  leaks.  In  regard  to  underground 
structures  as  far  as  ga^  pipes  are  concerned,  the  company  decides, 
except  for  a  verbal  agreement  with  the  water  department  that  as 
far  as  possible  the  gas  pipes  shall  be  laid  on  the  south  and  east 
sides  of  the  streets. 

Norfolk.  Permits  are  not  required  by  law,  but  as  a  matter 
of  courtesy  they  are  taken  out,  a  separate,  one  for  each  opening. 
The  company  can  put  its  mains  in  the  streets  where  it  pleases. 

PURCHASE  OF  SUPPLIES. 

PI  118.     Who  places  the  orders  for  material,  and  who  governs  the 
placing  of  orders? 

Wheeling.     Small  orders  are  placed  by  the  superintendent, 
Jarge  ones  by  the  trustees. 

Atlanta.  The  purchasing  agent  and  the  superintendents  of 
departments,  all  orders  being  reported  to  the  general  manager. 

Norfolk.     Orders  are  placed  by  general  manager  or  assistant 
manager  on  requisitions  from  various  departments. 
H  119.     Were  contracts  advertised? 

Wheeling.     Not  publicly. 

Atlanta^  Norfolk.     No. 
H  120.     What  system  was  used  to  check  quality  of  materials  and 
weights  or  measurements  of  shipments? 

Wheeling.  All  supplies  are  weighed  on  wagon  scales  as  re- 
ceived, and  measured  and  checked  by  the  superintendent. 
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Atlanta.  All  materials  are  weighed,  measured  or  counted,  and 
inspected  by  the  store  keepers,  who  in  this-  way  check  the  invoices 
and  report  as  to  discrepancies. 

Norfolk.  All  goods  received  are  inspected  and  checked  by 
store  room  keepers. 

H  121.  What  redress  is  there  in  case  of  shortages  or  poor  quality 
of  shipments? 

Wheeling.  Deductions  from  bills  are  made  for  shortages ;  the 
poor  materials  are  returned. 

Atlanta.  The  proper  deductions  are  made  from  the  bills,  or 
else  the  next  order  is  placed  with  another  dealer. 

Norfolk.  Deductions  are  made  from  the  bills,  unless  short- 
age in  quantity  or  quality  is  made  good. 

H  122.  How  do  prices  and  quality  compare  with  those  paid  by 
private  companies? 

Wheeling.  Sundry  supplies  are  purchased  at  the  same  prices 
as  are  paid  by  private  companies,  except  that  same  are  purchased 
at  retail  instead  of  wholesale.  The  price  paid  for  coal  seems  rea- 
sonable. 

Atlanta^  Norfolk. — ■ 

H   123.     Were   the   dealers   supplying   materials   connected  with 
city,  county  or  state  government? 
Wheeling.     ISTo. 

Atlanta,  Norfolk.     

H  124.     Were  local  dealers  favored  over  tht)se  outside  of  the  city? 
Wheeling.     No. 

Atlanta,  Norfolk.     Yes,  prices  being  "equal. 

H  125.     Was  there  delay  in  placing  orders'  after  the  engineer  or 

superintendent  expressed  the  necessity  for  the  supplies? 

H  126.     In  practice  did  the  manager  get  the  types  and  makes  of 

things  he  asked  for,  or  was  he  forced  to  take  something 

else? 

H  137.     Were  bills  for  materials  purchased  paid  promptly? 

Wheeling,  Atlanta  and  Norfolk.  There  was  no  delay  in  plac- 
ing orders  for  ordinary  supplies,  which  the  manager  gets  of  the 
types  he  asks  for,  all  of  which  are  paid  for  promptly. 

GENERAL   MATTERS*. 

H  128.     Is  the  plant  adequately  equipped  to  handle  the  business? 
Wheeling.     So  far  as  manufacturing  capacity  is   concerned, 
the  plant  is  adequate  for  the  present  business,  but  "there  is  no  pro- 
vision for  increase.       ^ 

Atlanta.     Yes;  everything  is  adequate  for  present  demands. 

Norfolk.     The  plant  is  adequate  so  fai  as  generating  capacity 

is  concerned,  but  there  should  be  additional  coal  gas  scrubbing  ap- 
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paratus  and  additional  holder  capacity,  since  present  holder  ca- 
pacity is  only  63  per  cent,  of  the  maximum  day's  send-out,  and  it 
should  be  at  least  75  per  cent,  under  the  conditions  obtaining  there 
H  129.     Is  the  equipment  of  modern  and  efficient  type? 

Wheeling.  No.  The  benches  and  bench  equipment  are  of 
a  type  that  should  not  be  found  in  plants  of  this  size.  There  should 
also  be  a  scrubber.    Otherwise  the  equipment  is  fairly  efficient. 

Atlanta.  The  equipment  is  of  a  modem  and  efficient  type 
except  for  the  base  steam  earburetted  water  gas  set,  which  is  to  be 
remodeled  during  the  coming  summer. 

Norfolk.    Yes. 
H  130.     Is  it  in  good  condition? 

Wheeling.  The  skeletons  of  the  stacks  of  benches  and  the 
iron  work  of  the  benches  are  in  poor  condition.  The  largest  holder 
is  also  in  poor  condition.  Otherwise  the  apparatus  is  in  fair  con- 
dition. 

Atlanta.     Yes,  it  is  kept  in  very  good  condition. 

Norfolk.     Yes. 
H  131.     Will  it  be  necessary  to  make  extensive  repairs  or  altera- 
tions in  the  near  future? 

Wheeling.  The  plant  can  take  care  of  the  present  business 
without  any  extensive  repairs,  but  it  is  very  uneconomical,  and  if 
economy  is  to  be  secured,  the  benches  should  be  replaced  by  an- 
other type,  and  extensive  repairs  made  to  the  large  holder. 

Atlanta.     No.    Only  ordinary  current  repairs  will  be  required. 

Norfolk.     No. 
H  132.     Is  the  plant  kept  in  clean  and  neat  condition? 

Wheeling.     No. 

Atlanta  and  Norfolk.     Yes. 
H  133.     Are  the  works  adequately  ventilated? 

Wheeling  and  Atlanta.     Yes. 

Norfolk.     Yes,    except   that   retort   hduse   louvre   should   be 
higher. 
H  134.     Are  the  pits,  shafts  and  machinery  properly  guarded  ? 

Wheeling  and  Atlanta.     Yes. 

Norfolk.     Yes,  though  engine  room  is  rather  crowded. 
H  135.     Are  the  offices  for  payments,  com"plaints  and  other  busi- 
ness conveniently  located  ? 

Wheeling.     Fairly  so. 

Atlanta.    Yes. 

Norfolk.    Yes. 
H  136.     Were  consumers'  complaints  promptly  and  efficiently  at- 
tended to  ? 

Wheeling.  The  complaints  seem  to  be  promptly  attended  to, 
but  there  are  many  repeated  complaints  from  the  same  houses,  so 
the  efficiency  is  not  good. 
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Atlanta.    Yes. 

Norfolk.     Yes,  although  there  is  no  consumers'  record  to  show 
whether  the  same  complaints  recur  from  the  same  house. 
H  137.    Describe  office  system  of  handling  complaints. 

Wheeling.  When  complaints  are  received  they  are  entered  on 
pad  paper,  and  the  complaint  men  enter  them  into  their  call  books 
from-  these  slips,  which  are  then  destroyed.  ISTo  further  record  is 
kept  at  the  office  of  the  complaints.  The  call  books  do  not  show 
what  was  done  to  remedy  the  trouble,  except  when  the  meter  is 
changed,  and  these  books  are  not  preserved,  so  it  is  impossible  to 
give  the  number  of  complaints  for  any  given  periods.  The  secre- 
tary, Mr.  Schenl?:,  said  that  he  thought  they  averaged  about  20  per 
day  during  the  winter  and  10  per  day  during  the  summer. 

Atlanta.  When  a  complaint  is  received,  original  and  carbon 
duplicate  cards  are  made  out.  The  original  is  turned  over  to  the 
jobbing  department  and  given  to  the  fitter  detailed  to  attend  to 
the  complaint,  while  the  duplicate  is  retaitoed  in  the  office.  The 
fitter,  after  attending  to  the  trouble,  fills  out  the  card  to  show  the 
cause  for  and  the  means  adopted  to  remedy  the  trouble,  and  re- 
turns it  to  the  office.  It  is  then  filed  by  Street  and  number,  and 
the  duplicate  is  destroyed. 

Norfolk.  When  complaint  is  received,  it  is  entered  on  regular 
forms,  consecutively  numbered.  The  filled-out  form  is  placed  on 
a  file,  from  which  it  is  taken  by  the  jobber,  -fho  next  comes  into  the 
office  after  it  is  filed,  and  he  proceeds  to  attend  to  it.  The  jobber 
enters  on  the  original  form  the  cause  of  trouble  and  what  was  done 
to  remedy  it,  and  hands  the  form,  signed  by  him,  to  the  foreman 
of  jobbers,  who  stamps  it  to  show  that  he  has  noted  it,  and  it  is 
then  filed  for  future  reference.  No  duplicates  nor  stubs  are  fiUed 
out;  the  only  check  upon  attention  to  all  complaints  being  by  see- 
ing that  there  is  no  break  in  the  numbers  of  the  forms  as  filed. 
H  137a.     How  are  leak  complaints  attended  to  at  night? 

Wheeling.  By  calling  up  the  gas  works,  from  which  the  super- 
intendent is  notified,  and  he  either  takes  care  of  the  leak  himself  or 
notifies  the  inspector  to  do  so. 

Atlanta.  The  repair  shop  is  open  until  9  p.  3e.  After  that, 
consumers  are  instructed  to  telephone  to  sup'erin  ten  dent  of  distribu- 
tion, who  attends  personally  to  complaints. 

Norfolk.  The  telephone  exchange  in  office  is  kept  open  dur- 
ing winter  months  until  7  p.  m.  After  that  hour  complaints  are 
made  to  eitlier  the  manager  or  superintendent,  who  notify  the  fore- 
man of  jobbers,  who  attends  to  all  night  calls. 
H  138.  Is  there  a  system  of  badging  or  uniforming  the  employees 
so  that  they  may  be  known  to  the  public. 

Wheeling.     No. 

Atlanta.  All  employees  on  outside  work,  bringing  them  into 
contact  with  the  public,  wear  badges  and  a  cap  bearing  the  name 
of  the  company  and  the  employee's  number. 
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Norfolk.  All  employees  dealing  with  the  public  have  num- 
bered badges,  but  not  uniforms. 

H  139.     Are  the  general  morale  and  discipline  of  the  employees 
good,  bad  or  indifferent? 

Wheeling.  The  superintendent  has  not  the  power  of  appoint- 
ment and  removal,  and  as  a  result  the  discipline  of  the  employees 
i.^  indifferent. 

Atlanta  and  Norfolk.  Good. 
H  140  and  H  141.  In  all  three  of  the  undertakings  the  employees 
who  meet  the  public  are  neatly  dressed,  polite  and  at- 
tentive. 
H  143.  Do  the  various  departments  work  in  harmony?  Is  there 
friction  or  jealousy,'  and  does  one  department  shirk  work, 
leaving  it  to  be  done  by  another? 

Wheeling.  The  various  departments  appear  to  work  in  har- 
mony, and  no  department  is  called  upon  to  do  the  work  of  any  of 
the  others. 

Atlanta.     Thay  work  in  harmony,  and  there  is  no  friction. 

Norfolk.     All  departments  appear  to  work  in  harmony,  and 
employees  pay  strict  attention  to  the  work  of  the  various  depart- 
ments. 
H  143.     Is  there  an  adequate  system  of  telephones? 

Wheeling.  There  are  telephones  at  the  oiSce,  at  the  works, 
and  at  the  house  of  the  superintendent  and  inspector. 

Atlanta.     Yes,  there  is  a  very  complete.system. 

Norfolk.     At  office,  at  works,  at  residences  of  general  manager, 
assistant  manager,  superintendent,  foreman  gas  works,  and  foreman 
outside. 
H  144.     Are  the  works  and  offices  properly  watched  at  night  ? 

Wheeling.  There  is  no  one  at  the  office  at  night,  and  no  reg- 
ular watchman  at  the  works,  but  the  engineer  is  supposed  to  patrol 
the  holder  yard. 

Atlanta.  The  system  of  reports  requires  regular  visits  to  all 
parts  of  the  works,  and  there  are  two  men  at  the  office  all  night. 

Norfolk.  Eetort  house  men  watch  works.  Private  detective 
agency  makes  hourly  visit  to  office,  and  his  visits  are  checked  by  a 
time-recording  watchman's  clock. 

H  145.     Are  employees  generally  permttted  to  run  to  fires,  or  is 
some  one  appointed  to  go?       » 

Wheeling.     The  street  gang  is  instructed  to  look  out  for  fires. 

Atlanta.  Each  man  in  the  distribution  department  has  a  dis- 
trict to  which  he  attends  at  night.  In  the  *day  time  a  special  man 
is  sent  out  from  the  office  upon  alarms. 

Norfolk.  The  foreman  of  the  stove  department  looks  after 
fires,  and  the  fire  department  notifies  him,  of  all  fires  during  the 
night. 
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H  146'.     Is  there  any  system  of  mspection  to  prevent  workmen  of 
other  companies  or    city  departments  from  injuring  the 
"underground  structures  ? 
Wheeling.     No. 

Atlanta.  All  employees  are  required  to  report  any  work  ob- 
served by  them,  and  all  permits  issued  by  the  city  are  noted  and 
the  work  done  under  them  is  inspected. 

Norfolh.  No  system  of  patrol,  but  keep  watch  of  work  done 
by  other  companies  when  it  is  known  that  they  are  at  work. 

H  147.     Has  the  manager  maintained  an  adequate  system  of  re- 
ports made  to  him  of  the  details  of  the  operation  of  the 
plant  day  by  day,  so  as  to  show  manufacturing  results, 
cost  per  unit,  length  of  underground  or  overhead  struc- 
tures instaled,  etc.  ? 
Wheeling.     There  is  no  general  manager.     Eeports  are  made 
of  the  coal  used,  gas  made,  and  gas  sent  out,  but  no  other  daily  re- 
ports are  made. 

Atlanta.    Yes;  the  manager  receives  .each  day  reports  from 

the  works,  and  from  all  work  done  by  the  distribution  department. 

Norfolk.     Although  complete  records  are  kept  at  works  and 

office,  reports  are  not  made  daily  to  the  manager,  all  reports  being 

made  monthly. 

H  148.     Attach  the  form  on  vvhich  the  manufacturing  records  are 
kept. 

Wheeling.     Form  attached,  q.  v. 

Atlanta.  We  were  unable  to  get  a  copy  of  this  form,  but  it 
is  the  regular  United  Gas  Improvement  company  form. 

Nor  folic.     It  was  impossible  to  secure  this  form. 
H  149.     "Was  there  a  drafting  room  maintained  ? 

Wheeling.     What  little  drafting  is  required  is  done  in  the  city 
engineer's  office,  and  not  charged  for. 

Atlanta.     Yes;  one  at  works,  and  on^  at  office.     The  engin- 
eers do  the  drafting. 
Norfolk.     No. 

H  150.     What  system  was  in  vogue  to  take  care  of  the  tools  dis- 
tributed to  employees  ? 

Wheeling.  None.  Men  are  merely  given  tools  as  they  call 
for  them. 

Atlanta.  All  the  tools  used  are  issued  from  the  storeroom  and 
charged  against  the  individual  or  the  gang  receiving  them,  and 
have  to  be  returned  or  definitely  accounted  for. 

Norfolk.  Tools  are  given  out  by  storeroom  keeper  and  charged 
against  the  person  receiving  them,  who  is  held  responsible  for  their 
return. 
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11  151.  Were  the  difEerent  classes  of  workmen  equipped  with 
proper  tools?    Were  the  tools  kept  in  order? 

Wheeling.     The  e(Juipment  is  fairly  good,  and  the  tools  are 
kept  repaired  and  in  good  order. 

Atlanta.     Yes. 

NorfoU:     Yes,  to  both. 

H  153.  AVith  what  promptness  were  orders  to  turn  on  gas  attended 
to? 

Wheeling.     All  such  orders  are  attended  to  on  the  day  on 
vrhich  they  are  received,  or  else  on  the  next*  day. 

Atlanta.     All  orders  of  this  kind  are  attended  to  either  on  the 
day  on  which  they  are  received,  or  on  the  nezt  day. 

Norfolk:     Very  promptly;  usually  on  the  same  day  as  received. 

H  153.  Are  service  pipes  run  to  every  lot  whether  built  upon  or 
not,  prior  to  street  paving  or  repaving?  If  so,  how  many 
of  these  dead  services  are  now  in  existence? 

Wheeling.     There   are  practically  no  such  services  run,  and 
there  is  nothing  to  show  whether  there  are  any  now  in  existence. 

Atlanta.     Yes.     The  officials  of  the  distribution  department 
estimate  the  number  now  in  existence  at  alx)ut  500. 

Norfolk.    Yes.  No  record,  but  not  very  many,  since  most  of 
the  streets  were  well  taken  care  of  before  the  pavements  were  laid. 

H  154.  Are  records  kept  of  services  by  dp,te  installed,  so  that  as 
the  service  grows  old  an  inspection  may  be  made  at  in- 
tervals of  years  to  determine  wheiu  renewals  should  take 
place  and  insure  such  renewal  before  most  of  the  ser- 
vices have  begun  to  give  trouble? 
Wheeling.     Xo. 

Atlanta.     Cards  giving  information  as  to  the  dates  are  filed 
by  streets  and  numbers,  but  not  by  dates. 

Norfolk.     No.     The  service  records  are  kept  on  cards  filed 
b)'  street  and  number. 

11  155.  Are  there  any  regulations  in  force  regarding  the  entrance 
of  employees  in  houses?  If  so,  attach  a  copy. 
Wheeling.  By  No.  21  of  Rules  and  Regulations  of  the  Gas 
Works  of  the  City  of  Wheeling  (1901),  it  is  provided  that:  "The 
Trustees  shall  have  the  right  to  stop  the  flow  of  gas  into  any  prem- 
ises, and  also  to  remove  the  meter,  the  service  pipe,  or  any  or  all 
of  the  city's  apparatus  in  and  leading  to  such  premises,  whenever 
they  shall  deem  it  proper  to  take  such  action  in  order  to  protect 
the  city  against  loss  or  fraud,  or  whenever  access  to  any  part  of  the 
whole  gas  apparatus  in  any  house  shall  be  denied  to  them  or  their 
agents  or  the  way  to  the  meter  be  obstructed,  or  whenever  the  con- 
sumer shall  fail  to  comply  with  any  requireftient  made  under  their 
rules." 

Vol.  II.— 37.  ; 
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Atlanta.  An  applicant  for  a  supply  of  gas  is  required  to  sign 
the  following  application: 

APPLICATIOlSr  FOR  GAS.  Form  91  A. 
Atlanta,  Ga., 190    , 

hereby  make  application  to  the 

Atlanta  Gas  Light  Company  for  gas,  to  he  supplied  by  a  meter 

located  on  premises  No street,  occupied 

by as  a and  agree  to  pay  for  the  same 

promptly,  at  the  regular  price  and  according  to  the  rules  of  the 

company ;  also  to  hold .• responsible  for  all 

gas  registered  by  said  meter  until  forty-eight  hours  after  notice 
has  been  duly  given  at  the  office  of  the  company  to  discontinue  the 
supply. 

It  is  further  agreed  that  the  duly  authorized  agents  of  the 
said  company  shall  have  free  access  to  the  meter  and  its  connections 
at  all  reasonable  hours  and  for  any  purpose,  and  may  remove  the 

same,  and  may  also,  upon failure  to  comply  with  any  of 

the  rules  of  the  company,  sever  the  connection  with  the  service 
pipe,  and  discontinue  the  service. 


APPLICATION"  FOE  GAS.  Form  91 B. 

Atlanta,  Ga., ,  190     . 

hereby  make  application  to 

the  Atlanta  Gas  Light  Co.  for  gas  to  be  supplied  by  a  meter  lo- 
cated on  the  premises  No street,  occupied 

by    as  a    

and  in  consideration  of  the  company  placing  a  prepay- 
ment meter  in  said  premises,  I  hereby  agree  to  become  respon- 
sible for  the  protection  of  said  meter,  and  further  agree  to  make 
good  to  the  Atlanta  Gas  Light  Co.  any  damage  either  by  injury  to 
or  loss  of  money  from  the  meter,  by  theft  or  otherwise,  as  shown 
by  the  meter  dials.  It  is  further  agreed  that  the  duly  authorized 
agents  of  the  said  company  shall  have  free  access  to  the  meter  and 
its  connections  at  all  reasonable  hours  and  for  any  purpose,  and 

may  also,  upon failure  to  comply  with  any  of  the  rules 

of  the  company,  sever  the  connections  with  the  service  pipe  and 
discontinue  the  service. 

Norfolh.     Applicants  for  gas  are  required  to  sign  the  follow- 
ing application  agreement: 

No.  6888.  Norfolk,  Va., 

I  hereby  make  application  to  the  City  Gas  Company  of  Nor- 
folk for  gas  to  be  supplied  to  the  premises  No 

occupied  by , 

as  a  ,  and  agree  to  pay  for  the  same  at  the 

regular  price,  and  according  to  the  rules  of  the  gas  company  hereto 
attached  and  made  a  part  of  this  application,  the  receipt  of  a  copy 

of  which  is  hereby  acknowledged.    Also  to  hold 

responsible  for  all  gas  consumed  on  the  said  premises  until  forty- 
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eight  hours  after  notice  has  been  duly  given  at  the  office  of  the  com- 
pany to  discontinue  the  supply.  It  is  further  agreed,  that  the  duly 
authorized  agents  of  the  said  company  shall  have  free  access  to  the 
meter  and  its  connections  at  all  reasonable  hours,  and  for  any  pur- 
pose and  may  remove  the  samcy  and  may  ako,  upon 

failure  to  comply  with  any  of  the  rules  of  the  company,  sever  the 
connection  with  the  service  pipe  and  discontinue  the  service. 


Consumers'  Ledger,  folio   

Size  of  meter, 

Deposit,   $ 

1.  Application  for  the  supply  of  ga!s  must  be  made  upon 
blank  forms  furnished  by  the  City  Gas  Company  of  Norfolk,  and 
the  applicant  must  agree  to  be  bound  by  the  company's  rules  and 
regulations  then  in  force,  or  thereafter  adopted,  regulating  the 
supply  thereof,  and  sign  the  agreement  to  that  effect. 

2.  The  City  Gas  Company  of  Norfolk  will  place  in  position 
all  service  pipes  and  connections  from  the  street  main  up  to  and 
including  the  meter.  The  Gas  Company  reserves  to  itself  the  right 
in  all  cases  to  determine  where  the  meter  shall  be  located. 

The  gas  company  wiU  charge  10  cents  ]6er  running  foot  for  the 
service  from  the  curb  to  the  meter,  plus  the  actual  cost  of  repaving. 

3.  The  meter  is  the  property  of  the  gas  company.  No  per- 
son, except  its  own  employees,  shall  he  allowed,  UNDBE  ANY 
CIECUMSTANCES,  to  do  any  work  upon,  to  disconnect  or  to  in- 
terfere in  any  way  with  the  meter,  or  the'  pipes  and  connections 
leading  thereto.  Persons  violating  this  rule,  will  render  themselves 
liable  to  the  penalties  imposed  by  law,  and  consumers  Imowingly 
permitting  others  to  do  so  will  be  equally  liable. 

4.  Gas  will  be  supplied  by  meter  only,  the  registration  of 
which  shall  be  prima  facie  evidence  of  the  quantity  of  gas  passed 
through  it,  subject  in  all  cases  to  verification  by  testing  in  cases  of 
dispute.  The  gas  company  has  set  up  at  its  office  complete  testing 
apparatus,  where  consumers  can  see  their  meters  tested.  The  test- 
ing will  be  done  free  of  cost. 

5.  The  consumer,  having  the  entire  contro^l  of  the  pipes,  fix- 
tures and  fittings,  from  the  outlet  of  the  meter,  is  responsible  for 
any  leakage  or  waste  of  gas  or  any  theft  thereof  which  may  occur 
after  it  leaves  the  meter. 

The  gas  is  delivered  to  the  consumer  at  that  portion  of  the 
outlet  coupling  which  is  soldered  or  otherwise  secured  to  the  meter ; 
the  responsibility  of  the  gas  company  for  any  loss,  damage,  or  in- 
jury to  person  or  property,  however  caused,  absolutely  ceases  at  this 
point. 

6.  When  notified  by  a  consumer  of  any  leakage  on  his  prem- 
ises, the  gas  company  will,  free  of  cost  to  the  consumer,  search  for 
and  endeavor  to  stop  the  leak.  But  where,  in  its  opinion,  the  ser- 
vices, of  other  than  its  employees  are  needed  to  repair  the  pipes  and 
stop  the  leakage,  the  entire  expense  shall  be  borne  by  the  consimier. 
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It  is  expressly  understood  and  agreed,  however,  that  the  com- 
pany assumes  no  responsibility  whatever  as  to  the  consumers'  fit- 
tings and  fixtures,  or  their  suitability  or  coiidition. 

7.  On  taking  possession  of  premises  where  a  meter  is  already 
set,  the  new  consumer  is  required  to  notify  the  gas  company  in 
writing  at  or  before  the  time  of  such  occupation,  in  order  that  the 
meter  index  may  be  read  for  the  purpose  of  -ascertaining  the  quan- 
tity of  gas  previously  used.  Any  one  neglecting  this  rule  and 
afterwards  using  gas,  will  be  responsible  for  all  gas  indicated  by  the 
meter  siace  the  period  of  the  previous  examination. 

To  prevent  all  liability  for  gas  consunjed  by  succeeding  ten- 
ants, consumers  are  required  to  notify  the  gas  company  when  va- 
cating their  premises.  The  gas  company  will  then  read  the  meter 
index,  and  liability  on  the  part  of  the  vacating  consumer  will  cease. 

8.  The  gas  company  may  require  satisfactory  security  for 
the  payment  of  gas  expected  to  be  consumed,  or  the  deposit  with  the 
Company  of  a  sum  sufficient,  in  its  judgment,  to  secure  it  from  loss, 
and  the  Company  shall  not  be  bound  to  supply  gas  until  these  con- 
ditions are  fulfilled,  and  may  cut  off  the  supply,  if  security  is  not 
given  when  demanded. 

9.  All  accounts  are  payable  at  the  Company's  office,  No.  58 
Plume  street,  in  the  city  of  Norfolk,  and  are  due  as  soon  as  ren- 
tftred. 

10.  Discounts  will  only  be  allowed  on  accounts  paid  within 
the  first  five  (5)  business  days  of  the  month  following  the  month  in 
which  the  gas  is  consumed,  and  when  gas  accounts  remain  unpaid 
thereafter  the  supply  of  gas  may  be„stopped  and  legal  proceedings 
instituted  for  the  recovery  of  the  amount  due. 

11.  No  gas  will  be  turned  into  any  building  until  the  piping 
has  been  tested  by  the  Company,  and  a  certificate  that  gas  may  be 
safely  turned  into  the  same  is  made  by  its  ihspector,  and  furnished 
to  the  applicant. 

To  insure  a  satisfactory  supply  of  gas,  and  to  assist  in  secur- 
ing to  consumers  a  sufficient  and  proper  system  of  distribution,  there 
must  be  furnished  to  and  approved  by  the  Gas  Company,  in  case  of 
any  building  supplied  with  pipes  after  July  1,  1896,  a  correct  plan 
of  piping  beyond  the^meter,  and  the  Company  must  also  be  notified 
before  such  piping  is  covered,  and  allowed  to  examine  the  same. 

Detail  rules  to  be  observed  by  gas-fitters  will  be  supplied  by 
the  Company. 

All  persons,  except  employees  of  the  Company,  are  forbidden 
to  turn  gas  into  any  building. 

12.  In  case  of  a  leak  or  escape  of  gas  from  any  cause  all 
persons  are  cautioned  not  to  take  or  permit  to  be  taken  a  fire  or 
light  of  any  kind  into  any  room  or  place  where  such  gas  may  be 
or  might  find  its  way,  and  to  immediately  notify  the  Gas  Company 
or  some  plumber  or  gas-fitter  of  such  leak  or  escape. 

13.  The  Company  shall,  at  all  reasonable  times,  by  its  au- 
thorized agent,  have  the  right  of  free  access  into  premises  to  which 
gas  is  supplied,  for  the  purpose  of  examining  the  gas  piping  and 
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aiDparatus,  or  for  the  removal  of  such  as  belongs  to  the  Company, 
or  for  the  purpose  of  ascertaining  the  quantity  of  gas  consumed  or 
supplied. 

14.  The  Company  reserves  the  right  to  alter  and  vary  these 
regulations,  and  parties  using  gas  .after  notice  of  such  alterations 
shall  be  bound  thereby. 

Norfolk,  Va., • 190    , 

,  the  undersigned,  do  hereby 

legally  guarantee  the  prompt  payment  to  the  City  Gas  Company  of 
Norfolk,  of  all  bills  or  debts  contracted  with  the  said  City  Gas 

Company  of  Norfolk  by for  the  supply  of  gas  until  .' 

shall  give  the  said  City  Gas  Company  of  Norfolk  written  notice 
that  I  will  be  no  longer  responsible.  This  guarantee  is  without  any 
limit  (as  to  time,  location,  or  amount),  restriction,  or  reservation, 
until  said  written  notice  is  given.  I  furthermore  agree  to  pay 
said  bills  or  debts  without  delay. 

Witness  my  hand  and  seal  the  day  and  date  above  written. 

r (Seal) 

H  156.     Does  any  one  inspect  the  work  done  by  employees  in  con- 
sumers' houses? 
PI  157.     If  so,  is  this  inspection  general,  or  does  it  include  every 
job? 
Wheeling.     The  only  work  of  this  kind  done  is  the  setting  of 
meters,  and  there  is  no  inspection  of  any  one  apart  from  the  meter 
setters. 

Atlanta.  There  are  two  inspectors  who  examine  the  work  done 
by  the  company's  employees  and  also  house  piping  done  by  private 
firms.    The  inspection  is  general. 

Norfolk.  The  foreman  of  outside  department  (foreman  of 
jobbers)  makes  such  inspection.    The  inspection  is  general. 

SUPPLEMENTARY  REPORT  ON  WHEELING  GAS  PLANT. 

Appraisal  of  the  plant  at  Wheeling  in  the  event  of  permission 
being  given  to  the  natural  gas  company  to  sell  gas  for  general  pur- 
poses ;  dated  May  8,  1906 ;  by  Alfred  E.  Porstall,  Consulting  En- 
gineer, 58  William  St.,  New  York  City. 
Addressed  to  Professor  Frank  J.  Goodnow,  Chairman,  etc. 

"Dear  Sir:  You  will  notice  that  in  giving  the  appraisal  of 
the  value  of  the  Gas  Plant  at  Wheeling  in  the  schedule  submitted 
for  that  plant,  no  estimate  is  given  of  'the  value  of  the  plant  in  the 
e-^-ent  of  permission  being  given  to  the  natural  gas  company  to  sell 
gas  for  general  purposes,'  although  such  an  estimate  was  called  for 
by  the  motion  adopted  by  the  Committee  of  Twenty-one  at  the 
meeting  held  in  Wheeling  on  March  9,  1906.  This  omission  is 
due  to  the  fact  that  Mr.  Burnett  and  I  could  not  agree  on  this  point 
and  therefore  decided  to  put  into  the  schedule  only  those  figures 
upon  which  we  did  agree,  and  to  submit  separate  estimates  of  the 
value  of  the  plant  in  the  contingency  mentioned  in  the  quotation 
given  above. 
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Since  incandescent  burners  enable  natural  gas  to  be  used  for 
the  production  of  light  with  as  great  an  e&ciency  per  cubic  foot 
as  can  be  obtained  from  manufactured  gas,  it  is  evident  that,  with 
the  difference  in  price  at  which  the  two  gases  are  sold,  manufactured 
gas  would  soon  be  driven  from  the  lighting  ^ield  and  kept  out  of  it 
as  long  as  the  supply  of  natural  gas  was  maintained,  provided  the 
natural  gas  company  was  given  the  right  to  sell  its  gas  for  lighting 
purposes.  The  value  of  the  plant  under  this,  condition  would  there- 
fore depend  upon  the  length  of  time  that  natural  gas  will  last. 

My  investigation  of  the  subject  leads  me  to  believe  that  the 
supply  of  natural  gas  from  the  West  Virginia  fields  will  probably 
be  maintained  for  twenty  years.  This  being  the  case,  I  think  that 
in  the  event  of  the  removal  of  restrictions  upon  the  use  of  natural 
gas  for  lighting,  the  present  gas  plant  would  have  no  value  except 
that  which  could  be  realized  from  the  resil  estate  and  buildings, 
plus  the  scrap  value  of  the  apparatus  and  distribution  system.  This 
is  so  because  it  would  not  pay  to  attempt  to  keep  the  plant  in  con- 
dition to  be  put  in  use  again  when  natural,  gas  gave  out,  because 
even  if  the  cost  of  maintenance  during  the  twenty-year  period  did 
not  amount  to  practically  as  much  as  a  new  works  would  cost,  the 
present  works  would  be  utterly  unable  to  supply  the  demand  for 
gas  that  would  exist  when  natural  gas  gave  out,  and  are  not  of  such 
a  type,  nor  so  situated,  that  it  would  pay  to  use  them  as  the  g.ucleus 
for  the  larger  works  that  would  be  required*. 

In  estimating  the  value  under  these  conditions,  I  have  taken 
the  real  estate  at  the  value  given  in  the  schedule,  and  in  the  case 
of  the  buildings  have  assumed  that  one-half  the  value  of  the  puri- 
fying house  and  one-quarter  that  of  the  other  buildings  could  be 
realized,  the  larger  proportion  being  taken  fpr  the  purifying  house 
because  this  could  be  more  readily  altered  to  suit  other  purposes 
than  that  of  gas  manufacture.  In  dealing  with  the  apparatus,  I 
have  taken  the  value  of  the  fire  brick  and  scrap  iron  that  could  be 
recovered  from  the  retort  benches,  and  allowed  one-quarter  of  the 
original  value  of  the  other  apparatus,  except  for  the  holders.  The 
only  value  that  the  holders  would  have  is  what  could  be  obtained 
for  the  iron  in  them  as  scrap  iron,  and  this  I  have  estimated  as 
netting  $3,000.  The  street  mains  and  services  would  have  no  value, 
since,  owing  to  the  larger  sizes  being  under  pavement,  it  would 
cost  more  to  dig  them  up  than  could  be  recovered  from  the  sale  of 
the  material  after  it  was  taken  out  of  the  ground;  nor  could  they 
be  used  by  the  natural  gas  company,  as  they  are  too  small  and  not 
in  sufficiently  good  condition.  At  the  end  of  the  natural  gas  period 
they  would  not  be  needed,  because  the  natural  gas  mains  would  be 
available  to  take  care  of  the  business  when  the  manufacture  of  gas 
was  resumed.  In  dealing  with  the  consumers'  meters,  I  have  as- 
sumed that  they  could  be  sold  at  an  average  price  of  one-half  the 
cost  of  new  meters. 

Working  in  this  way,  I  reach  the  following  'value  of  the  plant 
in  the  event  of  permission  being  given  to  the  natural  gas  company 
to  sell  gas  for  general  purposes :' 
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Land    , $50,000 

Buildings 11,000 

Apparatus  at  works 10,500 

Consumers^  meters 16,000 

Total    $87,500 

Eespectfully  submitted, 

Alfred  B.  Pohstall." 

Special  report  of  Fred.  Burnett,  Consulting  Engineer  of  To- 
ronto, Canada,  on  the  valuation  of  the  Wheeling  Municipal  Gas 
Plant  "in  event  of  permission  being  given  to  the  natural  gas  com- 
pany to  sell  gas  for  lighting  purposes/' 
Directed  to  Professor  Prank  J.  Goodnow,  Chairman,  etc. 

"Dear  Sir:  Owing  to  the  impossibility  of  determining  the 
length  of  time  during  vrhieh  the  natural  gas  fields  of  "West  Vir- 
ginia will  be  productive  and  remain  a  factor  in  the  gas  situation 
in  the  City  of  Wheeling,  West  Virginia,  any  value  placed  upon  the 
gas  plant  and  distributing  system  owned  by  the  city  'in  event  of 
permission  being  given  to  the  natural  gas  eompany  to  sell  gas  for 
lighting  purposes,'  would  be  purely  conjectural.  This  being  the 
case,  it  is  manifestly  impossible  to  value  the  gas  plant  and  dis- 
tributing system  of  the  City  of  Wheeling,  under  the  conditions 
stated  with  any  degree  of  accuracy,  and  imder  the  circumstances 
I  would  not  care  to  place  a  value  upon  them. 

If  natural  gas  lasts  only  a  few  years  the  business  of  the  cor- 
poration gas  plant  will  be  greatly  increased,  and  its  value  to  the 
city,  or  a  private  company,  would  be  materially  greater  than  at 
present. 

On  the  other  hand,  if  the  supply  of  natural  gas  can  be  main- 
tained for  a  long  period  and  sold  for  lighting  purposes  at  prices 
lower  than  for  artificial  gas,  the  gas  plant  would  naturally  have 
to  close  down  owing  to  lack  of  business,  and  the  plant  would  de- 
teriorate, and  unless  the  city,  in  granting  the  right  to  the  natural 
gas  company  for  lighting  purposes,  received  a  consideration  for 
the  franchise  privileges  of  either  a  lump  sum  per  annum,  or  a 
percentage  on  the  gas  sold,  the  cost  of  maintaining  the  plant  dur- 
ing the  period  of  shut-down  would  become  ^  charge  upon  the  city, 
or  the  plant  would  be  allowed  to  deteriorate,  and  almost  an  entirely 
new  plant  and  distributing  system  would  be  required  when  oper- 
ations were  resumed  upon  the  exhaustion  of  the  natural  gas  sup- 

The  latter  event  is  bound  to  occur  sooner  or  later,  and  at  that 
time  the  right  to  sell  gas  in  Wheeling  will  be  a  most  valuable  asset 
regardless  of  the  condition  of  the  plant  and  distributing  system. 

Eespectfully  submitted, 

'  Fred.  Burnett." 


FINANCIAL    MATTERS 

United  States  Gas  Works 

(Schedule    IV) 


By   MARWICK,  MITCHELL   &    COMPANY,  Chartered   Accountants 

WHEELING,  WEST  VA. 

I  1.  Secure  and  transmit  a  printed  or  written  copy  of  all  rate 
schedules,  forms  of  contracts,  schedules  and  conditions 
of  discounts,  rebates,  deposits,  penalties,  etc.,  so  as  to 
show  in  detail  all  charges,  such  as  for  tapping  mains, 
turning  on  gas,  and  setting  of  stoves,  which  any  consumer 
might  be  called  upon  to  pay,  as  in  force  at  the  end  oi 
the  last  fiscal  period,  which  is  April  30,  1905.  The  last 
fiscal  period  was  16  months  to  April  30,  1905. 

I  2.  If  any  of  feie  above  schedules,  forms,  contracts,  etc.,  dif- 
fered materially  from  those  in  force  during  the  last  fiscal 
period,  state  differences. 

I  3.     Have  rates  fluctuated?    No. 

I  4.     "Were  these  schedules,  contracts  and  rules  strictly  enforced? 
No,  not  strictly.     For  instance,  rule  30  requires  that  ia  de- 
fault of  the  payment  of  any  gas  bill  within  twenty  days  after  due 

date,  the  gas  must  in  all  cases  be  shut  off  from  the  premises  of  the 

person  owing  such  bill.    The  secretary  states  that  this  rule  is  not 

always  strictly  enforced. 

I  5.     Were  extensions  to  new  territory  mjide  free  or  were  they 
charged  for  under  these  rates? 
There  were  not  any  extensions  to  new  territory  duriag  the 

fiscal  period. 

I  6.     Did  consumer  pay  for  damages  and  repairs  to  meters  and 
any  other  appliances  furnished  by  the  company  or  muni- 
cipality ? 
Ordinary  repairs  are  not  charged  to  consumer  unless  damage 

was  caused  by  fire  (see  last  paragraph  of  Eule  37). 

I  7.     Did  consumer  pay  for  connections  with  mains?    No. 

I  8.     Was  any  part  of  the  cost  of  laying  pipes  and  main  paid  by 
consumers  or  property  owners?    If  so,  what? 
Yes.     Consumer  pays  for  laying  service  pipes  from  curb  to 

meter. 

I  9.-    If  meters  or  any  appliances  or  renewals  were  supplied  free 
to  consumers,  state  what  and  upon  what  conditions. 
A  charge  is  made  to  the  consumer  for  setting  and  adjusting 

meters  and  the  laying  of  service  pipes  from  curb  to  meter.     All 

material  furnished  by  the  works  remains  the  property  of  the  city. 
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and  the  use  of  same  is  at  all  times  subject  to  the  rules  and  regula- 
tions of  the  gas  works. 

I  10.     Were  rates  reduced  or  increased  between  January  1,  1900, 
and  December  31,  1905?     Fo. 

I  11.     If  80,  to  what  extent?     

I  12.     Was  the  reduction  voluntary,  the  result  of  law  or  ordi- 
nance or  competition?    

T  13.     If  plant  has  undergone  a  change  from  private  to  public 
management,  or  vice  versa,  give  rates  just  before  and 
just  after  change,  with  dates. 
The  gas  works  changed  from  private  to  public  management 
in  1871.     From  the  record  of  the  suit  in  chancery  between  the 
Wheeling  Gas  Company  and  the  City  of  Wheeling  and  others  the 
price  of  gas  before  the  city  took  over  the  works  in  1871  is  statet 
as  $3.50  per  thousand  cubic  feet,  less  10  per  cent,  if  paid  withiL 
ten  days,  equivalent  to  $3.15  if  paid  within  the  discount  period. 
When  the  city  acquired  the  gas  works,  the  price  was  made  $2.80, 
less  10  per  cent,  if  paid  within  ten  days,  equivalent  to  $2.52  dur- 
ing the  discount  period. 

I  14.     Were  bills  considered  as  liens  against  property,  or  simply 
as  bills  against  the  consumer? 
As  bills  against  the  consumer. 
I  15.     How  were  bills  collected? 

By  payments  made  at  the  gas  office  anti  by  collector  after  the 
discount  period.  The  bills  are  not  delivered  or  sent  out  by  mail,  but 
consumers  are  expected  to  call  at  the  office  for  them  during  the 
discount  period  and  to  pay  their  bills  at  the  same  time. 
I  16.     How  often  were  collections  made?    Monthly, 
I  17.     What  system  of  accounts  was  used  during  last  fiscal  period? 
ISTo  particular  system  of  accounts  was  used  during  the  last 
fiscal   period.      The   expenses   are   distributed   to   headings   of   ac- 
counts which  could  be  elaborated  with  advantage.     The  account- 
ing methods  are  capable  of  considerable  improvement. 
T  18.     By  whom  were  the  accounts  audited? 

Mr.    W.    H.    Higgins,   Wheeling    Steel    and   Iron    Company, 
Wheeling,  W.  Va. 
I  19.     Who  paid  for  this  auditing? 

The  charge  of  $25  per  month  is  an  expense  of  the  gas  works. 
The  audit  could  be  made  more  exhaustive  and  efficient  than  it 
evidently  is. 

I  20.    Who  selected  the  auditor?    The  Gas  Trustees. 
I  21.     Was  each  item  charged  to  the  proper  account? 

Yes,  with  a  few  exceptions. 
I  22.     What  provision  was  there  for  assuring  that  each  item  was 
properly  charged? 
The  bills  are  approved  by  the  superintendent  or  the  secre- 
tary, who  marks  on  same  the  account  chargeable.     The  board  of 
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trustees  then  approves  the  bills  for  payment,  and  they  are  charged 
on  the  books  by  the  secretary  at  the  time  of  payment.  At  the  end 
of  the  iiscal  period,  liabilities  are  set  up  and  the  expense  accounts 
charged  for  the  more  important  bills  due  and  unpaid  at  the  closing 
date.  The  duty  of  the  auditor  is  to  see  that  each  item  is  properly 
charged.  That  check  has  been  made  monthly. 
I  33.  Were  the  accounts  of  the  particular  plant  kept  separate 
from  all  others  and  from  the  general  accounts  of  the  city  ? 

No.  The  accounts  of  the  electric  light  plant  are  also  shown 
in  the  ledger  of  the  gas  works. 

I  24.  Were  expenses  for  the  following  items  charged  upon  the 
books  of  the  plant  and  included  in  the  financial  returns 
given  below?     (Answer  each  separately.) 

Taxes.     No. 

Accident  insurance.     No. 

Fire  insurance.    No. 

Boiler  insurance.    Yes. 

Water  used  by  plant.'    No;  furnished  free  by  city. 

Claims  and  damages.    No  claims  and  damages  during  period. 

Gas  used  in  plant  and  offices.     No. 

Eental  of  lands  and  buildings  not  owned,  but  used.  No  lands 
or  buildings  not  owned  but  used  except  gas  office  in  City  Hall, 
owned  by  city. 

Interest  on  bonds.     No  bonds. 

Interest  on  liabilities.    Yes. 

Depreciation.    No. 

Sinking  funds.     No. 
I  25.     When  any  city  officer  performed  a  service  for  the .  plant 
(e.  g.,  city  treasurer  or  corporationj counsel),  was  any  part 
of  his  salary  charged  against  the  plant  ? 

The  city  counsel  was  the  only  city  officer  who  performed  ser- 
vices not  charged  to  the  plant. 

I  26.     Were  there  any  other  charges  which  should  properly  be 
included  in  expenses,  but  which  are  actually  paid  from 
other  sources  and  were  not  charged,  to  the  plant  ? 
Paving  supplied  by  the  Department  of  Public  Works. 
I  27.     Was  the  income  account  credited  with  services  to  city  de- 
partments, such  as  gas  for  lighting  or  heating  of  public 
buildings,  parks,  streets,  open  spaces,  etc.? 
The  income  account  was  credited  and  was  then  debited,  the 
effect  of  the  entries  being  that  the  income  account  does  not  finally 
get  the  benefit  of  the  services  for  supplying  gas  to  public  build- 
ings and  hospitals  (see  answer  to  I  32). 

I  28.     Name  any  other  items  that  should  be  credited  to  the  in- 
come account  that  were  not  on  the  books. 
G-as  used  in  plant,  offices,  and  in  5  public  street  lamps,  1,676,- 
000  cubic  feet  at  74  cents  per  1,000,  $1,240 ;  gas  to  city  depart- 
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ments  and  hospitals,  3,928,400  cubic  feet,  at  75  cents  per  1,000 
$3,196.30. 

I  29.     "Was  gas  supplied  free  to  any  one?    Yes. 
I  30.     If  so,  to  whoni  and  upon  what  conditions  ? 

Public  departments    $1,775.90 

Hospitals   1,153.50 


Total  based  on  gross  rate  of  $1  per  1,000  cubic  feet .  .  $3,928.40 

ISTo  specific  conditions  attached  to  this  free  service. 
I  31.     "What  was  the  approximate  value  of  this  free  service? 

$2,928.40,  calculated  by  the  gas  trustees  at  the  full  rate  of 
$1  per  1,000  cubic  feet,  or  $3,196.30,  based  on  the  75-cent  rate. 
I  33.     To  what  account  was  it  debited  and  credited? 

Debited  to  "Gas  to  the  city  by  meters,"  and  credited  to  "Gas 
account,"  then  transferred  from  the  former  account  to  "Profit  and 
loss"  account,  the  net  balance  on  the  gas  account  being  also  trans- 
ferred to  "Profit  and  loss"  account. 

I  33.  Has  the  amount  been  credited  on  the  books  and  no  further 
attention  paid  to  it,  or  have  bills  been  rendered  with  the 
understanding  that  they  were  not  to  be  paid? 

The  amount  has  been  shown  on  the  books  as  explained  above, 
and  no  further  attention  paid  to  it. 
I  34.     Was  there  a  store  room  account  to_  which  materials  were 

charged  when  purchased?     No. 
I  35.     "What  was  the  system  of  charging  them  out  to  operating 

accounts  when  used?    ■ — 

I  36.  If  there  was  no  store  room  account,  how  were  materials 
charged  ? 

Materials  were  charged  when  paid,  an  adjustment  being  made 
at  the  beginning  and  the  end  of  each  fiscal  period  in  order  to  show 
the  liability  for  any  important  bills  due  arid  unpaid.  Many  bills, 
however,  applicable  to  one  fiscal  period  were  not  shown  as  charges 
against  that  period,  but  were  charged  to  a  subsequent  period  on 
the  books. 
I  37.     If  the  plant  was  run  at  a  loss,  hojv  was  the  deficit  met? 

The  plant  was  not  run  at  a  loss,  but  it  was  burdened  with  the 
expenses  of  the  electric  light  plant,  and  an  appropriation  was  re- 
ceived from  the  city  to  assist  the  gas  plant  in  meeting  these  ex- 
penses. 

I  38.  How  did  the  rate  of  interest  paid  by  the  city  compare  with 
the  rate  paid  by  private  public  service  companies? 

Very  small  overdrafts  at  bank  were  subject  to  6  per  cent, 
interest,  the  total  interest  paid  for  the  period  being  $33.83.  In- 
terest rate,  National  Telephone  Company  bonds,  5  per  cent.,  and 
"Wheeling  and  Elm  Grove  Eailroad  bonds,  5  per  cent.  These  two 
rates  were  supplied  by  Mr.  A.  "White,  of  "White  &  White,  stock 
brokers,  National  Exchange  Bank  building,  "Wheeling.    The  bonds 
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of  the  city  of  Wheeling  bear  interest  at  rates  as  follows :    Kefund- 
ing  bonds,  1902,  4  per  cent.;  loan  of  1881,  4^  per  cent.;  loan  of 
1885,  5  per  cent.;  Main  street  bridge  bonds,  4^  per  cent. 
I  39.     In  the  case   of  mvmicipal   plants,   was   an   appropriation 
made  for  the  plant? 
An  appropriation  of  $20,505  was  received  from  the  city  coun- 
cil with  the  intention  that  it  be  used  for  the  expenses  of  the  elec- 
tric light  plant,  said  expenses  also  being  partly  met  by  the  funds 
of  the  Gas  Department. 
I  40.     Was  it  lump  sum  or  in  detail? 
Lump  sums  of  $8,000  and  $12,505. 
I  41.     AVliat  is  the  amount  of  the  bonds  or  other  liabilities  of  the 
plant  cancelled  since  it  began  op^^ration? 
Bonds  issued  under  the  ordinance  of  January  18,  1871,  $76,- 
500.     Payments  of  bonds  issued  under  the  ordinances  of  October 
21,  1872,  and  June  15,  1875,  cannot  be  traced.     Further  refer- 
ence is  made  to  this  in  the  general  note  tw  J  13  and  14. 
I  42.     WTiat  provision  is  beiag  made  for  paying  o&  the  bonds 

when  due?    

I  43.     If  there  were  any  items  omitted  from  any  of  the  follow- 
ing accounts,  state  what,  give  amounts,  actual  or  esti- 
mated, and  state  reasons  why  thfese  should  be  included 
and  the  method  of  computing  all  estimates. 
Depreciation  of  plant  based  on  the  life  and  the  cost  of  the 
depreciable  property  contained  in  a  new  duplicate  plant,  as  fol- 
lows: 


Cost  of 
depreciable 
property  con- 
tained in  a 
Particulars  of  de-       new  dupli- 
preciable  plant.       cate  plant. 

Buildings   $39,900 

Benches    ,.  . .     24,000 

Boilers    '.  .  .  800 

Condensers,  washers  and 

purifiers    19,800 

Holders    87,450 

Exhausters    3,400 

Station  meter   2,800 

Governor  and  yard  con- 
nections            3,000 

Street  mains   86,800 

Services  to  curb 18,800 

Meters  38,000 


Rate 

per  cent. 

of  deprer 

ciatioTj, 

De- 

Depre- 

hosed 

precia- 

ciation 

on  lifh 

tion  for 

forie 

of  plant.* 

1  year. 

months. 

2i 

$998 

$1,330 

4 

960 

1,280 

5 

40 

53 

3 

594 

792 

H 

2,186 

2,915 

5 

170 

227 

5 

140 

187 

2 

60 

80 

2 

1,736 

3,315 

5 

940 

1,253 

2 

760 

1,013 

$324,750         2.64i         $8,584        $11,445 


*  Per  annum. 
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The  cost  of  depreciable  property  contained  in  a  new  dupli- 
cate plant  and  the  rate  of  depreciation  based  on  the  life  of  the 
plant  have  been  ascertained  by  Messrs.  Porstall  and  Burnett, 
engineers. 

Amount  necessary  to  increase  the  charge  for  maintenance, 
repairs  and  renewals  of  coal  gas  plant  to  a  normal  amount.  Esti- 
mated normal  amount  as  stated  by  engineers,  four  cents  per  thou- 
sand cubic  feet  made $8,518.88 

Deduct  amount  already  charged .••••* 3,356.48 


$5,163.40 

Amount  necessary  to  reduce  the  charge  for  maintenance,  re- 
pairs and  renewals  of  meters  to  a  normal  ampunt. 

The  estimated  normal  amount  as  stated  by  engineers  is  fifty 

cents  per  meter • $2,680.00 

Plus  meters  condemned,  figured  at  cost  price 1,057.35 

$3,737.35 
Amount  already  charged 4,005.00 


$267.65 

*Taxes  on  $300,000  (being  two-thirds  of  the  approximate 
value  of  the  plant  during  the  period  of  sixteen  months  to  April 
30,  1905,  based  on  the  appraised  value  at  the  latter  date). 

Years  1904  and  1905,  county  rate  $8.50  per  thousand  dollars ; 
city  rate  $10.30  per  thousand  dollars.  Eates  and  methods  of  levying 
assessment  obtained  from  Mr.  Israel,  assessor,  $5,013.00. 

Gas  used  by  plant  and  offices,  1,676,000  cubic  feet  (as  esti- 
mated by  engineers,  who  state  that  lights  in  plant  are  apparently 
left  burning  all  day)  at  cost,  74  cents  per  thousand  cubic  feet, 
$1,340. 

Water  used  by  plant,  6,469,000  gallons  (as  estimated  by  engi- 
neers) at  rate  of  4^  cents  per  thousand  gallons,  rate  supplied  by 
water  office,  $391. 

Rental  of  gas  office  in  City  Hall  (estimated),  $1,333.33. 

Accident  insurance,  43  cents  per  hundred  dollars  on  $65,000, 
rate  as  obtained  from  Traveler's  Insurance  Company,  Wheeling, 
West  Virginia,  $364. 

Fire  insurance,  3  per  cent,  on  $17,500  on  purifier,  and  meter 
house,  rate  as  ascertained  from  Wheeling  insurance  agents,  $467. 

Paving  by  Department  of  Public  Works,  as  ascertained  from 
Department  of  Public  Works,  $343.70. 

Electric  light  at  office  in  City  Hall  (estimated),  $75. 

Legal  services  of  city  counsel   (estimated),  $100. 


*  Mr.  Boyce,  city  solicitor,  states  that  corpbrations  in  West  Virginia 
are  not  taxed  upon  securities  lield  by  them. 


574  NATIONAL     CIVIC     FEDERATION. 

I  44.  In  construction  work,  has  a  detailed  record  been  kept  of 
expenditures,  so  that  the  amount  spent  to  date  is  known? 
No. 

I  45.     Haye  records  been  kept  so  that  it  is  known  that  the  total 
cost  of  construction  work  will  exceed  the  appropriation 
before  the  indebtedness  for  the  excess  is  incurred? 
Yes,  the  ordinary  ledger  accounts  would  be  sufficient  to  give 

that  information. 

I  46.     Coal  used  during  the  last  fiscal  period  for  boiler  fuel. 

(a)  Anthracite  or  bituminous? 

(b)  Brand?    Coke  (own  manufacture). 

(c)  Cost  per  ton  (2,000  pounds)  delivered?  $1.50, 
based  on  average  sale  price  of  own  coke. 

(d)  IsTumber  of  tons  (2,000  pounds)  consumed?  577.44 
tons,  estimated  by  engineers. 

I  47.     What  other  fuel  was  used?     None. 

1  48.     State  quantity  of  each  kind.    

I  49.     State  cost  of  each  kind.    

I  50.     Coal  used  during  last  fiscal  period  for  retort  fuel. 

(a)  Anthracite  or  bituminous?    

(b)  Brand?    Coke  (own  manufacture) . 

(c)  Cost  per  ton  (2,000  pounds)  delivered?  $1.50, 
based  on  average  sale  price  of  own  coke. 

(d)  Number  of  tons  (2,000  pounds)  consumed? 
6,507.394  tons,  estimated  by  engineers, 

I  61.     Gas  coal  used  during  last  fiscal  period — 

(a)  Anthracite  or  bituminous  ?    Bituminous. 

(b)  Brand?    Monongah  lump  coal. 

(c)  Cost  per  ton  (2,000  pounds)  delivered?  $1.69  to 
railroad  siding;  31  cents  hauling;  total  $1.90. 

(d)  Number  of  tons  (2,000  pounds)  consumed?  24,- 
971.31,  from  which  was  produced  the  coke  for  sale, 
coke  for  boiler  fuel,  retort  fuel  and  a  small  amount 
of  coke  used  at  electric  light  plant,  all  as  per  details 
in  answer  to  I  54. 

I  52.     Enrichers :  give  kind,  quantity  and  cost  of  each  used.     

I  53.     Give  quantity  and  cost  of  water  used. 

6,469,000  gallons,  at  a  cost  of  $291.     Quantity  estimated  by 
engineers.    Cost  based  on  rate  supplied  by  water  office. 

I  54.     Give  quantity  of  each  by-product  produced  and  value  as 
sold. 

(1)  Ammoniacal  liquor  produced  from  25,718.1245  tons  of 
coal,  $1,925.87. 
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(2)  Coke,  817,374  bushels,  $24,154.46. 
Own     coke    used     for    boiler     fuel 

amounted  to    (estimated) 577j44   tons,  or    28,873  bu. 

Own    coke    used    for    retort     fuel 

amounted  to    (estimated) 6,507.394     "     "  325,370  " 

Own    coke    used    at    electric    plant 

amounted  to    (estimated) 12.44      "     "         622  " 

Own  coke  sold 9,250.2         "     "  462,510  " 

16,347.474  tons,  or  817,374  bu. 

(3)  Tar,  362,068  gallons,  valued  at  $13,516.11. 

I  55.  What  were  the  provisions  of  the  contract  between-  the  pri- 
vate company  and  the  city  for  public  gas  lighting  of  all 
kinds?    Attach  here  a  copy  of  the  contract.    . 

I  56.  Number  of  years  for  which  contract  is  made  and  date  when 
made.    

I  57.  Total  number  of  hours  each  lamp,  exclusive  of  Welsbach, 
was  lighted  during  that  year.    — 

I  58.  Total  number  of  hours  each  WelsBach  lamp  was  lighted 
during  the  year. — 

I  59.     Number  of  lamps.    

(a)  Welsbach.    

(b)  Other  lamps.    

I  60.     Price  per  year.     

(a) Welsbach.    

(b)  Other  lamps.    

I  61.     Did  these  prices  include  renewals  and  repairs?     

I  62.     Were  there  any  other  charges  for  public  lighting?    

I  63.     Did  the  municipality  own  the  lamp  posts? 

They  did,  but  only  use  5  of  those  remaining. 
I  64.     Did   the   municipality   own  the   burners   upon   Welsbach 

lamps  ?     

J— CAPITAL  STOCK  AND  BONDS. 

J  1.     As  of  date  (end  of  last  fiscal  period).    April  30,  1905, 

J  2.     Amount  of  stock  authorized  by  charter  or  statute.     None. 

J   3.     Amount  of  stock  authorized  by  vote  of  company.    None. 

J  4.     Amount  of  stock  outstanding.    None. 

J  5.     Amount  of  stock  in  treasury.    None. 

J  6.     Amount  of  stock  issued.     None. 

J  7.     Amount  of  stock  fully  paid.    None. 

J  8.     Stock  issued.     None. 

J  9.     Explain  how  each  issue  of  stock  was  disposed,  of,  whether 

private  sale,  public  auction,  stock  dividend,  at  par  to 

stockholders,  bonus,  etc.     

J  10.     Number  of  stockholders.    

J  11.     Amount  of  bonds  authorized  by  charter  or  statute.    
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J  12.     Amount  of  bonds  authorized  by  rilunicipality  or  vote  of 
company. 

(1)  By  ordinance  passed  January  18,  1871, $100,000 

(3)  By  ordinance  passed  October  21,  1873 20,000 

(3)  By  ordinance  passed  June  15,  1875 45,000 

$165,000 

(1)  "Was  authorized  for  the  purpose  of  providing  funds  for 
the  purchase  of  the  gas  works.  Bonds  redeemable  on  or  before 
January  1,  1891.    Interest  8  per  cent,  per  annum. 

(3)  AVas  authorized  for  the  purpose  ©f  providing  funds  for 
making  improvements  at  the  gas  works.  Bonds  redeemable  in  four, 
eight  and  twelve  months,  the  dates  of  payment  being  as  follows: 
March  13,  July  13,  November  13,  all  in  the  year  1873.  Rate  of  in- 
terest, 8  per  cent,  per  annum. 

(3)     Was  authorized  for  the  purpose  of  providing  funds  for 
the  extension  of  mains.     Bonds  redeemable  on  or  before  July  1, 
1890.    Bate  of  interest,  7  per  cent,  per  annum. 
J  13.     Amount  of  bonds  issued? 

Under  the  ordinance  of  January  18,  1871,  $76,500. 

Issues  under  the  ordinances  of  October  31,  1872,  and  June 
15,  1875,  cannot  be  found,  except  that  in  the  former  case  an  un- 
completed account  in  the  gas  works  ledger  in  existence  at  that 
date  shows  entries  as  follows : 

November  13,  1872,  bond  No.  1  cash $7,000 

November  13,  1873,  bond  No.  3  cash 7,000 

November  13,  1872,  bond  No.  3  cash 6,000 


$20,000 
See  note  on  J  13  and  J  14  on  p.  577. 

J  14.     Amount  of  bonds  paid. 

The  bonds  issued  under  the  ordinance  of  January  18,  1871,. 
$76,500. 

.Tuly  1,  18  r2 $5,500 

July  1,  1873 5,500 

July  1,  1874 5,500 

July  1,  1875 6,500 

July  1,  1876 7,000 

July  1,  1877 7,500 

July  1,  1878 15,000 

January  16,  1879 500 

July  1,  1879    15,000 

July  1,  1880 8,500 

$76,500 

Payments  of  bonds  issued  under  the  ordinances  of  October- 
21,  1872,  and  June  15,  1875,  cannot  be  traced. 
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General  note  to  J  13  and  J  14 : 

The  gas  works  accounts  covering  the  period  from  September 
25,  1871,  to  November  30,  1878,  do  not  clearly  disclose  the  pay- 
ments made  on  the  redemption  of  bonds  ol  $20,000  or  any  trans- 
actions relating  to  the  loan  of  $45,000  authorized  June  15,  1875. 
During  the  period  referred  to,  the  revenue  of  the  gas  works  was 
paid  over  to  the  gas  loan  commissioners  and  an  accoimt  "Gas  Com- 
missioners" carried  in  the  gas  works  ledger.  The  debit  balance  of 
that  account  at  November  30,  1878,  was  $109,473.08.  The  next 
ledger  commences  about  February  21,  1879,*  and  contains  a  similar 
account,  commencing  as  at  April  1,  1879,  with  a  balance  of 
$4,027.88.  The  record  of  the  transactions  for  the  intervening 
period  cannot  be  found.  Nor  is  any  assistance  given  by  the  ledgers 
of  the  city  clerk,  kept  at  that  time,  for  the  accounts  headed  "Gas 
Commissioners"  kept  in  the  city  clerk's  ledgers  at  the  period  re- 
ferred to  do  not  agree  with  the  corresponding  accounts  in  the  gas 
works  ledger.  Considerable  confusion  appears  to  have  existed  in 
the  gas  works  accounts,  and  also  in  the  accounts  relating  to  the 
gas  works  kept  in  the  city  clerk's  ledgers  at  that  particular  time. 
Besides  the  irregularity  in  the  records  of  the  gas  ledgers  already 
referred  to,  an  instance  of  the  confusion  found  in  the  ledgers  of  the 
city  clerk  during  that  period  may  be  given.  Ledgers  existed  as 
follows : 

(a)  January  1,  1873,  to  February  28,  1877. 

(b)  January  1,  1877,  to  December  31,  1883. 

(c)  December  1,  1876,  to  December  31-,  1878. 

It  will  be  seen  that  all  of  these  ledgers  cover  some  part  of  the 
period  from  January  1,  1873,  to  December  31,  1878,  but  do  not 
connect  the  one  with  the  other.  It  is  stated  that  certain  books  of 
account  of  the  gas  works  were  intentionally  burned  on  January  27, 
1879,  by  two  employees,  who  were  arrested  at  the  gas  office  on 
February  9,  1879,  charged  with  incendiarism,  and  released  in  Janu- 
ary, 1881.  It  is  clear,  therefore,  that  iriformation  under  this 
heading,  relating  to  these  early  periods,  cannot  be  considered 
absolutely  reliable.  A  most  exhau.stive  examination,  covering  the 
records  of  a  number  of  years,  would  be  necessary  to  disclose  further 
information  and,  even  then,  we  feel  convinced  that  the  informa- 
tion obtained  would  not  be  entirely  satisfactory. 
J  15  to  J  21  inclusive  either  do  not  apply  or  are  explained  else- 
where. 

K—ASSETS. 

K     1.     As  of  date  (end  of  last  fiscal  period]!,  April  30,  1905. 

K     2.     Cash    on   hand ; $10,584.87 

(Includes  estimated  amount  of  $75  held 
for  depositors.  No  permanent  record  is 
kept  of  deposits  received  or  repaid.) 

K     3.     Notes  receivable  

K     4.     Sundry  accounts  due 10,083.41 

K     5.     Investments   (giving  particulars) .  i 

K     6.     Patent  rights 

K     7.     Office   furniture    : 1,500.00 

Vol.  II.— 38. 
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X     8,     Land — 

(a)  Now  used  for  gas  purposes. . :: .  .$50,000 

(b)  Not  now  used  for  gas  purposes 

$50,000.00 

Buildings   35,900.00 

Manufacturing  equipment  and  holders 136,830.00 

Street  mains  and  service  pipes    (if  owned  by 

plants)    !. 74,600.00 

Meters 30,400.00 

Other  permanent  works    (scale,  $300;  piping 

$50)    350.00 

Gas  coal  on  hand 348.75 

Eesiduals  on  hand 450.00 

Gas  materials  on  hand 266.75 

Gas  stoves,  fixtures  and  appliances  on  hand  or 

rented 

Public  lamps  owned 75.00 

Other  supplies  7,153.11 

Sinking  fund 

Other  current  assets : 

Other  capital  assets — 

Book  value  of  investment  in  elec- 
tric light  plant '$54,350.43 

Advance  on  construction  contract* 

for  retorts  183.33 

54,533.76 


K 

9. 

K 

10. 

K 

11. 

K 

12. 

K 

13. 

K  14. 

K 

15. 

K  16. 

K  17. 

K 

18. 

K 

19. 

K  20. 

K  21. 

K  22. 

K  23.  Total    $403,074.65 

E  24.  Do  the  values  above  given  represent  the  original  cost  of 
the  present  assets,  their  present  market  value,  or  cost  of 
duplication  ? 

Plant  at  cost  to  duplicate  less  the  amount  required  to  make 
the  present  plant  equal  to  the  value  of  a  new  duplicate. 

The  value  placed  upon  the  land  is  based  on  information  sup- 
plied by  Mr.  Israel,  assessor.  On  account  of  various  considerations, 
-which  require  to  be  dealt  with  in  arriving  at  an  appraised  value 
of  the  land,  Mr.  Israel  hesitated  greatly  about  mentioning  a  figure, 
but  finally  stated  that  $50,000  would  be  a  fair  sum.  Sundry  ac- 
counts due  are  valued  after  making  provision  for  doubtful  ac- 
«ounts.  Miscellaneous  supplies  are  valued  at  approximate  cost. 
Investment  in  electric  light  plant  is  given  at  its  book  value. 
H  25.     State  how  values  were  fixed. 

Value  of  plant  ascertained  by  engineer^.  Value  of  land  based 
on  information  given  by  Assessor  Israel.  Sundry  accounts  due  are 
valued  as  per  answer  to  question  24.  Supplies  are  valued  at  ap- 
proximate cost. 

L— LIABILITIES. 
Xi     1.     As  of  date  (end  of  last  fiscal  period.)     April  30,  1905. 
1j    2.     Capital  stock .- 


L 

3. 

L 

4. 

L 

5. 

L 

6. 

L 

7. 

L 

8. 

L 

9. 

L 

10. 

L 

11. 

L 

13. 

L 

13. 
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Bonds 

Notes  payable    

Unpaid  bills .' $7,944.75 

Deposits  by  customers  (estimated) 75.00 

No  permanent  record  is  kept  of  deposits  re- 
ceived or  repaid. 

Unpaid  dividends   ^ 

Interest  due,  but  not  paid 

Interest  accrued,  but  not  due 

Eeserve  fund  

Depreciation  fund 

Surplus  assets* 395,054.90 

Other  liabilities , 


L  14.  Total $403,074.65 


*  Applicable  to  gas  and  electric  light  accounts,  and_8ub]ect  to 
appraisal  of  investment  in  electric  light  plant. 

M— RECEIPTS.  ^ 

M  1.     Tor  16  months  ending  April  30,  19{)5. 

Note  on  M  and  N — In  order  to  show  the  receipts  and  ex- 
penses under  the  desired  headings,  it  was  found  necessary  in  a  few 
cases  to  estimate  the  proportions  of  certain  accounts,  which  require 
to  be  distributed.  For  instance,  'T.abor-puriflcation"  was  included 
on  the  books  under  "gas  making  wages  account,"  and  therefore  an 
estimated  proportion  of  the  balance  of  the  latter  account  has  been 
transferred  to  the  former  heading.  In  all  cases  where  estimates 
have  been  made  in  the  distribution  of  amounts,  a  consultation  with 
the  officers  of  the  gas  works  or  with  the  engineers  to  the  sub-com- 
mittee has  been  obtained  and  fair  estimates  agreed  upon. 
M     2.     Gas  for  private  lighting  by  meter,  163,515,300 

feet   $133,941.73 

Averages  76.26  cents  per  thousand  cubic  feet. 

Gas  for  cooking,  heating  and  power  by  meter . .  

Gas  for  private  lighting,  unmetered 

Gas  for  cooking,  heating  and  power,  unmetered         

Gas  for  public  lamps  (streets,  etc.) 

Lighting,  repairing,  extinguishing  public  lamps         

Gas  for  public  buildings  metered 

Gas  for  public  buildings  unmetered 

Gas  sold  to  -other  gas  companies 

Coke • 24,154.46 

Averages  3  cents  per  bushel. 

M  12.     Tar  13,516.11 

Averages  $3.73  per  gallon. 

M  13.     Ammoniacal  liquor 1,925.87 

Averages  7^  cents  per  ton  on  25,718.1245 
tons  of  coal,  from  which  ammtoiacal  liquor 
was  produced. 


M 

3. 

M 

4. 

M 

5. 

M 

6. 

M 

7. 

M 

8. 

M 

9. 

M 

10. 

M 

11. 

M 

14. 

M 

15. 

M 

16. 

M 

17. 

M 

18. 

M 

19. 
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Other  residuals  and  by-products 

Eent  of  meters $1,079.00 

Rent  of  gas  stoves 

Rent  of  gas  engines  and  appliances 

Penalties  on  delinquent  bills 

Gas  used  at  works  and  offices 

M  20.     Net  profit  on  sales  of  stoves,  meters,  engines 

and  appliances    

j\I  21.     Other  receipts — 

Adjusting  and  resetting  meters  (col- 
lections)     -.$1,154.65 

Services  installed  and  repaired  (col- 
lections), $2,156.77,  less  esti- 
mated amount  applicable  to  new 

services,   $1,500 656.77 

Holder  stock — 

April  30,  1905 $266.75 

December  31,   1903 261.25 

5.50 

1,816.93 


M  32.  Total $166,434.09 


M  23.     Give  total  receipts  from   gas   sold   through  prepayment 

meters.     

M  24.     Give  quantity  of  gas  thus  sold  (feet^.    

N— EXPENSES. 
JST  1.     For  16  months  ending  April  30,  1905. 

Manufacturing. 

Boiler  fuel ^  l $866.16 

Fuel  under  retorts 9,761.09 

Generator  fuel    

Gas   coal    47,453.31 

Enricher  coal  gas 

Oil   (water  gas) 

Labor — 

(a)  Manufacturing    $51,333.22 

(b)  Purification   1,493.00 

53,826.22 

Purifying  supplies   , 2,739.94 

Water 

Maintenance,  repairs  and  renewals  of  works — 

(a)  "Water  gas  plant ^ 

(b)  Coal  gas  plant .$3,356.48 

(c)  General 

3,356.48 

N  12.     Residual  expense 3,687.06 

N  13.     General  expense  works 337.95 


N 

2. 

N 

3. 

N 

4. 

N 

5. 

N 

6. 

N 

7. 

N 

8. 

N 

9. 

N 

10. 

N 

11. 
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]Sr  14.     Gas  purchased $751.33 

Eepresenting  5,008,800  cubic  feet  at  15  cents 

per  1,000  cubic  feet.  ■ ■ 

N  14a.  Total  manufacturing : $121,769.53 

Distribution. 

!N"  15.     Maintenance,  repairs  and  renewals — 

(a)  Mains  and  services $4,491.88 

(b)  Meters    4,005.00 

(c)  Street  lamps   

(d)  Stoves,       other       appliances 

rented 

8,496.88 


(b)  One  account  was  kept  for  meters  and 
meter  repairs.  As  there  were  differences 
between  the  inventory  of  meters  at  Decem- 
ber 31,  1903,  and  the  one  at  April  30,  1905, 
which  could  not  be  accounted  for,  we  have 
made  up  the  "maintenance,  repairs  and  re- 
newals of  meters"  figure  from  the  actual 
charges  for  repairs  during  the  period,  dis- 
regarding inventory  figures,  and  have  in- 
cluded the  cost  of  186  meters  which  were 
ascertained  to  have  been  condemned. 

N"  16.     Expense  beyond  meter 

]Sr  ir.     Labor— 

(a)  Street  lamp  operating ■. 

(b)  General  distribution $3,584.42 

3,584.42 

N"  18.     Miscellaneous  distribution   (adjusting  and  re- 
setting meters,  material) 358.15 


JSr  18a.  Total  distribution $12,439.45 

General. 

N  19.    Directors'  allowances  

ISr  20.     Salaries  of  committee 450.00 

K  21.     General  office  salaries 4,795.62 

N  22.     Eent  of  offices 

l<r  23.     Office  expenses 325.62 

N  24.     Legal  expenses 

N"  35.     Injuries,  damages  and  claims 

N  26.     Licenses  and  royalties 

]Sr  27.     Insurance,  fire,  boiler,  accident 60.00 

li  28.    Bad  debts 1,500.00 

Estimated  amount  based  on  past  experience  at 

the  plant. 
IST  29.     IsTet  loss  on  sales  of  .stoves,  meters,  engines  and 

other  appliances 

IST  30.     'New  business 
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X  31.     Other  general  expenses 


N  33.    Total  general  expenses $7,131.24 

N  33.  Total  expenses $141,340.23 


Resume. 

Total  receipts   , $166,434.09 

Total  expenses 141,340.22 


Balance  to  profit  and  loss. $25,093.87 


0— PROFIT  AND   LOSS. 

0     1.     For  16  months  ending  April  30,  1905. 

Credit. 
0     2.     By  balance   from  last   period   per, 

books $491,254.74 

Add  miscellaneous  adjustments  of 
book  entries  per  "reconciliation 
of  surplus  account  as  per  the 
books,  with  the  surplus  account 
as  per  question  0  2  as  at  De- 
cember 31,  1903" 8,092.28 

$499,347.02 

The  above  balance  of  $499,347.02  in  subject  to 
adjustment  in  order  to  reduce  the  book 
value  of  the  plant  at  December  31,  1903,  to 
its  actual  value  based  on  the  appraisal  as  at 
April  30,  1905.  See  answer  to  question 
0  21. 

By  balance  of  receipts 25,093.87 

By  interest  on  loans  or  deposits . .  .* 

By  income  from  sinking  fund 

By  other  items , 20,505.00 

(Appropriation  in  aid  of  expenses  of  electric 
light  plant.) 
7.     By  balance  (if  deficit) 


0 

3. 

0 

4. 

0 

5. 

0 

6. 

0 

7. 

0 

8. 

0 

9. 

0 

10. 

0 

11. 

0 

12. 

0 

13. 

0 

14. 

0 

15. 

0 

16. 

0 

17. 

Total $544,945.89 


Debit. 

To  balance  from  last  year 

To  iaterest  on  bonds 

To  interest  on  bank  overdrafts $33.83 

To  taxes  

To  compensation  for  franchises 

To  dividends  on  stock 

To  depreciation  fund 

To  sinking  fund 

To  reserve  fund 
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0  18.     To  other  funds  (giving  particulars) 

0  19.     To  extensions  and  new  construction 

0  30.     To  other  purposes  (expenditure  on  account  of 

operations  of  electric  light  plant) $34,940.10 

0  31.     To  balance  (if  surplus)  — 

Balance  per  books $507,594.97 

Add  miscellaneous  adjustments  of 
book  entries  per  "reconciliation 
of  the  surplus  account  as  per 
the  books  with  the  surplus  ac- 
count as  per  section  L,  question 
12,  and  section  0,  question  31, 

as  at  April  30,  1905 3,376.99 

*509,971.96 

0  33.  Total $544,945.89 

♦Balance  as  above $509,971.96 

Deduct  amount  necessary  to  be  written  off  the  book 

value  of  the  plant  to  reduce  same  to  appraised  value  114,917.06 

Surplus  April  30,  1905,  per  adjusted  balance  sheet $395,054.90 


Reconciliation  of  Surplus  Account,  per  Books,  With  the  Surplus 

Account  per  Schedule  IV.,  Section  0,  Question  3. 

December  31,  1903. 

Dehits.         Credits. 
Customers'  accounts  applicable  to  the  pe- 
riod prior  to  January  1,  1904,  entered 

subsequent  to  that  date,  now  adjusted ,  $14,690.70 

Customers'  accounts  incurred  prior  to  Jan- 
uary 1,  1904,  carried  on  the  books  as 
an  asset,  now  considered  uncollectible     $6,564.37 
Expenses  applicable  to  the  period  prior  to 
January  1,   1904,  entered  subsequent    v 

to  that  date,  now  adjusted 931.15 

Adjustment  of  meter  repair  account 887.00 

$7,485.43     $15,577.70 


SUMMARY. 

Surplus,  per  books $491,354.74 

Add  credit  adjustments  as  above 15,577.70 

$506,833.44 

Deduct  debit  adjustments  as  above 7,485.42 

Surplus,  per  Schedule  IV.,  Section  0,  Question  3 

(subject  to  adjustment  referred  to  therein)  .  .  $499,347.02 
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Reconciliation  of  the  Profit,  per  Boohs,  with  the  Profit  as  Shown 

by  Schedule  IV.,  Section  0,  for  the:  Sixteen  Months 

Ended  April  30,  1905. 

Debits.        Credits. 
Electric  Light  Plant  Expenses  charged  on  the 
books  to  Profit  and  Loss  Account  of  the 

Gas  Works  in  erpor,  now  adjusted $34,384  77 

Appropriations  received  from  City  Council  and 
credited  on  the  books  to  Profit  and  Loss 

Account,  now  dealt  with  separately $20,505  00        

Uncollectable  Accounts  carried  on  the  books  as 

an  Asset  now  written  off 1,500  00        

Caoital  Expenditure  charged  to  Profit  and  Loss 
Account  in  error,  now  adjusted: 
Services  (Estimated  Expenditure 

less    Collections) $740  00 

Meters   3,572  57 


4,312  57 

Customers  Accounts  entered  In  the  subsequent 

period,  applicable  to  the  current  period 9,183  41 

Customers   Accounts   entered   in    the    current 

period,  applicable  to  the  prior  period 14,690  70         

Expenses  charged  in  a  subsequent  period,  ap- 
plicable to  current  period 1,420  77         

Expenses  charged  in  the  current  period,   ap- 
plicable to  prior  period 355  53 

Miscellaneous   Adjustments    of   the   following- 
Accounts  : 

Meter    Repairs 1,944  35        

Coal   286  14 

Stable   258  21 


$40,060  82     $48,780  63 


SUMMARY. 

Profit,  per  books » $16,340  23 

Add :    Credit  Adjustments  as  above •. 48,780  63 


$65,120  86 
Deduct :    Debit  Adjustments  as  above 40,060  82 


Profit,  per  Schedule  IV.,  Section  O : 

Balance  of  Receipts -     $25,093  87 

Less :    Interest  on  Bank  Overdrafts 33  83 


$25,060  04 


Profit  and  Loss  Account,  per  8chedul&  IV.,  Sections  M,  N  and  0, 

Including  Entries  Detailed  in  Anstders  to  Questions 

28  and  43  of  Section  I.     Sixte'en  Months 

ended  April  30,  1905*. 


Receipts. 
Gas  for  private  lighting  by  Meter.  .  $123,941  73 
Gas  to  City  Departments  and  Hos- 
pitals     2,196  30 

Gas  used  in  Plant  and  Offices 1,240  00 

Coke    24,154  46 

Tar  13,516  fl- 


Per  Ton 

Per  1,000 

(2,000  J6s.) 

Cu.  Ft.  of 

of  Coal 

Gas  Sold 

Carbonized. 

and  Used. 

$4.90 

$.741 

.09 

.014 

.05 

.007 

.97 

.145 

.54 

.081 
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Per  Ton  Per  1,000 

(2,000  !6s.)  Cu.Ft.of 

of  Coal  Oas  Sold 

CartionizeA.  and  Used. 

Ammonlacal  Liquor $1,925  87            $.08  $.011 

Kent  of  Meters 1,079  00              .04  .007 

Adjusting  and  Resetting  Meters...          1,154  65              .05  .007 

Services  repaired 656  77             .02  .003 

Holder  Stock  Adjustment 5  50 

Total    $169,870  39            6.80  1.016 


Expenses. 
Manufacturing : 

Boiler  Fuel $866  16 

Fuel  under  Retorts 9,761  09 

Gas    Coal 47,453  31 

Labor,    Manufacturing 51,333  22 

Labor,   Purification 1,493  00 

Purifying    Supplies 2,739  94 

Water  and  Gas  Used 1,531  00 

Maintenance,  Repairs  and  Re- 
newals of  Coal  Gas  Plant.  8,518  8*8 

Residual   Expense 3,687  06 

Works  General  Expense 327  95 

Gas  Purchased 751  32 

Total    $128,462  93 


Distribution : 

Maintenance,  Repairs  and  Renewals : 
Mains    and    Services    (see 

contra   for   collections 

for  Services  repaired)        $4,735  58 
Meters   3,737  35 


$8,472  93 
Labor,  General  Distribution...  3,584  42' 
Adjusting  and  Resetting  Meters, 

Material    358  15 


Total   $12,415  50 


General : 

Salaries  of  Gas  Trustees $450  o5 

General  Office  Salaries 4,795  62 

Rental  of  Offices 1,333  33 

Office    Expenses 325  62 

Legal    Services 100  00 

Insurance,    Fire,   Boiler,   Acci- 
dent     891  00 

Bad  Debts 1,500  00 

Electric  Light  in  Offices 75  00 


.03 

.005 

.39 

.058 

1.90 

.284 

2.06 

.308 

.06 

.008 

.11 

.017 

.06 

.009 

.34 

.051 

.15 

.022 

.01 

.002 

.03 

.004 

5.14 

.768 

Total    $9,470  57 

Total    $150,349  00 

Balance,  before  charging  Taxes, 
Depreciation  and  Interest  on 
Bank  Overdrafts $19,52139  .78  .117 


.19 

.028 

.15 

.022 

.34 

.050 

.15 

.022 

.01 

.002 

.50 

.074 

.02 

.003 

.20 

.029 

.05 

.008 

.01 

.002 

•• 

.001 

.03 

.005 

.07 

.009 

.38 

.057 

6.02 

.899 
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Per  Ton     Per  1,000 

(2,000  J6s.)   Ou.Ft.of 

of  Coal.      Gas  Sold 

CarionizeA.  and,  Used. 

From  which  Deduct : 

Taxes    $5,013  00  $.20        $.030 

Depreciation  of  Plant  11,445  00  .40  .069 

Interest     on     Banli 

Overdrafts  33  83 


Total  Deductions $16,491  83 


Balance,  being  Profit $3,029  56 


Beconciliaiion  of  Surplus  Account,  per  Boohs,  With  the  Surplus 

Account  per  Schedule  IV.,  Section  L,  Question  1%,  and 

Section  0,  Question  21.     April  30,  1905. 

DeMts.        Credits. 
Customers  Accounts  entered  in  a  subsequent 
period,  applicable  to  the  period  ended  April 

30,    1905 $9,183  41 

Capital  Expenditure  charged  to  Profit  and  Loss 
Account    in    error,    16   months    ended 
April  30,  1905,  now  adjusted : 
Services  (Estimated  expenditure, 

less  Collections) $740  00 

Meters    3,572  57 


Expenses  charged  in  a  subsequent  period,  ap- 
plicable to  the  period  ended  April  30,  1905.        $1,420  77 

Adjustment  of  Meter  Repairs  Account 1,057  35 

Uncollectable  Accounts  carried  on  the  Books  as 

an  asset,  now  written  off 8,064  27 

Accounts  Payable  at  April  30,  1905,  relating  to 
the  Electric  Light  Plant,  not  entered  on  the 
'  books  until  a  subsequent  date 576  60 


4,312  57 


•$11,118  99     $13,495  98 


SDMMABT. 

Surplus,  per  Books $507,594  97 

Add :     Credit  Adjustments  as  above , 13,495  98 

$521,090  95 
Deduct :    Debit  Adjustments  as  above 11,118  99 

Balance,  per  Schedule  IV.,  Section  O,  Question  21 $509,971  96 

From  which  Deduct: 

Amount  necessary  to  be  written  off  the  book  value  of 

the  Plant  to  reduce  same  to  appraised  value 114,917  06 

Surplus,  April  30,  1905,  per  Schedule  IV.,  Section  L,  Ques- 
tion   12 , $395,054  90 


Supplementary  Report,  Dated  May  ig,  igo6. 

■It  must  be  clearly  understood  that  the  figures  given  in  the 
fbllowing  statement  cannot  be  considered  absoliitely  reliable,  because 
of  the  poor  accounting  methods  adopted  by  the  Gas  Department  of 
the  city  and  for  reasons  indicated  in  the  general  note  to  J  13  and 
J  14. 


>. 
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Statement   Showing   Approximate   Revenue   and   Appropriations 

Received  from  the  City,  and  Application  of  Same,  as 

Shown  by  the  Boohs  and  Other  Sources  of 

Information. 

For  the  34  Years  Ended  April  30,  1905. 

Profit  for  7  3/3  years  to  December  31,  1878 $308,000.00 

Profit  for  26  1/3  years  to  April  30,  1905. . , 615,600.00 

Profit  for  34  years  to  April  30,  1905 $823,600.00 

Add  appropriations  received  from  the  city 68,300.00 

Amount  to  be  accounted  for $891,800.00 

The  above  amount  is  practically  accounted  for  as  follows: 
Original  cost  of  property,  additions  and  improve- 
ments to  plant,  and  increase  in  net  working  as- 
sets        $455,600.00 

Interest  on  bonds  and  amounts  transferred  to  the 

city  for  general  loan  purposes 99,600.00 

Expenditure  on  account  of  electric  light  plant  from 

July  1,  1891,  to  April  30,  1905 363,800.00 

Total $918,000.00 

SUMMARY. 

Approximate  amount  to  be  accounted  for $891,800.00 

Approximate  amount  accounted  for 918,000.00 

Difference $26,200.00 


The  items  of  "profits"  and  "property"  are  subject  to  a 
reduction  of  approximately  $164,000,  being  the  amount  nec- 
essary to  reduce  the  book  value  of  the  property  to  its  appraised 
value  as  at  April  30,  1905,  disregarding  the  appreciation  in  the 
value  of  the  land. 

During  the  7  2/3  years  to  December  31,  1878,  profit  and 
loss  accounts  were  not  prepared  and  inventories  of  supplies  on 
hand  at  the  end  of  each  fiscal  period  were  not  made.  The  amount 
of  profit  for  that  period,  as  above,  has  been  estimated,  based  on 
figures  obtained  from  the  books. 

The  profit  for  the  26  1/3  years  to  April  30,  1905,  has  been 
ascertained  from  the  accounts  kept  during  that  period,  but  cannot 
be  considered  accurate,  because  of  the  poor  accounting  methods 
adopted  by  the  city. 

In  conjunction  with  the  foregoing  figures,  it  may  be  interest- 
ing to  show  the  changes  in  the  price  of  gas  from  1871  to  1905. 
These  changes  are  as  follows: 

1871  Wheeling  Gas  Co. $3.50  less  10  per  cent. 
1871  Municipality    2.80  less  10  per  cent. 


1875 
1877 
1879 
1883 
1888 


2.30  less  10  per  cent. 

1.80  less  10  per  cent. 

1.20  le'ss  10  per  cent. 

1.00  less  10  per  cent. 

1.00  less  25  per  cent. 


THE  RELATION  OF   THE  CITY  OF  PHILA- 
DELPHIA TO  THE  GAS  SUPPLY 


By  LEO  S.  ROWE 


I— INTRODUCTION. 

The  relation  of  the  city  of  Philadelphia  to  the  gas  supply 
furnishes  one  of  the  most  interesting  and  dramatic  chapters  in  the 
history  of  municipal  government.  Four  periods  are  distinctly 
marked.  The  first  dates  from  1835,  when  Philadelphia  began  the 
manufacture  of  illuminating  gas  under  a  combination  of  public 
and  private  ownership.  The  second  period  begins  in  1841,  when 
private  interest  was  eliminated  and  the  city  became  sole  owner 
of  the  gas  plant,  though  continuing  its  management  in  the  Board 
of  Trustees  created  during  the  preceding  epoch.  The  third  pe- 
riod coincides  with  the  decade  between  1887  and  1897,  during 
which  the  city  esercised  exclusive  management.  The  fourth  period 
begins  with  the  leasing  of  the  works  in  1897. 

Gas  for  lighting  purposes  was  first  used  in  Philadelphia  in 
1796.  It  did  not,  however,  become  an  object  of  municipal  interest 
until  1803,  when  J.  C.  Humphrey  made  a  proposition  to  councils 
to  light  the  city  with  gas.  In  1817  a  similar  offer  was  made  by 
James  McMurtrie,  but  both  offers  were  rejected.  In  1825  an 
effort  was  mad^  to  induce  the  legislature  to  incorporate  the  Phila- 
delphia Gas  Light  Company,  but  it  was  opposed  and  defeated 
through  the  influence  of  members  of  the  city  councils.  Annually 
thereafter  applications  were  renewed  and  refused,  and  in  1830  a 
public  meeting  was  called  to  urge  the  legislature  to  take  favorable 
action.  At  this  time  gas  lighting  was  still  in  an  experimental  stage 
and  the  city  authorities  hesitated  to  assume  the  responsibilities 
involved  in  its  manufacture.  In  1833,  however,  a  committee  of 
councils  reported  favorably  and  an  expert  was  sent  to  Europe  to 
examine  the  practical  working  of  gas  lighting.  His  report  was 
of  great  interest  and  explained  in  detail  the  whole  method  of  gas 
manufacture  at  that  time.  Many  objections  to  the  plan  were  raised 
and  it  was  not  until  March  31,  1835,  that  the  ordinance  was  passed 
which  provided  for  the  construction  of  the  works. 

From  the  beginning  it  seems  that  the  city  councils  acted  on 
the  assumption  that  gas  lighting  is  a  public  function  and  should 
not  be  delegated  to  a  private  corporation,  and  the  first  ordinance 
reflects  this  spirit  in  every  line.  By  it  provision  was  made  for 
receiving  subscriptions  to  the  stock  of  a  company  to  be  formed  for 
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the  erection  of  gas  works,  to  consist  of  one  thousand  shares  of  one 
hundred  dollars  each,  with  the  power  of  increasing  the  shares  to 
twelve  hundred  and  fifty,  on  the  application  of  a  majority  of  the 
stockholders  and  with  the  consent  of  the  select  and  common  coun- 
cils. There  was  reserved  to  the  city  the  right  at  any  time  coun- 
cils might  deem  it  expedient,  to  take  possession  of  the  works  and 
convert  the  stock  into  a  loan  redeemable  in  twenty  years  and  bear- 
ing interest  at  six  per  'cent. 

It  was  further  provided  by  the  ordinafnce  that  the  select  and 
common  councils  should  choose  by  ballot  twelve  citizens,  to  be  Called 
trustees  of  the  Philadelphia  Gas  Works,  to  be  divided  into  three 
classes  and  to  serve  respectively  for  one,  two  and  three  years.  An- 
nually thereafter  each  branch  of  the  councils  was  to  elect  two 
citizens  to  serve  as  trustees  for  the  term  of  three  years  in  place  of 
those  whose  term  of  service  expired.  All  the  stock  provided  for 
by  the  ordinance  was  taken  and  the  trustees  commenced  the  erec- 
tion of  the  works.  More  money  was  needed  to  complete  the  plant 
and  an  additional  two  hundred  and  fifty  scares  were  therefore  is- 
sued. 

The  plant  was  completed  on  February  .8,  1836,  but  increasing 
demand  for  gas  rendered  it  necessary  from  time  to  time  to  enlarge 
the  works  and  the  mayor  was  authorized  by  various  ordinances,  on 
the  requisition  of  the  trustees,  to  borrow  the  money  necessary  for 
the  purpose.  To  make  provision  for  the  payment  of  these  loans 
and  the  accruing  interest  the  trustees  were  directed  "to  set  apart 
and  reserve  out  of  the  money  received  by  them  from  the  manufac- 
ture and  sale  of  gas,  the  sum  of  eight  per  cent,  on  the  amount  of 
the  certificate  of  loan,  which  sum  they  were?  directed  to  apply,  first 
to  the  payment  of  the  interest,  the  balance  to  be  invested  by  the 
trustees  and  to  be  held  by  them  as  a  sinking  fund  for  the  redemption 
of  the  loans."  The  first  of  these  loans  was  negotiated  iil  1836 
and  matured  in  18G2.  The  ordinance  authorizing  it  provided  that 
the  receipt  and  payment  of  all  moneys  on  account  of  the  gas  works 
should  be  confided  to  the  trustees.  Several  subsequent  loans  were 
made  on  the  same  conditions. 

II— THE   PERIOD    OF    MUNICIPAL    OWNERSHIP   UNDER   THE   GAS 

TRUSTEES. 

On  January  14,  1841,  an  ordinance  was  passed  containing  pro- 
visions so  beneficial  to  the  city  and  at  tht  same  time  so  disad- 
vantageous to  the  stockholders  that  there  was  good  reason  to  fear 
that  the  latter  would  not  agree  to  them.  To  meet  this  contingency 
it  was  provided  in  the  ordinance  that  if  the  stockholders  did  not 
consent  to  the  terms  proposed  before  February  35,  1841,  the  city 
should  on  March  first  take  possession  of  the  gas  works  under  the 
privilege  originally  reserved  and  that  the  stock  held  by  individuals 
should  be  converted  into  a  loan.  The  ordinance  declared,  how- 
ever, that  the  works  sho;ild  continue  under  the  direction  and  con- 
trol of  the  Board  of  Trustees  with  all  the  powers  they  then 
possessed.  This  was  followed  on  June  17,  1841,  by  an  ordinance 
authorizing  the  mayor  on  the  requisition  of.  the  trustees  to  effect 
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another  loan  for  the  further  extension  of  the  works.  By  this  or- 
dinance the  trustees  were  directed  to  set  apart  all  the  net  profits' 
after  the  payment  of  the  interest  upon  existing  loans  to  constitute 
a  sinking  fund  which,  together  with  the  buildings,  apparatus,  pipes 
and  fixtures,  was  specifically  pledged  for  the  payment  of  the  prin- 
cipal and  interest  of  all  loans  made  on  account  of  the  gas  works. 

It  was  further  provided  by  the  ordinance  of  June  seventeenth 
that  "for  the  further  security  of  said  loanholders,  it  is  hereby  stip- 
ulated that  the  said  works  shall  be  controlled  and  managed  by  a 
board  of  trustees,  elected  and  constituted  as  heretofore,  who  shall 
have  the  whole  control  and  management  of  said  works,  and  of  the 
said  sinking  fund,  and  of  all  funds  belonging  to  the  said  works,  and 
the  said  trustees  shall  pay  no  part  of  said  funds  nor  any  part  of  the 
profits  of  said  works  into  the  city  treasury,  but  shall  apply  and 
appropriate  the  same  as  directed  until  the  interest  and  principal 
of  said  loans  shall  be  fully  paid,  as  they  beqome  due  to  said  loan- 
holders." 

The  provisions  of  the  ordinance  of  1841  were  carried  into  all 
subsequent  ordinances  authorizing  gas  loans  to  be  secured  by  sink- 
ing funds  invested,  held,  managed  and  controlled  by  the  trustees 
for  the  security  of  the  loanholders  in  accordance  with  the  terms 
of  those  ordinances,  excepting  that  in  subsequent  ordinances  a  per- 
centage of  the  profits  of  the  works  was  pledged  to  the  sinldng  funds 
instead  of  the  entire  profits.  Nine  loans  were  negotiated  on  the 
basis  of  this  ordinance,  viz. : 

No.  1 Dec.    22,  1836 due  Jan.  1,  1862 $150,000 

No.  2 Feb.     8,1838 due  Jan.  1,  1863 200,000 

No.  3 June    3,1841 due  Mar.  1,  1861. .. , 125,000 

No.  4 June  17,  1841 due  Jan.  1,  1866 125,000 

No.  5 May  25,  1848 due  Jan.  1^  1868 70,000 

No.  6 Mar.  15,  1849 due  Jan.  1,  1869 100,000 

No.  7.'. Jan.    10,  1850 due  Jan.  1,  1870 200,000 

No.  8 Mar.  20,  1851 due  Jan.  1,  1872 400,000 

No.  9 July  18,  1855 due  July  1,  1885 500,000 

It  was  not  until  March  26,  1859,  after  the  passage  of  the  or- 
dinance of  January  29,  1855,  "to  provide  a  sinking  fund  for  the 
redemption  of  the  debt  of  the  city  of  Philadelphia,"  and  the  ordi- 
nances of  May  9,  1857,  and  June  18,  185*7,  constituting  and  ap- 
pointing commissioners  of  the  sinlving  fund,  that  a  new  system 
was  entered  upon  and  new  arrangements  made  in  regard  to  fu- 
ture loans  for  the  extension  of  the  gas  works.  On  the  twenty- 
sixth  of  March,  1859,  an  ordinance  was  pagsed  for  the  negotiation 
of  a  new  loan  which  directed  that  the  sinking  fund  charges  be  paid 
over  to  the  commissioners  of  the  sinking  fund  of  the  city,  to  be 
invested  and  managed  by  them.  It  was  alsd  provided  that  the  sink- 
ing fund  thereby  established  should  be  pledged  to  the  payment  of 
the  loan  and  any  surplus  remaining  after  its  payment  should  be 
applied  by  the  commissioners  of  the  sinking  fund  io  the  liquida- 
tion of  other  gas  loans,  if  any,  or  otherwise  io  the  liquidation  of  the 
funded  debt  of  the  city  of  Philadelphia.  These  were  entirely  new 
features  in  local  financial  policy.     In  the  first  place,  the  sinking 
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fund  created  was  not  to  be  vested  in  or  controlled  by  the  gas  trus- 
tees, but  by  the  commissioners  of  the  sinking  fund  of  the  city. 
Furthermore,  the  surplus  remaining  tu  the  sinking  fund  after  the 
payment  of  outstanding  gas  loans  was  pledged  to  the  extinguish- 
ment of  the  funded  debt  of  the  city. 

The  last  loan  negotiated  in  accordance  with  the  provisions  of 
the  ordinance  of  June  17,  1841,  was  loan  ISTo.  9.  All  subsequent 
loans  were  placed  on  a  different  footing,  the  sinking  funds  nttached 
to  them  being  placed  in  the  hands  of  the  commissioners  of  the  sink- 
ing fund  of  the  city  of  Philadelphia.    These  loans  were  as  follows : 

No.  10 Mar.  16,  1859 due   July  i,  1883 $500,000 

No.  11 Oct.   22,  1860 due   July  1;  1884 500,000 

No.  12 Dec.    22,  1864 due  July  1,  1884 1,000,000 

No.  33 Dec.    26,  1868 due   Jan.  1,  1899 1,000,000 

No.  14 May   18,  1870 due    Jan.  1,  1900 1,000,000 

No.  15 Oct.    26,  1871 due    Jan.  1,  1902 500,000 

No.  16 Nov.  16,  1874 due    Jan.  1,  1905 1,000,000 

After  the  payment  of  loan  'No.  9,  the  last  loan  subject  to  Ihe 
obligations  of  the  ordinance  of  1841,  there  remained  a  surplus  of 
$1,908,777.20,  representing  the  accumulated  surplus  remaining  in 
the  several  sinking  funds  held  by  the  trustees.  Councils  by  ordi- 
nance of  June  16,  1885,  directed  the  trustees  to  pay  the  same  to 
the  city  treasurer,  but  the  commissioners  of  the  sinking  fund 
claimed  that  the  money  so  accruing  should  be  covered  into  the  sink- 
ing fund.  When  the  question  was  presented  for  judicial  adjudi- 
cation in  equity  proceedings  it  was  held  that  the  sinking  fduds  es- 
tablished by  the  various  ordinances  prior  to  that  of  March  39, 
1859,  were  not  a  part  of  the  sinking  fund  bf  the  city  of  Philadel- 
phia and,  therefore,  the  surplus  of  the  sinking  funds  remaiiiing  in 
the  hands  of  the  trustees  after  payment  of  the  loans,  was  payable 
to  the  city  treasurer  and  not  to  the  commissioners  of  the  sinking 
fund. 

In  addition  to  the  loans  above  mentioned,  there  were  two 
others,  one  of  $450,000  and  one  of  $300,740  for  the  purchase  of 
the  Spring  Garden,  Moyamensing,  Frankford,  Eichmond,  G-er- 
mantown  and  West  Philadelphia  gas  works.  These  loans  make  the 
total  borrowed  capital  $8,120,740.  The  loans  outstanding  Decem- 
ber 31,  1886,  amounted  to  $3,500,000,  for  the  liquidation  of  which 
the  sinking  fund  held  $1,697,051.78,  leaving  a  balance  to  be  pro- 
vided for  of  $1,802,948.22.  After  meeting  the  fixed  and  sinldng 
charges,  the  accumulated  profits  on  December  31,  1886,  from  the 
management  of  the  city's  gas  works  were-  $5,740,577.85.  These 
loans  were  paid  when  due  by  the  appropriations  made  by  councils 
from  the  sinlring  funds  in  the  regular  way.  That  they  were  never 
an  important  burden  to  the  city  and  that  they  need  not  be  consid- 
ered in  arriving  at  an  estimate  of  what  were  essentially  the  results 
of  the  operation  of  the  gas  works  may  be  seen  from  the  following 
statements  :^ 


'  Report  of  the  Director  of  Public  Works  for  1887,  Vol.  III.,  Mayor's 
Messages  for  1887,  page  26. 
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"  With  compound  interest  at  six  per  cent.,  upon  whicli  tbese  sinljing 
funds  are  predicated,  tlie  amounts  now  on  band  and  invested,  either 
for  the  separate  loans  or  for  all  of  them  combined,  would  more  than 
equal  the  sum  to  be  paid  at  the  dates  named,  and  it  will  be  good  man- 
agement to  see  to  what  extent  the  two  per  ceht.  Invested  annually  for 
these  funds  can  be  reduced  and  yet  meet  the  loans  at  maturity,  not- 
withstanding the  fact  that  the  Interest  received  does  not  compound  at 
the  rate  above  named." 

Three  attempts  were  made  by  the  city  to  wrest  from  the  trust 
the  control  of  the  gas  works.  By  an  act  of  assembly  of  February 
2,  1854,  the  boundaries  of  Philadelphia  were  enlarged  and  a  joint 
committee  of  councils  appointed  to  take  charge  of  the  property 
and  appurtenances  of  the  city.  The  committee  notified  the  trustees 
of  their  purpose  and  asked  tiiem  to  furnish  a  schedule  of  the  prop- 
erty and  effects  entrusted  to  them.  The  trustees  declined  to  com- 
ply. Six  months  later  common  councils  passed  an  ordinance  pro- 
viding for  the  election  of  a  chief  engineer  of  the  gas  works,  to  be 
head  of  the  department  and  to  take  charge  of  the  plant.  He  was 
empowered,  by  and  with  the  consent  of  select  councils,  to  appoint 
subordinate  officers.  The  ordinance  also  provided  that  all  money 
received  for  gas  and  by-products  should  be  paid  to  such  officers 
as  the  chief  engineer  should  designate.  A  prayer  for  an  injunc- 
tion to  restrain  the  city  from  interfering  with  the  management  of 
the  gas  works  was  filed  by  the  Western  Saving  Fund  Society,  a 
heavy  holder  of  gas  loans,  on  the  ground  that  its  rights  as  bond- 
holder would  be  invaded.  The  injunction  was  granted  and  the 
decision  affirmed  by  the  Supreme  Court  of  Pennsylvania,  Chief 
Justice  Lewis  holding  that  "a  city  in  supplying  gas  to  its  inhab- 
itants acts  as  a  private  corporation  and  is  subject  to  the  same  duties, 
liabilities  and  disabilities.  It  cannot  impair  the  obligations  of  a 
contract  entered  into  by  it  in  that  capacity  because  it  may  deem  it 
for  the  benefit  of  its  citizens  to  do  so." 

Again,  in  1858,  under  an  act  authorizing  councils  to  elect 
six  additional  trustees  an  attempt  was  made  to  secure  control  of 
the  works,  and  again  the  AVestern  Saving  Fund  Society  successfully 
fought  the  attempt.  In  1868  councils  passe.d  an  ordinance  to  take 
possession  of  the  works  and  transfer  the  sinking  fund  to  the  city. 
The  trustees  again  successfully  appealed  to  the  courts.  It  was 
not  until  July  1885  that  it  was  possible  to  free  the  works  from  the 
management  of  the  trustees,  for  not  until  then  did  the  bonds  ma- 
ture. The  gas  trust,  originally  the  creature  of  councils  and  for 
many  years  actually  subservient  to  it,  had  now  become  a  powerful 
political  instrument. 

The  trustees  of  the  gas  works  had,  through  the  skillful  use 
of  patronage,  gradually  secured  control  of  the  local  political  ma- 
chine. They  appointed  their  friends  and  dependents  to  the  chief 
places  under  the  trust  and  required  them  to  fill  the  ranks  of  even 
ordinary  workmen  with  persons  on  whom  they  could  depend.  These 
employees  were  expected  to  know  all  the  voters  in  their  districts; 
they  attended  and  swayed  the  primaries  and  when  an  election  was 
held  they  canvassed  and  brought  up  the  voters.  Their  power,  there- 
^fore,  went  far  beyond  their  mere  voting  strength,  for  a  hundred 
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energetic  "workers"  meant  at  least  a  thotisand  votes.  With  so 
much  strength  behind  it  the  gas  ring,  with  Mr.  McMancs  at  its 
head,  became  not  merely  indispensable  to  the  republican  party  in 
the  city,  but  in  fact  its  chiefs,  able  therefore  to  dispose  of  the 
votes  of  all  those  who  were  employed  permanently  or  temporarily 
in  the  other  departments  of  city  government.  They  commanded  a 
majority  in  select  and  common  councils.  They  managed  the  nom- 
ination of  members  of  the  state  legislature.  "The  city  councils 
raiglit  indeed  ask  for  information,  but  Mrs  McManes  was  careful 
to  fill  the  city  councils  with  his  nominees  and  to  keep  them  in  good 
humor  by  a  share  of  whatever  spoil  there  raight  be  and  still  more 
by  a  share  of  patronage." 

In  1880  the  horizon  began  to  clear.  Several  honest  and  out- 
■.•poken  men  who  had  found  their  way  into  common  and  select  coun- 
cils denounced  the  prevailing  corruption  ahd  by  demands  for  in- 
vestigations began  to  arouse  the  citizens.  An  energetic  citizen  con- 
vened a  meeting  of  leading  merchants  to  set  on  foot  a  movement  for 
choosing  good  men  at  the  elections  held  in  February,  1881.  This 
meetiag  provided  for  the  appointment  of  a  committee  of  one  hun- 
dred, which  began  its  famous  war  against  the  ring.  The  investiga- 
tions into  the  management  of  the  gas  works  which  followed  re- 
vealed the  mismanagement,  corruption  amd  fraud  which  flour- 
ished under  the  trust  control.  During  the  closing  years  of  the 
trust  management,  the  gas  plant  was  allowed  to  deteriorate,  im- 
proved methods  of  production  were  ignored,  mains  and  service 
pipes  were  allowed  to  rust  and  rot,  and  no  attempt  was  made  to 
adapt  the  plan  of  distribution  to  the  increase  in  production  and 
consumption. 

A  joint  committee  of  councils  was  appointed  in  1880  to  in- 
vestigate the  condition  of  the  works.    The  final  report  says : 

"  Tour  committee  can  state  without  hesitation,  after  two  very  care 
ful  examinations,  that  the  physical  condition  of  our  works  is  bad  in  the 
extreme.  One  could  not  conceive  a  large  business  plant,  run  upon  busi- 
ness principles,  in  such  a  condition  without  reiSecting  unfavorably  upon 
its  owners.  At  the  Point  Breeze  works  nearly  sixty  per  cent,  of  the 
total  amount  of  gas  produced  by  the  city  is  manufactured.  The  general 
appearance  of  this  plant  is  that  of  dilapidation  and  decay.  The  build- 
ings are  in  need  of  a  complete  overhauling  and  extensive  repairs.  In 
addition,  there  are  now  required  two  exhaust  engines,  exhausters,  four 
boilers,  new  sponge  shed,  alteration  to  sponge  sljed  and  building,  repairs 
to  station  meter,  two  new  station  meters,  a  36-inch  main  to  the  Ninth 
Ward  Works,  and  a  holder  with  a  capacity  of  3,000,000  feet." 

It  was  shown  by  the  same  committee  that  during  the  five  years 
ending  December  31,  1880,  about  1,250,000  tons  of  coal  had  been 
purchased  by  the  trustees  for  which  they  paid  on  an  average  one 
dollar  per  ton  more  than  was  paid  by  other  consumers  of  gas  coal 
within  the  city  of  Philadelphia. 

From  the  statements  of  Engineer  Park  and  Cashier  White, 
the  same  committee  reached  the  conclusion  "that  the  trust  employed 
at  least  fifteen  per  cent,  more  men  than  was  required  for  the  annual 
production  of  gas."  The  committee  in  their  report  stated  that  "this 
excess  of  men  resulted  from  the  political  condition  of  the  trust ;  but 
Vol.  II.— 39. 
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as  it  is  a  matter  of  $150,000  per  year,  it  should  be  immediately 
remedied."  Mayor  Isjng,  in  his  message  of  1884,  calls  attention 
to  the  alarming  disproportionate  increase  in  wages  under  the  trust 
management.  "If,  as  stated  by  the  committee,  the  excess  of  labor 
for  the  years  1879-80  resulted  in  a  loss  of  $150,000  per  annum, 
upon  the  salme  basis  of  calculation  the  loss  to  the  city  because  of 
the  political  condition  of  the  trust  has  increased  to  the  enormous 
sum  of  $339,953  per  year  during  the  four  years  ending  December 
31,  1884;  and  the  loss  to  the  city  from  this  item  is  increasing  with 
such  a  rapidity  that  is  indeed  alarming  as  it  exceeds  the  sum  of 
$450,000  for  the  year  ending  December  31,  1884." 

The  joint  committee  of  councils  was  u:aanimous  in  its  opinion 
"that  the  leakage,  including  gas  consumed  at  the  stations  and 
works,  should  not  average  more  than  twelve  to  fifteen  per  cent, 
on  the  whole  quantity  manufactured,  and  that  by  careful  attention 
the  leakage  could  be  reduced  by  at  least  five  per  cent.,  thereby 
making  a  saving  from  this  source  of  at  least  $125,000  per  annum." 
"The  loss  from  excessive  leakage  duriag  the  four  years  ending 
December  31,  1884,  equals  127,568,872  cubic  feet,  which  at  $1.90 
per  1,000  cubic  feet,  represents  a  loss  from  this  source  of  $60,594.80 
per  annum."  In  concludiag  his  message  of  1884  Mayor  King 
said:  "I  am  firmly  of  the  opinion  that  since  the  year  1865  the 
total  loss  to  the  people  of  this  city,  caused  by  the  mismanagement 
of  our  gas  works,  exceeds  $10,000,000." 

Ill— THE  PERIOD   or   MUNICIPAL   MANAGEMENT. 

When  the  trustees  of  the  Philadelphia,  gas  works  on  April  1, 
1887,  turned  over  the  plant  to  the  management  of  the  municipality, 
the  physical  condition  of  the  establishment  was  such  as  to  require 
large  expenditures  in  order  to  bring  the  service  even  to  a  fair 
degree  of  efficiency.  The  works  when  surrendered  to  the  city  were 
valued  at  $12,883,047.58. 

State  op  the  Works.. 

Assets. 

Works    $6,286,211  71 

Street   mains 3,734,395  19 

Services    2,099,886  66 

Public   lamps 11,814  02 

Valuation  of  the  Spring  Garden,  Moyamen- 
sing,  West  Philadelphia  and  Frank- 
ford  Gas  Works 450,000  00 

Valuation  of  Southwark  and  Moyamensing, 
Gemantown,  Manayunk  and  Rich- 
mond Gas  Companies 300,740  00 

$12,883,047  58 

(The  above  accounts  have  been  re- 
duced in  the  proportion  stated  below  by 
the  amount  of  loans  created  by  ordinances 
of  Councils,  the  proceeds  of  which  were 
expended  for  the  purposes  above  men- 
tioned, and  which  loans  were  paid  at 
maturity  out  of  the  profits  of  the  works.) 

Works    $2,049,820  00 

Mains    i;;97,957  86 


PHILADELPHIA     GAS  WORKS. 

Services    $610,408  12 

Public  lamps 11,814  02 

Valuation  of  District  Gas  Works 450,000  00 

Valuation  of  District  Gas  Companies 300,740  00 
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$8,262,307  58 


Cash,  Sinking  Fund  Account 

Cash,  Trustee's  Account 

Cash,  Samuel  M.  White,  Cashier 

Cash,  Redemption  of  Gas  Stocks,  payment 
of  Interest,  etc 


Coal  on  hand,  50,639  tons 

Coke,  etc.,  on  hand 

Materials  for  repairs  on  hand. 
Due  for  gas  sold  and  on  hand. 
Due  for  coke,  tar,  etc.,  sold. . . 


$2,775  28 

189,643  23 

14,642  44 

1,836  96 

$202,556  00 

4,175  00 

13,560  00 

•688,661  76 

27,305  16 


Loans  remaining  in  the  Sinking  Funds  of 
the  following  Gas  Companies  after 
payment  of  $300,740  stock,  three  (3) 
months'  interest  thereon,  expenses  of 
advertising,  etc. : 

Southwark  and  Moyamensing 

Germantown    

Manayunk   

Richmond    


208,897  91 


936,257  92 


$5,150  00 
4,500  00 
3,000  00 
1,000  00 


Kensington  Gas   Company 

Shackamaxon  Bank,  in  litigation. 


13,650  00 

90,717  79 

3,218  53 


Liahilities. 

Loans  8*,  ,13,  14,  15  and  16 

For  the  Sinking  Funds  for  the  redemption 

of   the    Stock   of   the   following   Gas 

Companies : 

Southwark  and  Moyamensing 

Germantown    

Manayunk   

Richmond    


$3,501,000  00 


$5,741  79 
6,315  00 
3,201  00 
1,167  49 


For  dividends  unpaid 

For  interest  on  Gas  Loan  No.  8 

For  Interest  on  Gas  Stocks 

For  redemption  of  Gas  Stocks,  payment  of  Intej-est,  etc. . . 

For  coal,  repairs,  materials,  etc 

For  street  mains,  prepaid 

For  services,  prepaid 

For  accumulated  profits  expended  on  the  construction  of 
works,  laying  mains  and  Introducing  services 


16,425  28 

434  25 

28  50 

126  00 

1,836  96 

253,740  44 

846  25 

34  20 

5,740,577  85 

$9,515,049  73 


The  loans  issued  for  construction  and  extension  of  the  works 
had  been  liquidated  by  the  payment  of  interest  and  sinking  fund 
charges  from  the  profits  of  the  works^  with  the  exception  of  $3,500,- 
000  in  still  outstanding  bonds.    As  a  matter  of  fact  the  plant  was 

*$1,000  of  loan  uncalled  for. 
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not  worth  anywhere  near  the  amount  charged  against  it,  as  it  had 
been  allowed  to  deteriorate  until  its  real  value  was  but  a  fraction 
of  the  original  cost.  Furthermore,  the  system  of  accounting  which 
had  been  used  by  the  trust  was  exceedingly  misleading. 

All  moneys  expended  in  the  laying  of  mains  were  charged 
to  the  account  of  permanent  improvements  and  not  entered  on 
the  yearly  expense  account.  Such  improvements  being  charged 
to  capital  account,  the  amount  actually  expended  on  the  works  in 
any  one  year  did  not  appear,  and  in  this  way  handsome  profits 
were  for  years  reported  when  as  a  matter  of  fact  the  net  results 
of  operation  should  have  shown  a  deficit.  'This  method  of  book- 
keeping might  have  been  made  less  objectionable  if  a  depreciation 
account  had  been  maintained.  Such  a  func£*was  never  provided  by 
the  trust.  The  sinking  funds  were  establisjied  exclusively  for  the 
liquidation  of  the  loans  and  made  no  provision  for  the  renewal  of 
the  plant.  In  this  way  the  paper  value  of  the  plant  grew  steadily 
from  year  to  year  in  spite  of  the  physical  deterioration. 

Where  no  depreciation  account  is  established,  it  is  clear  that 
extensions,  repairs  and  the  like  must  be  charged  against  current 
expenses.  This  was  not  done  during  the  trust  period.  In  fact,  the 
total  expenditures  were  in  many  years  in  excess  of  the  total  cash 
receipts.  The  actual  deficit  for  the  period  1884-1887  was  as  fol- 
lows: 

1884 $110,149.60 

1885 143,590.75 

1886 140,933.72 

1887 108,528.03 

The  director  of  public  works  in  commenting  on  this  condition 
of  affairs  in  1887  says:  "Since  1874,  when  the  last  loan  for  the 
extension  of  the  works  was  created,  the  total  cash  receipts  have 
been  $53,361,103,  and  the  total  cash  expenditures  have  been  $53^- 
313,528.34,"  showing  that  the  apparent  gains  for  the  period  were 
for  the  most  part  fictitious.  He  continues:  "This  mode  of 
keeping  accounts,  charging  improvements  and  extensions  to  capital 
account,  is  strictly  correct  and  necessary  to  show  the  amounts  ex- 
pended annually  for  enlargements,  so  that  the  value  of  the  plant 
can  be  known,  but  it  is  very  misleading  when  the  attempt  is  made 
to  ascertain  the  actual  benefits  derived  by  the  city  as  owner  of  the 
worlffl."!  In  short,  when  the  city  took  control  the  assets  were 
overvalued  and  the  earning  power  of  the  wotks  misrepresented. 

In  spite  of  increasing  complaints,  the  trust  had  taken  no  steps 
toward  modernizing  the  plant.  In  the  first  report  after  the  city 
had  taken  over  the  works  the  director  of  public  works  says : 

"  It  is  useless  for  tlie  cit.Y  to  engage  in  a  business  that  can  be  made 
profitable,  and  then  to  neglect  improvements  or  enlargements  necessary 
to  meet  the  demands  of  its  consumers,  and  of  a  character  to  insure  good 
gas  at  the  minimum  cost  of  production. 

"  Except  in  the  Ninth  Ward  Works,  where  modern  improvements 
have  been  to  some  extent  introduced  by  the  erection  of  the  regenerative 

'  Report  of  the  Director  of  Public  Works,  Mayor's  Messages,  Vol. 
III.,  1887. 
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furnaces,  gas  is  made  after  the  most  antiquated  and  expensive  methods. 
Modern  appliances  liave  not  been  promptly  nor  systematically  intro- 
duced. Machinery  of  all  kinds,  in  connection  with  the  raaliing  of  gas 
from  coal,  is  altogether  unknown  in  the  works,  and  the  result  is  that 
these  rank  lower  in  the  output  per  man  than  any  other  works  in  the 
country." 

The  needs  of  the  Bureau  of  Gas  are  summarized  as  follows: 
Increased  production  of  at  least  three  million  feet  per  day,  in- 
-creased  holder  capacity  and  larger  distributing  mains.  The  first 
requirement  could  only  be  met  by  the  erec'tion  of  additional  re- 
tort and  purifying  houses,  which  could  best  be  built  in  connection 
with  the  Twentjr-fifth  Ward  works,  as  a  point  nearer  the  increased 
demand,  and  also  because  these  works  were  originally  planned  with 
a  view  to  a  much  larger  daily  output. 

In  1889  the  director  in  commenting  on  the  condition  of  af- 
fairs at  this  period,  says  ■?  "When  the  present  administration 
assumed  control  of  the  city's  gas  works  they  were  found  in  a  condi- 
tion which  would  have  justified  the  immediate  expenditure  of  sev- 
eral millions  of  dollars  in  the  rebuilding  of  stacks,  the  construction 
of  gas  holders,  and  the  laying  of  larger  mains."  The  distributing 
system  was  also  defective.  It  had  been  built  for  a  city  of  one- 
third  the  population  of  Philadelphia  in  1889  and  had  already  be- 
come so  inefficient  as  to  threaten  to  leave  large  portions  of  the  city 
in  darkness  if  any  unusual  demand  for  gis  was  made.  In  spite 
of  the  fact  that  the  inadequacy  of  this  portion  of  the  service  had 
become  notorious,  the  trust  had  taken  no  measures  to  improve  it. 
In  fact,  the  length  of  the  mains  of  the  larger  sizes  (six  inches  and 
over)  laid  in  the  last  decade  of  trust  maiiagement  (187G-188G) 
was  but  slightly  in  excess  of  those  laid  duri:pg  the  preceding  decade 
(1866-1876),^  although  the  growth  of  the  city  had  led  to  a  greater 
demand  in  a  rapidly  increasing  ratio.  The  expenditures  for  ex- 
tensions and  improvements  for  the  years  immediately  preceding 
1887  are  given  in  the  annual  reports,  as  follows: 


=■  Third  Annual  Report  of  the  Department  of  Public  Works,  dated 
January  2,  1890.    Mayor's  Messages,  1889,  Vol.  III.,  page  24. 
"  See  table,  page  610,  in  discussion  of  distributing  system. 
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Prom  this  table  it  will  be  seen  that  the  trust  in  view  of  the 
approaching  transfer  of  control  to  the  city,  kept  the  expenditures, 
confined  during  the  last  years  as  closely  a^-  possible  to  operating 
expenses.  In  spite  of  the  popular  clamor  for  a  better  distribut- 
ing system,  the  expenditures  for  street  mains  instead  of  increasing 
rapidly  showed  an  actual  tendency  to  diminish  eacii  year.  The 
inadequate  productive  capacity,  combined  with  the  antiquated  sys- 
tem of  distribution,  was  rapidly  bringing  the  works  to  a  point 
where  there  would  be  not  only  an  insufficient  amount  of  gas,  but 
an  actual  inability  to  deliver  the  same  to  the'  consumer. 

The  conditions  of  the  mains,  besides  niaking  it  impossible  to 
deliver  the  gas,  caused  so  large  a  percentage  of  leakage  as  to  be- 
come a  serious  factor  in  the  manufacturing  accounts.  This  defect 
could  not,  of  course,  be  checked  at  the  root  except  by  providing 
better  and  larger  distributing  mains.  The  trust  made  an  effort  to 
fight  the  leakage  by  inspecting  and  replacing  defective  service 
pipes.  In  doing  so  they  were,  of  course,  performing  a  necessary 
work,  but  one  which  could  not  strike  at  the  real  cause  of  the  trou- 
ble. The  result  of  this  inspection  showed  the  defective  condition 
prevailing  in  all  branches  of  the  equipment.  In  1884  a  part  of 
the  city  between  Vine  and  South  streets  and  east  of  Ninth  street 
was  thoroughly  gone  over.  Of  the  7,717  service  pipes  reported  on, 
5,553  were  found  to  be  defective.  The  following  year  the  district 
between  Vine  and  Catharine  streets  and  east  of  Broad  street  showed 
5,141  defective  services  in  a  total  of  6,208  inspected.  The  action 
of  the  trust  in  trying  to  stop  leakage  in  this  way  is  typical  of  its 
management  in  the  closing  years  of  its  adiministration.  The  ser- 
vice pipes  and  connections  which  were  allowed  to  rot  and  to  become 
leaky  were  an  example  of  what  was  occurring  throughout  the 
works.  The  whole  system  was  gradually  approaching  the  point  of 
disintegration  and  the  measures  adopted  to  keep  the  plant  going 
were  only  such  as  would  help  to  tide  it  over  tljie  temporary  difficulty 
and  to  put  off  the  crash  beyond  the  time  when  the  trust  was  to 
surrender  control. 

The  serious  condition  of  affairs  was  patent  to  everyone.  The 
chief  engineer  of  the  gas  works  in  the  last  report  of  the  truKlees 
in  commenting  on  the  condition  of  both  the  distributing  services 
and  the  manufacturing  plant,  says  -."^ 

"  I  would  also  again  invite  your  consideration  to  the  subject  of  the 
rearrangement  of  the  general  distribution  of  gds  through  the  city  by  the 
substitution  of  larger  mains  in  many  portions  thereof,  it  being  almost 
impossible  to  supply  certain  sections  of  the  cily  during  the  early  hours 
of  the  evening,  the  demand  for  gas  in  these  districts  and  throughout 
the  city  already  taxes  the  manufacturing  capacity  of  the  works  to  their 
utmost  extent,  and  it  is  imperatively  necessary  that  extensive  additions 
should  be  made  at  once  to  the  manufacturing  department,  in  order  to 
meet  the  demand  thus  made." 

Attention  is  then  called  to  the  new  regenerative  system  _  of 
furnaces  recently  tried  at  the  works  which,  however,  required  im- 

'  Fifty-second  Annual  Report  of  the  Trustees  of  the  Philadelphia 
Gas  Works,  January  28,  1887,  page  32  et  seq. 
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portant  changes  in  the  plant  if  they  were  to  attain  their  greatest 
efficiency. 

"  If  it  is  proposed  to  run  the  Ninth  Ward  Works  to  their  utmost 
capacity,  in  connection  with  the  regenerative  system  of  manufacture, 
it  will  be  necessary  to  add  to  the  purifying  and  measuring  capacity  of 
that  works,  otherwise  the  gas  cannot  be  removed  from  the  benches  or 
purified  and  measured  as  rapidly  as  manufactured,  which  would  prevent 
the  realizing  of  the  benefit  expected  by  the  adoption  of  the  system.  The 
purii'.\ing  capacity  since  the  regenerative  system  has  been  in  operation 
the  past  month  has  been  taxed  to  the  utmost,  and  compelled  the  forcing 
of  the  gas  through  the  purifiers  and  pipes  beyond  their  safe  capacity, 
causing  a  heavy  back  pressure  during  the  heaviest  manufacture,  which 
is  damaging  and  dangerous  to  the  benches." 

The  following  year  (1888)  when  the  |)lant  was  under  direct 
city  control  the  chief  of  the  Bureau  of  Gas  in  his  first  report  sums 
up  the  condition  and  needs  of  the  works  in  the  following  words  : 

"  Upon  the  subject  of  large  mains,  I  will  take  occasion  to  remark, 
that  wherever  they  have  been  laid  they  have  always  benefited  the  dis- 
tribution, and  that,  by  reason  of  their  introduction,  the  complaints  of 
a  few  years  ago  of  a  poor  supply  in  the  districts  through  which  they 
have  been  placed,  numbered  as  they  were  by  the  thousands,  were  reduced 
to  a  very  few,  which,  upon  investigation  were  traced  to  local  causes.  I 
would  urge  the  importance  of  immediate  attention  being  given  to  the 
laying  of  large  mains,  so  that  the  miles  upon  miles  of  small  pipes  laid 
within  a  few  years  may  be  properly  supplied.  The  large  mains  now 
supplying  them  were  sufiBcient  for  the  purpose  when  put  down,  but, 
owing  to  the  rapid  growth  of  the  city,  are  now  inadequate.  Unless 
this  matter  be  acted  upon  promptly  greater  cause  for  complaint  will 
exist,  and  that  cause  will  be  increased  with  every  length  of  small  pipe 
laid.  Great  difficulty  is  now  experienced  by  co.nsumers  in  getting  suf- 
ficient gas  in  the  early  part  of  the  night,  and  it.  seems  hardly  necessary 
to  say  that,  with  twenty  miles  more  of  small  pipe  to  be  laid  this  year, 
unless  the  feeding  capacity  is  much  enlarged,  that  difliculty  will  be 
greatly  increased  before  the  close  of  the  year.  Some  relief  will  be 
afforded  by  the  laying  of  the  mains  provided  for  in  the  ordinance  ap- 
proved December  0,  1S87,  but  that  will  not  1)e  nearly  suflicient  if  we  are 
to  remove  all  cause  for  complaint.  «  *  *  xhe  introduction  of  the 
large  pipes,  and  that  alone,  will  remedy  the  'difficulty.  *  *  *  The 
recent  trouble  has  been  due  entirely  to  the  facts  stated,  as  may  be 
demonstrated  any  night.  *  *  *  Everybody  lights  up  at  the  same 
hour.  This  immense  demand  exhausts  a  greater  quantity  of  gas  from 
the  small  pipes  than  can  be  replaced  at  once,  and  this  results  in  a 
diminished  flame,  which  continues  until  later,  when  by  pressure  caused 
by  extinguishment  of  lights  in  stores  and  factories,  the  pipes  are  again 
filled. 

"  A  necessity  also  exists  for  more  holder  capacity,  and  as  it  takes 
considerable  time  to  excavate  for  and  construct  the  tanks  and  holders, 
the  work  should  be  speedily  begun  if  we  are  to  have  the  use  of  them 
during  the  coming  winter.  We  have  been  exce'edingly  fortunate  in  get- 
ting through  the  present  winter  without  any  great  inconveniences,  but 
wo  cannot  reasonably  expect,  with  the  constantly  increasing  demand 
for  gas,  to  pass  another  winter  so  easily  with  the  same  capacity.  In 
another  aspect  have  we  been  fortunate.  At  the  height  of  the  demand 
more  gas  is  consumed  than  it  is  possible  for  us  at  the  present  to  make. 
Had  an  accident  happened  whereby  we  should  have  been  deprived  of  the 
use  of  any  portion  of  our  manufacturing  or  storage  departments  just 
at  that  time,  the  inevitable  result  would  have  been  that  portions  of  the 
city  must  have  been  in  darkness.  I  wish  to  guard  against  the  possi- 
bility of  such  a  thing  occurring,  and  it  is  with, 'some  degree  of  earnest- 
ness that  I  urge  an  enlargement  of  both  of  these  departments.     The 
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adoption  of  the  means  of  giving  an  increased  manufacturing  capacity, 
sanctioned  by  yourself  and  his  Honor  the  Mayor,  would  see  us  safely 
through  this  and  several  succeeding  years.  As  to  the  storage  question, 
there  should  be  a  oue-millon  holder  located  in  the  southwestern  part  of 
the  city,  and  another  of  equal  size  at  the  Twenty-flfth  Ward  Works 
*  *  *.  As  a  means  of  giving  a  greater  manufacturing  capacity,  I 
will  say,  that  by  substituting  what  is  known  as  the  half  regenerative 
system  for  the  stacks  at  present  in  the  Ketovt  House  at  the  Twenty- 
sixth  Ward  Works,  we  can  increase  the  capacity  more  than  threefold 
without  requiring  more  room  and  without  adding  to  the  labor  account. 
As  at  present  we  can  make  1,500,000  cubic  feet,  while  with  this  improve- 
ment the  output  would  reach  5,000,000  cubic  feet.  This,  however,  would 
involve  an  additional  expenditure  for  a  30-inch  main  to  the  Ninth 
and  IMifflin  streets  holder  station,  and  thence  to  the  ,SO-inch  main  at 
Front  and  Chestnut  streets,  A  new  purifying  house,  with  pans,  etc., 
and  a  new  station  meter,  would  also  be  necessary  if  this  suggestion  is 
adopted.  The  half  regenerative  system  is  already  in  successful  opera- 
tion in  several  cities. 

"  Among  the  actual  necessities  are  two  18-inch  exhausters — one  at 
the  Twenty-sixth  Ward  Works,  to  replace  one  just  broken  down,  and 
one  at  the  Fifteenth  Ward  Holder  Station.  ,  This  latter  one  will  be 
required,  so  that  the  object  sought  by  the  construction  of  the  holder 
at  that  point  already  provided  for  can  be  accomplished.  Without  it  I 
question  whether  the  supply  of  gas  iu  the  northwestern  part  of  the  city 
will  be  materially  improved. 

"  Greater  facilities  are  required  at  the  Ninth  Ward  Works  for  cool- 
ing the  gas  before  it  enters  the  purifiers.  These  can  be  obtained  by 
running  a  20-inch  air  condenser  around  the  eastern  end  of  the  retort 
house.  There  is  no  question  that,  at  present,  the  gas  goes  into  the 
condensers  and  washers  at  too  high  a  temperature.  By  the  extension 
of  the  air  condensing  surface  as  above  indicated  the  quality  of  the  gas 
will  be  undoubtedly  improved.  This  air  condenser  was  among  the  im- 
provements contemplated  by  the  Trust,  but  it  was  not  placed  in  posi- 
tion for  want  of  time." 

The  problem  of  how  to  make  the  ga>s  works  efficient  was  evi- 
dently one  which  would  necessitate  the  expenditure  of  a  large 
amount  of  money  and  radical  changes  both  in  the  methods  of  manu- 
facture and  the  distributing  system.  The  city  received  from  the 
gas  trust  a  number  of  dilapidated  buildings  fitted  with  machinery 
of  a  type  long  abandoned  by  progressive  manufacturers,  and  a  sys- 
tem of  gas  mains  of  capillary  dimensions  which  involved  high 
pressure  and  great  leakage  in  order  to  deliver  the  gas  to  the  con- 
sumers. 

In  a  word,  the  officers  to  whom  the  city  entrusted  the  manage- 
■ment  of  its  gas  supply  had  a  stupendous  task  before  them.  They 
were  given  the  management  of  a  portion  of  the  public  works  on 
the  verge  of  ruin  and  which  might  be  expected  to  fall  to  pieces 
at  any  moment.  They  started  under  the  worst  possible  conditions 
knowing  that  they  must  look  to  councils  for  large  appropriations 
if  they  were  to  make  the  gas  works  a  success. 

Under  such  conditions,  it  is  a  surprise  to  learn  that  in  spite 
of  the  state  in  which  the  works  were  received  from  the  trust,  the 
city  officers  were  able  to  report  decided  improvements  in  all  lines 
at  the  end  of  the  first  year  of  management.  The  chief  of  the  Bu- 
reau of  Gas  in  discussing  the  operations  fdr  the  year,  said : 

"  It  is  gratifying  for  me  to  be  able  to  say  'that  it  is  the  best  exhibit 
yet  made  since  the  establishment  of  the  gas  works,  showing,  as  it  does. 
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a  decidedly  increased  yield  in  the  production  of  gas  per  pound  of  coal, 
a  marked  increased  yield  of  coke  and  an  increased  yield  in  all  other 
residuals,  and  it  is  equally  gratifying  to  be  able  to  say  that  this  result 
has  been  reached  with  a  reduction  in  the  expense  account.  In  the 
matter  of  an  increased  yield  in  the  productiori  of  gas  to  the  pound  of 
coal,  the  figures  have  advanced  from  4.54  cubic  feet  in  1886  to  within 
a  small  fraction  of  4.70  cubic  feet  per  pound  of  coal  for  the  twelve  months 
of  1887.  The  benefit  experienced  by  this  increase  can  be  better  appre- 
ciated when  it  is  stated  that  had  the  percentage  of  1886  continued 
during  1887,  the  yield  would  have  been  3,052,565,000  cubic  feet  as  against 
3,154,842,000  cubic  feet,  the  actual  yield.  This  is  a  gain  of  102,277,000 
cubic  feet,  which,  at  $1.50  per  thousand  feet,  represents  a  gain  of 
$153,415.50.  The  increase  in  the  item  of  coke  sold  as  compared  with 
1886,  amounts  to  204,077  bushels,  and  so  with  the  other  residuals,  the 
increase  has  been  correspondingly  satisfactory.'" 

There  was,  nevertheless,  as  is  shown  in.  the  report  of  the  di- 
rector of  public  works  elsewhere,  still  an  actual  loss  in  the  opera- 
tion by  the  city  in  1887,  just  as  there  had  been  under  the  trust 
for  many  years,  but  in  the  following  year,  1888,  the  actual  deficit 
of  former  years  was  changed  to  a  credit. 

Deficit   1887 $108,538.03 

Excess  of  receipts  1888 ,     553,420.95 

"This  change  of  balance,"  says  the  director  of  public  works, 
"arises  solely  from  the'  economical  management  introduced  in  1887 
and  from  the  introduction  of  labor  saving  machinery  and  modern 
processes."  The  new  machines  provided  were,  however,  but  a  be- 
ginning in  the  changes  that  needed  to  be  made.  The  item  of  ex- 
penditures for  "works"  and  "repairs"  rose  from  $338,378.13  in 
1886  to  $417,317.00  in  1887,  but  this  represented  no  unusual  ex- 
penditure in  extending  the  equipment  of  the  plant.  More  than 
$141,000  of  the  expenditure  was  incurred  for  "wages  of  mechanics 
and  laborers  engaged  in  repairing  of  works,"  and  only  $93,175 
was  specifically  charged  against  "works." 

The  expenditure  for  service  pipes  rose*  slightly,  but  as  a  pe- 
culiar example  of  shortsightedness,  the  expenditures  for  street 
mains,  which  had  become  the  most  pressing  need,  were  limited  by 
the  appropriations  of  councils  to  $85,031.83,  or  but  59  per  cent,  of 
the  lowest  expenditures  for  a  similar  object  by  the  gas  trust  for 
each  of  the  four  years  preceding.  That  councils  should  still  remain 
deaf  to  the  wishes  of  the  people  after  the  numerous  complaints  on 
this  point  in  the  gas  trust  period,  is  most  surprising  and  that  the  , 
management  of  the  works,  tied  down  as  it  was  by  these  inadequate 
appropriations,  was  still  able  to  improve  upon  the  showing  of  the 
last  year  of  trust  management,  was  no  less  remarkable. 

IV— LABOR  AS  AN  ELEMENT  IN  THE  COST  OF  PRODUCTION. 

Besides  the  physical  obstacles  which  had  to  be  overcome,  how- 
ever, the  success  of  the  works  was  hindered  in  other  ways.  Both 
the  purchasing  and  selling  accounts  seem  to  have  been  loosely 
managed,  the  awarding  of  contracts  was  not  unattended  by  favorit- 
ism and  politics  admittedly  played  an  important  part  in  the  em- 
ployment and  discharge  of  employees.  Naturally  the  most  import- 
ant field  for  improper  influence  was  the  manufacturing  account, 
»  Annual  Report  of  the  Chief  of  the  Bureau  of  Gas,  1887,  page  I. 
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in  which  the  most  men  were  employed  and  where  almost  all  the 
important  contracts  were  granted. 

The  payroll  of  the  men  engaged  in  the  manufacture  of  gas 
formed  the  most  vulnerable  point  of  attack  upon  the  resources  of 
the  works.  In  the  trust  period  this  had  been  a  general  dumping 
ground  for  all  the  political  henchmen  who  could  not  be  more  con- 
veniently stowed  elsewhere.  This  abuse  did  not  cease  when  the 
city  took  active  control.  In  the  last  year  of  trust  management 
the  wages  represented  $0,299  in  the  cost  of  every  thousand  feet 
of  gas  manufactured,  and  the  first  year  of  municipal  management 
saw  this  rise  to  $0,311.  Thereafter  the  labor  cost  of  the  manu- 
facture of  gas  gradually  but  steadily  fell  throughout  the  period, 
reachiag  $0.30  in  1897,  the  last  year  of  municipal  operation.  This 
seems  a  remarkably  favorable  showing — a  reduction  to  two-thirds 
the  labor  cost  of  a  decade  before — and  compared  with  the  cost  un- 
der trust  management,  it  undoubtedly  is  such.  The  difference  is 
to  be  attributed,  it  is  true,  not  only  to  increased  efficiency  or  more 
economical  service,  but  in  a  large  degree  to  the  increased  produc- 
tion of  gas  per  pound  of  coal  and  the  introduction  of  improved 
machinery. 

Wages  Paid  for  the  Manufacture  of  Gas,  the  Amount  of  Gas  Man- 
ufactured and  the  Wage-cost  per  Thousand  Cubic 
Feet  of  Gas,  1886-1897. 
Wages  Cost  of  wages 

of  men  engaged  Amount  of  gas       per  cu.  ft.  of 

Year.  in  man'fg  gas}  manuf.  Cubic  feet,     gas  manuf. 

1886 $881,919.72  2,946,407,000  $0,299 

1887 981,788.81  3,154,842,000  0.311 

1888 915,647.82  3,209,874,000  0.285 

1889 565,970.29  2,231,509,000  0.253 

1890 508,187.84  2,177,073,000  0.233 

1891 483,577.89  2,092,315,000  0.230 

1892 516,018.68  2,223,188,000  0.232 

1893 528,849.20  2,339,119,000  0.226 

1894 513,480.93  2,605,378,000  0.197 

1895 565,079.67  2,728,065,000  0.207 

1896 628,649.82  2,997,065,000  0.209 

1897 ^..      608,360.11  ^  3,033,153,000  0.200 

The  showing  is,  nevertheless,  creditable  to  the  efforts  of  the 
officials,  especially  of  Director  Thompson,  who,  during  the  latter 
years  of  municipal  management,  made  special  efforts  to  reduce 
this  item  of  expense.  The  facts  as  thus  presented  are  apt  to  be 
misleading  and  do  not  disclose  the  real  state  of  affairs,  which  was 
that  though  a  great  improvement  had  been  made  over  the  days  of 
irresponsible  operation,  yet  the  management  of  the  item  of  labor 
at  the  works  was  thoroughly  imeconomical.  The  payrolls  were 
burdened  with  large  numbers  of  incompetents  whose  only  recom- 
mendation was  that  they  lived  in  a  certain  ward  and  were  party 

1  "  Wages  of  stokers  and  men  employed  in  retort  and  purifying 
houses  manufacturing  gas,  wheeling  coke,  etc." 
■'  To  November  30,  1897. 


C04  NATIONAL     CI\"IC     FEDEHATION. 

friends  of  men  powerful  in  politics.  The  number  of  persons  who 
could  be  employed  in  the  gas  works  was  a^  uncertain  ■  as  it  was 
elastic.  The  item  of  "wages"  being  merged  in  the  manufacturing 
account  made  the  detection  of  abuses  far  more  difficult  than  in  any 
other  city  department.  That  political  influences  were  present  in 
the  works  ^vas  a  matter  of  public  knowledge  and  the  chief  of  the 
Bureau  of  Gas,  in  testifying  before  the  Senate  investigating  com- 
mittee, December  22,  189  6,^  frankly  admitted  that  such  was  the 
case.  The  fact  that  for  similar  services  councils  provided  higher 
wages  than  private  companies  is  to  be  explained  in  part  by  the  fact 
that  many  of  those  employed  were  political  dependents  for  whom 
the  city  fathers  were  anxious  to  provide  satisfactory  reward  for 
service  performed.  Stokers  were  paid  a  salary,  it  was  asserted', 
of  $2.75  per  day.*  The  average  wage  paid  at  the  works  was  $1.75 
per  day,  although  the  director  of  public  works  declared  that  he 
could  oJDtain  equally  competent  men  for  $1.25.  This  policy  of 
paying  fifty  cents  a  day  above  the  market  value  of  labor  involved 
an  additional  annual  expense  of  $275,000.  The  payroll  was  fur- 
ther increased  through  the  addition  of  many  laborers  under  the 
elastic  account  of  "repairs."  The  director  of  public  works  often 
testified  that  under  such  unusual  wage  conditions,  there  were  fifty 
applicants  for  every  place.  Both  appointments  and  removals  were 
influenced  by  politics.  The  chief  of  the  Bureau  of  Gas  and  the 
-director  of  public  works  were  both  under  constant  pressure  to  ap- 
point friends  of  councilmeu  or  discharge  other  laborers  that  a 
vacancy  might  be  found  for  those  who  had  ipore  influential  friends. 

IsTor  were  the  political  influences  which  dominated  the  gas 
works  confined  to  the  securing  of  appointments.  Throughout  the 
works  political  assessments  known  as  "voluntary  contributions" 
were  semi-annually  collected  from  the  employees  and  handed  over 
to  the  assistant  director,  by  him  to  be  turned  over  to  the  ^tarty  in 
power,  "in  violation  of  the  spirit,  if  not  of  the  letter,  of  the  Bullitt 
bill  and  other  dvily  enacted  legislation."^ 

The  extent  to  which  political  influences  obtained  throughout 
the  gas  administration  may  be  further  illustrated  by  the  expedient 
adopted  by  the  Philadelphia  Gas  Company,  from  whom  the  city  pur- 
chased part  of  its  gas  after  1888.  So  numerous  were  the  appli- 
cants who  turned  up  with  letters  of  recominendation  from  council- 
men  that  the  company  thought  best  to  adopt  some  plan  which 
would  allow  them  to  sai;isfy  the  greatest  possible  number.  A  list 
of  all  those  seeking  work  was  kept  in  the  order  of  their  application 
and  after  three  months'  employment  the  men  were  discharged  in 
turn  to  make  room  for  those  on  the  waiting  list.  When  the  induce- 
ment to  curry  favor  with  the  city  legislatoBg  was  strong  enough  to 
cause  an  independent  company  to  adopt  such  novel  methods  in  the 
attempt  to  satisfy  all  parties,  it  could  hardly  be  expected  that  the 
publicly  managed  works,  for  the  maintenance  of  which  these  men 
would  be  called  upon  to  provide,  should  not  prove  susceptible  to 
political  pressure. 

"  "  Public  Ledger,"  December  23,  1896. 

'  Testimony  reportea,  "  Plilladelpbla  Record,"  December  23,  1896. 

"  Report  of  Senate  Committee. 
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The  conditions  under  wliich  men  were  emploji-ed  led  to  fur- 
ther inequality  of  treatment  within  the  works.  It  was  testified 
before  the  Senate  committee  that  part  of  the  men  did  almost  all 
the  work,  whil6  others,  presumably  with  strong  political  backing, 
had  not  enough  to  do  to  keep  them  busy.  It  has  even  been  as- 
serted that  some  of  the  employees  were  never  seen  at  the  works 
except  when  they  turned  up  on  pay  day  to  receive  their  checks.  The 
gas  works  employed  about  seventeen  hundred  men,  a  number  far 
in  excess  of  the  need,  as  in  Baltimore,  where  half  as  much  gas  was 
manufactured,  only  two  hundred  and  fifty  men  were  employed. 
The  result  was  a  very  high  labor  cost  in  Philadelphia  in  comparison 
with  other  cities.  The  antiquated  methods  used  in  certain  branches 
of  the  work  contributed  toward  still  further  increasing  the  labor 
cost,  as  the  older  methods  of  manufacture  required  a  larger  amount 
of  labor  per  thousand  cubic  feet  of  gas  produced. 

Whatever  may  have  been  the  needs  of  the  works  in  other 
directions  the  policy  of  considering  the  gas  works  as  an  institution 
designed  to  give  to  petty  politicians  "the  right  to  work,"  or  rather 
the  "privilege  to  make  a  living,"  was  one  which  contributed  in 
no  small  degree  toward  disorganizing  the  service  and  making  it 
inefficient. 

V— PRICE  PAID  FOR  COAL. 

The  abuses  prevalent  in  the  purchasing"  department  were  also 
notorious.  The  em|)loyment  of  inefficient  labor  increased  the  cost 
of  gas  on  one  side,  while  on  the  other  it  was  pushed  up  by  the 
unnecessarily  high  prices  paid  for  the  coal  used.  The  following 
table  shows  the  amounts  of  coal  charged  against  gas  and  the 
amounts  paid  for  the  same  for  the  years  of  municipal  management : 
Table  Showing  Coal  Carhonized  and  Cost  of  Coal  Charged  Against 

Gas. 

Cost  of  coal  Cost  of  coal 

Coal-carbon-  chafged  (average) 

Year.  ized  {torts).  against  gas.  to  the  city. 

1886 334,088  $1,153,601.06  $3.55 

1887 335,815  1,360,121.74  4.05 

1888 336,874  1,169,988.81  3.41 

1889 231,541  765,^34.04  3.30 

1890 224,182  778,455.00  3.47 

1891 215,141  798,641.67  3.71 

1892 231,520  775,'632.06         3.34 

1893 243,211  799,960.69         3.28 

1894 269,921  899,934.43         3.33 

1895 283,797  899,996.10         3.17 

1896 313,144         1,049,969.29         3.35 

18971 216,173  756,993.35  3.50 

The  coal  used  for  the  making  of  gas  was  of  a  particular  qual- 
ity from  which  it  was  claimed  by  far  the  best  results  could  be 
obtained. 

The  source  of  the  coal  for  the  years  1895-1896  and  the  prices 
paid  to  the  various  companies  are  shown  by  the  following  table : 

^o  November  30,  1897. 
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This  table  shows  two  interesting  facts:  Firsts  that  the  region 
from  ■which  the  supply  of  gas  coal  was,  drawn  was  a  small  one 
centered  in  the  Yonghiogheny  valley  and  that  there  was  a  remark- 
able uniformity  in  the  bids  submitted.  These  fields  were  so  sit- 
uated that  they  could  send  coal  to  Philad.elphia  at  prices  unap- 
proachable by  other  sources  of  gag  coal.  The  Senatorial  committee 
of  investigation  elicited  further  informatioli  on  the  subject.  The 
reports  submitted  to  them  showed  that  for  the  five  years  ending 
with  1896,  180,000  to  300,000  tons  were  bought  annually  from  four 
companies  in  Westmoreland  county,  the  Westmoreland,  Perm, 
Manor  and  0.  B.  Orcutt  coal  companies,  !and  about  60,000  tons 
were  obtained  yearly  from  five  West  Virginia  companies.  The  con- 
tract prices  which,  within  a  cent  or  two,  were  the  same  for  each 
coal  company,  included  freight  charges  to  the  works  and  ranged 
from  $3.49  per  ton  in  1893  to  $3.71  per  ton  in  1893  and  down 
again  to  $3.45  in  1896.  The  chief  of  thd  Bureau  of  Gas  stated 
that  bids  were  advertised  for,  but  that  there  were  no  other  bidders 
than  the  companies  named,  who  thus  practically  held  a  monopoly 
of  the  supply.^ 

The  price  paid  by  the  city  for  coal  was  ,a,  source  of  a  great  deal 
of  discussion  during  the  latter  years  of  municipal  management. 
It  wag  repeatedly  asserted  that  the  city  paid  too  much,  and  though 
exact  figures  are  almost  unobtainable,  the  contention  seems  to  be 
justified.  Comparison  cannot  justly  be  made,  however,  with  the 
price  of  ordinary  coal  in  the  market,  as  the  gas  coal  regularly  sold 
at  an  advance  of  from  five  to  ten  cents  a  ton.* 

Even  when  allowance  is  made  for  this  difference,  however,  the 
inequality  is  not  wholly  explained  and  it  was  found,  for  example, 
that  in  1893-1895  the  same  gas  coals  could  be  purchased  at  South 
Amboy,  eighty  miles  farther  distant  from  the  coal  fields  than 
Philadelphia,  for  $3.90  and  $3.15,  prices  substantially  less  than 
paid  by  the  city. 

Fragmentary  as  is  the  evidence  on  this  subject,  it  all  points 
to  the  conclusion  that  the  city  was,  to  say  the  least,  not  purchasing 
in  a  free  market.  Whether  the  entire  diffeBenee  in  price  was  due 
to  the  practical  monopoly  of  the  supply  by  the  coal  companies 
in -question  or  whether  there  were  other  less  evident  reasons  why 
the  contracts  should  be  placed  always  where  they  were,  has  never 
been  satisfactorily  answered. 

VI— THE  DISTRIBUTING  SVSTEM. 
It  has  been  shown  that  the  high  labor  cost  was  partly  due  to 
the  needlessly  large  number  of  employees  and  partly  to  the  anti- 
quated machinery  used  at  the  works.  We  have  already  referred 
to  the  fact  that  the  condition  of  the  plant  at  the  time  it  was  sur- 
rendered to  the  city  by  the  trust  was  such  is  to  make  large  appro- 
priations necessary  for  the  modernizing  of  the  manufacturing  as 

'  See  testimony  before  Senate  Committee  reported  in  "  Public  Led- 
ger," December  22,  1896. 

'  See  testimony,  "  Public  Ledger,"  December  26,  1896. 
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well  as  the  distributing  system.  Councils  seemed  willing  to  make 
considerable  appropriations  to  improve  thg  manufacturing  plant 
and  the  capacity  of  the  works  was  brought  to  such  a  point  that  for 
several  years  the  bureau  was  able  to  report  that  it  could  produce 
all  the  gas  that  was  needed.  On  the  other  hand,  councils  consist- 
ently refused  to  make  adequate  provision  for  the  modernizing  of 
the  distributing  system.  Throughout  the  period  of  municipal  op- 
eration the  fatal  defect  was  that  the  distributing  system  was  en- 
tirely out  of  harmony  with  the  size  of  the  city.  This  defect  coun- 
cils consistently  refused  to  remedy.  During  the  eleven  years  of 
municipal  operation  considerable  sections  of  the  city  were  sup- 
plied through  pipes  so  small  that  it  required  unduly  high  pressure 
at  the  works  and  exhaust  pumps  at  the  holders  to  force  the  gas  into 
the  houses.  This  gave  rise  to  the  inordinately  high  percentage  of 
gas  lost  in  distribution.  Further,  enormous  quantities  of  service 
pipes  required  renewal.  The  rotting  of  old  pipes  allowed  the  escape 
of  an  ever  increasing  quantity  of  gas. 

Many  of  the  pipes  had  lain  in  the  groimd  so  long  that  they 
were  rapidly  rotting.  Chief  Park  testified  that  many  of  these 
taken  up  by  his  repair  gangs  were  so  thoroughly  decomposed  that 
they  fell  to  pieces  of  their  own  weight  and  often  when  uncovered 
were  found  to  have  holes  a  foot  long.  The  earth  surrounding 
them  had  been  turned  black  by  the  large  amounts  of  gas  which  had 
escaped.  To  remedy  these  conditions  was  one  of  the  chief  pur- 
poses of  the  officers  in  charge  of  the  work?.  Appropriations  for 
better  mains  were  consistently  urged  upon  councils,  but  all  to  no 
purpose.  Up  to  1891  those  in  charge  succeeded  in  having  the 
appropriation  raised  a  little  from  year  to  year,  but  after  that  the 
amount  feil  almost  without  exception,  reaching  the  minimum  of 
$80,637.88  in  1896. 

Owing  to  the  refusal  of  councils  to  make  these  necessary 
changes  the  percentage  of  leakage  steadily  increased  and  the  com- 
plaints of  the  public  became  more  and  more  insistent.  As  a  pos- 
sible means  of  relief  the  chief  of  the  Bureau  of  Gas  sought  to  dis- 
tribute a  greater  number  of  holders  throughout  the  city  and  sup- 
ply these  sub-stations  with  large  mains  frpm  the  works.  Thus 
the  necessity  of  high  pressure  would  be  somewhat  reduced.  While 
this  expedient  was  partially  successful,  it  could  not  do  away  with 
the  chief. source  of  loss — the  leakage  through  the  small  and  rotten 
pipes. 
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Too  much  credit  can  hardly  be  given  those  in  charge  for  the 
persistent  efforts  made  to  improve  this  portion  of  the  equipment 
with  the  limited  means  at  their  disposal,  and  in  comparison  with 
the  trust  period,  what  they  accomplished  is  indeed  remarkable. 
From  the  foregoing  table  it  wilf  be  seen  that  the  length  of 
mains  of  the  larger  sizes — six  inches  and  over — laid  during  the 
first  ten  years  of  municipal  management  w'as,  taken  in  the  aggre- 
gate, more  than  was  laid  by  the  trust  in  the  two  decades  preceding 
and  in  the  six-inch  and  twenty-inch  sizes,  of  which  the  greatest 
lengths  were  laid,  on  an  average  more  than  four  times  as  much  was 
laid  annually  by  the  city  as  by  the  trust.  We  must  admit  that 
whatever  may  have  been  the  shortcomings  of  city  control,  those  in 
charge  clearly  realized  what  it  was  that  impaired  the  eihciency 
of  the  works  and  that,  had  their  advice  been  followed  by  councils, 
conditions  would  have  been  greatly  altered  for  the  better. 

ISTo  more  conclusive  proof  that  the  requests  were  justified 
and  based  on  sound  business  principles  can  be  given  than  a  com- 
parison with  the  length  of  mains  laid  by  the .  United  Gas  Im- 
provement Company  after  it  took  possessiftn  of  the  plant.  Such 
a  strong  contrast  does  this  present  that  the  table  is  here  given  in 
detail. 

vii— the  system  of  accounting. 

"■'miscellaneous"  expenditukes. 

The  records  of  the  chief  of  the  Bureau  of  Gas  do  not  permit 
of  an  accurate  statement  of  the  expenses  of  the  various  depart- 
ments of  the  gas  works.  The  traditions  of  .trust  management  were 
continued  to  the  extent  of  having  a  large  "miscellaneous"  account; 
into  which  all  charges  difficult  to  classify,  and  many  others  for 
which  such  an  excuse  cannot  be  found,  were  entered.  It  was,  in 
fact,  a  general  dumping  ground  for  all  expense  accounts  which  it 
seemed  advisable,  for  political  or  other  reasons,  not  to  include  in 
other  departments.  An  examination  of  the  reports  seems  to  jus- 
tify the  conclusion  that  this  large  item  was  used  in  a  way  which 
tended  to  cover  up  the  actual  results  of  operations  in  some  of  the 
most  important  departments.  For  example,  in  the  "Preferred 
Loans"  account  for  1896  we  find  the  following  entry : 

"  By  miscellaneous  payments,  Including  wages  of  inspectors,  etc., 
and  salaries  of  ofScers  and  clerks,  $340,545.67." 

The  amount  is  in  itself  suspicious  when  included  under  so 
indefinite  a  heading  as  "miscellaneous,"  and  there  seems  to  be  no 
good  reason  why  the  salaries  of  inspectors  should  not  have  been 
charged  against  the  manufacturing  or  distributing  accounts  respec- 
tively, and  the  same  is  true  to  a  large  extent  of  the  salaries  of 
officers  and  clerks. 

The  amounts  charged  against  this  elastic  item  are  as  follows : 


612  NATIONAL     CIVIC     FEDERATION. 

Amounts  Entered   Under   the  Heading   ''Miscellaneous"   for   the 
Years  1887-1896. 

1887 $318,367.87   (April  1  to  December  31) 

1888 38§,848.43 

1889 336,238.05 

1890 320,278.08 

1891 333,960.60 

1893 363,810.05 

1893 368,533.52 

1894 393,229.13 

1895 389,533.67 

1896 340,545.67 

The  item  listed  as  "miscellaneoias"  which  had  the  most  unin- 
terrupted growth  was  that  of  salaries  and  wages,  an  account  in 
which  we  have  already  seen  there  was  mu'eh  abuse  throughout  tha 
whole  period  of  municipal  operation.  In  1888,  the  first  full  year  of 
municipal  operation,  this  item  was  $317,77-2.62 ;  in  1889  it  dropped 
to  $267,475.89,  but  steadily  grew  thereafter,,  reaching  $340,119.24  in 
1895.  The  detail  of  expenditures  is  full  of  curious  entrieswhich  seem 
queer  indeed  in  a  gas  manufacturing  establishment,  and  by  their 
changeable  amounts  in  different  years  and  sporadic  appearance, 
seem  to  show  that  the  expenditures  might  be  entered  as  "extraor- 
dinary" as  well  as  "miscellaneous."  Cqhsidering  the  report  of 
1896  as  a  fair  example,  we  may  note  the  following  interesting  en- 
tries : 

Drugs,  $1,503.36;  veterinary  medicine,  $247.35;  items  which 
taken  together  are  almost  three  times  the  expenditure  for  harness, 
etc.,  and  seem  liberal  indeed,  especially  as  the  works  no  longer  de- 
livered its  own  by-products  and  hence  ha'd  a  limited  number  of 
horses.  Other  interesting  entries  are:  Ice,  $624.75;  matches, 
$296.41 ;  candles,  $315.25.  In  short,  th^  miscellaneous  account 
even  as  it  stands  seems  to  show  items  which  are  of  doubtful  use  in 
manufacturing  gas.  How  far  the  entries^  of  a  reasonable  charac- 
ter may  have  been  padded  also  it  is,  of  co.urse,  impossible  to  say. 

VIII— THE  QUALITY  OF.  GAS. 

The  quality  of  gas  was  a  frequent  topic  of  discussion  and 
considerable  complaint  throughout  the  period  of  municipal  man- 
agement. From  1888  until  the  close  of  ihe  period  of  municipal 
management  the  city  purchased  a  portioij  of  the  supply,  varying 
from  thirty-six  to  forty  per  cent.,  from  sf  private  company.  The 
gas  thus  purchased  was  made  by  the  "water  gas  process,"  and  by 
contract  was  required  to  be  of  twenty-two :  candle  power.  The  gas 
delivered  to  the  consumer  was  a  mixture  formed  of  this  purchased 
water  gas  and  the  coal  gas  manufactured  by  the  city.  The  coal  gas 
during  the  first  two  years  of  responsiblef  management  averaged 
17.65  candle  power  in  1887  and  18.54  in  1888.  The  year  follow- 
ing the  purchase  of  the  water  gas  began.  The  mixture  showed  a 
decided  improvement  and  the  candle  power  rose  above  twenty. 
This  was  about  the  average  for  the  next  three  years,  but  from  1892 
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to  1897  the  average  dropped  to  a  little  over' nineteen  candle  power. 
This  was  the  standard  in  the  holders  where  tested,  but  it  is  doubt- 
ful whether  the  mixture  averaged  as  high  as  this  in  all  places,  as 
the  system  of  distribution  made  it  highly  probable  that  the  gases 
were  not  mixed  in  the  same  proportion  in  all  districts,  and  proba- 
bly a  poorer  gas  was  .the  rule  in  the  portions  of  the  city  not  supplied 
from  the  holders  where  the  tests  were  made. 

Further,  another  fact  repeatedly  ur^ed  by  the  public  and 
gradually  admitted  by  the  management  of  the  works  must  be  kept 
in  mind,  namely;  that  although  the  gas  registered  a  fair  candle 
power  in  the  holders  it  had  nowhere  near  that  lighting  or  heating 
capacity  in  the  burners  of  the  consumers.  For  this  condition  of 
affairs  various  reasons  were  assigned  and  -chief  among  these  was 
the  lack  of  adequate  mains,  involving  high  pressure  and  great  leak- 
age and  necessitating  the  forcing  of  the  gas  rapidly  through  the 
pipes.  This  resulted  in  condensation  and  the  partial  loss  of  the 
hydrocarbon  content.  A  further  common  reason  for  the  poor 
service  was  the  stoppage  of  the  pipes.  A  white  substance  called 
naphthaline  condensed  from  the  gas  gradually  attached  itself  to 
the  inside  of  the  pipe  and  by  accumulating  stopped  the  flow.  This 
substance,  it  was  claimed  by  the  chief  of  the  Bureau  of  Gas,  was 
"condensed  from  that  portion  of  the  gas  which  gives  it  its  illum- 
inating power,  which  is  decreased  in  proportion  to  the  condensa- 
tion."i  Thus  the  gas  was  lessened  in  lighting  value  in  proportion 
to  the  difficulty  of  delivery  to  the  consumer. 

Much  trouble  was  experienced  in  trying  to  remove  this  naph- 
thaline from  the  pipe.  At  first  it  was  usually  removed  by  forcing 
a  flame  of  wood  alcohol  through  it  or  a  jet  of  high  pressure  steam. 
These  expedients,  however,  were  difficult  of  application  and  from 
the  nature  of  the  case  could  not  be  applied 'throughout  the  distrib- 
uting system.  Later  the  trouble  was  gradually  lessened  by  the  use 
of  certain  products  fi;om  naphtha,  which  were  mixed  with  the  gas 
at  the  works.  Even  this,  however,  was  but.  a  partial  remedy  and 
the  just  complaints  against  the  quality  of  the  gas  when  delivered 
constantly  increased  during  the  period  of  municipal  operation. 

IX— RESIDUALS. 

One  of  the  most  important  factors  in  determining  the  success 
or  failure  of  a  gas  plant  is  the  way  in  which  the  by-products  are 
handled.  Indeed,  in  determining  profits  thi?  portion  of  the  man- 
agement is  quite  as  important  as  any  other  single  item.  The  resi- 
dual account  appears  to  have  been  one  of  the  most  loosely  man- 
aged during  the  period  of  municipal  operation.  Hero  again  de- 
cided improvement  was  gradually  being  made  as  compared  with  the 
gas  trust  period,  but  the  results  from  operation  and  from  the  dis- 
posal of  the  products  were  far  below  what,  they  would  have  been 
under  efficient  management. 

The  amount  received  from  residuals  in  1870  under  trust  man- 
agement had  been  but  15.4  per  cent,  of  the  price  paid  for  coal ;  in 
'  See  testimony  reported  in  "Public  Ledger,"  November  29,  1895. 
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1875,  17  per  cent.,  and  in  1888,  21.9  per  cent.  It  gradually  rose 
nntil  it  reached  30.1  in  the  first  year  of  municipal  control.  The 
return  the  following  year  rose  to  39.3  per  eent.  of  the  cost  of  coal 
and  showed  a  tendency  to  rise  still  higher  up  to  1893,  when  the 
maximum  of  46  per  cent,  was  reached.  During  the  remainder  of 
the  time  of  municipal  management,  the  proportion  varied  from 
36  to  39  per  cent.,  with  the  exception  of  1896,  when  there  was  a 
drop  to  30.6  per  cent.,  attributahle  to  the  low  price  of  coke. 

Quantities  of  CoJce  and  CoJce  Breeze  Sold  cCnd  Amounts  Received 

from  Residuals. 

Coke  Brfeze.  Received  from 

Year.                   GoJce.  (Bu.)              {Bushels.)  coke,  tar,  etc. 

Trust  $132,642.56 

1887 5,053,425                    480,370  City    277,844.68 

1888 4,641,266                    461,500  458,870.30 

1889 3,224,385                    434,650  325,017.07 

1890 3,925,894                    554,4^5  375,714.09 

1891 3,005,163                    606,000  306,387.55 

1893 3,389,513                    807,5^0  346,181.11 

1893 3,684,193                 1,123,445  368,773.36 

1894 3,691,698                 1,300,435  359,347.39 

1895 4,009,378                 1,357,4$0  330,611.91 

1896 3,836,933                 1,533,395  321,620.04 

18971 3,315,478                 1,194,390  ^  300,958.03 

Receipts  From  Sale  of  GoTce  and  Cost  of  Coal  Used  in  Making  Gas, 

and  Percentage  of  Cost  of  Goal  Received  by 

Sale  of  Coke,  1887-1897. 

Received  from  Per 

Year.  Cost  of  Coal.  sate  of  Coke.  Cent. 

1887 $1,360,131.74  $410,487.34  30.1 

1888 1,169,988.81  458,870.30  39.3 

1889 765,534.04  335,017.07  42.4 

1890 778,455.00  375,714.09  35.4 

1891 798,641.67  306,387.55  39.7 

1893 775,633.06  346,181.11  44.6 

1893 799,960.69  3'68,772.36  46.0 

1894 899,934.43  359,347.29  39.9 

1895 »'899,996.10  330,611.91  36.8 

1896 1,049,969.29  3'21,630.04  30.6 

1897 756,993.351  300,958.03  39.7 

Compared  with  the  results  under  trust  management  this  show- 
ing for  the  whole  period  was  most  satisfactory,  but  comparison  with 
other  gas  companies  operating  at  the  same  period  does  not  place 
the  matter  in  so  favorable  a  light.  The  report  of  the  Massachusetts 
board  of  gas  and  electric  light  commissioners,  published  in  1896, 
shows  the  results  obtained  by  companies  in  that  state.  The  receipts 
of  the  large  companies  from  the  sale  of  coke  amounted  from  forty- 
'To  November  30,  1897. 
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five  to  fifty-one  per  cent,  of  the  cost  of  the  eoal  used  in  the  manu- 
facture of  gas  and  the  average  for  forty-seven  companies  is  43.89 
per  cent.  In  comparison  with  the  results  obtained  by  the  Phila- 
delphia management  it  was  evident  that  something  was  wrong, 
either  in  the  manufacturing  process  or  in  "the  method  of  disposal 
of  the  products. 

The  testimony  before  the  Senate  investigating  committee  of 
1896  on  the  subject  of  what  amount  of  r^iduals  ought  to  be  ex- 
pected in  the  manufacture  of  coal  gas  is  of  conflicting  character. 
The  general  conclusion  reached  in  regard  to  the  Philadelphia  plant 
•  was  that  less  was  produced  than  should  be  obtained  from  the 
amount  of  coal  carbonized.  Coke,  it  was  claimed,  was  lavishly 
used  under  the  retorts  and  boilers,  thirty  per  cent,  being  thus  dis- 
posed of,  while  careful  management  would  -not  require  the  use  of 
more  than  twenty  per  cent.^ 

The  price  for  which  coke  was  sold  was -fixed  by  the  director  of 
public  works  and  the  chief  of  the  Bureau  of  Gas.  The  charge  was 
determined  by  the  condition  of  the  market  and  varied  from  three 
to  six  cents  per  bushel.  It  was  shown  before  the  Senate  committee 
that  the  prices  of  coke  varied  so  much  with  the  locality  and  the  sea- 
son that  no  comparison  with  other  cities  on  this  point  would  be 
justified,  and  they  reported  that  they  considered  the  price  obtained 
a  fair  one. 

The  greatest  irregularity  in  connection  with  the  disposal  of 
the  coke  arose,  however,  in  the  delivery  to  the  consumer.  In  the 
early  years  of  municipal  management  the  gas  works  maintained 
an  equipment  for  hauling  coke  and  a  profit  averaging  $5,000  a 
year  was  received  from  that  department,  but  the  carts  and  many  of 
the  horses  having  been  lost  in  a  fire  were  not  replaced  and  the  whole 
business  of  delivery  was  turned  over  to  Mr.  Hugh  Black,  select 
councilman  from  the  Thirty-sixth  Ward.  Black  had  no  contract 
with  the  works,  but  all  orders  secured  by  Tiim  were  given  prefer- 
ence. For  delivering  the  coke  he  received  from  75  cents  to 
$1.25  a  load,  according  to  the  distance  haaled.  Many  complaints 
were  made  by  independent  parties  who  could  not  get  coke  from 
the  gas  works,  but  the  department  gave  preference  to  "the  customer 
who  bought  all  the  year  round"  and  only  "whatever  was  not  taken 
by  Mr.  Black  was  sold  to  them  who  presented  themselves."^ 

The  management  of  the  sale  of  coke  was,  to  say  the  least, 
loose.  It  was  charged  that  even  much  more  than  the  "right 
amount"  of  coke  was  taken  on  a  load  and  the  indefinite  arrange- 
ment with  Mr.  Black,  especially  in  consideration  of  the  fact  that 
he  was  also  a  member  of  the  city  council,  was  unbusinesslike  and 
against  the  spirit  of  the  Bullitt  bill,  even  if  such  arrangements 
were  not  specifically  prohibited  by  it.     In  concluding  their  crit- 

'  See  testimony  of  Eugene  Vanderpool,  ex-President  of  ttie  American 
Gas  Light  Association,  given  before  the  Senate  Committee,  reported  by 
the  "  Public  Ledger,"  December  22,  1896. 

"  Testimony  of  the  Chief  of  the  Bureau  of  Gas  before  Senate  Com- 
mittee, reported  in  the  "  Public  Ledger,"  December  22,  1896. 
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icism  of  this  portion  of  the  management  the  Senate  committee 
said :    "The  practice  of  paying  Black  for  hauling  should  certainly 
be  discontinued  and  the  coke  disposed  of  as  a  whole  or  the  work  of 
hauling  be  let  out  by  contract  under  competitive  bidding  and  the  ' 
city  receive  the  profit  it  formerly  did  when  it  did  the  work  itself." 

The  sale  of  other  residuals  was  also  conducted  on  a  peculiar 
plan.  Instead  of  being  sold  by  the  pound  or  the  gallon,  the  tar 
and  ammonia  were  contracted  for,  the  buyers  agreeing  to  pay  a 
stipulated  price  per  ton  of  coal  carbonized  at  the  works.  The 
amount  of  residuals  obtained  was  stated  by  Chief  Park  in  1896  to 
be  about  twelve  to  thirteen  gallons  of  tar  per  ton  and  about  six 
ounces  of  ammonia.  These  by-products  were  disposed  of  under 
contract.  At  the  time  of  the  Senate  investigation  in  1896  the 
Ammonia  Company  of  Philadelphia  held  the  contract  for  the  am- 
monia by-products.  The  contract  was  let  e,very  three  months,  but 
the  company  in  possession  was  the  only  bidder.  The  amount  paid 
to  the  city  for  ammonia  was  computed  at  nineteen  cents  per  ton 
of  coal  carbonized. 

The  contract  for  the  disposal  of  tar  also  was  held  by  a  com- 
pany which,  though  it  nominally  held  its  contract  by  making  the 
lowest  competitive  bid,  virtually  had  a  monopoly  of  the  output. 
The  organization  was  composed  of  M.  Ehret,  Jr.,  William  L.  El- 
kins  and  George  D.  Widener,  operating  un,der  the  trade  name  of 
M.  Ehret  &  Company.  The  contract  for  the  disposal  of  the  prod- 
uct was  awarded  every  three  years.  Bids  Were  advertised  for,  but 
only  ten  days  before  the  award  of  the  contract,  so  that  it  was  prac- 
tically impossible  for  any  but  the  former  holders  to  be  ready 
with  proposals  at  the  time  the  contracts  were  awarded.  The  price 
paid  for  tar  in  1891  was  thirty-five  cents  per  ton  of  coal  carbonized, 
but  in  1894  the  contract  price  fell  to  twenty-four  cents.  There 
was  a  higher  bidder  in  the  latter  year,  but  it  was  alleged  that  "he 
had  not  facilities  for  disposing  of  the  tar  and  he  did  not  receive 
the  contract."* 

The  testimony  as  to  whether  this  was  a  fair  price  for  the  tar 
was  conflicting,  some  witnesses  stating  that  it  was  about  one-half 
of  what  it  should  be,  while  others  asserted  that  tar  could  be  im- 
ported from  Great  Britain  and  delivered  in  Philadelphia  at  about 
the  price  received  at  the  company's  works.  The  Senate  committee 
reported  "so  far  as  shown  by  the  evidence  before  your  committee, 
the  price  obtained  was  fair,  but  the  quantity  was  less  than  should 
have  been  produced  from  the  quantity  of  coal  carbonized  had  it 
been  properly  done." 

X— LEAKAGE. 

A  common  cause  of  complaint  against  'the  management  of  the 
gas  works  was  the  unusually  large  percentage  charged  as  "gas  un- 
accounted for."  This  was  the  portion  lost  to  the  city  by  condensa- 
tion, defective  meters,  differences  in  temperature  when  measured 
at  the  holder  and  measured  at  the  burner,  and  most  of  all,  leak- 

*  See  testimony  before  the  Senate  Committee  in  the  report  by  the 
"  Public  Ledger,"  December  22,  1896. 
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age  through  defective  pipes.  The  amount  thus  lost  showed  a  steady 
increase  which  the  management  claimed  they  were  entirely  unable 
to  check,  owing  to  the  insufficient  appropriations  by  councils.  The 
physical  causes  of  the  loss  of  so  large  a  part  of  the  product  were 
discussed  in  a  previous  section/  and  it  is  only  necessary  to  con- 
sider here  the  proportion  of  loss  due  to  this  cause.  A  large  per- 
centage of  gas  had  been  entered  as  "unaccounted  for,"  even  in  the 
trust  period,  but  it  rapidly  grew  during  municipal  operation.  At 
the  beginning,  though  large,  the  percentage  was  not  alarming. 
In  1889,  indeed,  it  had  fallen  to  12.4  per  cent.,  or  but  2.4  per  cent, 
higher  than  the  loss  by  the  management  of  as  efficient  a  system  as 
that  of  Glasgow  in  1896,  but  the  proportion  increased  rapidly, 
and  in  1896  was  far  above  any  other  impgrtant  gas  works  in  the 
country.  The  following  comparison  for  1^6  shows  the  enormous 
discrepancy. 

Table  Showing  Gas  Manufactured  and  Unaccounted  for  in  Various 

Cities  in  1896. 

Amount  of  Per- 
Oas  manufac-  Leakage  of  Gas  cent- 
City,                               tereii  1896.  unaccounted  for.  age. 

Philadelphia   4,913,461,000  1,132,646,138  23.0 

Manchester    3,762,570,000  116,560,000  3.1 

Glasgow   4,525,000,000  425,500,000  10.0 

Boston  Gas  Company. . .   1,130,189,700  32,692,630  2.89 

Brookline   Gas   Company      753,824,000  58,590,067  7.77 

Lowell  Gas  Company...       315,073,000  20,232,700  6.42 

Table  Showing  Increase  in  Gas  Unaccounted  for  in  Philadelphia 

for  the  Years  1887-1897. 

Per- 
Gas  Gas  unac-  cent- 
Year.                      Manufactured.  counted  for.  age. 

1887 3,154,842,000  441,340,419  13.9 

1888 3,209,874,000  470,736,019  14.8 

1889 3,151,156,000  399,342,299  12.4 

1890 3,311,995,000  494,825,734  15.0 

1891 3,391,887,000  467,970,172  13.8 

1892 3,584,589,000  561,650,395  15.9 

1893 3,803,316,000  632,873,186  16.6 

1894 4,110,401,000  1,003,856,929  24.4 

1895 4,422,752,000  1,002,140,315  22.6 

1896 4,913,461,000  1,132,646,138  23.0 

1897 4,777,310,000  1,390,946,273  29.0 

XI— THE  WATER  GAS  CONTRACT  OF  i888. 
The  exclusive  manufacture  of  gas  by  the  city  contimied  only 
during  the  first  two  years  of  responsible  municipal  management. 
At  the  close  of  the  second  year  of  public  management  it  was  evi- 
dent that  in  order  to  prevent  the  possibility  of  failure  in  the  gas 
supply  something  would  have  to  be  done  quickly  to  increase  it. 
^  See  Section  VI.  on  "  The  Distributing  System." 
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The  half-way  measures  adopted  by  coupcils  had  not  greatly 
increased  the  efficiency  of  the  works.  The  natural  course  in  such 
a  situation  would  seem  to  be  to  make  an  appropriation  for  the  con- 
struction of  new  works  at  the  earliest  possible  date.  Councils,  how- 
ever, adopted  the  plan  of  contracting  with  a  private  company  for 
the  manufacture  of  gas  to  supplement  that  made  at  the  city's 
works. 

The  ordinance  authorizing  the  contracts  through  which  this 
water  gas  plant  was  made  possible  was  approved  April  6,  1888. 
The  Philadelphia  Gas  Improvement  Company,  which  was  the  only 
bidder,  was  awarded  the  contract.  The  pre'sident  of  the  company 
was  William  L.  EUdns,  and  the  secretary  George  D.  Widener,  who, 
as  we  have  seen,  was  a  silent  partner  in  the  firm  of  M.  Ehret, 
Jr.,  &  Company.  The  letting  of  this  contract  for  the  supply  of 
water  gas,  like  all  others  connected  with  the  management  of  the 
gas  works,  seems  to  have  been  surrounded  by  peculiar  circumstances. 
The  advertisements,  according  to  the  testiniony  of  the  chief  of  the 
Bureau  of  Gas,  were  made  only  some  ten  days  before  the  actual 
awarding  of  the  contract.  Further,  the  cHief  of  the  Bureau  of 
Gas  had  not  been  consulted  in  the  drawing  up  of  the  specifications 
under  which  advertisements  for  bids  were  made.  There  are  indi- 
cations that  the  contracting  company  felt  itself  "in  the  hands  of 
its  friends,"  both  in  the  making  and  carrying  out  of  the  contract. 
The  circumstances  surrounding  the  construction  of  the  new  works 
seem  to  show  that  the  company  definitely  looked  forward  to  mak- 
ing their  sales  to  the  city  a  permanent  thing  and  that  they  had  no 
fear  of  the  purchase  of  the  plant  by  the  muhicipality.  The  works^ 
from  the  first  were  planned  and  built  on  a  larger  scale  than  had 
been  provided  for  in  the  ordinance  and  wete  at  various  times  in- 
creased in  size  without  further  action  of  councils.  As  substantiat- 
ing the  supposition  that  the  company  looked  to  increased  demand 
for  the  service  they  were  to  offer,  may  be  noted  the  testimony  of 
the  chief  of  the  Bureau  of  Gas  before  tlie  Senate  investigating 
committee  in  1896.  He  there  asserted  that  he  had  overheard  a 
conversation  of  the  officials  of  the  gas  company  with  an  officer 
of  importance  in  city  afliairs,  who  had  "giv«n  the  company  a  tip" 
that  "it  would  be  all  right"  to  build  a  larger  establishment  than 
that  authorized  in  the  ordinance.  Apparently  there  were  persons 
of  infiuence  in  municipal  politics  who  were  able  to  see  that  the 
municipal  plant  would  continue  to  operate'  in  its  crippled  condi- 
tion  and  would  be  under  the  necessity  of  calling  on  the  new  com- 

^The  main  authority  used  for  the  discussion  of  the  relations  be- 
tween the  Philadelphia  Gas  Improvement  Company  and  the  city  is  the 
official  report  of  the  Senate  Investigating  Cojmmittee.  The  following 
quotation  from  the  Senate  Report  bearing  on  this  phase  of  the  subject 
is  interesting : 

"  Under  this  contract  the  gas  company  proceeded  to  erect  a  plant 
described  in  the  specifications,  and  its  letter  of* acceptance,  which  would 
have  been  of  the' maximum  capacity  of  4,800,000  cubic  feet  per  twenty- 
four  hours,  but  under  the  verbal  direction  of  some  ofHeer  of  the  city 
whose  name  was  not  stated,  except  that  it  was  not  the  then  mayor, 
the  same  was  enlarged  by  additions  then  and  thereafter  made,  so  that 
its  capacity  is  now  in  the  generating  house  16,000,000  cubic  feet." 
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pany  for  an  ever  larger  amount  of  aid.  The  friendly  relations 
between  the  company  and  councils  continued  throughout  the  period 
in  which  the  municipality  was  concerned  itl  the  operation  of  the 
gas  works.  The  water  gas  establishment  was  increased  in  size 
even  faster  than  the  city  increased  the  apppopriations  for  the  pur- 
chase of  gas,  reaching  by  1896  a  capacity  of  12,000,000  cubic  feet 
per  day  instead  of  3,000,000  cubic  feet,  the  maximum  required  by 
the  ordinance. 

The  willingness  of  councils  to  appropriate  for  water  gas  was 
illustrated  by  their  action  in  1896,  when  of  their  own  motion  they 
raised  the  item  asked  for  by  the  Gas  Bureau  for  water  gas  from 
$600,000  to  $700,000. 

In  connection  with  this  willingness  of  Qouncils  to  make  large 
appropriations  for  water  gas,  it  is  interesting  to  notice  a  few  sen- 
tences from  the  reports  of  those  in  charge  of  the  public  operation 
of  the  gas  works.  Concerning  the  appropriations  we  find  the  fol- 
lowing statements : 

"  Several  contemplated  improvements  for  1896  *  *  *  have  been 
repeatedly  urged,  but  councils  have  not  as  yet  seen  tbeir  way  clear  to 
providing  tbe  money." 

"  If  the  extensions  suggested  had  been  authorized  the  department 
would  have  been  able,  upon  their  completion,  to  provide  the  additional 
demand  for  gas  from  the  city's  works." 

On  the  same  point  the  testimony  ofEered  before  the  Senate 
commiJ;tee  showed  that  there  was  "plenty  of  money  for  appropria- 
tions for  buying  water  gas,"  but  "very  little  for  the  extension  of 
street  mains."  Another  example  of  the  checkmate  policy  of  coun- 
cils which  worked  directly  to  the  advantage  of  the  water  gas  com- 
pany was  the  leasing  of  certain  of  the  buildings  of  the  Twenty-fifth 
Ward  Works  to  the  private  company.  In  these  works  had  been 
largely  concentrated  such  efforts  to  introduce  improvements  as  the 
meager  appropriations  granted  by  councils  had  made  possible.  The 
capacity  of  these  works  had  been  thus  increased  to  6,000,000 
cubic  feet  per  day,  and  when  in  working  order-  would  have  en- 
abled the  city  authorities  to  furnish  "the  full  average  quantity" 
purchased  from  the  independent  company.  _But  by  the  action  of 
councils  a  small  part  of  the  plant,  one  of  the  purifying  houses, 
was  rented  to  the  water  gas  company.  By  this  action  the  possi- 
bility of  operating  the  plant  was  cut  down  from  6,000,000  to 
1,000,000  cubic  feet  per  day  and  much  of  the  machinery  had  to 
remain  idle  because  the  gas  when  made  could  not  be  purified.* 

*  The  Senate  committee  here  reports : 

"  But  it  appeared  that  at  the  Twenty-fifth  Ward  Works  of  the  city, 
stated  to  be  of  a  capacity  of  6,000,000  feet  per  day,  in  fact  only  about 
1,000,000  cubic  feet  of  gas  per  day  are  manufactured  and  that  certain 
parts  of  its  apparatus,  to  wit,  one  of  its  purifying  houses,  is  rented 
together  with  one  of  its  holders  to  the  Philadelphia  Gas  Company,  so 
that  the  actual  capacity  of  the  Twenty-fifth  Ward  Works  is  thereby 
reduced  to  a  mere  nominal  quantity  and  that,  although  the  machinery 
and  apparatus  are  erected  and  in  place  and  have  within  two  years  been 
so  added  to  that  it  ought  to  bo  ready  and  able  to  furnish  the  full 
average  quantity  of  gas  actually  taken  from  the  Philadelphia  Gas  Com- 
pany, those  works  in  fact  stand  disabled  so  to  do  until  the  city  gets 
back  or  replaces  the  small  part  of  this  plant  rented  to  the  company." 
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From  a  survey  of  the  conditions  surrounding  the  relations 
existing  between  the  councils  and  the  water  gas  company,  it  hardly 
admits  of  doubt  that  there  were  powerful  influences  at  work  which 
were  to  say  the  least,  not  deeply  concerned  about  the  welfare  of 
that  portion  of  the  establishment  operated  by  the  city.  An  exam- 
ination of  the  contract  under  which  the  water  gas  company  was 
to  supply  the  city  further  shows  that  the  shareholders  could  not 
have  considered  the  possibility  of  a  strict  enforcement  of  its  con- 
ditions. Some  of  the  elements  which  would  have  aroused  dissent 
had  the  contract  been  let  under  ordinary  terms  are  as  follows : 

The  company  undertook  to  erect  the  works  under  a  contract 
which  bound  the  city  to  purchase  from  them  for  a  single  year  only, 
at  the  end  of  which  time  the  contract  could  be  annulled  by  the 
city  "at  any  time  or  for  any  c^use"  and  the  works  would  thereby 
become  useless.  Further,  the  city  could  demand  that  all  the  com- 
pany's buildings  be  cleared  from  its  grounds  within  three  months 
after  the  arbitrary  annulling  of  the  contract.  In  case  the  com- 
pany should  at  any.  time  fail  to  produce  the  gas  contracted  for, 
"no  matter  for  what  cause,"  the  entire  pltot  was  to  be  forfeited 
to  the  city.  Loss  on  account  of  any  default  on  the  part  of  the 
contract  Was  to  be  paid  at  the  estimate  made  by  the  director  of 
public  works,  whose  opinion  both  as  to  the  occurrence  and  the 
extent  of  the  default  was  to  be  "final  and  conclusive."  The  terms 
of  the  contract  were  such  as  to  raise  a  strong  presumption  that 
those  behind  it  felt  that  they  would  not  be  allowed  to  suffer  by  the 
exceedingly  harsh  restrictions  placed  upon  them.  It  is  indeed 
hardly  conceivable  that  financiers  would  have  backed  an  enterprise 
under  the  terms  stated  had  they  not  had  powerful  friends  to  guard 
their  interests  in  the  quarter  from  which  any  adverse  attack  was 
to  be  expected.  In  reviewing  the  circumstances  surrounding  the 
making  of  this  contract  and  its  peculiar  provisions,  the  Senate 
committee  reported : 

"  On  April  6,  1888,  although  the  relative  manufacturing  and  holder 
capacity  of  the  Philadelphia  Gas  Worlis  seemed  to  have  then  borne  about 
the  same  relation  to  the  then  average  daily  production  as  they  now  do, 
the  City  Councils  authorized  the  Mayor  to  enter  into  a  contract  for  an 
increased  supply  of  gas  at  a  price  not  to  exceed  fifty  cents  per  thousand. 
The  terms  stated  in  the  ordinance  upon  which  the  Mayor  should  seek  to 
enter  into  the  contract  were  that  said  contract  should  be  for  the  term 
of  one  year  only,  with  the  privilege  of  renewal  at  the  city's  option  from 
year  to  year  thereafter  indefinitely,  and  be  for  the  manufacture  and 
delivery  into  the  city's  holders  of  not  exceeding  3,000,000  cubic  feet  of 
illuminating  gas  per  day,  and  as  much  more  as  the  city  might  desire 
to  take ;  provided  six  months'  notice  was  given  to  enable  the  contractor 
to  provide  the  necessary  apparatus  to  supply  the  additional  amount. 
The  contract  was  also  to  require  that  the  gas  to  be  furnished  should  not 
be  of  less  than  twenty-two  candle  power,  with  a  penalty  of  five  cents  per 
thousand  cubic  feet  for  each  candle  power  it  should  be  deficient,  to  be 
deducted  for  all  gas  furnished  for  thirty  days  preceding  the  inspection. 
Another  condition  was  that  the  gas  should  be  ftimished  the  city  without 
interruption  or  delay  under  penalty  of  the  forfeiture  of  the  works  and 
appliances  for  the  violation  of  that  condition. 

"  Tne  city  was  to  furnish  the  land,  but  to  be  at  no  expense  for 
buildings,  machinery,  labor  or  material,  and  the  City  reserved  the  right  at 
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any  time  to  terminate  ttie  contract  '  absolutely  or  to  purchase  the  works 
arui  machinery  erected '  under  the  contract  at  a  price  to  be  ascertained 
by  three  appraisers,  one  to  be  chosen  by  the  city,  one  by  the  contractor, 
and  the  two  so  chosen  to  select  a  third. 

"  Under  this  ordinance,  proposals  were  invited  by  advertisements 
under  specifications,  which  designated  the  Twenty-fifth  Ward  works  as 
the  place  where  the  new  works  were  to  be  constructed,  and  it  was  also 
therein  required,  inter  alia,  as  follows: 

"  7..  The  contracts  shall  continue  for  one  ^ear  from  the  day  of  the 
first  delivery  of  gas,  with  the  privilege  to  the  city  of  renewals  from  year 
to  year. 

"  10.  The  city  shall  have  the  right  at  any  time,  or  for  any  cause, 
to  terminate  any  contracts  absolutely,  or  to  purchase  the  plant,  together 
with  the  patent  rights  necessary  to  manufacture  gas,  at  a  price  to  be 
fixed  by  appraisers  chosen  in  the  usual  manner. 

"  11.  The  maximum  price  to  be  charged  for  the  use  in  the  city's 
works  of  any  appliances  covered  by  patents  shall  be  named  in  the 
contract. 

"  12.  The  city's  officials,  or  experts  employed  by  them,  shall  have 
the  right  to  inspect  the  plant,  the  materials  .and  supplies,  or  the  gas 
manufactured,  at  any  time  and  in  any  manner  deemed  necessary  by 
them. 

"  13.  Failure  to  furnish  the  gas  contracted  for  in  proper  quantity 
or  quality,  no  matter  for  what  cause  shall  forfeit  the  plant  to  the  city 
of  Philadelphia,  whose  ofBcials  may  at  once  enter  upon  and  take  pos- 
session of  the  same. 

"  14.  The  ground  of  the  city  shall  be  surrendered  and  all  buildings, 
machinery  and  appliances  erected  thereon,  and  all  materials  shall  be 
removed  within  ninety  days  from  the  termination  of  the  contract,  unless 
they  shall  have  been  previously  purchased  by  or  forfeited  to  the  city  as 
hereinbefore  provided. 

"  15.  Security  for  the  faithful  execution  of  the  contract  in  the 
sum  of  $100,000  will  be  required. 

"  No  bid  exceeding  fifty  cents  per  1,000  cubi(j  feet  will  be  considered. 

"  The  bond  and  agreement  ultimately  enterfed  into  under  this  ordi- 
nance and  proposal  contained  the  further  stipulation  on  the  part  of  the 
contractor  that  if,  in  the  opinion  of  the  Director  of  the  Department  of 
Public  Works,  any  default  should  happen  on  the  part  of  the  contractor, 
he  would  pay  all  loss  occasioned  thereby,  and  that  the  ascertained 
amount  thereof,  as  determined  and  stated  under  oath  by  the  director, 
be  final  and  conclusive  upon  the  contractor,  and  that  execution 
might  forthwith  issue  against  the  contractor  and  his  surety  for 
the  apiount  of  said  default.  Under  said  contract  it  was  also  pro- 
vided that  the  contractor  would  in  five  months  from  the  date  of  the  con- 
tract have  the  plant  fully  completed  and  ready  to  begin  the  manu- 
facture and  delivery  of  gas;  and  the  contractor  further  agreed,  upon 
six  months'  notice,  to  erect  at  any  other  of  the  city's  gas  works  the 
necessary  plant  for  the  manufacturing  of  additional  amounts  of  gas 
required  by  the  city,  to  be  furnished  upon  the- same  terms  and  condi- 
tions. The  price  to  be  paid  the  contractor  was  thirty-seven  cents  per 
thousand  cubic  feet  of  gas  delivered ;  and  the  value  of  the  works  to  be 
erected  was  stnted  by  it  as  ,1!275.000.  The  patents  involved  were  shown 
to  have  long  since  expired  and  need  no  further  mention. 

"  Careful  reading  of  the  contract,  whereof  the  ordinance,  specifica- 
tions, etc.,  are  made  part,  would  seem  to  indicate  that  the  penalties  and 
forfeitures  are  so  severe,  and  might  be  so  grossly  inequitable,  that  they 
probably  could  not  be  enforced,  but  the  language  of  the  contract  seems 
to  be  clear  and  distinct  that  the  contractor  was  to  erect  a  plant  worth 
$275,000  without  any  obligation  whatever  on  the  part  of  the  city  to  take 
any  gas  therefrom  at  all,  so  that  his  works  might  lie  idle  indefinitely; 
and  while  on  the  one  hand  the  city  had  the  unlimited  option  to  renew 
the  contract  from  year  to  year,  so  that  the  contractor  could  not  take 
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down  his  works,  and  so  realize  whatever  they  might  be  worth  to  talte 
away,  yet,  on  the  other  hand,  the  city  might  at  any  moment  terminate 
the  contract  absolutely,  whereupon  the  contractor  was  required  within 
ninety  days  to  remove  the  whole  plant  from  off  the  city's  premises. 

"  And  not  only  this,  but  the  contractor  might  be  required  on  six 
months'  notice  to  erect  other  works  on  the  same  onerous  conditions. 

"  It  might  well  be  supposed  that  no  one  would  bid  on  such  a  pro- 
posal or  undertake  a  contract  which  left  his  property  absolutely  at  the 
mercy  of  the  city,  unless,  as  appears  to  be  the.-case  in  respect  to  other 
classes  of  contracts  already  noted,  there  was. -some  sort  of  sympathy 
and  connection  between  the  proposed  contractor  and  the  officers  of  the 
city.  As  a  matter  of  fact,  there  was  but  one  bidder,  to  wit :  The  Phil- 
adelphia Gas  Improvement  Company,  to  which  tile  contract  was  awarded 
at  the  rate  of  thirty-seven  cents  per  thousand  cubic  feet  of  illuminating 
gas  of  the  kind  known  as  water  gas,  delivered  into  the  city's  holders. 

"  Under  this  contract  the  gas  company  proceeded  to  erect  a  plant 
described  in  the  specifications  and  its  letter  of  g.cceptance,  which  would 
have  been  of  the  maximum  capacity  of  4,800,000  cubic  feet  per  twerity- 
four  hours,  but  under  the  verbal  direction  of*  some  officer  of  the  city, 
whose  name  was  not  stated,  except  that  It  was  not  the  then  Mayor,  the 
same  was  enlarged  by  the  additions  then  and  thereafter  made,  so  that  its 
capacity  is  now  in  the  generating  house  16,000,000  cubic  feet ;  In  boi-ler 
capacity  about  14,000,000  cubic  feet ;  in  condenafers,  scrubbers,  etc.,  about 
14,000,000  cubic  feet;  for  pumping  about  18,000,000  cubic  feet,  and  in 
purifying  capacity  about  14,000,000  cubic  feet  per  day  of  twenty-four 
hours.  From  this  works  the  city  receives  a  daily  supply  of  from 
3,000,000  cubic  feet  in  summer  to  10,000,000  cubic  feet  in  winter.  For  the 
year  1895  the  actual  amount  taken  was  1,694,687,000  cubic  feet,  as  above 
stated,  which  is  a  daily  average  of  about  4,643,000  cubic  feet,  and  the 
evidence  was  that  from  the  time  the  works-  started  to  the  present  the 
city  has  drawn  from  the  gas  company  about  thirty-eight  per  cent,  of  its 
total  supply  of  gas,  at  an  annual  cost,  as  shown  by  the  amounts  appro- 
priated, as  follows : 

"  For  the  year  1890 $300,000 

1891 : . . .  400,000 

1892   500,000 

1893f 600,000 

1894 600,000 

1895 '.  ...  600,000 

1896 700,000 

1897 750,000 

The  increase  for  the  year  1896  was  made  by  the  Councils  of  its  own 
motion ;  the  department  asked  for  an  appropri-ation  of  but  $600,000  for 
this  purpose,  whereas  Councils  appropriated  §700,000.  The  amount 
actually  expended  was  so  near  an  approximation  to  the  amount  appro- 
priated as  to  be  substantially  the  same. 

"  The  witnesses  stated  that  they  knew  of  no  other  contract  whereby 
a  company  or  city  engaged  in  the  manufacture  of  gas  permanently  pur- 
chased gas  from  another  manufacturer. 

"  The  allegation  was  brought  to  the  attention  of  your  Committee 
that  some  unfairness  was  practiced  in  the  measurement  of  the  gas 
delivered  by  the  gas  company  to  the  city,  in  that  it  was  measured  while 
it  was  hot,  and  while  its  volume  would,  therefore,  be  greatest ;  but  the 
testimony  showed  that  the  average  temperature  at  which  the  gas  was 
measured  was  70  degrees  J'ahrenheit,  being  the  same  temperature  at 
which  the  city  estimates  that  its  gas  is  delivered  to  the  consumer ;  and 
although  it  seems  probable  from  the  testimony  that  the  actual  tempera- 
ture at  the  point  of  delivery  is  only  65  degrees,  yet,  even  so,  the  differ- 
ence in  volume  would  only  be  about  one  per  cent. 

"  The  cost  of  manufacture  of  the  gas  supplied  by  the  gas  company 
was  variously  estimated  by  different  witnesses,  but  such  estimates  differ 
so  greatly  and  are  so  readily  increased  or  diminished  by  differences  in 
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conditions,  and  in  tJie  price  paid  for  labor,  niS.terial,  etc.,  which  vary 
considerably  In  different  localities,  that  they  are  not  altogether  satis- 
factory. Your  committee  finds,  however,  frojn  the  testimony,  that  it 
has  been  established  by  judicial  investigation  that  gas  manufactured  and 
delivered  into  the  holders  in  Boston  cost  31  1-3  cents  per  thousand,  and 
in  Chicago  29  cents  per  thousand,  and  that,  taking  into  consideration  the 
difference  in  labor  and  materials,  etc.,  between  those  localities  and 
Philadelphia,  the  cost  to  the  Philadelphia  Ga^  Improvement  Company 
Is  probably  30  cents  per  thousand  cubic  feet  sold  to  the  city.  In  view 
:of  the  fact  that  the  plant  of  the  gas  company  is  much  more  expensive 
and  extensive  than  is  needed  to  furnish  the  average  supply  required 
from  it  by  the  city,  and  that  it  is  frequently  called  upon  at  very  short 
notice  for  excessive  amounts  of  gas,  which  it  keeps  itself  in  readiness  to 
furnish,  it  does  not  seem  to  your  committee  that  the  price  paid  for  this 
gas  can  fairly  be  said  to  be  excessive." 

Stronger  than  any  of  the  evidence  drawn  from  the  circum- 
stalices  surrounding  the  malving  of  this  contract  are  the  conclu- 
sions reached  from  a  consideration  of  the  very  text  of  the  agree- 
ment. The  evidence  is  little  short  of  conclusive  that  there  must 
haye  been  some  powerful  inducement  other  than  the  ordinary  pos- 
sibility of  profits  to  induce  investment  under  such  rigorous  terms, 
which  by  their  very  severity  would  seem  almost  unenforceable.  To 
the  average  man  little  doubt  will  remain  that  there  was  a  substan- 
tial agreement  between  those  at  the  head  of  the  water  gas  company 
and  men  powerful  in  city  councils  that  the  stringent  restrictions 
on  the  rights  of  the  contractors  should  nei?er  be  enforced  or  that 
conditions  should  be  so  shaped  as  to  make  the  restrictions  inap- 
plicable. That  any  man  in  the  business  -njorld  would  be  willing, 
without  counter-guarantees,  to  place  his  property  so  completely  in 
the  power  of  another  whose  interests  were  not  rdentical  with  his 
own,  is  all  but  inconceivable. 

XII— PUBLIC   LIGlftlNO. 

Not  the  least  important  of  the  services  performed  by  the  gas 
works  during  the  period  of  municipal  operation  and  a  proportion- 
ately large  item  in  the  expense  account,  was  the  public  lighting. 
At  the  beginning  of  the  period  not  only  were  the  gas  lights  used 
in  all  public  thoroughfares,  school  biiildings  and  public  offices 
furnished  without  cost  to  the  city  by  the  gas  works,  but  the 
maintenance  of  the  lights  and  the  wages  of  the  men  engaged  in 
cleaning,  extinguishing  and  lighting  were  defrayed  from  the  same 
source.  On  July  1,  1889,  however,  the  care  of  the  public  lights 
was  transferred  to  a  separate  department,  but  the  works  continued 
to  supply  gas  free  of  charge.  The  amount  so  furnished  grew  stead- 
ily throughout  the  period  ranging  from  one-half  million  to  over 
two-thirds  of  a  million  cubic  feet  per  annum. 

This  substantial  service  to  the  city  is  a  factor  not  to  be  for- 
gotten when  forming  an  idea  of  the  benefit  received  from  the 
conduct  of  the  gas  works.  During  the  period  of  trust  management 
the  city  had  paid  for  the  gas  used  in  public  lighting. 
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Amount  of  •  Value 

Gas  consumed  at  estimated 

in  public  light-  cost  of  pro- 

ing,  i.  e..  Gas  Value  q,t  duction  and 

Year.                   unpaid  for.  current  price.  distribution. 

1887 506,499,881  $759,749.82  $683,774.84 

1888 536,158,081  804,237.13  723,813.41 

1889 521,401,101  782,101.65  702,891.49 

1890 551,459,572  827,189:.36  744,470.42 

1891 587,398,328  881,097.49  792,987.44 

1892 594,303,605  891,305.41  793,174.87 

1893 602,392,714  903,589.17  813,230.25 

1894 623,313,751  623,313.75  488,651.00 

1895 638,494,005  638,494.01  480,795.20 

1896 674,031,512  674,031.51  539,225.21 

While  considering  the  method  of  public  lighting,  it  is  import- 
ant to  remember  that  all  the  public  lighting  was  not  done  by  gas. 
Three  kinds  of  light  were  used  even  in  lighting  the  public  thor- 
oughfares, and  the  offices  were  not  exclusively  lighted  by  gas.  How 
far  the  use  of  other  means  had  progressed  may  be  seen  from  the 
fact  that,  as  stated  January  1,  1896,  therd  were  then  in  the  city 
21,461  public  gas  lamps,  of  which  about  4,000  were  out  of  use 
because  councils  had  provided  for  electric  lights  so  near  them  as 
to  render  them  unnecessary.  It  may  be  noticed  that  in  doing  so, 
councils  were  substituting  the  light  of  a  private  company,  for 
which  the  city  had  to  pay  at  a  high  rate,  for  public  lights  which 
were  supplied  free  of  cost.    The  total  number  of  lamps  in  use  was : 

Street  gas  lamps 17,439 

Street  gasolene  lamps 11,538 

Street  electric   lamps 6,361 


35,338 


In  other  words,  the  city  did  rather  less  than  one-half  of  her  own 
lighting  and  bought  from  private  companies  more  than  one-half 
of  her  supply.  It  was  pointed  out  to  the  investigating  committee 
in  1895  that  the  city  had  many  more  electric  lights  than  any  other 
municipality  in  the  country  and  that  a  much  higher  rate  per  lamp 
was  paid.  There  were  charged  against  the  Bureau  of  Lighting 
in  1895  almost  as  many  electric  lights  as  in  'Sew  York,  Chicago 
and  Boston  combined,  and  the  price  paid  was  $159.68  per  light 
per  year  in  contrast  to  $75  per  light  in  St.  Louis,  $91  in  Scranton 
and  $96  in  Chicago.^ 

It  is  perhaps  unnecessary  to  point  out  that  the  prosperity  of 
the  gasolene  and  electric  light  companies  would  be  proportionately 
greater,  the  poorer. the  gas  service  became,  and  that  their  inter- 
ests were  diametrically  opposed  to  the  interests  of  the  gas  works. 

'■  The  President  of  the  Edison  Electric  Company  testified  that  he 
would  be  glad  to  talje  contracts  for  the  lights  at  $109,  "  and,  if  competi- 
tion was  lively,"  at  $100. 

Vol.  II.— 41. 
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This  was  true,  of  course,  not  only  in  the  furnishing  of  the  public 
lights  but  in  the  entire  service  of  supplying  illuminants  to  the  peo- 
ple of  the  city.  It  is  clear  that  the  interests  of  the  electric  and 
gasolene  companies  woiild  not  prompt  them  toward  giving  what- 
ever support  they  held  in  councils  in  favor  of  a  liberal  policy 
toward  the  gas  works.  Whatever  may  have  been  the  influences 
that  prompted  the  pennywise  policy  adopted  toward  the  municipal 
lighting  plant,  there  can  in  any  case  be  no  doubt  that  the  interests 
of  the  independent  lighting  companies  would  tend  to  make  them 
look  on  the  crippling  of  the  gas  works  as  anything  but  a  misfor- 
tune to  themselves.  It  is  also  a  significant  circumstance  that  the 
electric  light  companies  during  the  entire  pe^riod  of  municipal  own- 
ership had  a  strong  representation  in  councils.  How  many  of  the 
councilmen  were  interested  in  electric  lighting  companies,  it  is 
hard  to  say  with  exactness,  as  it  is  impossible  to  find  complete  lists 
of  the  shareholders  and  officers  of  the  various  companies  which  at 
that  time  held  the  electric  lighting  of  the  city  in  a  practical  monop- 
oly.^  The  list  of  officers,  however,  so  far  as  obtained,  included 
many  men  prominent  in  city  politics  and  several  members  of  coun- 
cils. In  order  to  show  how  close  was  this  connection  between  the 
electric  light  companies  and  local  politics,  the  following  excerpt 
from  the  testimony  before  the  Senate  committee  is  printed  in  full : 
Testimony  of  Mr.  Arthur  Lea  (reported  in  the  "Philadelphia 
Record,"  December  5,  1895). 

"  I  have  a  list  of  the  ofBcers  and  directors  of  those  companies  (sup- 
plying electric  light  to  the  city),  as  far  as  it  was  possible  to  obtain  them. 

"  The  Brush  Electric  Light  Company  was  organized  in  June,  1891, 
and  we  have  been  unable  to  secure  any  information  as  to  the  directors 
of  that  company  later  than  that  date.  All  information  has  been  refused. 
The  general  manager  of  the  Brush  Electric  Light  Company  is  A.  J. 
De  Camp,  who  Is  a  member  of  Common  Council  from  the  Twenty-ninth 
Ward. 

"  The  directors  of  the  Diamond  Electric  Light  Company  are  Charles 
A.  Porter,  President;  David  Martin,  William  J.  Latta,  George  A.  Castor 
and  Henry  J.  McCarthy. 

"  The  officers  of  the  Powelton  Electric  Light  Company  are  Charles 
A.  Porter ;  William  J.  Latta,  President ;  P.  P.  Bowles,  Willam  S.  Kim- 
ball, 0.  H.  Clark,  Jr.,  Samuel  Crothers,  William  King,  W.  J,  Moore  and 
L.  W.  Moore, 

"The  Suburban  Electric  Light  Company  officers  are:  Charles  A. 
Porter,  William  Miller,  William,  J.  Latta,  J.  W.  South,  H.  A.  Mullen  and 
P.  E.  Costello.  I  think  'Mr.  Costello  is  a  meiiiber  of  Common  Council 
from  the  Thirty-fifth  Ward.  He  is  President  of  this  company.  The 
other  officers  are:  J.  A.  Disston,  Hamilton  Disston,  William  L.  Martin, 
Robert  Irvin  and  H.  C.  Forrest. 

"  The  officers  of  the  Manufacturers'  Electric  Light  Company  are ; 
Charles  A.  Porter,  David  Martin,  James  Work,  President ;  John  Taylor, 
William  J.  Itouey.  William  Emsley,  James  Ritchie,  Jr.,  William 
Bardsley,  James  McCormick. 

"  The  offirers  of  the  Southern  Electric  Light  Company  are :  J.  M. 
Mack,  President :  William  J.  Manning,  Secretary.  No  names  of  directors 
could  be  ascertained.  As  to  the  Germantowp  Electric  Company,  the 
information  has  not  been  obtainable  at  all. 

^The  Electric  Light  Companies  refused  to"  divulge  the  lists  of  their 
stockholders  at  the  time  of  the  investigation  by  the  Senate  Committee. 
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"The  officers  of  the  Kensington  Electric  Light  Company  are: 
William  Mclntyre,  President,  and  Nathan  Pollocli,  Secretary  and  Treas- 
urer; and  E.  J.  Williinson,  Secretary. 

"  The  officers  of  the  Northern  Electric  Company,  which  formerly 
bid  for  this  work,  are  Henry  Clay,  President ;  A.  H.  De  Camp,  P.  A.  B. 
Widener,  L.  Y.  Hotchliiss,  J.  Lowber  Welsh,  William  Wood,  Willlani 
Lawson  and  Henry  Lewis. 

"  Is  the  President  of  that  company  a  councilman  from  the  Six- 
teenth Ward? 

"  Yes,  sir ;  a  member  of  Select  Council  from  the  Sixteenth  Ward." 

To  sum  up  the  relations  of  councils  to  the  gas  works  and  the 
private  companies  engaged  in  the  performance  of  similar  services, 
it  may  be  said  that  in  the  making  of  gas,  councils  had  entered  into 
a  contract  with  a  private  company  for  the  manufacture  of  a  por- 
tion of  the  city's  supply,  the  works  of  which  could  at  the  begin- 
ning have  been  taken  over  by  the  city  at  a  small  cost,  but  which 
were  called  on  for  an  increasing  amount  of  gas  for  which  appropria- 
tions were  freely  made  by  councils,  in  one  instance  exceeding  by 
$100,000  the  amount  asked  for  by  the  Bureau  of  G-as.  Again,  por- 
tions of  the  city's  plant  were  leased  to  this  company  by  which  the 
possible  output  of  the  municipal  establishment  was  greatly  de- 
creased and  a  large  portion  of  the  better  equipment  forced  into 
idleness.  The  contract  of  this  private  company  was  of  such  a 
character  that  it  raised  a  strong  presumption  that  powerful  friends 
of  the  organization  in  councils  were  looked  to  to  save  the  company 
from  the  operation  of  unusually  harsh  specifications  in  the  agree- 
ment. Lastly,  the  by-products  of  the  municipal  part  of  the  gas  works 
had  come  to  be  controlled  by  a  practical  monopoly.  The  company 
to  which  the  tar  was  sold  was  controlled  by  the  same  interests  as 
the  water  gas  establishment. 

The  electric  light  companies  competing  in  the  same  field  as 
the  gas  works  had  been  lavishly  paid  by  councils  for  the  proportion 
of  the  public  lighting  done  by  them,  and  a  portion  of  the  city  gas 
lamps  was  even  discontinued  to  be  replaced  by  electric  lights. 
Two  of  the  presidents  and  one  general  manager  of  the  electric 
light  companies  were  members  of  the  city  councils  and  many  other 
prominent  men  in  local  politics  held  positions  on  the  various  boards 
of  directors.  The  interests  of  the  electric  light  companies  were 
naturally  opposed  to  the  development  of  an  efficient  gas  service  and 
may  plausibly  be  presumed  to  have  worked  against  the  granting  of 
appropriations  to  make  the  municipal  lighting  plant  efficient. 

The  action  of  councils  in  making  liberal  appropriations  to 
private  companies  furnishing  light  and  at  the  same  time  consist- 
ently cutting  down  the  amounts  asked  for  by  those  in  charge  of  the 
municipal  enterprise  could  not  but  have  the  j-esult  which  it  brought. 
The  crippling  of  the  gas  works  for  the  benefit  of  the  private  com- 
panies and  the  debauching  of  the  management  by  the  forced  em- 
ployment of  political  favorites  could  lead  to  but  one  result,  the 
abandonment  of  the  enterprise  by  the  municipality. 

XIII— PROFITS. 

The  evidence  up  to  this  point  has  shown  to  what  extent  the 
efficient  management  of  the  works  was  hampered  by  the  short- 
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sighted  policy  of  councils  in  the  matter  of  .extensions  and  distrib- 
uting system.  This  was  not  by  any  means  the  most  serious  feature 
in  the  local  situation.  A  far  more  important  factor  was  the  set 
purpose  of  councils  to  exploit  the  works  by  using  the  gross  profits 
for  general  city  purposes,  thus  keeping  the  tax  rate  relatively  low. 
The  officials  in  charge  of  the  works  made  constant  and  persistent 
efforts  to  modify  this  ruiaous  policy,  but  to  no  purpose. 

During  the  trust  period,  as  already  stated,  aU  moneys  ex- 
pended on  the  laying  of  mains,  extension  of  works  and  similar  pur- 
poses, were  charged  to  the  capital  account  and  profits  were  reported 
for  years  when  the  actual  result  of  operation  was  a  deficit.  It  has 
also  been  pointed  out  thai  under  the  city  this  plan  was  changed 
and  all  amounts  paid^for  extensions,  improvements  and  repairs  were 
charged  to  current  expenses.  This  fact  must  be  kept  in  mind 
when  it  is  stated  that  no  depreciation  fund  was  provided,  as  the 
expenditures  for  repairs  and  mains  at  least  partly  covered  the 
depreciation  of  the  plant.  Further,  it  should  be  noted  that  the 
creation  and  maintenance  of  a  sinking  fund  under  the  trust  man- 
agement does  not  mean,  as  is  popularly  supposed,  that  a  deprecia- 
tion account  was  kept  at  that  time.  The  sinking  fund,  as  we  have 
seen  when  discussing  the  subject  of  gas  loans,  was  only  designed 
for  the  liquidation  of  such  loans  and  had  no  reference  to  the  ulti- 
mate renewal  of  the  plant.  In  fact,  the  practice  was  the  same  on 
this  point  in  both  trust  and  municipal  management — repairs,  im- 
provements and  extensions  were  in  neither  case  provided  for  by 
a  depreciation  account.  In  the  case  of  the  trust,  such  expenses 
were  charged  to  capital  account;  under  municipal  management,  to 
current  expenses.  The  plan  adopted  by  the  city  management  was 
not,  however,  founded  on  good  business  principles.  The  repairs  in 
the  distributing  system,  had  they  been  carried  out  as  planned  by 
the  chief  of  the  Bureau  of  Gas,  would  have  fulfilled  in  part  the 
purpose  of  a  depreciation  fund,  but  no  such  plan  would  have  been 
adequate  even  if  carried  out  in  the  manufacturing  department. 

The  failure  to  provide  for  the  renewal  and  improvement  of 
the  manufacturing  plant  was  the  most  serious  indictment  against 
the  policy  of  councils.  This  was,  however,  strictly  in  line  with  the 
general  policy  of  the  local  legislative  body,  to  get  as  much  out  of 
the  gas  works  and  put  as  little  in  as  possible.  As  we  have  already 
seen,  the  appropriations  of  councils  for  the  general  maintenance 
of  the  works  were  entirely  inadequate.  After  deducting  these 
amounts  from  the  gross  profits  of  the  works,  the  entire  balance  was 
turned  into  the  municipal  treasury  to  be^  used  for  general  city 
purposes.  This  policy  was  due  to  the  anxifety  of  councils  to  avoid 
an  increase  ta  the  general  tax  rate.  Taken  in  connection  with  the 
expenditures  for  lighting  other  than  gas,  we  find  this  curious  sit- 
uation. Councils  made  insufficient  appropriations  for  the  gas 
works,  but  made  generous  contracts  with  private  lighting  com- 
panies. They  appropriated  the  profits  of  the  gas  works  to  pay 
for  the  services  performed  by  the  favored  corporations.  The  policy 
was  in  a  word  one  of  cutting  off  the  producing  power  of  the  munic- 
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ipal  plant  at  one  end  and  increasing  the  competing  power  of  its 
rivals  at  the  other. 

The  nominal  net  profits  of  the  gas  works,  as  reported  by  the 
officials,  grew  steadily  from  $434,838,01  in  the  year  1887,  the 
first  year  of  municipal  management,^  to  $1,(5*37,642.36  in  1893. 

In  1894  there  was  a  deficit  of  $353,575.80  on  account  of  the 
reduction  in  the  price  of  gas  from  $1.50  to  $1.00  per  thousand 
cubic  feet;  in  1895  a  surplus  of  $51,843.43,  and  in  1896  a 
deficit  of  $87,940.48. ,  Taking  the  period  as  a  whole,  the  munic- 
ipal operations  show  a  profit  OTer  all  expenditures  for  improve- 
ments and  extensions  of  over  $5,000,000,  all  of  which  was  turned, 
into  the  city  funds  and  used  in  keeping  down  the  general  tax  rate. 
This  amount  of  money  turned  over  represents  profits  in  one  sense 
but  can  hardly  be  received  as  a  fair  indication  of  what  the  works 
should  have  netted  the  city.  A  large  part,  probably  all,  should  have 
been  used  to  keep  the  works  at  the  highest  degree  of  efficiency. 
It  is  clear,  also,  that  if  the  quality  of  the  gas  had  been  im- 
proved there  would  have  been  a  steady  increase  in  the  demand  and 
a  correspondingly  greater  profit  to  the  city  from  operation.  This 
policy  of  exploiting  the  works  for  general  city  purposes  must  al- 
ways be  kept  in  mind  in  Judging  the  period  of  municipal  operation. 

Under  any  rational  system  of  accounting  not  only  should  a 
large  percentage  of  these  so-called  profits  have  been  used  for  re- 
pairs and  renewals,  but  a  portion  should  have  been  handed  over 
to  other  city  departments  which  were  performing  part  of  the  work 
of  the  Gas  Bureau.  The  collection  of  bills  and  the  auditing  of 
accounts  which,  in  a  private  company,  would  be  borne  by  the  works, 
was  done  by  the  receiver  of  taxes  and  the  city  controller  respectively. 
Further  services  were  rendered  by  the  Bu.reau  of  Lighting  and  the 
Bureau  of  City  Property,  all  exjfenses  which  should  have  been 
charged  against  the  gas  works. 

The  table  on  page  631  contains  a  list  hi  the  additional  items 
which  should  have  been  charged  against  the  Bureau  of  Gas 
and  enables  us  to  form  a  clearer  idea  of  real  as  against  fictitious 
profits. 

From  this  table  it  will  be  seen  that  under  a  modern  system 
of  accounting  the  reported  profits  of  $5,062,533.50  during  the 
years  1888  to  1897  inclusive  would  have  b§en  reduced  to  $2,937,- 
719.56.  To  what  extent  even  this  amount  can  be  regarded  as 
"profits"  can  best  be  judged  by  a  review  oi  the  efforts  made  by 
the  officials  in  charge  of  the  works  to  induce  councils  to  enable 
them  to  increase  the  efficiency  of  the  plant. 


"See  following  table  as  to  the  real  condition  In  the  first  year  of 
management. 
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XIV— THE  STRUGGLE  FOR  IMPROVEMENT. 

The  most  difficult  problem  confronting  the  public  officials 
entrusted  with  the  management  of  the  gas  works  was  to  secure 
from  councils  the  appropriations  necessary  to  bring  the  method 
of  manufacture  and  the  distributing  system  to  modern  standards 
of  efficiency.  Year  after  year  the  chief  of  the  Bureau  of  Gas,  the 
•  director  of  public  works  and  the  mayor  called  attention  to  the  im- 
perative needs  of  the  system,  only  to  be  refused  with  the  same  reg- 
ularity by  councils.  To  show  how  earnestly  and  persistently  the 
officials  responsible  for  the  works  plead  for  the  modernizing  of 
the  plant  and  distributing  system  and  how  consistently  their  re- 
quests were  disregarded  by  councils,  we  will  quote  at  some  length 
from  the  annual  reports  of  the  respective  departments. 

In  1888,  the  year  following  the  inauguration  of  responsible 
municipal  control.  Mayor  Fitler  urged  upon  councils  the  modern- 
ization of  the  plant  in  the  interests  of  economy  and  efficiency. 

"  The  city's  works,"  lie  said,  "  failed  to  satisfactorily  meet  the  in- 
creased demand  for  gas  during  the  past  winter  months.  In  order  to 
make  the  whole  plant  economical  and  bring  it  up  to  a  high  standard 
of  efficiency,  it  should  be  equipped  with  the  latest  improvements.  All 
the  bids  made  by  the  different  parties  who  desired  to  buy  or  lease  these 
works  last  year  contained  provisions  for  the  expenditure  of  a  large 
amount  of  money  for  remodeling  the  plant,  showing  conclusively  their 
opinion  of  the  condition  of  the  same.  The  Gas  Ordinance  just  passed 
will,  if  an  acceptable  bid  is  made,  give  us  an  increased  quantity,  but 
for  its  storage  and  distribution  we  require  new  gas  holders  at  the 
works,  and  also  in  different  sections  of  the  city,  as  well  as  mains 
through  which  to  deliver  it  properly  to  the  consumers." 

Already  the  chief  defects  of  the  city  management  had  become 
evident.  Councils  had  adopted  a  partial  measure  instead  of  go- 
ing to  the  root  of  the  difficulty.  An  increase  had  been  provided 
in  the  manufacturing  department  without  a  corresponding  im- 
provement in  the  other  portions  of  the  plant.  Such  appropriation 
was  at  best  bound  to  fail  of  the  results  it  should  accomplish,  for 
the  handling  of  the  gas  after  manufacture  was  quite  as  important 
as  its  manufacture.  The  inadequate  and  defective  distributiug 
facilities  inherited  from  the  gas  trust  were,  it  seemed,  to  be  per- 
petuated. In  spite,  however,  of  this  handicap,  the  officials  in 
charge  of  the  works  were  able  during  the  first  three  years  of  their 
management  to  make  a  very  creditable  showing  as  compared  with 
the  period  of  irresponsible  trust  management.  Mayor  Fitter,  dis- 
cussing this  period,  said  in  1890  : 

"  The  candle  power  of  the  gas  furnished  during  the  last  year  was 
much  above  that  of  any  previous  year.  In  1887  it  was  equal  to  17.65 
candles ;  in  1888  to  18.54  candles  and  in  1889  it  equalled  20.07  candles 
*  *  *.>  With  the  $581,312.58  appropriated  during  the  years  1887, 
1888  and  1889  for  these  purposes  (improvements)  we  increased 
our  manufacturing  capacity  seven  million  cubic  feet  per  day ;  and  the 
illuminating  power  of  the  gas  2.42  candles;  tlie  storage  capacity  three 
million  cubic  feet ;  about  one  hundred  miles  of  pipe  were  laid  and  the 
cost  of  manufacture  and  distribution  of  the  gas  was  reduced  from  $1.40 
for  one  thousand  cubic  feet  to  89  cents  per  thousand  cubic  feet." 

^  Mayor's  Message,  1889,  Vol.  III.,  page  9. 
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In  1891  the  mayor  stated: 

"  The  Bureau  of  Gas  is  now  managed  op  strictly  business  prin- 
ciples and  the  good  result  is  manifest  in  the  increased  earnings  paid 
into  the  treasury.  A  few  years  more  of  such  careful  management  and 
the  additional  improvements  recommended  will  make  this  the  best 
paying  gas  plant  owned  by  any  city  in  the  world."^ 

These  hopes  for  the  future  were  doomed  to  disappointment, 
however,  for  whatever  improvementa  might  be  made  in  manage- 
ment in  certain  portions  of  the  worlts  no  permanent  advancement 
could  be  made  without  a  thorough  overhauling  of  the  works,  and 
for  this  councils  continued  to  refuse  appropriations.  That  this 
fact  became  more  and  more  evident  to  the  mayor  is  shown  in  his 
messages  for  the  succeeding  years,  passages  from  which  are  as  fol- 
lows: 

"  Nothing  has  been  done  during  3892,"  said  James  H.  Windrim, 
Director  of  Public  Works,  in  his  Annual  Report,  "  to  increase  the  facil- 
ities for  manufacturing  gas,  further  than  the  reconstruction  of  wornout 
benches,  substituting  those  of  more  modern  pattern  and  with  partial 
machine  labor,  and  additional  purifying  apparatus."" 

In  1894  Mayor  Stuart  in  his  annual  message  said : 
"I  most. heartily  concur  in  the  recommendation  of  the  Director  of 
the  Department  of  Public  Works  that  you  further  appropriate  money 
to  make  all  the  improvements  necessary  to  thoroughly  equip  our  gas 
system  in  every  detail  with  the  latest,  best  and  most  approved  scientific 
appliances  and  methods  it  is  possible  to  secure."* 

In  1896  Mayor  Warwick  in  his  first  annual  message  said: 
"  In  order  to  keep  these  gas  works  up  to  a  proper  standard  it  will 
be  necessary  to  make  greater  improvements  not  only  in  the  manufacture, 
but  in  the  distribution  of  the  gas,  and  these  improvements  will  compel 
a  largo  expenditure  of  money.  The  gas  is  not  of  the  quality  that  it 
should  be  and  there  is  no  need  of  concealing  the  truth ;  it  will  not  be 
until  the  necessary  improvements  are  made  that  will  enable  the  Bureau 
to  manufacture  and  distribute  a  better  illuminant."" 

In  his  second  annual  message  he  said : 

"  The  plant  is  valued  at  about  $30,000,000,  close  to  the  actual  debt 
of  the  city  at  this  time,  and  money  will  be  well  expended  if  the  changes 
suggested  are  carried  out  *  *  *.  In  order,  however,  to  bring  the 
city's  plant  to  a  proper  standard,  it  will  be  nieeessary  that  large  sums 
of  money  be  expended  not  only  in  the  introduction  of  additional  im- 
proved and  modern  machlnei-y  for  the  manufacture  of  gas,  but  in  the 
laying  of  new  and  larger  mains  for  its  proper  distribution  and  for  the 
further  increase  of  the  holder  capacity. 

"  The  gas  manufactured  by  the  Philadelphia  Gas  Works  is  equal 
in  quality  with  that  made  in  any  city  in  the  Union.  In  other  words, 
the  gas  in  the  holder  before  distribution  is  a  good  illuminant  of  the 
necessary  candle  power,  but,  unfortunately,  by  reason  of  our  method 
of  distribution,  when  it  reaches  the  consumer  it  has  lost  much  of  its 
illuminating  quality.     This  is  not  due  to  any  fault  of  the  gas  itself. 


"Mayor's  Message,  1890,  Vol.  III.,  pages  J2,  13. 

"  Annual  Report  of  the  Department  of  Public  Works,  dated  Phila- 
delphia, January  2,  1893,  Vol.  III.,  1892,  ifages  30,  40  (James  H. 
Windrim,  Director). 

*  Third  Annual  Message  of  Mayor  Edwin  S.  Stuart,  dated  Philadel- 
phia, April  2,  1894,  Vol.  III.,  1893,  page  16. 

=  First  Annual  Message  of  Mayor  Charles  F.  Warwick,  dated  Phila- 
delphia, April  6,  1896,  Vol.  III.,  1895,  page  xvi. 
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but  to  the  Inefficient  and  insufficient  methods  pf  distribution.  The  gas 
has  to  be  forced  by  great  pressure  through  many  miles  of  small  sized  or 
Inadequate  mains;  and  by  reason  of  this  gseat  pressure  the  candle 
power  is  necessarily  reduced,  because  of  the  excessive  friction  to  which 
the  gas  is  subjected ;  it  is  thereby  robbed  of  its  hydrocirbon,  which  is 
its  light-giving  quality.  This  matter  of  distribution  should  be  taken  up 
and  considered  with  the  greatest  care,  and  perhaps  it  would  be  advis- 
able, under  all  the  circumstances,  to  have  an  estimate  made  of  the  cost 
that  would  be  involved  in  effecting  the  desired  changes.  Plans  should  be 
drawn  showing  the  location,  the  capacity  and  the  life  of  the  mains,  in 
order  that  this  work  may  be  done  systematically  and  economically. 
For  instance,  in  one  section  of  the  city  leading  from  the  gas  works  to 
supply  a  certain  locality  years  ago  a  three-inch  main  was  laid,  which 
was  in  that  day  considered  of  sufficient  size  and  capacity,  but  as  popu- 
lation increased  and  passed  beyond  the  limit*,  of  the  original  calcula- 
tion, it  was  necessary  to  further  extend  the  rqain,  and  a  six-inch  main 
was  added,  and  subsequently,  to  supply  the  still  growing  demand,  an 
eight-inch  main  was  laid ;  thus  we  have  three  different  sized  mains 
joining  each  other  and  used  for  the  purpose  of  distributing  gas,  when 
in  truth  and  in  fact  a  twenty-inch  main  for  the  proper  distribution  of 
gas  in  that  locality  is  absolutely  required.  The  fault  does  not  lie  in 
the  manufacture  of  our  gas,  which  is  produced  from  the  best  coal  that 
can  be  purchased  for  the  purpose  and  with  the  application  of  scientific 
methods,  but  in  the  inadequate  and  insufficient  means  of  distribution, 
and  until  better  methods  be  adopted  there  can  be  but  little  if  any  im- 
provement."" 

The  criticism  of  the  distributing  system  was  only  just,  al- 
though as  is  shown  in  another  part  of  this  paper,  the  opinion  passed 
upon  the  methods  of  manufacture  presents  the  case  more  favorably 
than  the  facts  justified. 

The  recommendations  of  the  chief  executive  were,  of  course, 
drawn  from  a  less  intimate  knowledge  of  the  actual  needs  of  the 
service  than  were  those  of  the  officers  moi-e  directly  in  charge, 
namely,  the  director  of  the  Department  of*  Public  Works  and  the 
chief  of  the  Btireau  of  Gas.  The  needs  of  -the  various  branches  of 
the  service  at  the  time  the  city  took  charge  in  1887  have  already 
been  discussed  in  the  consideration  of  the  Condition  of  the  plant 
when  turned  over  to  the  city  by  the  trust.  The  continual  requests 
for  improvements  during  the  subsequent  yfears  are  thus  outlined 
in  the  reports. 

In  1888  the  chief  of  the  Bureau  of  Gals  stated : 

"  In  the  absence  of  an  increase  in  the  manufacturing  capacity 
>  during  the  year,  the  works  were  forced  to  an  .extent  to  which  I  trust 
It  will  not  be  necessary  again  to  subject  thgm.  That  there  was  no 
stoppage  in  the  pipes  at  the  Ninth  Ward  Works  during  that  period  must 
be  attributed  to  naphtha,  the  use  of  which  was  begun  In  1887,  and  it 
seems  that  the  introduction  of  naphthn,  sparingly,  selves  the  vexed 
question  of  stopped  pipes  in  immediate  connection  with  the  works. 

"  In  the  last  report  some  space  was  devoted  to  the  cause  of  the 
numerous  complaints  then  being  made  by  consumers  of  an  insufficient 
supply  of  gas  in  the  early  hours  of  the  night,  and  the  result  of  this 
year's  operations  in  that  direction  is  in  support  of  the  assertion  that 
large  feeders  would  be  the  remedy. 

"  With  these  additional  feeders  we  will  toe  safe,  so  far  as  those 
quarters  of  the  city  are  concerned,  for  some  time  to  come,  from  the 

"  Second  Annual  Message  of  Mayor  Charles  F.  Warwick,  dated 
Philadelphia,  April  5,  1897,  Vol.  III.,  1896,  pages  xii-xiv. 
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perplexing  position  in  which  a  gas  engineer  finds  himself  with  too 
small  reservoir  capacity  to  fill  the  small  pipe  from  which  the  consumers 
are  directly  supplied. 

"  With  the  proposed  large  mains  in  the  lower  section  of  the  city 
and  the  new  holder  at  Ninth  and  Mifflin  streets,  a  necessity  will  exist 
for  increased  manufacturing  facilities  at  the  Twenty-sixth  Ward  Works. 
I  have  for  several  years  called  attention  to  this  want,  and  again  ask 
consideration  of  the  subject. 

"  I  again  urge  tl»e  importance  of  greater  condensing  surface  at  the 
Ninth  Ward  Works,  so  that  the  gas  may  enter  the  purifiers  at  a  lower 
temperature  than  at  present.  This  can  be  accomplished  by  duplicating 
the  main  now  suspended  around  the  retort  house.  I  hope  it  will  not  be 
necessary  to  pass  as  much  gas  through  the  pipes  again  as  we  were 
compelled  to  do  during  the  latter  part  of  the  year,  without  an  increased 
condensing  surface." ' 

In  his  annual  report  for  1889  the  chief  of  the  Bureau  of  Gas 
stated  that : 

"  Unless  the  proportion  of  feeders  is  considerably  increased,  it 
would  be  well  to  call  a  halt  in  the  matter  of  laying  three  and  four  inch 
pipe,  as  every  additional  line  of  these  small  sizes  serves  to  interfere 
with  the  supply  to  the  present  consumers.  In  this  connection  your 
attention  is  directed  to  the  advisability  of  replacing  the  small  main 
pipe  in  certain  sections  of  the  city  with  larger  pipe.  These  small  mains 
were  for  a  time  equal  to  the  demand;  but,  with  the  enlargement  of 
business  places  and  other  establishments,  and  a  consequent  increased 
demand  for  gas  to  properly  light  them,  the  small  pipe  is  now  taxed  to 
the  utmost.  If  this  capacity  is  not  enlarged  we  may  naturally  expect 
to  hear  complaints  of  an  inadequate  supply,  especially  during  the  early 
hours  of  the  evening. 

"  There  is  necessity  for  continuing  the  line  of  the  30-inch  main 
already  laid  as  far  as  Broad  and  Mifflin  streets  to  the  vicinity  of  Erie 
avenue,  which  will  assist  in  maintaining  a  regular  supply  of  gas  in  all 
parts  of  the  city.  It  is  to  be  hoped  that  you  will  be  able  to  procure  the 
means  for  the  laying  of  this  main  at  an  early  day.'" 

In  the  annual  report  of  the  director  of  public  works  for  1889 
he  insists  that  it  should  he  borne  in  mind : 

"  First — That  this  department  cannot  spend  a  dollar,  no  matter 
what  the  earnings  of  its  several  bureaus,  until  it  has  been  appropriated 
by  councils,  and  then  only  for  the  specific  purpose  for  which  it  is  appro- 
priated. 

"  Second — That  the  total  amounts  asked  for  in  the  annual  estimates 
of  the  department  have  always  been  reduced,  and  that,  therefore,  ex- 
tensions of  works  of  the  greatest  importance  to  the  people  of  Philadel- 
phia cannot  be  made.  (These  reductions  amdunt  to  $1,919,080  in  the 
appropriation  for  1890.) 

"  Third — That  when  the  present  administration  assumed  control 
of  the  city's  gas  works,  they  wore  found  in  a  condition  which  would 
have  .lustlfied  the  Immediate  expenditure  of  several  millions  of  dollars 
in  the  rebuilding  of  stacks,  the  construction  of-  gas  holders  and  the  lay- 
ing of  large  mains,  but  that  the  total  amount  expended  during  the 
years  1887,  1888  and  1889  for  these  objects  was  just  $581,312.58. 

"  Fourth — That  with  this  sum  the  manufa6turing  capacity  has  been 
increased  7,000,000  cubic  feet  per  day;  the  holder  capacity  3,000,000 
cubic  feet ;  the  new  pipe  laid  amounts  to  Q9V2  miles,  more  than  one-tenth 
as  much  as  was  laid  during  the  preceding  fifty  years;  that  the  candle 
power  of  the  gas  has  been  increased  2.42  candles— nearly  fourteen  per 
cent. ;  that  the  cost  of  manufacture  and  distribution  has  been  reduced 
from  $1.40  per  1,000  feet  for  the  three  months  preceding  the  advent  of 

'  Report  of  the  Chief  of  the  Bureau  of  Gas,  1888,  pages  114,  119,  120. 
'  Report  of  the  Chief  of  the  Bureau  of  Gas,  1889,  pages  127,  128,  135. 
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the  present  administration  to  eiglity-nine  cents  per  1,000  feet  in  1889; 
and  that  the  number  of  men  employed  has  been  reduced  from  2,257  to 
1,518. 

"  Under  all  these  circumstances,  how  can  it  be  hoped,  much  less 
expected,  that  somebody  has  not  been  materially  injured,  either  in  the 
loss  of  profits  heretofore  enjoyed,  or  in  the  non-receipt  of  profits  antic- 
ipated when  the  city  would  be  ready  to  abandon  her  ownership  of  this 
most  valuable  property;  and  that  this  somebody  is  satisfied  that  the 
gas  is  very  bad,  and  that  he  says  so  or  has  someone  say  so  for  him?"" 

The  chief  of  the  Bureau  of  Gas  in  his  annual  report  for  1890 
said : 

"  An  appropriation  sufficient  to  lay  an  increased  number  of  the 
larger  mains  in  1891,  with  a  view  to  keeping  :the  enormous  amount  of 
small  pipe  supplied  with  gas  at  all  times,  was,  looked  for,  and  It  is  to 
be  regretted  that  the  sum  named  in  your  estimate  for  that  purpose 
could  not  be  provided.  The  rapid  increase  in  the  number  of  dwellings 
and  the  consequent  extension  of  small  pipe  to  furnish  the  new  con- 
sumers with  gas,  make  it  necessary  that  the  feeding  capacity  should  be 
materially  enlarged,  and  it  would  be  true  economy  to  put  down  all  the 
feeders  needed,  inasmuch  as  everybody  would  receive  the  gas  required, 
and  necessarily  the  revenue  to  the  city  would  be  greatly  increased. 

"  So  many  complaints  of  the  odor  of  gas  having  arisen  from 
wornout  services,  induce  the  suggestion  that  it  would  be  well  to  recom- 
mence the  work  begun  several  years  ago  of  renewing  the  service  pipes 
in  those  parts  of  the  city  where  they  were  put  in  many  years  ago.  It 
was  a  profitable  investment  then  and  it  will  undoubtedly  prove  equally 
as  profitable  now."" 

In  his  annual  report  for  1890  the  director  of  public  works 
says :  » 

"  The  supply  of  gas  in  the  city  west  of  the  Schuylkill  river  should 
be  increased.  The  citizens  have  just  cause  for  their  complaints.  Storage 
capacity  is  badly  needed  there,  and  a  holder  with  the  necessary  build- 
ings and  machinery  should  be  built  in  the  low  ground  attached  to  the 
Blockley  Almshouse,  and  large  mains  needed  f9r  the  proper  distribution 
should  be  laid.    This  should  receive  your  early  attention. 

"As  water  gas  has  now  been  tested  and  approved  in  almost  every 
city  of  any  prominence  in  this  country,  I  recommend  that  a  plant  be 
erected  at  the  Point  Breeze  Works,  of  the  same  capacity  as  the  one  at 
the  Twenty-fifth  Ward  Works.  The  city  should  own  both  these  plants. 
The  manufacture  of  gas  at  Market  and  Twenty-third  streets  could  then 
be  abandoned  and  the  holder  capacity  at  that  location  increased. 

"  With  this  improvement  completed  and  the  large  mains  necessary 
for  a  proper  distribution  laid  as  recommended*  in  the  Director's  report, 
the  city's  gas  plant  will  be  in  excellent  condition  to  show  a  large  increase 
over  present  earnings,  even  after  estimating*  interest  on  the  money 
expended  upon  it    *     *     *. 

"  Pipe  Laying. — With  sufficient  manufacturing  capacity  and  in- 
creased, but  still  insufficient,  storage  capacity,  improvement  of  the 
distribution,  by  the  laying  of  large  mains,  has  been  the  most  important 
question.  It  is,  therefore,  of  importance  thaf  large  mains  be  laid  as 
feeders,  and  also  for  the  proper  regulation  of  the  pressure.  This  be- 
comes still  more  important  because  of  the  absence  of  gas  holders  from 
many  portions  of  our  city."" 

"  Report  of  the  Director  of  Public  Works,  1889,  Vol,  III.,  pages  24, 
25,  26. 

'»  Annual  Report  of  the  Chief  of  the  Bureau  of  Gas,  1890,  pages 
133,134,  138. 

"  Report  of  the  Director  of  Public  Works,  1890,  page  14. 
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In  1891  the  director  reports  that,  due  to  the  purchase  of  gas 
from  the  Philadelphia  Gas  Improvement  Company,  a  sudden  in- 
crease in  demand  could  be  met,  which  "would  have  required  days 
for  stacks  of  the  coal  plant"  to  accomplish. 

In  his  annual  report  for  1891  the  director  of  public  works 
says: 

"  It  is  imperative  for  ttie  city  to  extend  it's  plant  for  ttie  manufac- 
ture of  tlie  entire  quantity  of  gas  required  fcy  tlie  consumers.  The 
amount  of  consumption  is  increasing  with  the  growth  of  the  city,  and 
if  the  department  is  to  supply  all  of  the  gas  manufactured  by  the  city 
appropriations  should  be  made  to  construct  additional  works,  or  the 
city  must  continue  to  purchase  gas  in  the  manner  already  instituted 
from  a  private  corporation. 

"  The  city  should  own  its  entire  plant,  increasing  its  capacity  to 
supply  the  public,  and  in  doing  so  adopt  the  improved  methods  for  the 
manufacture  of  gas  which  science  and  business  enterprise  have  proven 
efficient,  in  order  to  supply  satisfactory  illuminating  and  fuel  gas  at  the 
lowest  possible  price  to  the  consumer. 

"  With  such  improvements  made,  there  can  be  a  reduction  in  the 
price  of  gas ;  with  that  reduction  there  would,  naturally  be  a  greater 
consumption ;  but  the  city  is  not  at  the  present  time  in  a  condition  to 
do  either — make  the  reduction  in  price  or  malsle  the  additional  gas. 

"  The  department  suggests  that  means  be  provided  to  establish  a 
plant  by  the  city  for  the  manufacture  of  at  least  six  million  cubic  feet 
of  water  gas  per  day.'"^ 

In  his  annual  report  for  1891  the  chief  of  the  Bureau  of  Gas 
says: 

"  This  ability  of  the  water  gas  plant  to  increase  the  supply  also 
enabled  us  to  get  along  during  the  fall  and  winter  months  without  the 
Twenty-first  Ward  works,  which  has  always  been  a  source  of  expense 
when  in  operation  without  corresponding  profit.""" 

In  1898  the  same  official  makes  the  follpwing  recommendation : 

"  I  would  most  respectfully  urge  that  immediate  attention  be  given 
this  subject,  the  laying  of  mains,  because  it  will  take  two  or  three 
years  to  lay  this  main,  which  will  be  several  miles  in  length,  unless  an 
adequate  appropriation  can  be  made  at  one  time. 

"  The  greatly  increased  demand  for  gas  during  the  period  of  heavy 
consumption  over  that  of  the  corresponding  rdonths  of  the  preceding 
year  is  proof  of  the  urgent  necessity  existing  for  additional  manufac- 
turing capacity  and  the  means  of  getting  the  gas  once  made  into  the 
street  mains.  Replacing  two  old  stacks  with  improved  benches  at  the 
Point  Breeze  works,  for  which  provision  has  been  made  in  the  appro- 
priation bill  of  1893,  will  tide  us  over  next  winter;  but  in  the  interim 
something  should  be  done  looking  to  an  increased  make. 

"  It  would  not  be  advisable  to  add  to  the  manufacturing  plant  unless 
provision  is  made  to  get  the  increased  make  to'  the  central  and  remote 
portions  of  the  city. 

"  To  this  would  be  added,  if  there  were  sufficient  money,  the  sub- 
stitution of  a  new  shell  for  one  of  the  holders  at  the  Twenty-fifth  and 
Callowhill  streets  station,  now  by  reason  of  age  practically  useless."" 

The  director  of  public  works  in  his  report  for  1892  says : 
"  From  the  aggregate  of  all  the  retorts  fot  making  gas  from  coal, 
the  maximum  quantity  it  is  possible  to  make,  if  all  parts  of  the  plant 
are  in  perfect  condition  and  could  be  maintained  so,  would  be  16,800,000 

^  Annual  Report  of  the  Director  of  Public.  Works,  1891,  page  29. 

"»  Report  of  the  Chief  of  the  Bureau  of  Gas,  1891,  page  86. 

"  Report  of  the  Chief  of  the  Bureau  of  Gas,  1892,  pages  6,  9,  10,  11. 
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cubic  feet  in  twenty-four  hours.  On  account  of  antiquated  benches, 
renewals,  repairs  and  other  contingencies,  the  worliing  output  is  about 
12,000,000  cubic  feet  in  twenty-four  hours.  The  greatest  consumption  in 
the  city  in  any  one  day  in  1892  was  16,328,000  cubic  feet;  the  worlis 
owned  by  the  city  are  short  in  capacity  4,328,000  cubic  feet  per  day  of 
the  supply  needed,  and  this  quantity  may  be  greater  if  the  supply  of 
coal  be  inadequate,  or  accident  occur  to  the  retort  benches. 

"  The  deficiency  will  increase  each  year,  as  the  city  grows,  by  addi- 
tional consumers,  the  increase  of  business  industries  in  number  and  in 
their  requirements. 

"  Nothing  has  been  done  during  1892  to  increase  the  facilities  for 
manufacturing  gas,  further  than  the  reconstruction  of  wornout  benches, 
substituting  those  of  modern  pattern  and  witb  partial  machine  labor, 
and  additional  purifying  apparatus. 

"  The  department  has  suggested  that  money  be  appropriated  to 
purchase  the  present  plant  of  the  Philadelphia  Gas  Improvement  Com- 
pany at  the  Twenty-fifth  Ward  worlis,  and  to  ^rect  at  the  Twenty-sixth 
Ward  works  a  plant  to  manufacture  at  least  six  million  cubic  feet  of 
water  gas  per  day,  complete  in  all  its  appointments,  with  an  additional 
holder  of  3,000,000  cubic  feet  capacity,  with  exhausters  and  the  additional 
mains  for  distribution  to  the  other  holder  stations ;  these  improvements 
are  estimated  to  cost  about  $1,000,000,  and  as  additions  to  the  works 
should  be  planned  and  constructed  to  form  a  part  of  any  future 
extensions. 

"  If  the  city  does  not  provide  the  additions  |o  make  the  gas  required, 
there  will  have  to  be  made  each  year  an  increase  in  the  appropriations 
for  the  purchase  of  water  gas.'"" 

The  department  also  requested  an  appropriation  for  increas- 
ing the  capacity  of  one  of  the  holders  at  the  Twenty-fifth  Ward 
works,  which  was  not  granted. 

The  chief  of  the  Bureau  of  Gas  in  his  report  for  1893  says: 

"  Considerable  work  had  been  laid  out  for  1894,  looking  to  bringing 

the  distributing  facilities  up  to  the  manufacturing  capacity ;  but,  at  the 

time  this  report  was  closed  no  appropriation  for  these  improvements  had 

been  made."" 

The  director  of  public  works  in  his  report  for  1893  says : 

"  There  has  been  no  increase  made  to  holders  at  either  of  the  city 
stations. 

"  The  department  submitted  its  annual  estimate  for  the  amount  of 
appropriations  required  for  extensions  to  the  p|ant  at  the  several  works 
of  the  city,  and  for  the  introduction  of  modern,  improved  appliances, 
that  the  cost  of  manufacturing  gas  could  be  reduced  to  the  lowest  price; 
the  estimate  for  the  requirements  of  the  several  works  and  for  the 
extension  of  mains  was  $1,080,500 ;  the  Committee  on  Finance  reduced 
the  amount  to  $250,000,  and  this  latter  amount  has  not  yet  been  appro- 
priated. 

"To  obtain  the  best  results  from  the  city's  works  there  should  be 
now  provided  at  Point  Breeze  two  exhaust  engines  and  exhausts,  four 
additional  boilers,  additional  sponge  shed,  tvs'b  station  meters,  repair 
to  station  meter,  one  holder  of  3,000,000  cubic  feet  capacity,  and  a  thirty- 
six  inch  distributing  main  from  Point  Breeze  to  the  Ninth  Ward  works ; 
at  the  Ninth  Ward  works  two  exhaust  engines  and  exhausts,  boiler 
house  and  boiler,  and  one  holder  increased  in  capacity  500,000  cubic 
feet ;  at  the  Twenty-fifth  Ward  works  two  stacks  of  Flemming  benches, 
instead  of  primitive  stacks,  for  making  gas  from  coal,  one  station  meter, 
one  holder  increased  in  capacity  500,000  cubic  feet;  at  the  Twenty-first 
Ward  holder  station  one  holder  increased  in  capacity  150,000  cubic  feet, 

"  Report  of  the  Director  of  Public  Works,  1892,  pages  xxxviii-xl. 
"  Report    of  the  Chief  of  the  Bureau  of  Gas,  1893,  page  94. 
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one  twenty-inch  main  from  the  Twenty-fifth  Warrt  worlis  to  Chestnut 
Hill ;  the  estimated  cost  of  these  improvements  to  the  works  is 
$1,080,500. 

"  It  must  be  here  stated  that  these  additions  are  required  now, 
and  are  necessary,  whether  further  additions  to  the  city's  works  are 
made  to  manufacture  gas  from  coal  or  by  water  gas  plant. 

"  There  are  proposals  made  by  parties  to  build  works  and  furnish 
gas  under  their  patents  to  the  city  at  lower  rates  than  the  city  Is  now 
either  purchasing  or  manufacturing  gas. 

"  While  such  offers  should  be  noticed,  it  Is  proper  to  consider  what 
may  be  disadvantages  to  the  public  should  a  private  corporation  con- 
trol the  supply  of  gas  which,  for  its  usefulness  and  adaptability  for 
convenience  in  the  household  and  for  businessj  makes  it  a  necessity  to 
the  community  of  continually  increasing  importance. 

"  The  ownership  of  works  and  the  manufacture  of  gas  should  be 
reserved  and  controlled  by  the  city,  and,  if  the  improvements  and  addi- 
tions that  have  been  suggested  from  time  to  time  by  the  department  are 
authorized  by  councils,  the  gas  works  under  control  of  the  city  can  be 
made  as  beneficial  to  the  taxpayers  as  any  offer  of  purchase  or  lease 
may  appear  to  be."" 

The  chief  of  the  Bureau  of  Gas  in  his  report  for  1894  says : 

"  Complaints  of  a  short  supply  of  gas  were  numerous,  and,  unfor- 
tunately, they  came  from  localities  where  the  remedy  could  not  be 
applied.  Attention  has  been  frequently  called  to  an  inadequacy  in  the 
means  for  distributing  gas  into  these  particular  sections  of  the  city 
without  response  from  the  money-giving  branch  of  the  municipal  gov- 
ernment. 

"  The  figures  in  the  leakage  account  have  assumed  unusual  propor- 
tions, the  responsibility  for  which  rests  with  the  many  thousands  of 
services  not  in  use,  with  the  renewal  of  main  pipe  and  services  along  the 
route  of  the  trolley  lines  of  railways,  with  the  numerous  breaks  in  main 
pipes  which  resulted  from  the  Introduction  of  other  street  improvements, 
and  with  the  condensation  in  the  mains,  the  result  of  excessive  friction 
following  an  increased  pressure  necessary  t6  get  the  gas  into  and 
through  the  nearly  nine  hundred  miles  of  small  pipe  lying  in  the 
street.  Even  with  the  pressure  carried  it  vffis  utterly  impossible  to 
supply  the  demand,  and  this  condition  must  continue  so  long  as  the 
request  for  large  mains  is  unheeded. 

"  Estimates  were  furnished  for  considerable  work  to  be  done  in 
1895,  with  a  view  to  relieving  the  sections  of  the  city  wherein  there  is 
an  insufficient  supply  of  gas,  hut  with  the  close  of  the  year  no  appro- 
priation had  been  made  for. these  improvements. 

"  This  work  of  increasing  the  holder  capacity,  particularly  at  the 
Twenty-fifth  Ward  works,  has  become  a  prime  necessity,  in  order  to 
enable  us  to  accommodate  the  demand  for  a  la)-ger  make  of  gas  at  that 
point,  occasioned  by  the  erection  of  thousands,  of  new  buildings  in  the 
northern  part  of  the  city.  As  it  is  at  present  the  make  is  limited  to  a 
quantity  of  much  less  than  the  manufacturing  Capacity  and  the  demand 
by  the  consumers.  It  was  a  fact  during  the  last  two  months  of  the 
year  that,  with  sufficient  holder  capacity  at  these  works,  one  million 
cubic  feet  a  day  more  could  have  been  disposed  of,"" 

The  director  of  public  works  in  his  report  for  1894  says: 
"The  holder  capacity  is  still  insufficient  for  the  demands  of  the 
city. 

"  Suggestions  have  been  made  by  the  department  of  the  additions 
required  at  the  city's  works,  some  of  which  are  absolutely  hecessary  to 
utilize  improvements  that  have  been  made,  and  which  cannot  be  put 


"  Report  of  the  Director  of  Public  Works,  1893,  pages  36,  37.  38. 
"  Report  of  the  Chief  of  the  Bureau  of  Gas,  1894,  pages  58,  59,  63. 
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into  use  until  the  further  additions  are  completed,  to  wit,  by  an  in- 
creased holder  capacity  and  additional  large  distributing  mains. 

"  If  the  extensions  suggested  had  been  authorized  the  department 
would  have  been  able  upon  their  completion  to  provide  the  additional 
demand  for  gas  from  the  city's  works. 

"  The  increasing  percentage  of  leakage  each  year  is  due  to  the  in- 
sufficient size  of  many  of  the  distributing  mains,  which  are  extended 
in  length  from  year  to  year,  as  the  growth  of  the  city  makes  it  nec- 
essary to  supply  gas  in  new  territory ;  to  reach'  these  extreme  distances 
re{iuires  greater  pressure  at  the  works  or  holder  stations,  which  in- 
creases condensation  in  the  pipe  lines  and  forces  leakage  from  joints 
which  might  not  leak  under  less  pressure. 

"  This  condition  implies  that  additional  holder  stations  would 
shorten  the  distance  that  gas  has  to  flow  in  supplying  specific  districts. 

"  The  minimum  percentage  chargeable  to  leakage  will  be  obtained 
when  mains  are  of  adequate  size  to  deliver  thg  amount  of  gas  required 
with  the  least  resistance,  at  the  lowest  pressure  and  with  the  joints 
in  the  pipe  lines  kept  free  from  leaks. 

"  One  million  cubic  feet  more  of  gas  could  have  been  disposed  of  per 
night  during  the  last  two  months  of  the  year  had  the  holder  capacity 
been  sufhcient."" 

The  chief  of  the  Bureau  of  Gas  in  hig  report  for  1895  says: 
"  It  was  again  demonstrated  that  the  Bureau  was  equal  to  the  task 
of  making  all  that  was  required,  and  it  was  _.also  again  demonstrated 
that  the  Bureau  was  unequal,  by  reason  of  the  inadequate  means  for 
storing  and  carrying,  to  the  task  of  supplying  all  that  needed  by  the 
consumer.  We  hope  for  some  relief  in  this  direction  during  the  coming 
year,  by  the  construction  of  a  3,000,000  cubic  feet  holder  at  Point  Breeze 
works  and  an  additional  section  to  the  holder  at  Germantown,  but  the 
full  effect  of  these  improvements  will  not  be  experienced  until  the  two 
large  mains  which  have  been  urged  for  several  years — one  from  the 
Point  Breeze  works  to  the  Ninth  Ward  works  and  the  other  from  the 
Twenty-fifth  Ward  works  to  Chestnut  Hill — are  put  down,  and  sections 
added  to  the  holders  at  the  several  stations  not  already  supplied  with 
third  lifts. 

"  Several  contemplated  improvements  for  f896,  including  the  means 
for  giving  a  greater  supply  of  gas  west  of  the  Schuylkill  river  and  to 
the  eastern  side  of  Germantown  and  to  the  vicinity  of  Chestnut  Hill, 
have  been  repeatedly  urged,  but  councils  have  not  as  yet  seen  their 
way  clear  to  provide  the  money.  The  complaints  from  these  several 
sections  of  a  short  supply  have  been  on  the  increase  during  the  year, 
and  they  will  be  naturally  added  to,  with  the,  increasing  tendency  of 
the  people  to  get  to  the  outskirts.'"" 

The  director  of  public  works  in  his  report  for  1895  savs: 
"  While  the  figures  in  the  leakage  account  are  not  quite  so  great  as 
they  were  during  the  previous  year,  they  are  Still  of  unusual  propor- 
tions. That  they  remain  so  is  attributable  to  wornout  services,  num- 
erous breaks  in  the  distributing  mains,  incident  to  the  continued  work 
on  the  highways,  and  to  condensation,  due  to  friction  caused  by  in- 
creased pressure  necessary  to  get  the  gas  into  and  through  the  many 
hundred  miles  of  small  mains,  insufficient  in  size  and  distributed  all 
over  the  city. 

"  This  matter  will  not  be  remedied  to  any  great  extent  until  councils 
provide  for  replacing  these  small  mains  with  others  of  larger  size. 

"  The  section  which  embraces  the  upper  portion  of  the  Twenty- 
second  Ward  and  Chestnut  Hill  cannot  be  sufficiently  supplied  with  gas 
until  a  twenty-inch  main  is  laid  from  the  Twenty-fifth  Ward  works  to 


'  Report  of  the  Director  of  Public  Works,  '1894,  pages  30,  31,  33. 
"  Report  of  the  Chief  of  the  Bureau  of  Gas,  1895,  pages  63,  68. 
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Chestnut  Hill.     The  laying  of  this  main  has  been  repeatedly  recom- 
mended and  urged  by  my  predecessor. 

"  Attention  has  frequently  been  called  to  the  necesisity  for  additional 
large  distributing  mains  into  particular  sections  of  the  eity."^' 

The  chief  of  the  Bureau  of  Gas  in  his  report  for  1896  says : 

"  While,  by  reason  of  the  introduction  of  improved  machinery  at 
the  Twenty-fifth  Ward  worlis  and  the  addition  of  a  third  lift  to  the 
holder  at  Germantown,  there  was  an  improvement  in  the  matter  of 
getting  the  gas  away  from  the  works  on  the  Delaware,  much  more  could 
have  been  disposed  of  had  there  been  more  facilities  for  storing  and 
distributing. 

"  The  importance  of  an  early  continuance  of  the  large  main  started 
a  few  years  ago,  to  connect  the  Twenty-fifth  Ward  works  with  Chestnut 
Hill  and  the  intervening  territory,  was  again  djsmonstrated.  During  the 
period  of  heaviest  consumption  it  was  simply  impossible  to  meet  the 
demand  upon  the  distributing  system  iu  that  district — the  service  was 
Inadequate  to  furnish  anywhere  near  a  satisfactory  light  at  the  time 
of  night  it  was  most  needed. 

"  With  the  large  mains,  which  have  been  urged  for  quite  a  while 
past,  and  the  renewal  and  telescoping  of  holders  at  the  several  stations, 
all  of  which  are  enumerated  later  on,  the  bureau  will  be  in  condition  to 
give  a  suflaciency  of  gas  for  some  years  to  come,  but  until  that  work  is 
accomplished  complaints  from  all  directions  of  a  short  supply  may  be 
expected. 

"  Attention  has  been  heretofore  directed  to  the  '  leakage '  account, 
and  many  of  the  prominent  causes  have  been  enumerated,  viz. :  the 
great  extent  of  pipeage,  now  over  1,200  mileS,  with  the  thousands  of 
turns,  angles  and  the  very  many  heavy  street  grades  to  be  overcome  by 
pressure  in  forcing  the  gas  that  it  may. reach  remote  points,  resulting 
in  excessive  friction  and  its  natural  consequence,  condensation,  which 
is,  beyond  doubt,  the  leading  item  in  '  accounted  for '  gas ;  the  many 
unused  service  pipes  originally  laid  in  anticipation  of  gas  being  intro- 
duced into  new  buildings,  or  which  lie  idle  because  tenants  have  ceased 
to  be  customers;  the  thousands  of  wornout  services  not  renewed,  for 
the  reason  that  money  has  not  been  at  hand  for  such  work ;  the  fre- 
quency with  which  the  roadways  have  been  of  late  years  torn  up,  for 
the  introduction  of  other  street  improvements;  and  with  the  result  of 
broken  gas  pipes,  many  of  which  go  undiscovered  for  quite  a  little 
while,  and  the  sudden  changes  in  temperature,  from  hot  to  severe  cold, 
when  repair  gangs  are  kept  busy  hunting  for  breaks  caused  by  upheav- 
ing frost. 

"  To  these  can  be  added  another  very  fruitful  contributor — defective 
meters.  Information  that  a  meter  registers  '  slow '  rarely  reaches  the 
bureau  by  way  of  the  consumer ;  it  is  when,  by  comparison,  it  is  ascer- 
tained that  there  has  been  an  increase  in  his  bill,  that  he  puts  la  an 
appearance,  and  in  a  large  proportion  of  such  tases  the  city  has  been 
found  to  be  the  loser.  The  '  slow '  meter  only  comes  to  the  front  when 
the  inspector  makes  his  examination  visit — o^ce  a  quarter — and  then 
no  notice  seems  to  be  taken,  except  in  marked  cases. 

"  Private  companies  find  it  profitable  to  test  meters  every  five 
years,  while,  as  a  rule,  a  meter  that  has  done  duty  for  ten  years  is 
relieved  from  further  service.  Neither  of  these  customs  has  obtained 
here,  because  of  the  absence  of  the  requisite  means. 

"  I  have  been,  and  am  still,  engaged  in  an  effort  to  keep  this  item 
(leakage)  within  reasonable  bounds.  Withofit  an  appropriation  for 
overhauling  services,  meters  and  street  mains,  there  is  no  question. that 
it  will  be  reduced,  but,  on  the  contrary,  increased.'"^ 


^^  Report  of  the  Director  of  Public  Works,.  1895,  pages  9,  10. 
=■  Report  of  the  Chief  of  the  Bureau  of  Ga.s,  1896,  pages  63,  64,  68, 
69,  70. 
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The  director  of  public  works  in  his  annual  report  for  1896 
says: 

"  The  increased  amount  of  leakage  or  unaccounted  for  gas  each 
year  is  due  to  the  insufficient  size  of  many  of  the  distributing  mains, 
which  are  extended  In  length  from  year  to  year,  as  the  growth  of  the 
city  makes  it  necessary  to  supply  gas  in  new  territories.  To  force  the 
gas  through  the  small  mains  and  reach  these  extreme  distances  requires 
greater  pressure  at  the  works  or  holder  stations.  To  secure  a  proper 
distribution  of  gas  we  should  carry  at  the  works  not  over  two  and 
five-tenths  (2.5)  water  pressure;  but  in  order  to  meet  the  demand  and 
supply  gas  to  some  sections  of  the  city  we  are  compelled  to  carry  as 
high  as  four  and  nine-tenths  (4.9)  pressure;  this  excessive  pressure 
increases  condensation  in  the  mains,  and  in  many  cases  forces  leakage 
at  joints,  which  probably  would  not  leak  under  less  pressure. 

"  The  condition  of  our  gas  plant  to-day  implies  that  additional 
holder  stations  should  be  located  in  other  sections  of  the  city,  so  as 
to  equalize  the  pressure,  and  that  the  mains  should  be  sufficiently 
increased  in  size,  so  as  to  pass  freely  the  volume  of  gas  required  in  any 
section  of  the  city  with  the  least  pressure  at  the  works  or  holder 
station ;  and  the  minimum  percentage  charged  to  leakage  will  only  be 
obtained  when  mains  are  of  adequate  size  to,  deliver  the  quantity  of 
gas  required  with  the  least  possible  resistance  at  the  lowest  pressure. 

"  Small  and  insufficient  mains  are  responsible  for  the  unsatisfactory 
quality  of  gas  furnished  our  citizens,  and  which  will  not  be  remedied 
until  councils  provide  by  appropriation  for  laying  larger  mains  for 
distributing  purposes,  and  for  establishing  new  holder  stations  in 
various  parts  of  the  city,  that  the  distribution  of  gas  to  all  sections 
shall  be  at  the  lowest  pressure  possible. 

"  The  fault  is  not  in  the  quality  of  the  gas  manufactured,  but  in  the 
system  of  distribution ;  this  was  again  demonstrated  during  the  last 
year.  At  the  period  of  the  heaviest  consumption  it  was  utterly  impossi- 
ble to  meet  the  demands  upon  the  distributing  system  in  West  Phila- 
delphia, Chestnut  Hill  and  other  outlying  districts;  the  service  was 
absolutely  inadequate  to  furnish  anywhere  neai-  a  satisfactory  quantity 
of  gas  at  the  time  of  night  when  it  was  most  needed."^ 

The  quotations  have  been  given  at  length  for  in  no  other  way 
can  the  difficulties  against  which  the  Department  of  Public  Works 
had  to  struggle  be  so  clearly  presented.  They  show  the  real  cause 
of  the  failure  of  responsible  municipal  management  to  meet  ex- 
pectations. The  contentions  as  to  the  necessity  for  increased  holder 
stations  do  not  appear  to  be  so  well  justified  as  the  complaints 
against  the  inadequacy  of  the  distributing  system  as  a  whole. 
Indeed  the  Senate  Committee  in  its  investigations  in  1896  found 
"  that  the  holder  capacity  of  the  city's  plant  is  *  *  *  fully  up 
to  the  quantity  stated  by  experts  to  be  needed  for  a  works  of  fair 
average  production."  That  the  distributing  system  as  a  whole, 
however,  was  inadequate  and  defective  is  beyttnd  dispute,  as  is 
proven  not  only  by  the  statements  quoted  above,  but  by  the  exten- 
sive alterations  necessary  to  put  the  plant  in  efficient  condition 
when  it  was  taken  over  by  the  United  Gas  Improvement  Company 
in  1897,  as  elsewhere  shown  in  this  report.  'To  be  sure,  this  was  by 
no  means  the  only  element  which  brought  the  city  to  the  resolution 
to  lease  the  works.  As  has  been  shown,  there  were  abuses  in  almost 
every  branch  of  the  operation.  The  purchase  of  coal  and  of 
residual   products   were   each   under   the    control   of   favored   in- 

"  Report  of  the  Director  of  Public  Works,  1896,  pages  10,  12. 
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dividuals;  the  wages  account  was  padded  with  incompetents.  All 
these  were  important  factors  in  paving  the  way  for  the  leasing 
of  the  works.  It  is  unquestioned  that  there  were  leaks  in  the 
management  of  the  gas  works  at  other  points  than  the  distribut- 
ing system;  it  is  true  that  the  labor  account  was  debauched, 
and  it  is  certain  that  in  the  purchase  and  sales  departments  there 
were  influences  at  work  which  were  harmful  to  the  city's  interests. 
But  the  loss  through  such  sources  was  incgnsiderable  when  com- 
pared with  those  inflicted  by  councils  in  the  senseless  blocking  of 
the  way  to  improveraent  in  cutting  of£  *the  appropriations  for 
modernizing  the  plant. 

During  the  entire  period  of  municipa;!  operation  the  officers 
in  charge  were  engaged  in  a  losing  fight  to  preserve  the  works  from 
ruin.  There  never  was  a  time  during  the  entire  period  of  responsi- 
ble control  when  it  could  truly  be  said  that  the  works  were  in  an 
efficient  condition.  They  were  handed  over  to  the  city  by  the 
trust  in  a  crippled  state  and  were  never  put  in  good  condition.^* 

XV— THE  LEASING  OF  THE  GAS  WORKS. 

The  failure  of  the  local  authorities  to  overcome  the  handicap 
inherited  from  the  period  of  trust  management,  combined  with 
the  unwillingness  of  the  city  council  to  niake  the  appropriations 
necessary  thoroughly  to  modernize  the  works,  led  to  constant  com- 
plaint of  the  service,,  particularly  the  quality  of  gas  furnished. 
That  these  complaints  were  Justified  no  one  will  question  and  the 
dissatisfaction  which  they  created  gradually  prepared  the  way  for 
the  acceptance  of  a  proposition  which  seemed  to  afEord  the  proba- 
bility of  relief.    The  monopoly  of  supplying  gas  to  a  city  of  the  size 

^  The  items  given  in  the  public  reports  under  the  head  of  improve- 
ments must  not  be  confused  with  the  requests  made  by  the  officials  for 
the  improvement  of  the  plant.  The  items  referred  to  are  granted  in  full 
almost  without  exception  by  councils.  Nowhere  in  the  reports  is  it  indi- 
cated, however,  that  they  represent  the  estimates  or  requests  for  funds 
and  authority.  The  phraseology  generally  used  is  "  improvements  for 
the  coming  year  include,"  or  "  projected  improvements  are,"  and  in  no 
case  is  it  stated  that  these  items  represent  the  real  plans  of  improve- 
ment. That  they  do  not  is  conclusively  proven  by  such  quotations  as 
the  following : 

"  The  department  submitted  its  annual  estimate  for  the  amount  of 
appropriation  required  for  extensions  to  the  pjant  at  the  several  worts 
of  the  city  and  for  the  introduction  of  modern  improved  appliances, 
that  the  cost  of  manufacturing  gas  could  be  reduced  to  the  lowest  price ; 
the  estimate  for  the  requirements  of  the  several  worlis  and  for  the  ex- 
tension of  mains  was  $1,080,500;  the  Committee  on  Finance  reduced  the 
amount  to  $250,000  and  this  latter  amount  has  not  yet  been  appro- 
priated." 

Similar  quotations  are  found  throughout  Chapter  XIV,  above.  It 
is  to  be  noted  further  that  the  items  in  the  reports  do  not,  as  a  rule, 
mention  any  amount  necessary.  Therefore  they  are  hardly  to  be  classed 
as  "requests  for  funds."  In  some  cases  also  the  reports  mention  the 
Items  as  if  already  decided  upon,  and  in  such  manner  as  to  hardly  jus- 
tify calling  them  requests  for  authority.  What  these  lists  of  items 
actually  were  is  uncertain — perhaps  they  were  the  appropriations 
already  passed  upon  by  the  Finance  Committee.  In  any  case  they  were 
not  the  plans  for  improvement  made  by  the  public  officials. 
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of  Philadelphia  was  looked  upon,  and  rightly  so,  as  an  enormously 
profitable  undertaking.  Propositions  with,  this  purpose  in  view 
were  not  lacking.  As  early  as  1883  an  offer  of  $10,000,000  was 
made  for  the  plant,  and  although  further  offers  were  made  from 
time  to  time,  they  did  not  receive  serious-  consideration.  When 
the  offer  of  the  United  Gas  Improvement  Company  was  made  in 
1897  it  was  evident  that  the  way  had  been  carefully  prepared  for 
its  acceptance.  Both  branches  of  councils,  as  well  as  the  mayor, 
-svere  determined  that  the  lease  should  be  consummated.  They 
showed  considerable  unwillingness  to  have  the  matter  thoroughly 
discussed.  It  is  true  that  no  strong  public  opposition  developed, 
due  largely  to  the  fact  that  the  people  had  become  wearied  with 
the  inadequate  gas  service  and  looked  upon  the  leasing  proposition 
as  a  possible  means  of  relief. 

XVI— TERMS  OF  THE  LEASE. 

Under  the  terms  of  the  contract  the  city  leased  the  gas  works 
for  a  period  of  thirty  years,  i.  e.,  until  December  31,  1927,  reserving 
the  right,  however,  to  terminate  the  lease  on  the  first  of  January, 
1908.  In  order  to  exercise  this  option  the  contract  provides  that 
written  notice  of  the  desire  of  the  city  to  terminate  the  lease  on 
the  first  day  of  January,  1908,  be  served  on  the  United  Gas  Im- 
provement Company  on  or  before  July  1,  1907.*  If  the  city  fails 
to  pass  such  ordinance  on  or  before  the  above  date  the  "option  on 
the  part  of  the  city  of  Philadelphia  to  terminate  this  contract  prior 
to  December  31,  1937,  shall  cease  and  forever  be  at  an  end." 

It  is  further  provided  that  in  case  the  city  exercises  its  option, 
it  must  pay  to  the  company  all  sums  expended 

"  in  and  about  the  alteration,  enlargement,  removal,  extension,  better- 
ment and  improvement  of  all  said  manufactur.ing  and  distributive  sys- 
tems and  plants,  with  interest  thereon  at  the  rate  of  six  (6)  per  cent, 
per  annum,  simple  interest,  together  with  a  sum  which  shall  be  the 
equivalents  of  the  appraised  value  of  the  property  now  belonging  to  the 
Philadelphia  Gas  Improvement  Company '  used  as  aforesaid,  and  inter- 
est thereon  at  the  rate  of  six  (6)  per  cent,  per  annum,  simple  interest, 
from  the  date  of  this  lease  to  the  date  of  payment." 

In  order  to  avoid  controversy  as  to  the  amount  to  be  paid  by 
the  city  in  case  it  decided  to  terminate  the  lease  on  January  1, 
1908,  it  was  provided: 

First — That  an  appraisal  be  made  of  the  property  of  the  Phil- 
adelphia Gas  Improvement  Company. 

"  Said  appraised  value  shall  be  ascertained  by  the  report  of  at  least 
a  majority  of  three  (3)  appraisers,  one  to  be  appointed  by  the  City  of 
Philadelphia,  one  by  the  said  The  United  Gas  Improvement  Company, 
and  the  third  by  the  two  first  chosen.     Said  report  of  the  appraisers 

*  Since  this  has  been  written  the  date  for  the  serving  of  such  notice 
has  passed.  The  city  has  decided  to  allow  the  contract  to  remain  in 
force  until  December  31,  1927. 

'  In  1889  the  city  entered  into  a  contract  with  the  Philadelphia  Gas 
Improvement  Association,  which  is  controlled  by  the  United  Gas  Im- 
provement Company,  for  the  purchase  of  wate.r  gas.  The  Philadelphia 
Gas  Improvement  Company  was  permitted  to  erect  a  water  gas  plant 
on  city  property,  the  city  reserving  the  right  of  purchase  at  appraised 
value. 
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shall  be  flled  with  the  Mayor  of  the  city  within  sixty  (60)  days  after 
the  date  of  this  contract.  In  order  to  aid  in  the  appraisement  last  pro- 
vided for,  an  inventory  showing  in  detail  the  property  now  belonging 
to  the  Philadelphia  Gas  Improvement  Company,  used  for  the  purpose 
of  carrying  out  its  contract  with  the  City  of  Philadelphia,  shall  be  made 
not  later  than  thirty  (30)  days  after  the  exeffution  of  this  agreement. 
This  shall  be  certified  to  as  being  correct  by  either  the  President  or  the 
Treasurer  of  The  United  Gas  Improvement  Company  and  the  Mayor  of 
the  City  of  Philadelphia,  representing  the  City.  Upon  the  execution  and 
delivery  of  this  contract  and  of  the  demised  premises,  there  shall  be 
delivered  to  the  Mayor  the  agreement  of  the  Philadelphia  Gas  Improve- 
ment Company  assenting  to,  accepting,  and  agreeing  to  be  bound  by 
the  provisions  of  this  Clause  6  relative  to  the  property  of  that  Company." 

Secondly — That  the  United  Gas  Improvement  Company  file 
annual  statements  of  expenditures  and  give  to  the  controller  of 
the  city  of  Philadelphia  the  right  to  examine,  audit  and  verify  the 
statements. 

"  On  the  first  day  of  I'ebruary,  1898,  The  United  Gas  Improvement 
Company,  its  successors  or  assigns,  shall  file  with  the  Controller  of  the 
City  of  Philadelphia  a  statement  showing  in  detail  expenditures  during 
the  year  1897  for  alterations,  enlargements,  removals,  betterments,  and 
improvements  not  including  repairs  made  by  it  In  and  about  the  Gas 
Works,  and  for  the  mains,  meters,  services,  and  appurtenances.  On  the 
first  day  of  February  of  each  year  following  during  the  continuance 
of  this  lease  the  said  The  United  Gas  Improvement  Company,  its  suc- 
cessors and  assigns,  shall  file  with  the  Controller  of  the  City  of  Phila- 
delphia a  similar  statement  of  expenditures  in  and  about  the  same 
matters  made  during  the  calendar  year  immediately  preceding,  and  on 
the  thirty-first  day  of  December,  1907,  shall  fil4*such  a  statement  for  the 
year  ending  on  that  date.  Interest  upon  the  amounts  so  shown  shall 
be  calculated  and  paid  at  the  rate  of  sis  (6)  per  centum  per  annum, 
simple  Interest,  from  the  first  day  of  the  year  succeeding  that  in  which 
the  expenditures  were  made  to  the  date  of  payment  by  the  City  of  Phila- 
delphia. The  Controller  of  the  City  of  Philadelphia  shall  have  the 
right  to  examine,  audit  and  verify  the  statements  so  to  be  filed  as  herein 
provided." 

If  the  lease  is  permitted  to  run  the  full  term,  until  December 
31,  1927,  the  city  is  to  receive,  free  of  charge,  the  entire  manu- 
facturing and  distributing  plant  inclusive  of  the  property  of  the 
Philadelphia  (ras  Improvement  Company.  It  is  further  provided 
that  the  plant  shall  be  handed  over  to  the  city  in  first-class  order 
and  condition.^ 

" "  Clause  7.  Upon  the  termination  of  this-  lease  by  the  expiration 
of  the  term  specified  in  Clause  1  of  this  contract,  namely  on  December 
31,  1927,  said  The  United  Gas  Improvement  Company,  its  successors  and 
assigns,  shall  deliver  to  the  said  City  the  property  herein  leased  in 
the  same  good  order  and  condition  In  which  the  same  now  Is,  to  such 
extent  as  said  property  shall  not  have  been  altered  or  changed  under 
this  contract  by  the  enlargements,  extensions,  betterments,  and  improve- 
ments made  in  and  about  the  manufacturing  and  distributing  systems 
and  plants  during  the  period  of  this  lease,  an'd  together  with  all  such 
alterations,  changes,  enlargements,  extensions,  betterments,  and  im- 
provements, all  of  which  shall  be  so  delivered  to  the  City  in  good 
first-class  order  and  condition  at  such  termination  of  the  lease.  Said 
The  United  Gas  Improvemait  Company,  its  successors  and  assigns,  shall 
also  at  the  same  time  deliver  to  the  said  City  in  good  first-class  order  and 
condition  the  property  now  belonging  to  the  said  Philadelphia  Gas  Im- 
provement Company,  used  under  said  contract  between  It  and  the  City 
of  Philadelphia  as  above  provided,  and  also  all"  extensions,  enlai-gements. 
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In  order  fully  to  modernize  the  works  the  company  agreed  to 
expend  at  least  five  million  dollars  during  the  first  three  years  of 
the  lease  in  the  alteration,  improvement,  extension  and  betterment 
of  the  manufacturing  and  distributive  systems,  and  to  expend  not 
less  than  fifteen  million  dollars  for  such  purposes  during  the  thirty 
years  of  the  lease. 

The  company  furthermore  agrees'  to  supply  gas  of  not  less 
than  twenty-two  candle  power  and  to  pay  a  penalty  of  five  hun- 
dred dollars  for  each  day  of  failure  to  meet  this  standard.  The 
contract  further  provides*  that  the  company  shall  supply  without 
charge  all  the  gas  necessary  to  illuminate  public  buildings  and 
shall  also  supply  gas  without  charge  to  the  city's  street  lamps 
"  and  lamps  in  Public  Squares,  along  the  line  of  its  mains  up  to  the 
number  that  are  being  lighted  at  the  beginning  of  this  lease ;  and  shall 

Imgrovements,  and  betterments  of  said  property,  free  and  clear  of  all 
debts  and  obligations  of  every  sort,  klndj  and  description;  and  together 
with  the  right  to  use  all  processes  of  every  kind  useful  in  the  manufac- 
ture of  gas  then  established  and  in  use  at  any  of  said  works.  All  the 
changes,  alterations,  constructions,  removals,  and  repairs  which  shall 
be  necessary  to  be  made  from  time  to  time  In  the  proper  maintenance, 
extension,  improvement,  and  betterment  of  the  said  leased  Gas  Works 
and  appurtenances  and  the  plant  of  the  Philadelphia  Gas  Improvement 
Company,  shall  be  made  and  done  by  said  The  United  Gas  Improvement 
Company,  its  successors  and  assigns,  and  the  City  of  Philadelphia  shall 
receive  the  same,  together  with  the  said  plants  and  all  the  property  of 
the  Philadelphia  Gas  Improvement  Company,  in  an  efficient  state  at 
such  expiration  of  this  lease  without  any  charge  or  cost  to  the  City  of 
Philadelphia.  It  Is  the  intent  of  this  agreement  that  the  City  of  Phila- 
delphia at  the  end  of  the  term,  namely  on  December  31,  1927,  shall, 
without  charge  or  cost,  receive  all  of  the  said  works  in  the  condition 
of  alteration,  improvement,  and  change  in  which  the  same  shall  then 
exist,  and  the  same  shall  be  so  maintained  as  to  be  then  in  first-class 
order  and  condition.  Said  The  United  Gas  Improvement  Company  shall 
at  its  own  cost  and  expense  keep  the  buildings,  machinery,  and  other 
property  of  the  City  of  Philadelphia  delivered  to  it,  and  which  shall  be 
constructed  by  it  under  this  lease  of  the  character  usually  insured  by 
gas  companies  insured  to  the  extent  that  such  properties  of  gas  com- 
panies are  usually  insured  (but  not  less  than  the  total  insurance  now 
carried  by  the  City  on  said  property),  and  shall  insure  the  buildings, 
machinery,  and  other  property  of  the  City  of  Philadelphia  delivered 
to  it  under  this  lease  to  an  amount  not  loss  thfio  the  total  insurance  of 
the  same  now  carried  by  the  said  City,  and  shall  expend  all  sums 
received  by  it  under  any  such  policies  of  insurance  upon  the  repair,  re- 
placement, or  reconstruction  of  the  city's  bui'ldings,  machinery,  and 
other  property  so  damaged  or  destroyed  by  fire,  received  by  said  lessee 
hereunder.  Upon  the  termination  of  this  contract,  either  on  December 
31,  1907,  or  on  December  31,  1927,  the  City  of  Philadelphia  shall  have  the 
option  to  purchase  all  the  coal,  oil,  coke,  tar,  lime,  and  other  gas-making 
supplies  and  residual  products  then  on  hand  aj  said  works  at  the  then 
market  price,  or  to  have  the  said  The  United  Gas  Improvement  Com- 
pany, its  successors  and  assigns,  remove  the  same  at  its  own  cost  and 
expense  as  soon  as  conveniently  can  be  done.  All  the  gas  in  the  holders, 
mains,  and  pipes  of  said  works  at  the  termination  of  this  contract, 
either  on  December  31,  1907,  or  on  December  31,  1927,  shall  be  accounted 
for  at  holder  cost  by  the  City  to  The  United  Gas  Improvement  Company 
when  paid  for  by  consumers." 

'  Clause  9,  Lease  of  Philadelphia  Gas  Works  to  The  United  Gas  Im- 
prbvement  Company. 

'Clause  10. 
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also  in  aach  succeeding  year  supply  gas  without  charge  to  three  hun- 
dred (300)  street  lamps  or  lamps  in  Public  Squares  in  each  year  along 
the  line  of  its  mains  in  addition  to  the  number  'supplied  in  the  preceding 
year  when  directed  so  to  do  by  ordinance  of  Councils,  which  shall  also 
specify  the  location  of  the  same.  All  said  lamps  shall  be  furnished 
with  burners  which  shall  give  not  less  than  22  candle-power,  and  shall 
be  lighted  every  night  and  all  night.  Said  The  United  Gas  Improvement 
Company,  its  successors  and  assigns,  shall  at  its  own  cost  and  expense 
run  all  services  and  make  all  connections  between  said  street  lamps  and 
its  distributing  pipes  or  mains,  furnish  all  burners  required  on  said 
street  lamps,  and  light,  clean,  extinguish,  arid  repair  all  lamps  and 
lanterns,  and  keep  in  repair  all  lamp-posts,  lamps,  and  lanterns  in  use 
during  the  term  of  this  lease." 

The  provisions  governing  the  cost  of  gas  to  the  consumer  are 
in  some  respects  peculiar.  A  standard  rate  of  one  dollar  per  thou- 
sand cubic  feet  is  fixed  in  clause  11,  but  councils  is  given  power  to 
reduce  the  price  within  the  following  limits : 

1.  Until  and  Including  the  thirty-first  day  of  December,  1907, 
ninety  (90)  cents  per  thousand  cubic  feet. 

2.  From  January  first,  1908,  until  and  including  December  31, 
1912,  eighty-five  (85)  cents  per  thousand  cubic  feet. 

3.  From  January  first,  1913,  until  and  including  December  31, 
1917,  eighty  (80)  cents. 

4.  From  January  first,  1918,  until  and  Including  December  31, 
1927,  seventy-flve  (75)  cents. 

If  councils  avails  itself  of  this  right  the  company  is  to  make 
no  payments  into  the  city  treasury.  If,  however,  the  price  of  gas 
is  not  reduced  to  the  minimum  figures  above  mentioned  the  city 
treasury  is  to  receive  from  the  company  the  difference  between  the 
price  paid  by  the  consumer  and  the  minimum  amounts  above  speci- 
fied.   In  other  words,  the  company  is  required  to  pay  to  the  city 

"  Upon  all  gas  sold  prior  to  January  1,  1908,  all  sums  received  by 
them  in  excess  of  ninety  (90)  cents  per  thousand  cubic  feet.  Upon  all 
gas  sold  after  December  31,  1907,  and  prior  to  January  1,  1913,  all  sums 
so  received  in  excess  of  eighty-five  (85)  cents  per  thousand  cubic  feet. 
Upon  all  gas  sold  after  December  31,  1912,  and  prior  to  January  1,  1918, 
all  sums  so  received  in  excess  of  eighty  (80)  cents  per  thousand  cubic 
feet.  Upon  all  gas  sold  after  December  31,1917,  and  prior  to  January 
1,  1928,  all  sums  so  received  in  excess  of  seventy-five  (75)  cents  per 
thousand  cubic  feet." 

The  company  is  furthermore  required  to  pay  into  the  city 
treasury  ten  thousand  dollars  ($10,000)  annually  towards  paying 
the  salaries  and  expenses  of  the  city  inspector  of  meters  and  his 
assistants  and  the  expenses  incident  to  the  gas  tests. 

At  the  time  the  lease  was  signed  every  effort  was  made  both 
by  the  mayor  and  members  of  councils  to  convince  the  people  that 
the  terms  were  most  advantageous  to  the  qity.  The  warning  of 
the  few  opposition  members  of  councils,  that  the  lease  failed  to 
conform  to  some  of  the  fundamental  principles  that  should  govern 
the  relation  between  the  municipality  and  the  public-service  corpo- 
rations, remained  unheeded.  The  accumulated  experience  of  the  ten 
years  that  have  elapsed  since  the  signing  of-  the  lease  has  strength- 
ened the  force  of  the  objections  then  raised.  As  regards  the  right  to 
terminate  the  contract  in  1908,  the  terms  of  the  contract  place  the 
city  completely  at  the  mercy  of  the  company.    As  has  already  been 
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pointed  out,  the  contract  provided  for  no  adequate  control  of  the 
accounts  of  the  company  for  the  purpose  of  ascertaining  whether 
the  reported  statements  for  improvements,  betterments,  enlarge- 
ments, alterations  and  removals  were  correctly  classified.  'No  mat- 
ter how  scrupulously  honest  the  company  may  be,  the  city  should 
have  independent  means  of  determining  whether  the  amounts  which 
it  will  be  expected  to  return  to  the  company  in  case  it  shall  exer- 
cise the  option  to  terminate  the  lease  on  the  first  of  January,  1908, 
have  been  actually  expended  for  the  purposes  mentioned. 

As  will  appear  in  the  accompanying"  table,  the  controller's 
books  show  that  from  the  beginning  of  the  lease  in  1897  until  the 
close  of  the  fiscal  year  1905,  the  company  expended  $11,354,919.77 
for  improvements,  betterments,  enlargements,  alterations  and  re- 
movals. 

Even  if  the  city  should  desire  to  exer&lse  its  option  it  is  ex- 
tremely doubtful  whether  it  can  do  so.  In  1905  the  city  was 
within  $14,338,567  of  the  constitutional  debt  limit.  More  than 
half  of  this  is  practically  pledged  for  the  completion  of  the  filtra- 
tion plant,  the  abolition  of  grade  crossings  and  other  important 
local  improvements.  Should  the  city  exercise  its  option  to  termin- 
ate the  lease  in  1908  it  will  have  to  pay  to  the  company  not  less 
than  fifteen  million  dollars,  and  probalfly  considerably  more. 
Even  allowing  for  the  increase  on  property  valuation  between  1905 
and  1908,  the  amount  required  will  probably  be  considerably  be- 
yond its  constitutional  borrowing  powers. 
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The  most  serious  omission  is  the  faikire  to  insert  any  ade- 
quate provision  for  the  participation  of  the  city  and  its  inhabi- 
tants in  the  benefits  accruing  from  reductions  in  the  cost  of  pro- 
duction of  gas.  It  is  true  that  councils  may  reduce  the  price  of 
gas  within  certain  specified  limits,  but  this  reduction,  if  made, 
simply  diverts  money  into  the  pocket  of  the  consumer  which 
would  otherwise  flow  into  the  city  treasury.  The  unfortunate 
choice  is  put  to  councils  to  perpetuate  an  inordinately  high  price 
of  gas  or  to  sacrifice  an  important  source  of  public  revenue.  The 
importance  of  this  item  is  shown  in  the  accompanying  table. 
Payments  Made  by  the  United  Gas  Improvement  Company  to  the 
City  of  Philadelphia  Since  1897. 

1898.  . .' $268,459.16 

1899 -.      351,469.04 

1900 385,130.55 

1901 429,813.75 

1903 :      519,965.59 

1903 645,685.03 

1904 652,943.65 

1905 -.      679,933.84 

Total $3,933,398.61 

The  best  interests  of  the  city  require  that  councils  should 
make  the  fullest  use  of  its  power  to  reduce  the  price  of  gas  to  the 
consumer.  Under  the  plan  as  incorporated  in  the  contract  the 
local  legislative  authority  is  extremely  reluctant  to  reduce  the  price 
of  gas  to  the  consumer,  as  such  a  course  makes  it  necessary  to  sup- 
ply the  revenue  thus  sacrificed  through  an  increase  in  the  tax  rate. 
During  the  first  ten  years  of  the  lease  councils  might  have  reduced 
the  price  of  gas  tp  ninety  cents  per  thousand  cubic  feet,  but  would 
thereby  have  deprived  the  city  treasury  of  th§  ten  cents  per  thousand 
cubic  feet  sold^  as  specified  in  the  contract.  The  failure  to  make 
the  reduction  assured  the  city  a  considerable  revenue,  but,  on  the 
other  hand,  the  payment  by  the  consumer  of  the  additional  ten 
cents  per  thousand  cubic  feet  constitutes  a  tax  which  falls  heaviest 
on  those  least  able  to  pay.  The  broader  social  interests  of  the 
community  demand  that  the  use  of  gas  both  for  lighting  and 
cooking  purposes  shall  be  as  widely  encouraged  as  possible,  and 
anything  which  tends  to  maintain  a  high  price  is  to  that  extent  an 
obstacle  to  social  progress.  It  is  true  that- ;ieither  the  action  nor 
inaction  of  councils  in  any  way  affects  the  profits  of  the  company, 
but  the  system  itself  is  an  unfortunate  one  from  the  point  of  view 
of  the  social  welfare  of  the  community. 

Another  omission  to  which  attention  should  be  called  is  that 
no  provision  is  made  for  any  form  of  control  over  the  accounting 
of  the  company.  The  city  authorities  and  the  general  public  are 
without  any  means  of  ascertaining  the  relation  of  the  price  charged 
to  the  cost  of  production.  Even  the  provision  which  gives  the 
=  Amounting  in  1905  to  $679,932.84.   ^ 
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controller  the  right  to  audit  the  company's  expenditures  for  alter- 
ations, enlargements,  removals,  betterments  and  improvements  is 
of  little  value,  as  the  classiiication  of  expenditures  is  left  to  the 
discretion  of  the  company.  The  controller's  audit  does  not  go  back 
of  the  company's  classification. 

The  contract  with  the  company  was  drawn  up  without  any 
reference  to  the  great  future  possibilities  in  the  reduction  of  the 
cost  of  producing  gas.  The  local  authorities  seem  to  have  lost 
sight  of  the  fact  that  up  to  three  years  before  the  lease  was  con- 
summated, the  gas  plant  had  been  paying  substantial  profits  to  the 
city,  profits  which  might  have  been  greatly  increased  or  the  price 
of  gas  greatly  lessened  had  adequate  manufacturing  and  distribut- 
ing facilities  been  installed.  What  changes  in  the  methods  of  pro- 
duction will  be  made  during  the  next  twenty  years  no  one  can 
say,  but  it  is  evident  that  any  long  term  lease  should  at  least  pro- 
vide a  means  by  which  the  city  and  its  inhabitants  may  participate 
in  the  benefits  of  such  improvements. 

XVII— THE  GAS   SERVICE  UNDER  THE  LEASE. 

Availing  itself  of  the  power  granted  in  the  contract  the  United 
Gas  Improvement  Company  assigned  the  lease  to  a  subsidiary  com- 
pany known  as  the  Equitable  Illuminating  Company.  This  was 
done  in  order  to  keep  the  Philadelphia  accounts  distinct  from  the 
large  number  of  gas  plants  in  other  cities  owned  and  operated  by 
the  United  Gas  Improvement  Company.  The  lirorthern  Liberties 
Gas  Company,  a  private  corporation,  which  supplied  a  small  sec- 
tion of  the  city,  is  also  operated  by  the  United  Gas  Improvement 
Company  under  an  agreement  of  July  2,  1900.  The  plant  of  this 
company  is  not  a  part  of  the  Philadelphia  Gas  Works,  and  its 
rights  were  specifically  protected  by  the  terms  of  the  lease.^ 

The  gas  service  since  the  beginning  of  the  lease  has  been  such 
as  fully  to  satisfy  the  demands  of  the  public.  It  is  generally 
agreed  that  the  officials  of  the  United  Gas  Improvement  Company 
have  done  everything  in  their  power  to  improve  the  service  in 
every  respect.  Complaints  are  given  prompt  attention  and  dif- 
ferences adjusted  in  a  spirit  of  fairness.  In  encouraging  the  use 
of  gas  for  cooking  purposes  the  company  has  performed  a  real 
service. 

It  is  not  likely  that  there  ^ould  have  been  the  slightest 
agitation  for  the  termination  of  the  lease  ip  1908  had  it  not  been 
for  the  unfortunate  proposition  submitted  by  the  company  in  May, 
1905,  for  the  further  extension  of  the  lease  until  the  thirty-first  of 
December,  1977.  It  is  not  within  the  province  of  this  monograph  to 
discuss  the  details  of  the  proposal  nor  the  influences  back  of  it.  To 
what  extent  the  hands  of  the  company  were  forced  by  unscrupulous 
politicians  will  probably  never  be  disclosed.     Suffice  it  to  say  that 

1  Clause  1.  "That  to  such  extent  as  the  Northern  Liberties  Gas 
Company  Is  now  possessed  of  the  right  to  supply  gas  within  any  portion 
of  the  City  of  Philadelphia,  this  contract  shall  not  be  construed  as 
intended  to  vest  in  the  lessee  any  right  in  such  territory,  except  such 
rights  as  the  City  has  therein." 
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the  proposition  passed  both  branches  of  councils  and  though  vetoed 
by  the  mayor  would  have  been  passed  over  his  veto  had  there  not 
been  an  upheaval  of  popular  indignation  which  brought  the  city 
to  the  verge  of  riot  and  disorder. 

This  incident  has  had  a  curious  effect  on  the  public  opinion 
of  the  community.  It  has  developed  a  dis'trust  of  the  influence 
of  public  service  corporations  on  the  civic  life  of  the  community. 
Whereas  prior  to  the  recent  agitation  the  people  pointed  with  a 
certain  local  pride  to  the  United  Gas  Improvement  Company, 
there  is  now  prevalent  a  keen  sensitiveness  to  the  dangerous  polit- 
ical influence  which  such  a  corporation  can  exercise.  Whether 
justified  or  not,  the  existence  of  this  feeling  is  likely  to  have  no 
inconsiderable  influence  on  the  future  relation  of  the  city  of  Phila- 
delphia to  the  gas  supply. 

APPENDIX. 

Ordinance  of  the  City  op  Philadelphia  Authorizing  the 
Leasing  of  the  Gas  Works  and  Agrebment  Between 
the  City  and  the  United  Gas  Improve- 
ment Company. 
an  ordinance. 
Authorizing  the  Execution  of  a  Coatract  with  The  United  Gas  Improve- 
ment Company,  its  successors  and  assigns,  by  the  City  of  Philadel- 
phia, for  the  lease  to  the  former  of  the  gas  works,  street  mains, 
conduits,  pipes,  services,  meters,  and  other  property,  real  and  per- 
sonal, of  the  latter,  used  for  and  in  connection  with  the  manufacture 
and  distribution  of  gas  in  the  City  of  Philadelphia;  for  the  opera- 
tion, maintenance,  enlargement,  extension,  and  betterment  of  fhe 
same;  for  the  manufacture  and  distribution  of  gas  in  said  city  by 
said  The  United  Gas  Improvement  Company,  its  successors  and  as- 
signs, and  for  the  exclusive  supply,  by  said  lessee  and  its  assigns, 
of  all  gas  to  be  supplied  to  consumers  by  of  with  the  consent  of  said 
city  during  the  term  of  the  lease;  and  also  consenting  to  the  entry 
of  The  Equitable  Illuminating  Gas  Light  Company  of  Philadelphia 
upon  the  streets  of  the  City  of  Philadelphia,  in  ease  of  its  becoming 
an  assignee  of  The  United  Gas  Improvement  Company  to  such  ex- 
tent as  shall  be  necessary  to  enable  it  to  perform  its  duties  as  such 
assignee. 

Wheeeas,  The  sole  source  of  supply  of  gas  in  the  City  of  Phila- 
delphia, saving  of  that  manufactured  and  supplied  to  said  city 
under  its  contract  dated  the  third  day  of  August,  1888,  with  the 
Philadelphia  Gas  Improvement  Company,  and  also  of  that  supplied 
by  the  Northern  Liberties  Gas  Light  Company,  which  latter  Com- 
pany claims  a  right  also  to  supply  gas  in  portions  of  said  city,  is 
certain  property  known  collectively  as  the  Philadelphia  Gas  "Works, 
owned  by  said  city  and  now  operated  by  if;  and. 

Whereas,  Very  large  sums  of  money  ought  now  to  be  expended 
'  in  laying  additional  mains,  services,  and  connections  in  supplying 
meters  and  appurtenances,  and  in  the  erection  of  new  and  addi- 
tional apparatus  necessary  for  the  economical  manufacture,  stm-age, 
and  distribution  of  gas  sufflcient  to  supply  the  present  and  pro- 
spective demands  for  gas  by  the  city  and  its  inhabitants ;  and, 

Wheeeas,  The  requirements  of  the  city  for  other  municipal 
purposes  are  of  such  a  pressing  character  that  it  would  be  extremely 
Inconvenient  for  it  to  make  said  expenditures  at  the  present ;  and, 

Wheeeas,  It  is  deemed  desirable  to  secure  by  contract' with  a 
responsible  company  the  maintenance,  operation,  development,  and 
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extension  of  its  gas  plant,  and  of  its  system  of  distribution  of  gas, 
for  a  term  of  years,  and  also  to  resume  at  the  end  of  said  term 
possession  of  its  works  and  plant,  modernized  and  fully  equipped, 
without  impairment  of  tlie  exclusive  privilege  of  supplying  gas 
within  the  limits  of  said  citj'  now  vested  in  it ;  and, 

Tii^HEKEAS,  Said  object  can  be  accomplished  by  leasing  all  its 
property,  real  and  personal,  knovsn  collectively  as  the  Philadelphia 
Gas  Works,  and  the  appurtenances,  for  a  comparatively  long  term 
of  years,  under  a  contract  insuring  to  the"  lessee  during  said  term 
possession  of  said  works  and  of  the  exclusive  right,  except  as 
hereinafter  noted,  to  supply  the  citizens  bf  Philadelphia  with  gas; 
now,  therefore, 

Section  1.  The  Select  and  Common  Councils  of  the  City  of  Phila- 
delphia do  ordain: — 

That  the  Mayor  of  said  city  be,  and  hereby  is  authorized  to  execute 
and  deliver  on  the  part  of  the  city  to  The  United  Gas  Improvement 
Company,  a  corporation  of  the  State  of  Pennsylvania,  its  successors 
and  assigns,  a  lease  and  contract  in  the  words  following,  and  that  the 
same,  when  delivered,  shall  be  binding  upon  the  City  of  Philadelphia : — 

This  agreement,  made  this  day 

of  ,  189     ,  between  the  City  of  Philadelphia 

of  the  one  part,  and  The  United  Gas  Improvement  Company,  a  corpo- 
ration duly  organized. under  the  laws  of  the  State  of  Pennsylvania,  hav- 
ing its  principal  office  in  said  city  of  Philadelphia,  of  the  second  part, 
witnesseth: 

Whereas,  By  an  ordinance  of  the  City  of  Philadelphia  entitled 
"  An  Ordinance  Authorizing  the  Execution  of  a  Contract  with  The 
United  Gas  Improvement  Company,  its  successors  and  assigns,  by  the 
City  of  Philadelphia,  for  the  lease  to  the  former  of  the  gas  works,  street 
mains,  conduits,  pipes,  services,  meters,  and  other  property,  real  and 
personal,  of  the  latter,  used  for  and  in  connection  with  the  manufacture 
and  distribution  of  gas  in  the  City  of  Philadelphia ;  for  the  operation, 
maintejiance,  enlargement,  extension,  and  betterment  of  the  same ;  for 
the  manufacture  and  distribution  of  gas  in  said  city  by  said  The  United 
Gas  Improvement  Company,  its  successors  and  assigns,  and  for  the  ex- 
clusive supply,  by  said  lessee  and  its  assigns,  of  all  gas  to  be  supplied  to 
consumers,  by  or  with  the  consent  of  said  city  during  the  term  of  the 
lease ;  and  also  consenting  to  the  entry  of  The  Equitable  Illuminating 
Gas  Light  Company  of  Philadelphia  upon  the  streets  of  the  City  of 
Philadelphia,  in  ease  of  its  becoming  an  assignee  of  The  United  Gas 
Improvement  Company  to  such  extent  as  shall  be  necessary  to  enable  it 
to  perform  its  duties  as  such  assignee,"  duly  approved  the 
day  of  ,  189     ,  it  was  provided  for  the  reasons 

therein  set  forth  that  this  contract  should  be  executed ;  now, 

Therefore,  It  is  agreed  between  the  parties  hereto  as  follows : 

AGREEMENT.       •, 

This  ageeement.  Made  this  twelfth  day  of  November,  1897,  between 
the  CiTr  OF  Phiiadelphia,  of  the  one  part,  and  The  United  Gas  Im- 
prove mfint  Company,  a  corporation  duly  organized  under  the  laws  of 
the  State  of  Pennsylvania,  having  its  principal  office  in  said  City  of 
Philadelphia,  of  the  second  part,  witnesseth  :-^ 

Whereas,  By  an  ordinance  of  the  City  of  Philadelphia  entitled  "  An 
Ordinance  authorizing  the  execution  of  a  contract  with  The  United  Gas 
Improvement  Company,  its  successors  and  assigns,  by  the  City  of  Phila- 
delphia, for  the, lease  to  the  former  of  the  gas  works,  street  mains,  con- 
duits, pipes,  services,  meters  and  other  pfopefty,  real  and  personal,  of 
the  latter,  used  for  and  in  connection  with  the  manufacture  and  dis- 
tribution of  gaa  in  the  City  of  Philadelphia;  for  the  operation,  main- 
tenance, enlargement,  extension  and  betterment  of  the  same;  for  the 
manufacture  and  distribution  of  gas  in  said  city  by  said  The  United  Gas 
Improvement  Company,  its   successors   and  assigns,    and  for  the  ex- 
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elusive  supply,  by  said  lessee  and  its  assigns,  of  all  gas  to  be  supplied  to 
consumers  by  or  with  the  consent  of  said  city  during  the  term  of  the 
lease;  and  also  consenting  to  the  entry  of  The  Equitable  Illuminating 
Gas  Light  Company  of  Philadelphia  upon  the  streets  of  the  City  of 
Philadelphia,  in  case  of  its  becoming  an  assignee  of  The  United  Gas 
Improvement  Company,  to  such  extent  as  shall  be  necessaiy  to  enable 
it  to  perform  its  duties  as  such  assignee,"  duly  approved  the  twelfth  day 
of  November,  1897,  it  was  provided  for  the  reasons  therein  set  forth  that 
this  contract  should  be  executed ; 

Now,  Therefore,  It  Is  agreed  between  the  parties  hereto  as  follows : — 
Clause  1.  The  City  of  Philadelphia  does  hereby  lease  to  the  said 
The  United  Gas  Improvement  Company,  its  successors  and  assigns,  for 
the  term  beginning  the  twelfth  day  of  November,  1897,  and  ending 
December  31,  1927,  all  the  property,  real  and  personal,  collectively  known 
as  the  Philadelphia  Gas  Works,  with  the  appurtenances,  including, 
inter  alia,  the  property  particularly  described  in  Exhibit  A,  hereto  at- 
tached, which  is  to  be  taken  as  a  part  of  this  contract,  comprising, 
generally,  the  land,  buildings,  tenements,  machinery,  ai)paratus,  tools, 
mains,  pipes,  services,  meters  and  other  appurtenances  jjossessed  or 
used  by  or  for  the  City  of  Philadelphia  in  the  manufacture,  storage,  sale, 
distribution  and  supply  of  gas,  it  being  understood  that  the  specification 
of  said  leased  property  in  said  Ei.hibit  A  shall  not  be  construed  in  such 
way  as  to  exclude  from  the  list  any  items  ornitted  which  should  have 
been  therein  included ;  and  that  no  unpaid  bills  for  gas  or  liens  against 
real  estate  tor  the  same  nor  unpaid  accounts  for  residual  products  ex- 
isting at  the  date  T^-lien  the  lessee  takes  possession  are  included  or  in- 
tended to  be  Included  in  the  property  herein  assigned  and  leased ;  and  it 
being  further  understood  and  agreed  that  The  United  Gas  Improvement 
Company,  its  successors  and  assigns,  shall  at  its  own  expense  assume 
and  pay  any  and  all  ground-rents  and  the  rental  of  any  land,  building 
or  buildings  of  which  the  city  is  a  lessee  which  are  used  in  connection 
with  the  city's  gas  business.  Delivery  shall  be  made  of  all  such  prop- 
erty to  said  The  United  Gas  Improvement  Company,  its  successors  and 
assigns,  by  the  City  of  Philadelphia,  as  soon  as  may  be  after  the  execu- 
tion of  these  presents  and  antecedently  to  the*  date  fixed  for  the  com- 
mencement of  the  lease,  and  upon  the  performance  by  the  said  The 
United  Gas  Improvement  Company  of  the  obligations  imposed  upon  it 
by  Clause  3  of  this  agreement,  it  being  understood  that  the  City  of 
Philadelphia  also  must  do  all  necessary  on  its  part  to  be  done  to  enable 
said  The  United  Gas  Improvement  Company  tg  know  the  amount  to  be 
paid  under  Clause  2.  And  said  lessee  hereby  agrees  that  it  will  pay  all 
rents  or  other  charges  for  water  which  shall  be  used  by  the  lessee  upon 
the  leased  premises  or  any  part  thereof. 

The  City  of  Philadelphia  does  hereby  authorize  and  empower  the 
said  The  United  Gas  Improvement  Company,  its  successors  and  assigns, 
hereafter  during  the  term  of  this  contract  to  retain  possession  of,  main- 
tain, change,  alter  and  repair,  and  to  operate  said  gas  works  and  ap- 
purtenances and  all  the  property  hereby  leased,  and  to  lay,  repair,  re- 
move, relay,  extend,  and  maintain  mains,  pipes,  services  and  appur- 
tenances along  and  beneath  the  surface  of  thp  highways,  streets,  ave- 
nues, alleys,  ways  and  public  places  in  said  city  for  the  supply  and  dis- 
tribution of  gas ;  and  said  company,  its  successors  and  assigns,  during 
the  continuance  of  this  contract,  shall  have  the  exclusive  right,  for  said 
purposes,  to  enter  upon  and  occupy  all  said  highways,  streets,  avenues, 
lanes,  ways,  alleys  and  public  places,  and  to  supply  and  distribute  gas 
through  pipes  laid  therein:  Provided,  liowevcr.  That  to  such  extent  as 
the  Northern  Liberties  Gas  Jyight  Company  is  now  possessed  of  a  right 
to  supply  gas  within  any  portion  of  the  City  of  Philadelphia,  this  con- 
tract shall  not  be  construed  as  intended  to  vest  In  the  lessee  any  right 
in  such  territory,  except  such  rights  as  the  city  has  therein.  The  City 
of  Philadelphia  agrees  that  during  the  term  of  this  contract  it  will  do 
nothing,   by  ordinance  or  otherwise,  which  will   in   any  way  interfere 
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with,  or  limit,  restrict  or  impair  tliis  exclusive  right  hereby  vested  In 
said  The  United  Gas  Improvement  Company,  its  successors  and  assigns. 

All  openings,  excavations  and  repaving  shall  be  made  subject  to 
such  general  rules  and  regulations  as  from  time  to  time  shall  be  in  force 
concerning  the  opening,  excavation  and  repaving  of  streets  and  the  pro- 
tection of  travel  along  same,  and  the  trenches  shall  be  refilled  and  re- 
paved  with  the  same  material  and  character  of  paving  as  before  they 
were  opened.  All  openings,  excavations,  repaying  and  refilling  shall  be 
subject  to  the  approval  of  the  Department  of  JPublic  Works.  If  at  any 
time  The  United  Gas  Imisrovement  Company,  its  successors  or  assigns, 
shall  neglect  or  refuse  to  refill  any  trenches  and  repave  over  all  openings 
which  it  or  its  successors  or  assigns  shall  have  made  upon  notifications 
from  the  Department  of  Public  Works,  said  department  is  hereby  given 
full  power  and  authority  to  do  such  refilling  and  repaving  at  the  ex- 
pense and  cost  of  The  United  Gas  Improvement  Company,  its  successors 
and  assigns,  and  if  the  City  of  Philadelphia  at  any  time  in  the  future 
build  and  construct  a  suitable  sub-way  that  the  said  lessee,  its  suc- 
cessors and  assigns,  shall  and  will  when  so  requested  by  the  City  of 
Philadelphia  place  its  pipes  in  such  sub-way  at  its  own  cost  and  ex- 
pense, and  no  rental  shall  be  charged  therefor  by  the  City  of  Phila- 
delphia. 

It  shall  be  lawful  for  the  said  The  United  Gas  Improvement 
Company  to  assign  this  contract  to  The  Equitable  Illuminating  Gas 
Light  Company  of  Philadelphia,  and  to  any  other  corporation  of  Penn- 
sylvania having  power  to  exercise  the  franchise,  and  also  to  enter  into 
an  agreement  with  said  company,  or  with  any  other  of  said  companies, 
for  the  performance,  in  wliole  or  in  part,  of  this  contract,  or  for  vesting 
in  such  assignee  any  rights  under  this  eontraet,  and  to  authorize  such 
other  company  or  companies  to  do  all  things  necessary  in  and  about 
such  performance,  including  the  occupancy  and  use  of  the  highways, 
streets,  avenues,  lanes,  ways,  alleys  and  public  places  in  laying,  repair- 
ing, removing,  relaying,  extending  and  maintaining  mains,  pipes,  serv- 
ices, and  appurtenances  and  supplying  gas.  Authority  is  hereby  given 
to  the  said  The  Equitable  Illuminating  Gas  Light  Company  of  Phila- 
delphia, assignee  as  aforesaid,  and  to  any  other  corporation  which  may 
thus  become  the  assignee  or  covenantee  of  the  said  The  United  Gas 
Improvement  Company,  to  enter  upon  and  to  ^occupy  the  highways, 
streets,  avenues,  lanes,  ways,  alleys  and  public  places  of  the  City  of 
Philadelphia  during  the  existence  of  this  lease,  but  no  longer,  for  the 
purpose  of  laying,  repairing,  removing,  relaying,  extending  and  main- 
taining mains,  pipes,  services,  and  all  other  appurtenances  and  appli- 
ances necessary  for  the  distribution  of  gas  to  the  City  of  Philadelphia 
and  to  the  inhabitants  thereof.  Such  assignees,  including  the  said  The 
Equitable  Illuminating  Gas  Light  Company  of  Philadelphia,  may  manu- 
facture, distribute  and  sell  gas  in  all  parts  of  "the  City  of  Philadelphia 
subject  to  the  same  limitations  and  restrictionfe  as  are  herein  imposed 
In  the  grant  to  The  United  Gas  Improvement  Company,  to  said  city 
and  to  the  inhabitants  thereof  at  all  times  hereafter  during  the  existence 
of  this  lease. 

No  assignment  of  this  lease,  or  of  any  of  the  rights  or  privileges 
herein  granted,  nor  any  contract  with  the  said  The  Equitable  Illu- 
minating Gas  Light  Company  of  Philadelphia,  or  any  other  company, 
shall  in  any  way  diminish  the  primary  obligation  and  liability  of  the 
said  The  United  Gas  Improvement  Company  to  perform  all  the  obliga- 
tions of  this  contract.  Its  obligation  hereunder  shall  in  no  respect  be 
diminished  or  impaired  by  any  such  assignment  or  contract,  but  it  shall 
remain  liable  jointly  with  such  assignee  or  covenantee  for  the  per- 
formance of  all  the  obligations  hereof  to  the  same  extent  as  if  no  assign- 
ment, sub-lease  or  contract  had  been  made  by  it.  In  any  ease  in  which 
an  assignment  or  assignments  of  this  contract  shall  be  made,  written 
notice  that  an  assignment  has  been  made,  giving  the  name  of  the  as- 
signee and  the  date  of  the  assignment,  shall  be  filed  by  The  United  Gas 
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Improvement  Company,  in  the  office  of  the  Mayor,  before  the  assignee 
shall  acquire  any  rights  under  this  contract. 

Clause  2. — ^An  inventory  and  appraiseme*nt  shall  be  prepared  by 
the  Director  of  Public  Works  of  all  coal,  coke,  tar  and  lime  on  hand  at 
said  city's  Gas  Works  and  of  all  gas  on  hand  in  the  holders,  mains  and 
pipes  of  the  city  when  the  property  leased  shall  be  delivered  to  the  lessee 
hereunder,  and  said  The  United  Gas  Improvement  Company  shall  pay 
to  said  city  the  amount  of  this  appraisement  at  once  upon  presentation 
to  it  of  such  inventory  and  appraisement.  In  n^jaking  such  appraisement 
the  Director  shall  be  guided  by  the  cost  (in  case  of  gas  in  holder,  mains 
and  pipes,  it  shall  be  city's  holder  cost)  of  thte  articles  named  therein. 
The  appraisement  of  this  inventory  shall  be  made  by  the  Director  of  the 
Department  of  Public  Works,  or  by  an  appraiser"  or  appraisers  appointed 
by  him ;  said  appraisers  shall  be  guided  by  and  bound  by  the  market 
price  of  the  articles  which  will  be  enumerated  in  the  said  inventory  at 
the  date  this  ordinance  bcomes  a  law.  The  current  bills  for  gas 
shall  be  collected  by  The  United  Gas  Improvement  Company,  which  shall 
pay  to  the  City  Treasurer,  as  received,  the  proportion  of  said  receipts 
to  which  it  is  herewith  agreed  said  city  shall  be  entitled,  which  pro- 
portion shall  be  represented  in  each  case  by  a  fraction  having  as  its 
denominator  the  number  of  days  covered  by  the  bill  and  for  its  numera- 
tor the  number  of  said  days  during  which  gas  was  supplied  to  said  con- 
sumer by  the  city. 

Clause  3. — Simultaneously  with  the  execution  of  this  agreement. 
The  United  Gas  Improvement  Company  shall  execute  and  deliver  to  the 
City  of  Philadelphia  its  bond,  with  surety  or  sureties,  in  the  penal  sum 
of  one  million  (1,000,000)  dollars,  conditioned  for  the  faithful  perform- 
ance of  the  obligations  hereof.  Such  bond  shall  he  in  such  form  as  shall 
be  approved  by  the  City  Solicitor,  and  the  surety  or  sureties  thereon 
shall  be  approved  by  him. 

Clause  4. — The  said  The  United  Gas  Improvement  Company,  its 
successors  and  assigns,  shall,  at  the  expiration  of  two  years  from  the 
date  of  the  lease,  surrender,  release  and  deliver  to  the  City  of  Phila- 
delphia full  and  absolute  possession  of  all  that  part  or  portion  of  the 
property  known  as  the  Ninth  Ward  Station,  described  as  follows,  to  wit : 
All  that  certain  lot  or  piece  of  ground  with  the  buildings  thereon 
erected,  bounded  on  tte  south  by  Chestnut  Street,  on  the  east  by  Twenty- 
fourth  Street,  on  the  north  by  Market  Street,  and  on  the  west  by  the 
Schuylkill  River ;  and  also,  all  that  certain  lot  or  piece  of  ground  with 
buildings  thereon  erected,  bounded  on  the  south  hy  Market  Street,  on  the 
west  by  the  Schuylkill  River,  on  the  north  by  the  Pennsylvania  Railroad, 
and  on  the  east  by  Twenty-third  Street:  Provided,  however.  That  the 
said  The  United  Gas  Improvement  Company,  its  successors  and  assigns, 
shall  have  the  right  to  remove  the  works,  machinery  and  appliances 
located  upon  the  property  so  to  be  delivered,  surrendered  and  released, 
to  other  portions  of  the  leased  prope;rty  at  any  time  prior  to  the  sur- 
render of  said  two  above-described  lots  or  pieces  of  ground  and  buildings 
thereon  erected. 

Clause  5, — The  City  of  Philadelphia  hereby  assigns  to  the  said  The 
United  Gas  Improvement  Company,  its  successors  and  assigns,  all  its 
rights  under  its  contract  with  the  Philadelphia  Gas  Improvement  Com- 
pany dated  the  third  day  of  August,  1888,  ^nd  it  agrees  that  said 
Philadelphia  Gas  Improvement  Company  may  assign  the  same  contract 
to  the  said  The  United  Gas  Improvement  Company,  its  successors  and 
assigns. 

Clause  6. — If,  on  or  before  the  first  day  ofi  July,  1907  (and  time  in 
this  respect  shall  be  of  the  essence  of  this  contract),  there  shall  have 
been  served  upon  The  United  Gas  Improvement  Company  a  written 
notice,  signed  by  the  Mayor  of  the  City  of  Philadelphia,  of  the  desire 
of  said  city  to  terminate  this  contract  at  the  expiration  of  ten  (10) 
years  from  the  first  day  of  January,   1898,  and  if,  on  or  before  said 
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first  day  of  July,  1907,  an  oi-dinance  providing  for  such  termination 
shall  have  been  duly  enacted  by  said  City  of  Philadelphiii,  then  it  shall 
be  the  right  of  said  City  of  Philadelphia  to  terminate  this  contract  at 
the  expiration  of  ten  (10)  years  from  the  first  day  of  January,  189S: 
Provided,  That  on  or  before  December  31st,  1907  (and  time  in  this 
particular  shall  be  of  the  essence  of  this  contract),  the  payments  herein 
provided  to  be  made  to  the  said  The  United  Gas  Improvement  Company, 
its  successors  and  assigns,  shall  have  been  fully  and  completely  made  by 
said  city.  In  case  of  a  failure  to  pass  said  ordsinance  on  or  before  said 
first  day  of  July,  1907,  or  of  a  failure  to  notify  The  United  Gas  Im- 
provement Company  on  or  before  that  date  of  the  desire  of  the  city  to 
take  possession  of  the  leased  property  in  pursuance  of  said  ordinance, 
or  of  the  failure  of  the  City  of  Philadelphia  to  pay  in  full,  on  or  before 
the  thirty-first  day  of  December,  1907,  the  amount  of  money  herein 
provided,  this  option  on  the  part  of  the  City  of  Philadelphia  to  termi- 
nate this  contract  prior  to  December  31st,  1927,  shall  cease  and  be 
forever  at  an  end. 

The  payment  which  must  be  so  made  to  The  United  Gas  Improve- 
ment Company,  its  successors  and  assigns,  s|iall  be  a  reimbursement 
of  all  sums  of  money  expended  by  the  said  The  United  Gas  Improvement 
Company,  its  successors  or  assigns,  subsequent'  to  the  date  of  this  con- 
tract, in  or  about  the  buildings,  apparatus,  machinery,  mains,  pipes, 
services,  connections,  meters,  appliances  and  ap'purtenances  of  the  Phila- 
delphia Gas  Works  and  of  the  gas  works  now  owned  and  operated  by 
said  Philadelphia  Gas  Improvement  Company,  including,  however,  such 
sum  or  sums  of  money  only  by  the  said  compapy,  its  successors  and  as- 
signs, paid  in  and  about  the  alteration,  enlargement,  removal,  extension, 
betterment  and  improvement  of  all  said  manufacturing  and  distributive 
systems  and  plants,  with  interest  thereon  at  the  rate  of  six  (6)  per 
centum  per  annum,  simple  interest ;  together  with  a  sum  which  shall 
be  the  equivalent  of  the  appraised  value  of  thp  property  now  belonging 
to  the  Philadelphia  Gas  Improvement  Company  used  as  aforesaid,  and 
interest  thereon  at  the  rate  of  six  (6)  per  cent,  per  annum,  simple 
interest,  from  the  date  of  this  lease  to  the  date  of  payment.  Said 
appraised  value  shall  be  ascertained  by  the  report  of  at  least  a  majority 
of  three  (3)  aiipraisers,  one  to  be  appointed  by  the  City  of  Philadelphia, 
one  by  the  said  The  United  Gas  Improvement  Company,  and  the  third 
by  the  two  first  chosen.  Said  report  of  the  appraisers  shall  be  filed 
with  the  Mayor  of  the  city  within  sixty  (60)  days  after  the  date  of  this 
contract. 

In  order  to  aid  in  the  appraisement  last  provided  for,  an  inventory 
showing  in  detail  the  property  now  belonging  to  the  Philadelphia  Gas 
Improvement  Company,  used  for  the  purpose  of  carrying  out  its  contract 
with  the  City  of  Philadelphia,  shall  be  made  nt>t  later  than  thirty  (30) 
days  after  the  execution  of  this  agreement.  This  shall  be  certified  to 
as  being  correct  by  either  the  President  or  the  Treasurer  of  The  United 
Gas  Improvement  Company  and  the  Mayor  of  the  City  Of  Philadelphia 
representing  the  city. 

Upon  the  execution  and  delivery  of  this  coiftract  and  of  the  demised 
premises,  there  shall  be  delivered  to  the  Mayfer  the  agreement  of  the 
Philadelphia  Gas  Improvement  Company  assenting  to,  accepting  and 
agreeing  to  be  bound  by  the  provisions  of  this  Clause  0  relative  to  the 
property  of  that  company. 

On  the  first  day  of  February,  1898,  The  United  Gas  Improvement 
Company,  its  successors  or  assigns,  shall  file  with  the  Controller  of  the 
City  of  Philadelphia  a  statement,  showing  in  detail  expenditures  during 
the  year  1897,  for  alterations,  enlargements,  removals,  betterments  and 
improvements,  not  including  repairs  made  by  it  in  and  about  the  gas 
works,  and  for  the  mains,  meters,  services  and  appurtenances.  On  the 
first  day  of  February  of  each  year  following,  during  the  continuance  of 
this  lease,  the  said  The  United  Gas  Improvement  Company,  its  suc- 
cessors and  assigns,  shall  file  with  the  Controller  of  the  City  of  Phila- 
delphia a  similar  statement  of  expenc^tures  in  and  about  the  same 
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matters  made  during  the  calendar  year  immediately  preceding  and  on 
4he  thirty-first  day  of  December,  1907,  shall  file  such  a  statement  for 
the  year  ending  on  that  date.  Interest  upon  the  amounts  so  shown 
shall  be  calculated  and  paid  at  the  rate  ot  six  (0)  per  centum  per 
xinnum,  simple  interest,  from  the  first  day  of  the  year  succeeding  that 
in  which  the  expenditures  were  made  to  the  date  of  payment  by  the 
<:ity  of  Philadelphia.  The  Controller  of  the  Qity  of  Philadelphia  shall 
have  the  right  to  examine,  audit  and  verify  the  statements  so  to  be 
filed  as  herein  provided. 

Said  The  United  Gas  Improvement  Company  hereby  agrees  that 
upon  the  receipt  of  payments  aforesaid  it  shall  and  will  execute  and 
ideliver  to  the  City  of  Philadelphia  good  and  sufficient  deeds  and  instru- 
ments in  writing  necessary  to  transfer  and  convey  said  property  so  paid 
for  to  said  City  of  Philadelphia. 

Said  option  shall  only  be  exercised  in  the  way  and  manner  and 
upon  the  terms  herein  provided.  If  it  shall  so  happen  that  the  said  city 
cannot  exercise  or  shall  not  exercise  this  optio5  upon  the  terms  herein 
provided  this  contract  shall  be  treated  as  though  said  option  had  never 
been  given. 

Clause  7. — Upon  the  termination  of  this  lease  by  the  expiration  of 
the  term  specified  in  Clause  1  of  this  contract,  namely,  on  December  31, 
1927,  said  The  United  Gas  Improvement  Company,  its  successors  and 
assigns,  shall  deliver  to  the  said  city  the  property  herein  leased  in  the 
same  good  order  and  condition  in  which  the  same  now  is,  to  such  extent 
as  said  property  shall  not  have  been  altered  or  changed  under  this  con- 
tract by  the  enlargements,  extensions,  betterments  and  improvements 
made  in  and  about  the  manufacturing  and  distributing  systems  and 
]5lants  during  the  period  of  this  lease,  and  together  with  all  such  altera- 
tions, changes,  enlargements,  extensions,  betterments  and  Improvements, 
all  of  which  shall  be  so  delivered  to  the  city  in  good  first-class  order 
and  condition  at  such  termination  of  the  lease.  Said  The  United  Gas 
Improvement  Company,  its  successors  and  assigns,  shall  also  at  the 
same  time  deliver  to  the  said  city  in  good  first-class  order  and  condition 
the  property  now  belonging  to  the  said  Philadelphia  Gas  Improvement 
Compan3^  used  under  said  contract  between  it  and  the  City  of  Phila- 
delphia, as  above  provided,  and  also  all  extensions,  enlargements.  Im- 
provements and  betterments  of  said  property,  free  and  clear  of  all 
debts  and  obligations  of  every  sort,  kind  and  description ;  and  together 
with  the  right  to  use  all  processes  of  every  Ijind  useful  in  the  manu- 
facture of  gas  then  established  and  in  use  at  any  of  said  works.  All 
the  changes,  alterations,  constructions,  removals  and  repairs  which  shall 
be  necessary  to  be  made  from  time  to  time  in  the  proper  maintenance, 
•extension,  improvement  and  betterment  of  the  said  leased  Gas  Works  and 
appurtenances  and  the  plant  of  the  Philadelphia  Gas  Improvement  Com- 
pany, shall  be  made  and  done  by  said  The  United  Gas  Improvement 
Company,  its  successors  and  assigns,  and  the  City  of  Philadelphia  shall 
receive  the  same,  together  with  the  said  plants  and  all  the  property  of 
the  Philadelphia  Gas  Improvement  Company,  in  an  efficient  state  at 
such  expiration  of  this  lease  without  any  charge  or  cost  to  the  City  of 
Philadelphia.  It  is  the  intent  of  this  agreement  that  the  City  of  Phila- 
delphia at  the  end  of  the  term,  namely,  on  December  31,  1927,  shall 
without  charge  or  cost  receive  all  of  the  said  Works  in  the  condition  of 
alteration,  improvement  and  change  in  which  the  same  shall  then  exist, 
and  the  same  shall  be  so  maintained  as  to  be  then  in  first-class  order  and 
■condition. 

Said  The  United  Gas  Improvement  Company  shall  at  its  own  cost 
and  expense  keep  the  buildings,  machinery  apd  other  property,  of  the 
City  of  Philadelphia  delivered  to  it,  and  which  shall  be  constructed  by 
it  under  this  lease,  of  the  character  usually  insured  by  gas  companies 
Insured  to  the  extent  that  such  properties  of  gas  companies  are  usually 
insured  (but  not  less  than  the  total  insurance  now  carried  by  the  city 
on  said  property),  and  shall  insure  the  builditigs,  machinery  and  other 
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property  of  the  City  of  Philadelphia  delivered  to  it  under  this  lease  to 
an  amount  not  less  than  the  total  insurance  ot  the  same  now  carried 
by  the  said  city,  and  shall  expend  all  sums  recejved  by  it  under  any  such 
policies  of  insurance  upon  the  repair,  replacenient  or  reconstruction  of 
the  city's  buildings,  machinery  and  other  prop'erty  so  damaged  or  de- 
stroyed by  fire,  received  by  said  lessee  hereuntier. 

Upon  the  termination  of  this  contract,  either  on  December  31st, 
1907,  or  on  December  31st,  1927,  the  City  of  Philadelphia  shall  have  the 
option  to  purchase  all  the  coal,  oil,  coke,  tar,  liaie  and  other  gas-making 
supplies  and  residual  products  then  on  hand  at  said  works  at  the  then 
market  price,  or  to  have  the  said  The  United  Gas  Improvement  Com- 
pany, its  successors  and  assigns,  remove  the  same  at  its  own  cost  and 
expense  as  soon  as  conveniently  can  be  done.  All  the  gas  in  the  holders, 
mains  and  pipes  of  said  works  at  the  termination  of  this  contract,  either 
on  December  31st,  1907,  or  on  December  olst,  19:17,  shall  be  accounted 
for  at  holder  cost  by  the  city  to  The  United  Gas  Improvement  Company 
when  paid  for  by  consumers. 

Clause  8. — The  United  Gas  Improvement  Company  agrees  for  itself, 
its  successors  and  assigns,  that  it  shall  and  will,  within  three  (3)  years 
from  the  date  of  the  delivery  to  it  of  the  said  Gas  Works,  expend  in  the 
alteration,  improvement,  extension  and  betterment  of  the  manufacturing 
and  distributive  system,  and  mains,  services,  meters,  connections  and 
appurtenances  of  said  Gas  Works  referred  to  io  this  ordinance,  at  least 
five  million  (5,000,000)  dollars,  and  thereafter  in  each  year  during  the 
continuance  of  this  contract  expend  such  sums  of  money  as  may  be 
needed  from  time  to  time  to  extend  the  same  to  provide  for  the  growth 
of  the  business  so  as  to  supply  gas  wherever  it  may  be  demanded,  in 
accordance  with  the  terms,  provisions  and  conditions  of  this  clause  of 
the  lease.  It  is  estimated  that  the  total  of  such  expenditures  will  be  at 
least  fifteen  million  (15,000,000)  dollars,  and  the  said  The  United  Gas 
Improvement  Company  hereby  agrees  and  bindS  itself,  its  successors  and 
assigns,  that  it  shall  and  will  expend  said  sum  of  fifteen  million  (15,000,- 
000)  dollars  during  said  period  of  thirty  (30)  years,  and  that  it  shall 
and  will  also  expend  all  such  other  amounts  over  the  above  fifteen  mil- 
lion (15,000,000)  dollars  which  may  be  required  for  the  purposes  stated 
above.'  The  said  The  United  Gas  Improvement  Company,  its  successors 
and  assigns,  shall  extend  the  pipes  and  mains  fior  the  distribution  of  gas 
on  such  highways,  streets,  avenues,  alleys,  ways  and  public  places  as 
may  be  necessary  to  meet  the  demand  for  gas,  .provided  that  at  least  one 
(1)  consumer  for  every  one  hundred  (100)  JBeet  of  the  extension  of 
mains  or  pipe  so  made  necessary  shall  first  in  writing  agree  to  take  gas 
from  the  said  The  United  Gas  Improvement  Company,  its  successors  and 
assigns,  for  a  period  of  not  less  than  one  (1)  year  at  the  general  rates 
for  gas  then  In  force ;  or  in  lieu  of  a  consumer  so  contracting  for  each 
and  every  single  building  fitted  with  gas  pipes,  and  for  which  application 
for  the  introduction  of  gas  shall  be  made,  such  .extension  of  one  hundred 
(100)  feet  of  mains  or  pipes  so  made  necessary  shall  be  made  accord- 
ingly: Provided  further,  Twwever,  In  no  case  sliall  said  company,  its  suc- 
cessors and  assigns,  be  required  to  lay  any  pipes  while  frost  is  in,  the 
ground.  The  laying  or  extension  of  pipes  and  mains  for  the  distribu- 
tion of  gas  shall  be  at  the  expense  of  the  lessee  and  not  chargeable  to 
the  consumer. 

Said  The  United  Gas  Improvement  Company,  its  successors  and 
assigns,  shall  at  its  own  expense  lay  and  furnish  connecting  or  service 
pipes  from  the  main  or  distributing  pipes  to  the  inside  of  the  consumer's 
property  line,  and  furnish  and  set  the  necessary  meters  (for  which  no 
charge  or  rental  shall  be  made),  and  shall  also  at  its  own  expense 
furnish  and  place  a  shut-off  or  stop  cock  inside  of  the  curb  line  whenever 
it  desires  to  place  the  same. 

The  intention  of  this  agreement  is  that  all  changes,  extensions, 
improvements,  removals  and  alterations  in  said  Gas  Works,  in  the 
mains,  pipes  and  appurtenances  thereto,  and  in  the  property  needed 
to  meet  the  demands  for  gas  as  herein  provided,  shall  be  made  in  such 
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way  and  manner  as  shall  maintain  said  Gas  Works  in  first-class  condi- 
tion, with  the  best  and  most  economical  processes  in  use  that  are  cus- 
tomary in  the  best  regulated  gas  works.  It  is  the  further  intent  of  this 
agreement  that,  without  cost  to  the  City  of  Philadelphia,  all  such  exten- 
sions, improvements,  alterations  and  betterments  In  the  manufacturing 
or  distributing  system  of  said  Gas  Works  shall-  upon  the  termination  of 
the  lease  by  the  expiration  of  its  full  term,  viz. :  on  December  31st,  1927, 
pass  to  and  vest  in  the  City  of  Philadelphia  upon  the  terms  and  condi- 
tions herein  provided. 

Clause,  9. — Said  United  Gas  Improvement  Company,  or  its  assigns, 
shall  furnish  proper  stations  for  testing  the  fandle  power  of  the  gas, 
located  at  a  distance  of  not  less  than  one  (1)  mile  from  each  point  of 
manufacture,  and  shall  equip  the  same  with  a  bar  photometer  and  other 
appliances  customary  and  necessary  for  svich  purposes.  Testa  shall  be 
made  and  recorded  daily  by  The  United  Gas  Improvement  Company  or 
its  assigns,  and  such  records  shall  be  at  all  times  open  to  the  inspection 
of  the  city.  All  such  tests  shall  be  made  in  the  presence  of  a  representa- 
tive of  the  city  appointed  by  the  Mayor,  who  shall  have  the  right  to  also 
make  such  tests  himself  at  such  stations  in  the  presence  of  the  com- 
pany's representative.  Such  representative  of  the  city  shall  be  the  In- 
spector of  Meters,  if  City  Councils  shall  proyide  by  this  contract  or 
otherwise  for  the  appointment  of  such  an  ofBcial. 

The  said  The  United  Gas  Improvement  Company,  its  successors  or 
assigns,  shall,  as  soon  after  the  delivery  to  them  of  said  Gas  Works 
hereunder  as  is  possible  with  due  diligence  and  dispatch,  supply  gas  of 
good  quality  of  not  less  than  twenty-two  (22)  candle-power,  daily  aver- 
age tested  as  above,  and  maintain  said  supply  during  the  continuance 
of  this  lease  unless  prevented  by  accidents  beyond  their  control. 

After  the  expiration  of  two  years  from  the  date  of  this  lease  for 
every  failure  of  The  United  Gas  Improvement  Company,  its  successors 
or  assigns,  to  comply  with  the  terms  and  conditions  of  this  clause  rela- 
tive to  tests,  quality  and  candle-power  of  gas,  the  said  The  United  Gas 
Improvement  Company,  its  successors  and  assigns,  shall  pay  to  the  City 
of  Philadelphia  a  penalty  of  five  hundred  (5(10)  dollars  for  each  day 
during  which  such  failure  continues.  In  every  case  of  such  default  and 
demand  made  by  the  city  for  the  payment  of  the  fine  The  United  Gas 
Improvement  Company,  its  successors  or  assiglis,  shall  make  payment 
of  the  fine  to  the  city,  but  said  The  United  Gas  Improvement  Company, 
its  successors  or  assigns,  .shall  be  entitled  to  repayment  of  the  same  by 
the  city  if  it  shall  be  shown  that  the  default  on  account  of  which  the  fine 
was  imposed  was  due  to  causes  beyond  the  control  of  said  The  United 
Gas  Improvement  Company,  its  successors  and  assigns. 

Clause  10. — The  United  Gas  Improvement  Company,  its  successors 
and  assigns,  shall  from  time  to  time,  as  the  same  shall  be  demanded  by 
the  City  of  Philadelphia,  supply  to  it  in  each  year  without  charge,  de- 
livered in  its  various  public  buildings,  along  the  line  of  its  mains,  such 
amounts  of  gas  as  may  be  required  for  illuminating  purposes  in  said 
public  buildings ;  said  The  United  Gas  Improvement  Company,  its  suc- 
cessors and  assigns,  shall  also  supply  gas  without  charge  to  the  city's 
street  lamps  and  lamps  in  public  squares,  along  the  line  of  its  mains 
np  to  the  number  that  are  being  lighted  at  the,  beginning  of  this  lease ; 
and  shall  also  in  each  succeeding  year  supply  gas  without  charge  to 
three  hundred  (300)  street  lamps  or  lamps  in  public  squares  in  each 
year  along  the  line  of  its  mains  in  addition  to  the  number  supplied  in 
the  preceding  year  when  directed  so  to  do  by  ordinance  of  Councils, 
which  shall  also  specify  the  location  of  the  same.  All  said  lamps  shall 
be  furnished  with  burners  which  shall  give  not  less  than  22  candle  power 
and  shall  be  lighted  every  night  and  all  night. 

Said  The  United  Gas  Improvement  Company,  Its  successors  and 
assigns,  shall,  at  its  own  cost  and  expense,  run  all  services  and  make  all 
connections  between  said  street  lamps  and  its  distributing  pipes  or 
mains,  furnish  all  burners  required  on  said  street  lamps,  and  light,  clean, 
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extinguish  and  repair  all  lamps  and  lanterns  and  keep  In  repair  all 
lamp-posts,  lamps  and  lanterns  in  use  during  t^e  term  of  this  lease. 

Clause  11. — The  price  which  shall  be  charged  to  all  consumers, 
other  than  the  City  of  Philadelphia,  by  the  s^id  The  United  Gas  Im- 
provement Company,  its  successors  and  assigns,  shall,  until  otherwise 
provided  by  ordinances  of  Councils,  be  one  (1)  dollar  per  thousand  cubic 
feet.  It  shall  be  competent  for  Councils  to  reduce  these  charges  from 
time  to  time  by  ordinances ;  but  said  ordinances  shall  not  at  any  time 
reduce  the  price  belovr  the  following : — • 

Until  and  including  the  thirty-first  day  o*f  December,  1907,  ninety 
(90)  cents  per  thousand  cubic  feet. 

From  January  1st,  1908,  until  and  including  December  31st,  1912, 
eighty-five  (85)  cents  per  thousand  cubic  feet. 

From  January  1st,  1913,  until  and  Including  December  31st,  1917, 
eighty  (80)  cents  per  thousand  cubic  feet. 

From  January  1st,  191,8,  until  and  includjng  December  31st,  1927, 
seventy-five  (75)  cents  per  thousand  cubic  feet. 

The  said  The  United  Gas  Improvement  Company,  its  successors  and 
assigns,  shall  be  entitled  to  enforce  the  same  penalties  for  nonpayment 
pt  bills  at  the  offices  of  the  company  within  five  (5)  days  after  presenta- 
tion as  are  now  In  force  in  the  City  of  Phila'delphia,  and  to  the  same 
remedies  against  consumers  for  breaches  of  their  contracts  for  the 
supply  of  gas. 

But  it  is  distinctly  understood  and  agreed  that  nothing  herein  con- 
tained shall  give  to  said  The  United  Gas  Improvement  Company,  its 
successors  or  assigns,  any  lien  or  claim  upon  a  property  for  a  tenant's 
or  occupant's  gas  bills,  or  give  the  right  to  said  The  United  Gas  Im- 
provement Company  to  refuse  to  furnish  gas  to  any  subsequent  tenant  or 
occupant  of  said  property  by  reason  of  prior  tenant  or  occupant  having 
failed  to  pay  the  bill :  Provided,  however,  That  said  The  United  Gas 
Improvement  Company,  its  successors  or  assigns,  shall  not  be  required 
to  furnish  gas  to  any  person,  firm  or  body  corporate  indebted  for  arrear- 
ages due  for  gas  theretofore  supplied  to  them. 

In  order  to  provide  for  the  amicable  settlement  of  any  disputes  or 
disagreements  which  may  arise  between  consun^ers  and  said  The  United 
Gas  Improvement  Company  or  its  assigns,  as  to  the  amount  of  gas  for 
which  bill  has  been  rendered  and  payment  demanded,  the  correctness  of 
which  is  disputed  by  the  consumer,  said  The  United  Gas  Improvement 
Company  agrees,  for  itself  and  for  its  successors  and  assigns,  that  it 
will  provide  a  proper  and  convenient  place  or  places  on  the  leased  prop- 
erty at  which  its  meters  may  be  inspected,  with  the  proper  and  cus- 
tomary apparatus  therefor,  f»r  the  use  of  the  official  and  his  assistants 
who  may  be  appointed  by  the  Mayor  as  Inspector  of  Meters.  Upon  com- 
plaint of  any  consumer  doubtiiig  the  accuracy  of  the  bill  and  declining  to 
pay  the  same,  lodged  with  such  Inspector,  alleging  tliat  the  amount  of 
gas  for  which  the  bill  has  been  rendered  and  payment  demanded  is  in 
excess  of  the  amount  consumed  by  such  consumer,  and  upon  demand 
thereafter  made  by  the  Inspector  in  writing  to  The  United  Gas  Improve- 
ment Company  or  its  assigns,  said  The  United  Gas  Improvement  Com- 
pany or  its  assigns  shall  disconnect  the  meter  in  question  and  deliver 
it  to  the  inspection  station  for  examination,  whore  the  testing  of  the 
meter  for  the  purpose  of  ascertaining  the  correctness  of  measurements 
shall  be  made  by  such  Inspector  in  the  presenca  of  the  representative  of 
said  The  United  Gas  Improvement  Company  or  its  assigns.  Such  tests 
shall  be  made  according  to  the  established  and  well-known  methods  used 
for  such  purposes.  Any  such  meter  shall  be  disconnected  by  said  com- 
pany or  its  assigns  between  the  hours  of  eight  o'clock  A.  M.  and  three 
o'clock  P.  M.,  within  48  hours  of  the  time  when  said  company  or  its 
assigns  shall  receive  notice  to  disconnect  such  meter  for  such  reasons ; 
and  the  same  shall  be  tested  and  returned  to  said  The  United  Gas  Im- 
provement Company  or  its  assigns  within  twenty-four  (24)  hours  from 
its  receipt  at  the  testing  station,  bearing  a  seal,  upon  which  shall  be 
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written  the  report  of  the  Inspector  that  the  meter  in  question  is  correct 
or  incorrect,  and  if  the  latter,  the  percentage  which  it  runs  fast  or  slow, 
and  the  bill  of  the  consumer  about  which  the  complaint  has  been  made 
shall  be  corrected  according  to  such  finding  and  report  of  the  Inspector. 

Such  Inspector  of  Meters  and  such  assistants  as  the  Mayor  shall 
deem  necessary  shall  be  appointed  by  the  Mayor  and  shall  be  duly  sworn 
in  conformity  with  the  law  to  faithfully,  honestly  and  diligently  perform 
the  duties  of  their  respective  ofiBces. 

Said  The  United  Gas  Improvement  Company  agrees,  for  itself  and 
its  successors  and  assigns,  that  it  will  annually  and  at  the  beginning  of 
each  year  of  the  lease  pay  to  the  City  of  Philadelphia  the  sum  of  ten 
thousand  (10,000)  dollars  towards  paying  the  salaries  and  expenses  "of 
the  Inspector  of  Meters  and  his  assistants,  after  the  same  shall  be 
appointed  in  pursuance  of  this  clause,  and  also  towards  defraying  the 
expenses  which  the  city  may  be  put  to  in  connection  with  tests  of  gas 
made  in  pursuance  of  Clause  9  of  this  lease. 

When  a  meter  is  removed  for  the  purpose  of  testing  the  said  com- 
pany shall  place  a  meter  in  place  of  one  removed  at  their  own  cost  and 
expense.  The  object  being  that  no  consumer  shall  be  without  light.  The 
type  of  meter  used  for  the  measurement  of  gas  shall  be  such  type  a| 
shall  be  in  general  use  in  other  large  cities  in  the  United  States. 

Any  consumer  desiring  such  test  shall,  on  making  his  application  to 
such  Inspector,  pay  to  him  the  sum  of  one  (1)  dollar,  taking  his  receipt 
therefor,  which  amount  shall  be  returned  to  the  "consumer  if  the  tests  and 
reports  of-the  Inspector  shall  show  that  the  meter  in  question  is  fast,  but 
otherwise  shall  be  paid  by  the  Inspector  into  thte  treasury  of  the  City  of 
Philadelphia. 

Bills  shall  not  be  rendered  more  frequently  ihan  are  now  rendered  to 
various  classes  of  consumers. 

Clause  12. — The  United  Gas  Improvement  Company,  its  successors 
or  assigns,  shall  pay  to  the  City  of  Philadelphia,  in  each  year  during 
the  continuance  of  this  agreement,  as  follows,  viz. : 

Upon  all  gas  sold  prior  to  January  1st,  1908,  all  sums  received  by 
them  in  excess  of  ninety  (90)  cents  per  thousand  cubic  feet. 

Upon  all  gas  sold  after  December  31st,  190T,  and  prior  to  January 
1st,  1913,  all  sums  so  received  in  excess  of  eighty-five  (85)  cents  per 
thousand  cubic  feet. 

Upon  all  gas  sold  after  December  31st,  1912,  and  prior  to  January 
1st,  1918,  all  sums  so  received  in  excess  of  eight' (80)  cents  per  thousand 
cubic  feet. 

Upon  all  gas  sold  after  i)ecember  31st,  1917,  and  prior  to  January 
1st,  1928,  all  sums  so  received  in  excess  <of  seventy-five  (75)  cents  per 
thousand  cubic  feet. 

Statements  shall  be  rendered  and  payments  made  under  this  clause 
by  the  lessee  to  the  city  as  follows  :  Within  tn*.nty-five  (25)  days  after 
the  expiration  of  each  quarter  of  each  year  foV  which  any  payment  is 
to  be  made,  beginning  with  the  quarter  preceding  the  first  day  of  Janu- 
ary, 1898,  said  The  United  Gas  Improvement  Coimpaiiy  shall  file  with  the 
Controller  of  the  City  of  Philadelphia  a  statement,  sworn  to  by  its  Presi- 
dent or  Vice-President,  or  by  its  Secretary  or  Treasurer,  which  shall 
state  the  quantity  of  gas  measured  in  cubic  feet  sold  hereunder  within 
the  quarter  ending  with  the  last  day  of  the  preceding  month,  the  amount 
of  money  collected  for  such  sale.s,  or  for  sales  I'n  any  previous  quarter, 
and  the  amount  of  money  due  and  payable  to  the  City  of  Philadelphia 
under  the  provisions  of  this  clause  out  of  such  receipts ;  and  shall  make 
payment  to  the  City  Treasurer  oC  such  amount  so  ascertained  to  be  due 
to  the  City  of  Philadelphia  hereunder  within  five  (5)  daj'S  after  the 
expiration  of  said  period  of  twenty-five  (25)  days.  The  City  of  Philadel- 
phia shall  have  the  right  at  all  reasonable  hours  during  the  continuance 
of  this  contract,  by  its  proper  officers,  to  examine  those  books  of  the 
lessee  which  show  the  amount  of  gas  so  sold  and  paid  for,  so  as  to 
verify  the  correctness  of  said  statements. 
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Clause  13.— The  City  of  Philadelphia  shall  have  the  right  at  all 
times,  by  its  proper  officers,  during  the  continuance  of  this  lease  to  enter 
upon  and  examine  the  premises  leased,  to  Inspect  the  same,  and  to  test 
the  candle-power  of  the  gas.  Full  facilities  for  these  purposes  shall  be 
afforded  by  the  lessee. 

Clause  14.^No  indebtedness  of  the  City  of  Philadelphia  for  or  by 
reason  or  on  account  of  the  property  Lereinabov.e  described,  or  the  opera- 
tions carried  on  therein,  or  with  the  same,  prior  to  the  delivery  of  the 
leased  property,  shall  be  chargeable  against  the  said  The  United  Gas 
Improvement  Company,  its  successors  or  assigns.  The  same  shall  be 
chargeable  to  and  payable  by  the  City  of  Philadelphia. 

ProtAfled,  however.  That  said  The  United  Gas  Improvement  Com- 
pany does  herewith  expressly  agree  to  assume  and  discharge  all  con- 
tracts made  for  the  Bureau  of  Gas  for  the  purchase  of  supplies  for  the 
manufacture  of  gas  which  have  not  been  delivered  prior  to  the  date  when 
this  lease  takes  effect. 

Clause  15. — The  said  The  United  Gas  Iniprovement  Company,  Its 
successors  or  assigns,  shall  at  all  times  during  the  continuance  of  this 
lease  indemnify  and  save  harmless  the  City  ;of  Philadelphia  from  all 
loss,  injury  or  damage  which  may  be  suffered  by  said  city  to  or  for  any 
person,  natural  or  artificial,  by  reason  of  any  negligence  of  said  company, 
its  successors  or  assigns,  and  the  servants,  agents  or  employes  thereof,  in 
the  use  and  occupation  of  the  property  demised, 

Clause  16. — No  disputes  between  the  city  and  the  lessee  over  any 
of  the  terms  or  provisions  of  this  contract  shall  release  the  lessee  from 
its  obligation  hereunder  to  manufacture  and  supply  gas  to  the  city  and 
its  inhabitants  in  accordance  with  the  terms  and  provisions  hereof  dur- 
ing the  existence  of  this  lease. 

Clause  17. — The  United  Gas  Improvement  Company,  its  successors 
and  assigns,  shall  furnish  gas  to  consumers  in  the  Twenty-first  Ward  at 
the  same  price  and  of  the  same  candle-power  as.  it  will  supply  other  parts 
of  the  city  upon  the  same  terms  and  conditions  and  subject  to  the  same 
provisions  and  obligations  as  are  herein  above  expressed  and  set  forth. 

Clause  18. — In  the  event  of  the  termination  of  this  agreement  in 
accordance  with  its  provisions  at  the  expiration  of  thirty  (30)  years 
from  January  1,  1898,  or  by  the  city's  election  at  the  expiration  of  ten 
(10)  years  from  January  1,  1898,  or  in  the  event  of  failure  by  the  said 
The  United  Gas  Improvement  Company,  its  successors  and  assigns,  to 
comply  with  any  of  the  terms  and  conditions  of  the  lease  for  the  period 
of  ten  (10)  days  from  and  after  compliance  therewith  shall  have  been 
demanded  in  writing  by  the  Mayor  of  the  City  of  Philadelphia,  and  the 
termination  of  this  lease  for  such  cause  by  the  final  judgment  or  decree 
of  a  court  of  competent  jurisdiction,  or  in  the  event  of  the  termination 
of  this  lease  by  the  final  judgment  or  decree  of  a  court  of  competent 
jurisdiction  foi'  any  other  cause  or  reason,  the  Mayor  of  the  City  of 
Philadelphia  shall  have,  and  is  hereby  given  the  right  and  power,  to 
immediately  enter  upon  and  take  possession  of  the  property  herein 
demised. 

Clause  19. — Nothing  in  this  lease  contained  shall  be  constructed  to 
authorize,  permit  or  consent  to  the  conduct  of  the  gas  business  in  the 
City  of  Philadelphia  by  said  The  United  Gas  improvement  Company  or 
its  assigns  dfter  the  expiration  of  the  lease.  , 

Clause  20. — All  rules  and  regulations  of  the  City  of  Philadelphia 
now  in  force  regulating  the  safety  of  the  piping  and  fixtures  of  houses 
or  buildings  shall  be  binding  upon  the  lessee  or  its  assigns. 

In  Witness  Whereof,  The  corporate  seal  of  the  City  of  Philadelphia, 
party  of  the  first  part,  hath  been  hereto  affixed,  duly  attested  by  the 
Mayor  of  the  said  city,  and  the  corporate  seal  of  the  said  The  United 
Gas  Improvement  Company,  party  of  the  secoad  part,  hath  been  hereto 
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affixed,  duly  attested  by  the  proper  officers  thereof,  the  day  and  year  first 

above  written. 

Sealed  and  Delivered  in  the 

presence  of  us :  -  [seal] 

C.  E.  MoBHAisr,  Jr.,       | 
JoH:^f  K.  M'cCaktht.  i 

CHAS.  F.  WARWICK, 

Mayor. 


James    Ball, 
i.  w.  mokeis 


:} 


The  United  Gas  Improvement  Co. 
By  THOMAS  DOLAN, 
[seal]  President. 

Attest :    Edward  C.  Lee, 
Secretary. 
Approved  as  to  form. 

JOHN  L.  KINSEY, 

City  Solicitor.  ■  ■■ 
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GENERAL  HISTORY  AND  LEGISLATION 

United    States    Electricity    Works 

(Schedule    I) 


Data  for  Chicago  prepared  by  WILLIAM  HARD;  for  Detroit  and  South 
Norwalk  by  JOHN  H.  GRAY 


A— HISTORICAL  AND  GENERAL. 

A  1.     Date  when  this  establishment  began  to  sell  electricity  for 
lighting. 

Chicago.  Current  first  supplied,  December  34,  1887;  but  the 
municipal  electric  lighting  system  does  not  at  present  sell  its  cur- 
rent. It  uses  it  for  lighting  the  streets.  In  some  cases  private 
companies  reimburse  the  city  for  the  cost  of  maintaining  lamps  in 
certain  places,  but  this  is  distinctly  a  reimbursement  and  not  a  sale, 
because  the  said  companies  are  under  a  legal  compulsion  to  main- 
tain" lamps  in  said  places  at  their  own  expense. 

Detroit.  Part  of  the  plant  put  in  operation  April  1,  1895. 
Plant  put  in  full  operation  October  1,  1895. 

South  Norwalh.     Current  supplied  October  13,  1893. 
A  2.     Was  current  being  supplied  by  private  company  when  city 
began  operation? 

Chicago.  Apparently  not.  The  streets  were  lighted,  so  far 
as  they  were  lighted  at  all,  by  means  of  gas  and  oil.  The  records 
show  no  electric  lamps  rented  by  the  city  for  public  illumination. 
In  fact,  there  were  at  that  time  only  a  few  private  electric  com- 
panies in  existence  in  Chicago,  or  in  territory  afterwards  included 
in  Chicago.  A  franchise  had  been  granted  by  Chicago  to  the  Chi- 
cago Sectional  Electric  Underground  Company  in  1883.  In  1887, 
the  same  year  in  which  the  municipal  system  was  started,  a  fran- 
chise was  granted  to  the  Western  Edison  Light  Company. 

Meanwhile,  in  districts  subsequently  included  in  Chicago,  a 
few  electric  franchises  had  been  granted.  It  will  he  seen  fiom 
these  facts  that  the  municipal  plant  was  not  started  in  order  to 
compete  with  private  companies,  or  in  order  to  deliver  the  city 
from  exorbitant  prices  charged  by  private  electric  companies  for 
..street  lamps.  In  fact,  the  case  goes  farther.  The  municipal  sys- 
tem, while  started  for  purposes  of  public  illumination,  was  not 
started  strictly  for  street  lighting.    The  purpose  in  view  was  river 


666  NATIONAL     CIVIC     FEDERATION. 

lighting.  The  first  plant  was  called  the  ri^er  pi  .inf.  The  cireum- 
stances  in  which  it  was  started  were  as  follows:  The  function  of 
public  street  lighting  was  at  that  time  in  the  hands  of  the  depart- 
ment of  public  works.  Through  contracts  with  private  companies, 
that  department  maintained  a  certain  number  of  gas  and  oil  lamps. 
Meanwhile,  in  the  fire  department,  there  was  a  Bureau  of  City 
Telegraph.  This  bureau  was  concerned  with  maintaining  a  sys- 
tem of  electric  signals  by  which  fire  alarms  were  transmitted.  At 
the  head  of  the  bureau  was  an  experienced  man,  J.  P.  Barrett, 
who  had  tried  to  persuade  the  private  electric  compadies  to  put  all 
their  wires  under  ground.  He  had  found  overhead  wires  danger- 
ous to  firemen  when  they  tried  to  enter  burning  buildings.  At  the 
same  time,  the  river  was  badly  lighted  and  the  captains  of  vessels 
had  great  difiiculty  in  navigating  it  at  night*  time.  These  two  situa- 
tions— the  refusal  of  the  private  companies  to  take  immediate  steps 
to  bury  all  their  wires,  and  the  need  of  better  illumination  for  the 
river,  were  the  causes  that  led  to  the  establishment  of  the  munici- 
pal plant.  During  the  j'ear  1887,  Mr.  Barrett  installed  an  ex- 
ceedingly small  plant  in  the  basement  of  a  building  occupied  by 
Chemical  Engine  Company  No.  1  at  the  corner  of  Washington  and 
Clinton  streets  on  the  West  Side,  near  the  river.  This  plant  had 
low  horse-power  engines  and  low-tension  thirty-light  dynamos.  It 
was  a  creditable  plant,  but  it  was  started  in  an  amateur  kind  of  a 
way,  by  a  man  who  was  energetic  and  capable,  but  not  technically 
an  electric  light  man.  Mr.  Barrett's  specialty  was  city  telegraph, 
not  electric  lighting.  He  started  an  electric  lighting  system  much 
as  a  householder  might  incidentally  start  a  cabbage  patch  in  his 
back  yard.  The  casual  nature  of  the  inception  of  the  municipal 
plant  should  be  remembered  in  considering  its  subsequent  history. 

Detroit.     Yes. 

South  Norwalh.     Yes. 

A  3.  Character  of  original  organization,  wihether  individual,  firm, 
corporation,  municipal,  or  other  form. 

Chicago.  The  electric  light  system,  as  shown  above,  was  orig- 
inally an  incidental  venture  in  the  fire  department.  It  was  under 
the  direct  control  of  the  Fire  Marshal  through  J.  P.  Barrett,  Su- 
perintendent of  city  telegraph. 

Detroit.  The  private  company,  which  still  does  the  commer- 
cial business  in  Detroit,  was  in  previous  operation.  The  present 
public  electric  plant  was  built  under  the  le'gislation  of  1893,  and 
began  operations  April  1,  1895. 

South  Norwalh.     A  private  corporation. 
A  4.     Character  of  present  organization,  whether  individual,  firm, 
corporation,  municipal,  or  other  form. 

Chicago.  At  present  the  electric  lighting  system  is  a  bureau 
in  the  Department  of  Electricity,  which  has  five  other  bureaus. 

Detroit.  Municipal.  Commissioners  appointed  by  the  mayor; 
confirmed  by  the  council ;  sis-year  terms,  o^?  going  out  each  year. 
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The  board  is  bi-partisan — not  by  statute,  but  by  a  mutual  under- 
standing-—the  membership  being  equally  divided  between  the  two 
leading  parties.  The  members  serve  without  compensation.  The 
Michigan  constitution  does  not  permit  a  bi-partisan  board  by 
statute. 

South  Norwalk.  Municipal.  Three  commissioners  appointed 
by  the  council.  There  is  no  statutory  requirement  as  to  the  polit- 
ical complexion  of  the  board.  By  a  mutual  understanding  from 
the  beginning  the  Eepublicans  have  had  one  out  of  the  three  mem- 
bers of  this  board,  and  the  Democrats  one  out  of  three  places  on  the 
water  board.  The  understanding  has  been  so  faithfully  lived  up 
to  that  there  has  been  virtually  no  opposition  to  the  candidates 
selected  in  accordance  therewith.  This  was  true  in  the  early  days 
when  the  commissioners  were  elected  by  popular  vote.  For  in- 
stance, at  the  election  in  1893,  the  successful  candidates  for  this 
board — there  being  two  places  to  be  filled  because  of  a  vacancy — 
received  respectively  834  and  874  votes.  Their  respective  oppo- 
nents received  15  each.  The  city,  having  originally  established 
its  electric  plant  without  specific  authority,  continued  to  elect  an- 
nually the  electric  light  commissioners  until  the  legislature  in 
1897,  in  granting  a  new  charter  to  the  city,  changed  the  title  of  the 
board  to  Board  of  Electrical  Commissioners,  validated  the  estab- 
lishment of  the  plant,  and  brought  it  under  the  municipal  own- 
ership statute  of  1893,  which  provides  for  the  appointment  instead 
of  the  election  of  the  commissioners.  I  understand  that  the  ap- 
pointments have  since  been  on  the  same  principle  on  which  the 
elections  had  previously  been.  Although  the  present  superintend- 
ent, Mr.  A.  E.  Winchester,  was  originally  the  chief  promoter  of  the 
plant,  the  constructing  engineer,  and  for  nearly  ten  years  one  of  the 
commissioners — resigning  July  1,  1902 — and  from  four  years  pre- 
vious to  that  date  up  to  the  present  time,  superintendent  of  the 
plant,  and  although  he  takes  a  very  active  part  in  Eepublican 
politics  and  always  has  done,  so,  I  have  not  been  able  to 
find  that  political  considerations  have  at  any  time  had  any  influ- 
ence in  the  appointment,  promotion,  disciplining,  or  dismissing 
of  any  member  of  the  force,  or  with  the  operation  of  the  plant. 
It  ought  also  to  be  said  that  a  large  part  of  the  success  of  the 
plant  and  of  the  enthusiasm  with  which  it  is  regarded  by  the  pub- 
lic are  due  to  the  personal  activity  and  character  of  Mr.  Win- 
chester. His  career  in  connection  with  the  plant  and  his  dominat- 
ing iafluence  over  its  fortunes  are  unique  so  far  as  my  observation 
goes.  I  understand  that  Mr.  Winchester  in  the  early  days  served 
the  city  in  connection  with  the  establishment  and  management  of 
the  electric  plant  without  any  salary  at  all,  and  in  recent  years 
has  served  as  superintendent  for  a  smaller-  compensation  than  he 
could  command  elsewhere.  I  believe,  also,  that  every  extension 
and  enlargement  of  the  works  recommended  by  him  has  been 
speedily  authorized  by  the  city,  and  that  in  no  case  has  the  expense 
of  the  work  exceeded  his  estimate  as  presented  to  the  city  meet- 
ing.     In   fact,    he   has    always    come    well   within    every    special 
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appropriation  made  for  investment,  ezcept  one  for  $5,000  for 
meters,  in  which  the  original  estimate  was  not  exceeded. 
A  5.  Date  and  character  of  all  changes  in  ownership  since  origin. 
CUcago.  From  1887  to  1897  the  municipal  electric  lighting 
system  continued  to  be  managed  by  Mr.  Barrett  as  part  of  the  City 
Telegraph  Bureau  of  the  Fire  Department.  The  original  purpose 
of  the  system  was  soon  expanded.  During  the  first  year  the  only 
illumination  furnished  was  at  the  points  where  the  streets  crossed 
the  river,  and  the  persons  whose  benefit  was  sought  were  river  cap- 
tains rather  than  pedestrians.  The  total  number  of  lamps  oper- 
ated was  about  100.  The  wires  were  strung  along  the  river  bed 
between  the  dock  line  and  the  building  line,,  thus  proving  that  even 
under  unfavorable  conditions  it  was  possible  to  get  rid  of  over- 
head electric  obstructions.  So  the  object  lesson  which  was  one  of 
the  two  reasons  for  constructing  the  plant  was  taught.  The  river 
being  lighted  (along  its  most  frequented  part)  and  the  possibility 
of  under-grounding  having  been  demonstrated,  it  was  not  long 
before  it  occurred  to  Mr.  Barrett  that  this  new  enterprise  might 
furnish  a  satisfactory  substitute  for  some  of  the  gas  and  oil  lamps 
used  for  lighting  street  comers.  He  met  with  much  opposition  in 
this  design,  and,  after  the  manner  of  the  :founders  of  most  enter- 
prises, was  obliged  to  lay  hands  on  men,  money,  and  materials 
wherever  they  were  handiest.  He  impressed  city  employees  who 
for  any  reason  were  temporarily  released  from  their  ordinary  duties. 
He  took  money  from  any  appropriation  which  seemed  to  have 
more  than  it  needed  and  from  which  a  diversion  was  possible;  he 
commandeered  any  city  material  which  was  not  being  used  by  any 
one  else.  His  object  was  not  to  keep  books,  but  to  get  the  system 
going.  The  opposition  to  it  was  so  strong  on  the  part  of  the  pri- 
vate lighting  contractors,  who  did  not  want  to  see  the  gas  and  oil 
lamps  superseded,  that  the  need  of  the  tim'es  was  for  resourceful- 
ness rather  than  computations.  On  Christmas  eve,  1888,  just  a 
year  after  the  opening  of  the  iirst  plant,  a  second  plant  was 
started  on  Jefferson  street,  a  short  distance  south  of  the  site  of 
the  first  plant  at  Washington  and  Clinton  streets.  The  second 
plant,  on  Jefferson  street,  was  the  first  street-lighting  plant,  and 
the  river-lighting  plant  was  soon  consolidated  with  it.  When  the 
power  was  applied  to  the  consolidated  plant,,  there  were  279  lamps 
in  operation.  The  machinery  of  the  plant  atill  consisted  of  small 
units,  and,  therefore,  was  not  economical  in  'management.  Mr.  Bar- 
rett, however,  was  not  to  blame.  The  appropriations  under  which  he 
worked  were  not  large  enough  to  enable  him  to  install  large  units. 
In  fact,  it  might  be  said  in  general  that  the  municipal  electric 
lighting  system  has  never  had  money  enough  to  be  economical.  It 
has  been  obliged  to  content  itself  with  spending  small  sums  on 
equipment  when  it  was  only  by  the  expenditure  of  large  sums  that 
economical  arrangements  could  be  made.  The  difference  between 
a  private  system,  backed  up  at  its  inceptioii  by  large  capital,  and 
this  amateur  municipal  enterprise,  handicapped  by  selfish  opposi- 
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tion  and  by  small  funds,  is  extremely  marked.  Add  to  this  the 
low  salaries  paid  by  the  city  and  the  sloppy  methods  of  accounting, 
which  even  now  are  prevalent  in  the  city  hall,  and  it  is  quite  clear 
that  apologists  for  the  municipal  lighting  system  will  have  several 
things  to  explain.  During  the  year  1889  Mr.  Barrett  sketched  out 
a  lighting  system  which  has  not  even  yet  been  completely  con- 
structed. He  divided  the  city  into  13  districts,  each  to  have  a 
central  station,  and  he  built  certain  subways  and  feeders  for  cables. 
During  the  course  of  the  next  year  (1890)  he  opened  four  stations. 
The  first  of  these,  on  Throop  street,  on  the  West  Side,  not  far  from 
the  Jefferson  street  plant,  was  opened  on  March  17,  and  immedi- 
ately took  over  the  lamps  for  which  the  latter  plant  had  previously 
supplied  the  current.  The  second,  which  reached  completion  a 
few  days  earlier,  was  at  the  corner  of  Chicago  avenue  and  Sedg- 
wick street,  and  was  opened  on  the  32d  of  February.  The  third, 
at  the  corner  of  Bice  and  Lincoln  on  the  Northwest  Side,  was 
opened  on  March  26.  The  fourth,  at  the ; corner  of  Indiana  ave- 
nue and  Fourteenth  street,  was  opened  on  December  24. 

It  will  be  noticed  that  up  to  this  time  Mr.  Barrett  had  opened 
three  plants  on  Christmas  eve,  one  on  Washington's  birthday,  and 
one  on  St.  Patrick's  day.  The  sixth  was  opened  on  March  36, 
which  is  probably  the  anniversary  of  something,  although  I  don't 
recognize  it.  By  the  end  of  the  year  1890,  therefore,  the  municipal 
electric  lighting  system  had  built  six  plants,  and  discarded  two, 
leaving  four  in  operation.  The  two  discarded  plants  had  been  in 
fire  department  buildings.  The  four  being  operated  were  in  build- 
ings constructed  expressly  for  electric  lighting  purposes.  Two  of 
the  lots  occupied  by  these  buildings  had  been  bought  expressly  for 
such  purposes.  The  other  two  were  borrowed  from  the  water  de- 
partment. The  water  department  had  them,  and  was  not  using 
them.  If  it  had  been  suggested  to  Mr.  Barrett  that  the  interest 
on  the  cost  of  these  lots,  including  those  belonging  to  the  water 
department,  was  an  item  in  the  cost  of  each  arc  lamp,  he  might 
have  admitted  it,  but  the  fact  is  that  it  is  hard  to  prove  that  Mr. 
Barrett  was  at  this  time  interested  in  keeping  any  accounts  at  all. 
His  reports  on  the  electric  lighting  system  are  merely  parts  of  his 
annual  reports  on  the  bureau  of  city  tele^aph,  of  which  he  was 
the  head.  They  appear  in  the  annual  bound  reports  of  the  fire  de- 
partment. Almost  nothing  is  said  in  these  reports  about  the  cost 
of  the  system,  and  an  accoimtant's  history  of  these  early  days  of 
the  electric  lighting  system  has  to  be  drawn  from  a  reassemble- 
ment  of  scattered  vouchers. 

During  the  years  1891  and  1893  the  system  remained  Just 
about  stationary,  making  no  progress  toward  expansion,  except  that 
the  number  of  arc  lights  increased  slightly,  reaching,  according  to 
Mr.  Barrett's  reports,  the  total  number  of  1,103  at  the  end  of  the 
year  1892.  In  the  course  of  the  year  1893  the  Throop  street  plant, 
including  land,  building  and  equipment,  was  sold  to  the  Metropol- 
itan elevated  company,  which  needed  the  site.  The  compensation 
paid  by  the  Metropolitan  was  $100,000  plus  seven  lots  on  West 
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Polk  street.  The  $100,000  went  into  the  general  treasury  of  the 
city;  the  seven  lots  became  general  city  property.  They  are  now 
credited  to  the  Small  Parka  Department  in  the  Comptroller's  an- 
nual report  for  1904.  Neither  the  comptroller  nor  the  present  de- 
partment of  electricity  ever  makes  any  real  effort  to  show  the  con- 
sequences of  such  transactions  upon  the  financial  history  and  pres- 
ent value  of  the  electric  lighting  system.  For  some  years  after 
the  sale  of  the  Throop  street  plant  the  electric  lighting  system  con- 
tinued to  operate  it  while  it  was  constructing  a  new  plant  not  far 
away  on  Halsted  street.  The  land  for  this  Halsted  street  plant 
was  iDought,  and  now  belongs  to  the  electric  lighting  system. 

Also  during  the  year  1893  the  Eice  and  Lincoln  plant  on  the 
Northwest  Side  was  temporarily  abandoned  for  purposes  of  econ- 
omy, and  the  machinery  was  transferred  to  the  plant  on  the  North 
Side  at  Chicago  avenue  and  Sedgwick  street.  If  the  city  had  had 
money  enough  to  extend  the  lighting  system  on  the  Northwest 
Side  according  to  its  origiaal  intention,  it  would  not  have  been 
necessary  to  make  this  transfer.  It  would  have  been  increasingly 
economical  to  operate  a  Northwest  Side  station.  As  things  were  it 
became  more  economical  to  abandon  the  station  and  to  concentrate. 
During  the  year  1894  the  situation  remained  unchanged.  Three 
stations  were  operated:  the  North  Side  station  at  Chicago  and 
Sedgwick,  the  South  Side  station  at  Indiana  and  Fourteenth  and 
the  West  Side  station  on  Throop.  The  Halsted  street  station,  to 
take  the  place  of  the  Throop  street  one,  was  being  planned  for. 

For  all  the  years  from  1887  to  1894,  a  report  on  the  electric 
lighting  system  can  be  found  in  the  report  of  the  fire  department; 
but  for  the  year  1895,  while  the  report  of  the  fire  department  was 
issued  as  usual,  and  while  the  report  for  the  Bureau  of  City  Tele- 
graph, with  Mr.  Barrett's  name  affixed,  is  included  in  the  fire  de- 
partment volume,  there  is  not  a  word  to  be  found  anywhere  in  it 
about  the  electric  lighting  system.  The  fire  marshal  had  quar- 
reled with  Mr.  Barrett  about  the  electric  lighting  system.  It  is 
said  that  he  thought  Mr.  Barrett  was  trying  to  get  his  electric 
lighting  system  made  into  a  separate  municipal  department.  It 
is  also  said  that  the  fire  marshal  thought  Mr.  Barrett  was  trying 
to  make  a  good  showing  for  the  system  by  using  the  labor  of  city 
employees  whom  he  (Barrett)  did  not  charge  up  against  the  elec- 
tric lighting  system;  that  is,  the  fire  marsSal  thought  that  other 
features  of  the  city  government  were  paying  for  part  of  the  labor 
that  Mr.  Barrett  was  using,  and  that  Mr.  Barrett  was  refraining 
from  mentioning  that  fact.  Whatever  the  cause  of  the  quarrel 
may  have  been,  however,  the  interesting  fact  is  that  the  fire  mar- 
shal punished  his  too-ambitious  subordinate  by  excluding  his  sub- 
ordinate's hobby  from  the  annual  report.  In  other  words,  he  sat- 
isfied his  resentment  by  omitting  all  mention  for  the  year  1905  of 
one  of  the  most  important  activities  of  the  city  government.  The 
gorgeous  irresponsibility  of  such  a  revenge  is  an  excellent  commen- 
tary on  the  tone  of  the  environment  in  which  the  electric  lighting 
system  grew  up.    During  the  year  1896  the  same  condition  of  af- 
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fairs  persisted.  There  is  no  electric  lighting  report  for  that  year. 
About  the  middle  of  the  year  1897  Mr.  Barrett  retired  on  a  pension. 
He  had  been  a  member  of  the  fire  department  for  a  great  many 
years,  and  his  annual  pension  amounted  to  a  comfortable  income. 
He  is  still  living  in  Chicago. 

Carter  Harrison,  Jr.,  became  mayor  of  Chicago  in  1897  for  the 
first  time.  He  appointed  Mr.  Edward  B.  Ellicott  to  take  Mr.  Bar- 
rett's place  as  superintendent  of  city  telegraph.  Mr.  Ellicott  was  a 
personal  friend  of  Harrison's.  He  had  not>  previously  been  in  the 
city  employ.  He  had  been  in  the  electrical  business  for  many 
years,  and  at  the  time  of  his  appointment  he  was  superintendent 
of  construction  for  the  Western  Electric  Cofnpany.  He  was  a  fish- 
ing and  hunting  companion  of  Harrison's.  He  was  not  a  politician 
in  the  sense  of  controlling  any  district  or  any  delegation,  or  of  be- 
ing influential  in  controlling  any  such  district  or  any  such  dele- 
gation. Eor  six  months  Mr.  Ellicott  was  superintendent  of  city  tele- 
graph. Then,  at  the  beginning  of  the  year*1898,  a  department  of 
electricity  was  established  with  the  city  electrician  at  its  head,  and 
Mr.  Ellicott  was  appointed  city  electrician. 

The  Department  of  Electricity  to-day  consists  of  six  bureaus : 

(1)  The  Bureau  of  Electric  Lighting. 

(2)  The  Bureau  of  Fire  Alarm  Telegraph. 

(3)  The  Bureau  of  Police  Alarm  Telegraph. 

(4)  The  Bureau  of  Gas  Lighting. 

(5)  The  Bureau  of  Electric  Inspection. 

(6)  The  Bureau  of  Automobile  License. 

(Accountant's  Schedule  IV.,  I  33,  gives  but  4  bureaus.  Gray.) 

Mr.  Ellicott  was  City  Electrician  from  1898  to  1905.  In 
1905  he  resigned  to  accept  a  position  with  the  Sanitary  District. 
He  was  succeeded  by  William  Carroll,  the  present  incumbent.  The 
municipal  electric  lighting  system  has,  therefore,  had  only  three 
masters  since  its  inception  in  1887. 

In  the  beginning  of  the  year  1898  Mr.  Ellicott  got  out  a  report 
covering  the  work  of  the  year  1897.  This  is  the  first  report  is- 
sued separately  from  the  report  of  the  fire  department.  Since  that 
time  the  department  of  electricity  has,  of  pourse,  issued  a  report 
annually.  For  the  years  1895  and  1896,  however,  the  gap  cannot 
be  supplied.  During  Mr.  Ellicott's  incumbency  the  station  at 
Fourteenth  and  Indiana  was  abandoned  in,;  order  to  light  a  larger 
district  by  the  opening  of  the  Kobert  A.  Waller  station  at  a  point 
much  farther  south  on  Wentworth  avenue,  near  Sixty-third  street. 
Similarly  the  plant  at  Chicago  avenue  and  Sedgwick  street  was 
abandoned,  and  a  new  plant  was  opened  further  north  on  the 
North  Side  at  Fullerton  avenue  and  the  river.  Meanwhile  machin- 
ery had  been  again  installed  in  the  plant  at  Eice  and  Lincoln,  so 
that  to-day  the  Bureau  of  Electric  Lighting  is  operating  four 
plants,  as  follows : 

(1)   ISTorth  Side,  H.  IST.  May  plant,  Fullerton  and  the  river; 

(3)  ISTorthwest  Side,  plant  number  eight,  Eice  and  Lincoln; 
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(3)  West  Side,  plant  number  six,  Halsted  and  Blue  Island; 

(4)  South  Side,  E.  A.  Waller  plant,  Wentworth  and  Sixty- 
third. 

Plants  No.  6  and  No.  8  get  their  names  from  the  original 
numbers  given  to  the  imaginary  districts  outlined  by  Mr.  Barrett. 
The  other  two  plants  take  their  names  from  men  prominently  con- 
nected with  the  operation  of  the  municipal  government  of  Chicago. 
The  sites  of  the  E.  A.  Waller  plant,  of  Plant  Wo.  6  and  of  Plant 
No.  8  are  owned  by  the  department  of  electricity.  The  site  of  the 
H.  N.  May  plant  is  owned  by  the  water  department.  The  depart- 
ment of  electricity  also  uses  as  a  repair  shop  the  old  building  at 
Chicago  and  Sedgwick  formerly  used  as  a  lighting  station,  the 
site  of  which  belongs  to  the  water  department. 

The  department  of  electricity,  therefore,  for  electric  lighting 
purposes,  owns  three  pieces  of  real  estate,  and  uses  two  belonging 
to  the  water  department.  It  also  rents  at  $2,500  a  year  a  tract  be- 
longing to  private  persons,  with  the  understanding  that  at  the  death 
of  the  owners  it  shall  come  into  the  possession  of  the  city.  The  tract 
is  Just  north  of  the  Halsted  street  plant,  and  is  used  as  a  store- 
room and  repair  shop.  Altogether,  the  municipal  lighting  system 
has  operated  nine  plants,  and  has  abandoned  five  of  them. 

The  financial  aspects  of  these  real  estate  holdings  will  be  con- 
sidered later. 

Detroit.     None. 

South  NoTwalk.  The  Norwalk  Gas  Light  Company,  acts  of 
1856  (special),  by  amendment  of  charter,  April  7,  1887,  was  au- 
thorized to  furnish  electricity.  On  February  18,  1892,  by  con- 
tract it  sold  its  electric  rights  and  property  to  the  Norwalk  and 
South  Norwalk  Electric  Light  Company,  which  was  created  by 
special  charter  April  20,  1887.  August  13,  1891,  a  city  meeting, 
called  under  the  statute,  appointed  a  committee  by  vote  of  8  to  13 
to  consider  the  subject  of  a  public  electric  plant.  This  committee 
reported  to  a  similar  meeting  August  25,  1891,  in  favor  of  a  city 
plant,  and  it  was  voted  to  recommend  to  the  council  an  appropri- 
ation of  $33,500  for  that  purpose.  The  vote  was  54  to  14.  The 
council  made  the  appropriation  March  7,  1893.  This  was  ap- 
proved by  city  meeting  March  33,  1892,  by  a- vote  of  157  to  80. 

The  plant  was  erected,  and  began  to  supply  electricity  for  pub- 
lic use  only  on  October  13,  1893.  On  June  39,  1901,  the  city 
bought  of  the  Connecticut  Eailway  and  Lighting  Company,  own- 
ers of  the  Norwalk  Tramway  Company's  franchise,  the  electrical 
apparatus  that  it  used  to  furnish  electricity  for  motive  power  under 
a  special  agreement  with  the  Electrical  Commissioners.  The  con- 
sideration paid  by  the  city  under  the  contract  of  June  29,  1901, 
was  a  nominal  one — said  to  be  from  $25  to  $80. 

October  18,  1897,  the  city  council  voted  an  appropriation  of 
$20,000  to  enlarge  the  electric  plant  in  order  to  furnish  commer- 
cial lighting.  A  city  meeting  of  October  26,  1897,  approved  the 
action  of  the  council  by  a  vote  of  62  to  20-    A  city  meeting  of 
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March  1,  1898,  authorized  the  council  to  issue  bonds  to  pay  for 

this  extension.     A  special  act  of  the  legislature  of  May  28,  1897, 

validated  this  action  of  the  city. 

A  6.     State  method  of  making  each  change. 

A  7.     State  terms  of  each  arrangement. 

A  8.     State  fully  reasons  for  each  change. 

Chicago.     Answered  under  A  5. 

Detroit.     Ko  change. 

South  Norwalh.  At  the  time  the  city  decided  to  build  its 
plant,  it  had  a  five-year  contract,  dating  from  September  31,  1891, 
terminable  at  the  option  of  the  city  at  the  end  of  one  year,  for 
the  street  electric  lighting,  with  the  Norwalk  Gas  Light  Company, 
which  had  assigned  the  contract  to  the  Korwalk  and  South  ISTor- 
walk  Electric  Company.  The  city  denied  the  legality  of  the  as- 
signment. 

(8)  There  seems  to  have  been  a  general  dissatisfaction  with 
the  service  supplied  by  the  company,  which  was  furnishing  81 
nominal  800  candle-power  lamps  from  dusk  to  1  A.  M.  at  $57.36 
per  year,  and  was  under  agreement  to  furnish  gas  light  from  1 
A.  M.  to  daylight,  five  foot  burners,  for  5c.  per  light  per  night,  and 
Ic.  per  hour  for  additional  time.  Apparently  no  gas  was  fur- 
nished. 

A  9.     Has  there  ever  been  municipal  ownership  and  private  oper- 
ation of  the  plant? 
Not  in  any  one  of  the  cities. 
A  10.     Is  the  general  sentiment  favorable  or  unfavorable  to  the 
present  system  of  ownership  and  operation? 

Chicago.  There  has  never  been  any  serious  attempt  to  trans- 
fer the  electric  street  lighting  system  to  private  hands.  Besides 
operating  its  own  lamps,  the  city  rents  certain  lamps  from  the  pri- 
vate electric  light  companies.  The  cost  of  these  rented  lamps  is 
so  much  greater  than  the  apparent  cost  of  the  municipally-owned 
and  operated  lamps  that  there  has  never  been  any  serious  disposi- 
tion on  the  part  of  the  public  to  entrust  the  whole  electric  street 
lighting  business  to  companies.  It  has  befen  felt  by  the  city  au- 
thorities that  the  mere  existence  of  the  municipal  plant  was  a  safe- 
guard against  extortion. 

Detroit.     Apparently  generally  favorable. 

South  Norwalh.     The  sentiment  seem-s  to  be  universally  fa- 
vorable. 
A  11.     What  is  the  attitude  of  the  press? 

Chicago.  There  have  been  no  picturesque  scandals  in  the 
municipal  electric  lighting  system,  and  consequently  there  has 
been  comparatively  little  newspaper  notoriety  about  it.  There 
have  been  very  few  politicians  connected  with  the  system,  and, 
therefore,  it  has  furnished  comparatively  little  political  news.  The 
press  commented  at  some  length  on  the  Haskins  and  Sells  report. 

Vol.  II.— M. 
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which  in  1901  showed  that  from  the  aceountant's  standpoiat  the 
department  of  electricity  failed  to  include  certain  important  items 
in  estimating  the  cost  of  each  arc  lamp  per  year.  These  items 
were:  depreciation,  insurance,  taxes,  interest  and  water.  When- 
ever municipal  ownership  is  discussed  the  radical  newspapers 
quote  the  cost  per  arc  lamp  without  these  items,  and  the  conserva- 
tive, newspapers  quote  it  after  including  them,  and  after  comment- 
ing on  the  slovenliness  and  unreliability  of  city  statistics.  The 
conservative  newspapers,  however,  do  not  suggest  the  transfer  of 
the  system  to  the  private  companies,  and  the  news  columns  of  the 
newspapers,  as  distinguished  from  the  editorial  columns,  pay  al- 
most no  attention  to  the  municipal  electric  lighting  system.  That 
system  runs  along  year  after  year  without  any  scandalous  inci- 
dents of  any  consequence,  and  the  result  is  that  it  has  never  been 
the  subject  of  any  such  exposes  as  have  marrked  the  history  of  the 
water  department,  the  police  department,  the  building  department, 
the  health  department,  etc.  In  fact,  it  may  be  said  that  the  de- 
partment of  electricity  furnishes  fewer  good  news  stories  than  any 
other  department  of  importance  in  the  city  hall.  The  attitude  of 
the  news  editors  is,  therefore,  one  of  indifference. 

Detroit.  Favorable.  The  editor-in-chief  of  one  of  the  im- 
portant papers  (Hetheriagton,  of  the  Journal)  is  a  member  and 
an  ex-president  of  the  lighting  commission. 

South  JSforwalh.  The  single  paper  published  in  the  city  is, 
and  always  has  been,  an  enthusiastic  supporter  of  the  public  plant. 
The  "Hour,"  published  in  N"orwalk,  the  adjoining  municipality, 
is  not  unfriendly,  and  supports  the  public  ownership  in  South  Nor- 
walk  apparently  with  the  view  that  that  plant  enables  ISTorwalk  to 
make  better  terms  with  the  private  company. 
A  12.     State  current  objections  to  the  system. 

Chicago.  The  most  important  current  objection  is  to  the 
methods  of  accounting  employed  by  the  city  in  estimating  the  cost 
of  each  arc  lamp  per  year.  There  is  little  objection  to  the  man- 
ner in  which  real  money,  as  distinguished  from  book  charges  like 
interest,  is  expended.  It  is  felt,  of  course,  that  the  department  of 
electricity  shares  in  the  general  inertia  of •  the  city  hall  methods 
compared  with  private  methods,  but  there  has  been  no  scandalous 
padding  of  payrolls,  and  there  has  been  no  profligate  disbursement 
of  public  moneys.  The  fault  has  rather  b^en  that  the  conduct  of 
the  department  lias  run  along  below  the  levej  of  the  verve  and  cour- 
age of  private  enterprises.  The  reasons  why  the  city  falls  below 
will  be  discussed  later,  as  will  also  the  question  whether  or  not 
this  relative  lack  of  efficiency  is  not  compensated  for  in  the  case 
of  the  department  of  electricity  by  its  having  escaped  from  the 
need  of  paying  excessive  profits  to  investors,  and  also  from  the 
need  of  standing  the  political  expenses  inciident  to  the  acquisition 
of  a  franchise.  The  political  editor  of  one  of  the  best  Chicago  pa- 
pers says  that  the  history  of  the  department  of  electricity  has  been 
one  of  "uneventful  mediocrity."    This  is  not  quite  fair  to  the  men 
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who  have  been  at  the  head  of  the  department,  but  when  the  whole 
city  hall  system  with  which  they  worked  is  considered,  it  is  evident 
that  they  have  been  sadly  hampered  by  their  lethargic  environment. 

Detroit.  I  have  discovered  no  serious  criticisms  of  the  man- 
agement. It  is  possible  that  there  is  an  undue  conservatism  in 
retaining  old  machinery.  This  is  doubtless  due  to  the  desire  to 
keep  down  the  apparent  expenses  of  the  public  lighting,  and  a  dis- 
inclination, therefore,  to  go  to  the  council  for  increased  but  neces- 
sary appropriations. 

South  NonuaTk.  No  objections  are  nlade  except  by  the  op- 
posing private  interests,  who  allege  that  priees  are  too  low,  and  the 
cost  too  high,  and  that  improperly  small  amounts  are  written  ofE 
for  depreciation,  and  that  some  of  the  machinery  is  antiquated. 

A  13.  Do  citizens  take  an  active  interest  in  the  management  of 
the  plant  ? 

Chicago.  It  can  hardly  be  said  that  they  do.  The  attention 
of  investigating  bodies  like  the  Citizens'  Association  and  the  Civic 
Federation  is,  of  course,  directed  to  the  most  diseased  and  inflamed 
parts  of  the  city  government.  There  is  no  record  of  any  such  per- 
sonal attack  upon  the  management  of  the  department  of  electricity 
as  has  been  made  by  reform  associations  upon  almost  every  other 
department  of  the  city  government.  Therefore  citizens  know  lit- 
tle about  the  department.  This  in  itself  is  significant.  It  shows 
just  how  much  enthusiasm  a  man  arouses  by  conducting  his  de- 
partment with  average  efficiency  and  decency. 

Detroit.  The  plant  appears  to  attract  but  little  attention, 
favorable  or  unfavorable,  yet  the  people  when  questioned  declare 
that  they  do  not  desire  a  change. 

South  Norivalk.  The  citizens  seem  to  take  an  enthusiastic 
and  indeed  admiring  interest  in  the  plant.  In  fact,  the  plant 
seems  to  be  the  one  thing  in  South  Norwalk  in  wjiich  the  citizens 
take  more  pride  and  interest  than  in  anything  else  in  the  city. 

A  14.  Have  there  ever  been  competing  electric  light  companies  in 
the  city? 

Chicago.  Yes;  a  good  many.  They  have  never  competed 
with  the  city  plant  because  the  city  has  confined  its  attention  to 
street  lighting,  but  they  have  competed  with  each  other  in  fur- 
nishing light  to  private  consumers. 

Detroit.     Yes. 

South  Norwalk.  Since  1887  the  Connecticut  Eailway  and 
Lighting  Company,  or  the  companies  which  have  been  absorbed 
by  it,  have  had  the  right  to  furnish  electricity  for  all  purposes. 
This  company  furnishes  some  10  to  20  customers  with  light,  but 
the  city  priees  are  so  low  that  no  attempt  at  general  competition 
is  made.  The  company  does  the  lighting  in  adjoining  municipal- 
ities, but  has  not  for  several  years  attempted  to  increase  the  number 
of  its  customers  in  South  Norwalk. 
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A  15.     Are  there  competing  eonipanies  now? 

Chicago.     There  are.    See  answer  to  ^  16. 

Detroit.     No.     The   private   company   does   the   commercial 
business;  the  public  plant,  the  public  lighting. 

South  Norwalh.     Answered  under  A  14. 
A  16.     If  private  companies  have  consolidated,  give  dates  and 
methods  briefly. 

Chicago.  At  present  the  only  two  companies  which  have  a 
widespread  business  are  the  Edison  company  and  the  Common- 
wealth company,  and  these  two  companies  are,  for  all  practical 
purposes,  one  company.  The  history  of  consolidation  in  the  light- 
ing business  in  Chicago  is  as  follows :  Electric  lighting  franchises 
began  to  be  granted  in  Chicago  and  adjacent  towns  and  villages 
about  1882.  In  1887  a  franchise  was  granted  to  the  "Western  Edi- 
son Company.  This  franchise  was  immediately  transferred  to  the 
Chicago  Edison  Company.  The  Chicago  Edison  Company  had  a 
franchise  only  within  the  limits  of  the  city  as  constituted  before 
the  great  annexations  of  1889.  In  other  words,  the  Chicago  Edi- 
son franchise  is  confined  to  what  is  now  the  central  portion  of  the 
City  of  Chicago.  The  Chicago  Edison  Company  ran  from  1887  to 
1893  without  any  consolidation.  In  that  year  it  was  \inited  with 
the  Chicago  Arc  Light  and  Power  Company  by  the  unanimous 
vote  of  the  stockholders  of  both  companies.  This  Chicago  Arc 
Light  and  Power  Company  has  never  had  a  franchise  of  its  own, 
but  it  had  bought  up  the  franchises  and  properties  of  a  large  num- 
ber of  other  companies  doing  business  in  the  central  portions  of 
the  city.  The  most  important  of  these  companies  bought  up  by 
the  Chicago  Arc  Light  and  Power  Company  was  the  Chicago  Sec- 
tional Electric  Underground  Company.  By  the  union  between 
the  Chicago  Edison  Company  and  the  Chicago  Arc  Light  and 
Power  Company  in  1893,  a  great  many  enterprises  were  brought 
together.  Since  1893  the  name  of  the  consolidated  company  has 
been  "Chicago  Edison  Company." 

Nothing  further  of  interest  happened,  until  1897.  In  that 
year  a  speculative  franchise  was  secured  by  politicians  in  the  name 
of  the  Commonwealth  Electric  Company.  The  franchise  of  this 
company  was  hawked  about  the  streets  until  in  self-defense  the 
Chicago  Edison  Company  bought  it  up.  It  was  a  valuable  fran- 
chise because  it  covered  the  whole  city.  The  first  use  made  of  it 
by  the  Edison  company  was  for  the  purpose  of  buying  up  the  fran- 
chises and  properties  of  small  electric  lighting  c6mpanies  operat- 
ing in  Hyde  Park,  Lake  View  and  other  territories  that  had  been 
annexed  in  1889.  The  stock  of  the  Commonwealth  is  owned  by 
stockholders  of  the  Chicago  Edison  Company,  for  the  benefit  of 
all  the  stockholders  of  that  company.  The  big  business  of  Chicago 
is  done  by  the  Chicago  Edison  and  Con^monwealth  companies. 
All  other  companies,  with  one  exception,  have  franchises  which 
cover  only  a  limited  territory.  The  exception  is  the  Cosmopolitan 
company,  which  has  a  franchise,  granted  sin  1895,  covering  the 
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whole  eitj.  This  company  has  never  made  any  serious  attempt 
to  extend  its  business  in  area  beyond  a  few  blocks.  Its  franchise 
was  passed  in  bad  companj',  under  suspicious  circumstances.  It 
is  a  telephone  franchise  as  well  as  a  light,  heat  and  power  fran- 
chise, and  it  is  assumed  that  its  owners  are  waiting  tor  a  favor- 
able opportunity  before  they  use,  or  threaten  to  use,  the  full  pow- 
ers which  they  enjoy. 

Detroit.  No  real  consolidations.  All  the  commercial  electric 
lighting  ia  Detroit  is  now  done  by  the  Edison  Illuminating  Com- 
pany, organized  April  15,  1886,  under  the  general  laws.  It  ob- 
tained its  franchise  July  13,  1886,  and  a  supplementary  one  No- 
vember 19,  1889.  The  Brush  Electric  Light  Company,  organized 
under  the  general  law  (1881),  sold  to  the  Peninsular  company  in 
1891.  The  Peninsular  Company  was  reorganized  June  17,  1898. 
This  company  operated  under  the  old  Brush  company  franchise, 
approved  March  18,  1882.  The  Edison  Illuminating  Company 
bought  the  Peninsular  Company  in  1898  at  bankrupt  sale  for 
$857,000  (the  Peninsular  Company  at  the  time  had  out  $600,000 
worth  of  bonds,  which  were  not  assumed  by  the  purchaser).  In 
1889  the  Brush  Electric  Light  Company  bought  at  mortgage  sale 
the  Excelsior  Company,  which  had  a  franchise  of  May  10,  1884, 
which  was  never  exercised.  The  Edison  Illuminating  Company 
bought  the  Detroit  Electric  Light  and  Power  Company  at  fore- 
closure sale  in  1900  for  $198,000.  This  company  was  operating 
under  a  franchise  of  October  16,  1889,  as  amended  May  17,  1897. 
The  franchise  of  the  Edison  Electric  Light  Company  (which  ap- 
parently was  never  acted  on  by  that  company),  dated  February 
28,  1881,  has  passed  into  the  hands  of  the  Edison  Illuminating 
Company. 

The  Detroit  Edison  Company  is  a  New  York  holding  corpo- 
ration, and  also  a  company  which  sells  in  bulk  to  other  companies. 
It  has  no  franchise,  and  distributes  no  electricity  to  individual 
consumers.  It  furnishes  power  to  the  Michigan  Central  Railway. 
The  exact  relation  of  this  company  to  the  Edison  Illuminating  Com- 
pany I  was  not  able  to  determine.  Its  charter  authorizes  it  to  hold 
stock  in  other  companies,  and  it  is  said  to  have  such  stock  hold- 
ings. 

The  commercial  electric  lighting  business  is  actually  all  un- 
der the  control  of  the  Edisoi;  Illuminating  Company,  which  os- 
tensibly operates  under  the  two  ordinances,  that  granted  directly 
to  it,  and  that  granted  to  the  Peninsular  (the  old  Brush  Com- 
pany). It  never  has  claimed  privileges  under  the  other  fran- 
chises purchased  by  it;  yet,  if  controversj^  should  arise  and  the 
company  deemed  it  advantageous  to  do  so,  it  probably  would 
claim  that  the  other  franchises  are  still  in  force. 

Under  the  public  lighting  act  of  1893,  the  commissioners 
had  the  right  to  grant  revokable  licenses  to  any  one  to  furnish 
electricity.  Apparently,  that  to  the  East  Side  Company,  capital 
$30,000,  was  the  only  one  ever  acted  upon.  The  Edison  Illumin- 
ating Company  has  bought  this  up.     The  Edison  Illuminating 
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Company  is  a  licensee  of  the  parent  Edison  Company,  but  according 
to  the  oral  statement  of  Mr.  Dow,  presideijt  of  the  company,  the 
parent  company  holds  no  stock  in  the  local  company,  but,  as  Mr. 
Dow  expresses  it,  the  arrangement  consists  in  the  General  Elec- 
tric Company  being  a  preferred  manufacturer,  and  this  Edison 
Company  being  a  preferred  customer. 

See  Sees.  8551  and  8552,  Eevised  Statutes  (ed.  of  1897),  also 
act  112  of  1889,  p.  126 ;  approved  May  24. 

South  NorwaTk.  The  Connecticut  Eailway  and  Lighting 
Company  now  controls  all  the  urban  transportation  and  electric 
lighting  (except  that  done  by  the  city)  and  the  supplying  of  gas 
in  South  ISTorwalk,  as  well  as  most  of  the.  similar  enterprises  in 
this  part  of  the  State.  The  Norwalk  Gas  Light  Company  was 
chartered  by  joint  resolution  of  the  general  assembly  in  1856.  The 
charter  was  amended  by  special  act  (1856),  and  further  amended 
April  7,  1887,  giving  the  right  to  furnish  electricity  for  all  pur- 
poses. The  Gas  Supply  Company  was  chaptered  by  joint  resolu- 
tion July  2,  1895.  The  charter  was  amended  May  2,  1899,  and 
name  changed  to  the  Connecticut  Lighting  and  Power  Company, 
with  the  right  to  operate  in  any  part  of  the  state.  This  amend- 
ment gave  the  company  the  right  to  operate  and  to  buy,  sell,  hold 
and  dispose  of  the  stock,  bonds  and  franchises  of  companies  en- 
gaged in  the  same  or  similar  business,  including  gas,  electricity, 
water  and  steam.  By  joint  resolution  of  April  30,  1901,  the  char- 
ter was  amended  and  the  name  changed  to  the  Connecticut  Eail- 
way and  Lighting  Company,  under  which  the  company  now  op- 
erates. This  company  has  alDSorbed  the  N<3rwalk  and  South  Nor- 
walk Electric  Light  Company,  chartered  by  special  act,  April  20, 
1887,  and  the  following  companies  which  had  rights  in  South  Nor- 
walk: The  Norwalk  Street  Eailway  Company,  chartered  June 
19,  1895,  as  successor  to  the  Norwalk  Horse  Eailroad  Company, 
incorporated  May,  1862,  and  name  changed  by  the  Superior 
Court  of  the  County  of  Fairfield,  April  30,  1894.  Amendments  to 
the  charter  of  the  Norwalk  Horse  Eailroad  Company:  June  25, 
1869;  July  27,  1871;  July  30,  1872;  Joint  Eesolution  No.  60, 
March  30,  1886;  Acts  of  1893;  Joint  Eeselution  June  19,  1895, 
changing  the  name  to  the  Norwalk  Street  Eailway  Company;  June 
25,  1895,  amending  the  charter  of  this  company  and  also  of  the 
Norwalk  Tramway  Company,  chartered  May  6,  1889.  Amend- 
ments to  the  charter  of  the  Norwalk  Street  Eailway  Company: 
May  25,  1891;  amendment  to  the  charter  of  the  Norwalk  Tram- 
way Company,  June  29,  1893,  and  June  20,  1899.  On  June  30, 
1901,  the  purchase  by  the  Eailway  and  Lighting  Company  of  all 
the  companies  mentioned  in  the  answer  te  this  question  and  of 
nine  other  companies  in  adjoining  territory  was  confirmed  by  the 
legislature. 
A  17.     Give  status  of  present  companies. 

Chicago.     See  answer  to  A  16.     The  Edison  and  Common- 
wealth companies  can  work  very  well  togetl|er,  because  the  Edison 
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franchise  is  used  for  tlie  central  portion  of  the  city,  and  the  Com- 
monwealth, covering  the  whole  city,  can  be,  used  by  the  Edison  to 
round  out  its  business  in  the  outlying  territories. 

Detroit.     Answered  under  A  16. 

South  Norwalh.  The  public  electric  plant  is  independent. 
The  Connecticut  Railway  and  Lighting  Cpmpany  controls  every- 
thing else. 

A  18,  19  and  20.  Population  at  last  national  census,  and  estimated 
population  January  1,  1906,  with  source  of  such  estimate. 
Chicago  had  in  1900,  1,698,575,  and  according  to  the  esti- 
mate of  the  city  directory,  for  1905,  2,273,000.  "This  was,  of 
course  ridiculous"  (Hard).  The  Health  Department  estimate, 
based  on  the  percentages  of  the  United  States  census  bureau,  was, 
for  January  1,  1906,  1,990,750.  "This  may  have  been  a  little  bit 
too  low"  (Hard). 

Detroit.  Population,  census  of  1900,  385,704.  On  January 
1,  1906,  estimate  of  city  directory,  438,450. 

South  Norwalh.  By  census  of  1900,  6,591.  On  January  1, 
1906,  7,275,  estimate  of  City  Clerk.  Ko  local  census  taken  since 
the  Federal  census. 

A  31.     Are  there  gas  works  in  the  city  which  compete  with  elec- 
tricity ? 
A  22.     Are  these  public  or  private? 

Chicago,  Detroit,  South  Norwalk.  Yes,  private,  for  all  three 
cities. 

A  23.  If  private,  are  they  owned  or  controlled  by  the  same  per- 
sons controlling  electric  works? 

Chicago.  It  is  said  that  some  men  have  investments  in  both 
the  gas  and  the  electric  business  in  Chicago,  but  I  have  found  no 
conclusive  evidence  as  to  any  connection  between  the  "Gas  Trust" 
and  the  Chicago  Edison  Compapy. 

Detroit.  So  far  as  publicly  known,  not  so  controlled.  The 
gas  company  is  a  Michigan  corporation,  all  the  shares  of  which 
are  owned  by  the  American  Lighting  Company,  a  jSTew  Jersey  cor- 
iporation. 

South  Norwalk.  The  Connecticut  Railway  and  Lighting 
Company  owns  everything  except  the  municipal  electric  plant. 

B— SUPERVISION  OF  MUHICIPALITIES. 

B  1.     Does  municipality  have  power 

(ft)  To  construct  its  own  electric  plant,  when  there  is  no 
private  competing  plant? 

(&)  To  construct  its.  own  electric  plant  without  purchas- 
ing existing  private  plant? 

(c)  To  condemn  private  plants  -under  the  right  of  emi- 
nent domain? 

{d)  To  purchase  private  plant? 

(e)  To  operate  the  plant  when  constructed  or  acquired? 

(/)  To  condeinn  property  for  additions  to  plant? 
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B  2.     How  was  the  power  conferred,  by 

(a)  General  law  applicable  to  all  cities  in  the  State?  or 

(b)  General  law  applicable  to  all  cities  in  a  class?  or 

(c)  Special  act  applicable  to  this  city  alone?  or 

(d)  Administrative  order  (explain)  ?  or 

(e)  Other  methods  (explain)  ? 

Chicago.  The  law  on  the  subject  disregards  the  existence  or 
non-existence  of  private  plants;  but  under  the  city  and  village 
act  (1872),'  Art.  5,  Sec.  1,  Par.  11,  the  city  is  given  the  power 
to  light  its  streets.  The  corporation  counsel's  office  is  of  the  opin- 
ion that  in  the  absence  of  legislation  to  the  contrary,  this  provision 
gives  the  city  the  right  to  construct  a  plant.  Certainly  there  is 
no  other  l(3gal  provision  under  which  the  actual  fact  of  an  already- 
constructed  municipal  plant  could  be  explained.  The  legality  of 
this  plant  has  never  been  questioned.  The  state  legislature  of 
1905,  in  enacting  the  law  of  May  18,  1905,  assumed  and  ratified 
the  legality  of  the  plant.  It  provided  that  the  city  "shall  have 
power  and  authority  to  sell  surplus  electricity  for  heat,  light  and 
power,  within  the  corporate  limits  of  said  city."  This  power  to 
sell  surplus  electricity  has  not  yet  been  used.  Plans  are  being 
prepared  to  that  end,  but  at  present  all  the  current  produced  by 
the  municipal  plant  is  being  used  for  street  lighting. 

Under  the  above-quoted  legal  provisions,  according  to  the 
corporation  counsel's  office,  the  city  certainly  has  the  power  to 
construct  its  own  plant  without  purchasing  any  or  all  existing  pri- 
vate plants,  but  it  can  use  this  power  only  to  provide  electricity 
for  its  own  public  demands.  It  cannot  construct  a  plant  for  the 
purpose  of  selling  electricity  to  private  consumers.  It  can  only 
construct  a  plant  for  street  lighting  and  other  incidental  municipal 
purposes,  and  then,  in  case  there  is  surplus  current,  let  private 
consumers  have  the  benefit  of  it. 

(c)  According  to  the  corporation  counsel's  office,  the  city  does 
not  enjoy  the  right  to  condemn  private  plgints  in  case  the  plant 
is  already  used  for  selling  current  to  private  consumers.  It  might 
possibly  enjoy  such  a  power  if  the  plant  were  purely  for  street 
lighting  and  other  public  purposes.  This  question,  however,  is  in 
both  cases  debatable. 

The  city  has  the  right  to  purchase  private  plants  for  its  own 
use,  but  not  for  surplus,  and  to  operate  the  same.  It  is  doubtful 
if  it  could  condemn  property  for  additions  under  the  provisions 
just  cited. 

The  power  to  light  the  streets  is  conferred  by  the  general  city 
and  village  act.  So  far  as  surplus  current  for  sale  to  private  con- 
sumers is  concerned,  the  act  of  May  18,  1905,  conferring  the 
power  to  sell  surplus  current,  is  applicable  to  Chicago  only. 

Detroit.  The  city  may  construct  its  own  plant  where  there 
is  no  plant,  or  construct  its  own  plant  without  purchasing  exist- 
ing private  plant,  but  has  not  the  right  to  take  private  plants  by 
condemnation.     It  may,  however,  purchase  private  plants,  and, 
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after  purchase,  operate  them;  and  condemn  private  property  for 
additions  to  the  plant. 

All  the  legal  powers  in  these  matters  are  conferred  by  special 
legislation  applicable  to  this  city  alone. 

South  Norivalk.  The  city  may  construct  its  own  plani  where 
there  is  no  private  competing  plant,  but  is  required,  under  the  act 
of  1893,  to  purchase  existing  private  plant  if  the  company  wishes 
to  sell.  It  probably  has  not  had  the  right  to  condemn  private 
plants.  The  matter  has  never  been  ruled  upon;  but  under  Con- 
necticut practice  cities  run  to  the  legislature  in  each  case  for  a 
special  act  for  anything  they  wish  to  do.  Under  the  act  of  1893 
the  city  may  purchase  and  afterwards  operate  a  private  plant,  and 
may  condemn  property,  under  its  charter,  for  additions  to  the 
same.  The  city,  having  established  its  plant  without  any  legal 
authority,  obtained  in  the  special  charter  granted  it  by  act  of  May 
38,  1897,  a  specific  confirmation  of  its  prevjous  action,  and  a  stat- 
utory declaration  that  the  city  in  this  matter  was  subject  to  the 
general  law  of  1893  on  this  subject,  except  as  that  law  is  modified 
by  the  special  provisions  of  its  charter,  sees.  65  and  66. 
B  3.  Does  the  municipality  have  power,  for  the  construction  or 
acquisition  of  electric  lighting  works,  to  raise  money  by 
(a)  Taxation? 
(&)  Sale  of  bonds? 
(c)  Other  methods? 
Chicago.  May  raise  money  both  by  taxation  and  bonds.  The 
act  of  June  31,  1883,  provides  that  the  iegislative  authority  of 
each  city,  village  and  town  in  the  state  of  Illinois,  with  the  concur- 
rence of  two-thirds  of  the  members  thereof,  shall  be  authorized 
to  levy  and  collect  annually  upon  taxable  property  a  tax  of  not 
exceeding  three  mills  on  the  dollar  to  be  used  exclusively  for 
lighting  streets.  Bonds  may  be  issued  for  purposes  of  general 
improvement,  including  the  lighting  of  streets. 

(c)  The  street  railroads  in  some  cases  have  been  obliged,  as 
compensation,  to  pay  certain  sums  of  money  annually  for  the  ex- 
tension of  the  electric  lighting  system. 

Detroit.  The  city  may  raise  funds  for  these  purposes  by 
taxation  and  also  by  sale  of  bonds. 

South  Norwalh.  There  is  not,  and  neyer  has  been,  a  limita- 
tion in  South  Norwalk  on  taxation.  The  city  may  levy  taxes  for 
any  lawful  purpose.  The  general  act  of  1693  authorizes  the  pur- 
chase and  extension  of  such  plants  by  bonds;  but  not  by  other  forms 
of  indebtedness.  Bonds  must  not  be  sold  below  par,  must  not  run 
more  than  30  years,  and  must  not  bear  interest  above  5  per  cent. 
All  bond  issues  and  annual  appropriations  must  be  approved  by 
popular  vote,  and  special  appropriations  require  a  public  hearing. 
ISTotwithstanding  this  act  of  the  legislature-,  extensions  of  the  elec- 
tric light  plant  have  usually  been  made  in  whole  or  in  part  from 
the  proceeds  of  promissory  notes.  The  electric  light  commission- 
ers are  able  to  size  up  public  sentiment  as  voiced  at  city  meetings, 
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and  thus  make  extensions  from  the  proceeds  of  notes  instead  of 
bonds,  with  the  consent  of  the  city  meeting,  on  the  alleged  ground 
that  this  gives  them  a  better  opportunity  to  apply  their  surplus 
earnings  at  any  time  to  reducing  their  debt,  and  thereby  save  in- 
terest to  the  city.  The  annual  published  reports  of  the  electric 
light  department  usually  show  a  large  amount  of  notes  outstand- 
ing for  extensions.  (See  proceedings  of  city  council,  December 
17,  1900;  also  report  of  the  city  of  South  Norwalk,  year  ending 
June  1,  1905;  and  also  the  report  of  the  special  city  meeting  of 
August  31,  1905.) 
B  4.     What  is  the  limitation  upon  the  city's  taxing  power  for 

municipal  electric  lighting  works? 
B  5.     What  is  the  limitation  upon  the  general  taxing  power  of 

the  city? 

Chicago.  See  answer  to  B  3.  The  city  has  never  used  its 
power  to  levy  a  special  lighting  tax  under  the  act  of  June  21,  1883. 
The  money  for  the  electric  lighting  system  is  taken  out  of  the  gen- 
eral corporate  fund,  produced  by  general  taxation,  licenses,  etc. 
Under  the  Juul  law  of  1901,  the  sum  of  all  taxes  in  Chicago  shall 
not  exceed  5  per  cent,  on  the  taxable  valuation.  The  taxable  val- 
uation is  20  per  cent  of  the  full  value.  There  are  three  taxes 
which  fall  outside  the  operation  of  the  Juiil  law.  These  are  the 
state  tax,  the  school  building  tax,  and  the  sanitary  district  special 
tax. 

All  other  taxes  come  within  the  Juul  law.  This  means  that 
the  city  tax,  the  school-operation  tax,  the  park  tax,  the  library 
tax,  etc.,  must  not  altogether  exceed  5  per  cent,  on  the  taxable 
valuation.  The  city,  according  to  a  law  passed  in  1905,  cannot 
be  given  less  than  1.8  per  cent.  It  may  be  granted  as  much  as 
2  per  cent.,  plus  the  amount  necessary  for  the  interest  on  its  debt, 
and  for  sinking  fund. 

The  money  for  the  department  of  electricity  comes  entirely 
from  the  city. 

Detroit.  There  is  no  special  tax  limit  for  lighting  purposes. 
It  is  impossible  to  say  what  the  limitation  on  the  general  taxing 
power  of  the  city  is.  The  city  charter  (Sgc.  233)  establishes  16 
distinct  funds.  For  some  of  these  funds  there  is  a  limit  in  per- 
centage ;  for  some  others,  a  limit  in  a  lump  sum  of  dollars,  and  for 
some,  such  as  the  lighting  fund,  for  example,  it  is  declared  that 
the  tax  for  any  one  year  shall  not  exceed  the  estimated  cost  of  the 
public  lighting  for  that  year,  which  seems  to  make  the  rate  for 
these  purposes  depend  on  the  estimate  of  cost,  without  other  limit. 

South  Norwalh.  There  is  no  limit  for  either  lighting  pur- 
poses or  for  general  purposes,  but  in  both  cases  taxes  must  be  ap- 
proved by  popular  vote. 

B  6.     What  is  the  limitation  upon  the  city*s  power  to  incur  debt 
for  municipal  electric  lighting  works? 

B  7.     What  is  the  limitation  upon  the  gerieral  power  of  the  city 
to  incur  debt? 
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Chicago.  No  specific  limitation  for  mimicipal  electric  lighting 
works.  Under  the  state  constitution  of  1870,  no  county,  city, 
township,  school  district,  or  other  municipal  corporation,  is  al- 
lowed to  become  indebted  for  any  amount  in  the  aggregate  exceed- 
ing 5  per  cent,  of  the  value  of  the  taxable  property  therein. 

Detroit.  No  special  limit  for  public  electric  lighting  works, 
except  that,  under  the  special  acts  authorizing  the  establishment 
of  the  works  (1893),  the  cost  was  not  to  exceed  $800,000. 

The  debt  limit  for  all  purposes  is  2  p.er  cent.,  not  including 
the  water  debt,  and  making  allowance  for  the  amount  in  the  sink- 
ing fund. 

South  Norwalk.     The  city  is  limited  to  a  debt  of  5  per  cent, 
on  the  assessed  valuation,  exclusive  of  the  water  debt,  with  no 
special  provision  in  regard  to  electric  lighting. 
B  8.     State  fully,  step  by  step,  the  procedure  which  must  be  fol- 
lowed, and  the  requirements  which  must  be  met  before 
the  city  may  construct  or  acquire  a  plant;  also  source  of 
each   provision,    whether   state   constitution,    statute,    or 
ordinance.     Note  particularly  requirements  as  to  initia- 
tion of  proposal,  special  action  by  city  authorities  before 
its  adoption,  mayoralty  veto,  referendum,  publicity,  mak- 
ing of  appropriations,  bond    issues,    and    approval    of 
scheme  by  courts  or  state  authorities. 
Chicago.     The  state  laws  above  mentioned  show  the  powers 
which  the  city  enjoys.     In  order  to  apply  these  powers  there  is 
needed  a  vote  of  the  city  council  making  an  appropriation  for  the 
purposes  in  question.    In  all  cases  in  which  a  liability  is  involved 
the  yeas  and  nays  must  be  taken   (city  and  village  act,  Art.  5, 
See.  1,  Par.  13).     All  ordinances  for  the  expenditure  or  appro- 
priation of  money  must  get  a  majority  of  the  total  number  of  per- 
sons elected  to  the  city  council.     An  appropriation  for  electric 
lighting  purposes  is  passed  just  like  an  appropriation  for  any  or- 
dinary municipal  purpose.     So  far  there  has  been  no  case  in  which 
a  private  electric  lighting  plant  has  been  bought-  by  the  city.    The 
city  has  constructed  all  of  its  own  plants.     The  appropriation  of 
money  for  the  purpose  of  constructing  these  plants  has  not  dif- 
fered from  the  appropriation  of  money  for  any  other  purpose.    The 
mayor  has  the  same  power  of  veto  that  he  has  over  any  other  sub- 
ject, and  a  two-thirds  vote  is  required  to  override  him.     No  ref- 
erendum is  required.    Any  part,  or  the  whole,  of  a  bond  issue  for 
general  improvements  might  be  used  for  the  construction  of  muni- 
cipal electric  lighting  plants.     These  bonds  are  not  issued  by  the 
department  of  electricity.     They  are  issued  by  the  general  city 
government.     The  limitation  on  indebtedness  is  discussed  above. 
Any    action    of    the    council    is    of    cour^    subject    to    the    re- 
view of  the  courts  if  properly  brought  before  them,  but  -there  are 
no   special   provisions   about   a   review   of   electric  light   matters. 
There  are  no  specific  legislative  provisions  with  regard  to  the  ac- 
quisition of  plants  by  the  city.     Under  the  power  of  lighting  the 
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streets  conferred  upon  it  by  the  city  and  village  act,  the  city  has 
proceeded  to  construct  its  own  plants,  and  the  question  of  con- 
demning private  plants  has  not  arisen.  Tinder  the  city  and  vil- 
lage act,  however,  as  amended  in  1905,  the  city  has  the  power  to 
exercise  the  right  of  eminent  domain  in  thf  acquirement  of  prop- 
erty desirable  for  municipal  purposes.  The  form  of  procedure 
under  eminent  domain  in  such  cases  shall  be  as  nearly  as  may  be 
like  that  provided  in  the  case  of  local  improvements, 

Detroit.  It  is  a  little  hard  to  say  whether  this  question  calls 
for  a  description  of  how  the  present  publid*  plant  was  established, 
or  how,  under  changed  methods  of  procedure,  a  plant  woidd  be 
established  if  the  city  had  no  plant  to-day.  As  early  as  1891  a 
general  public  lighting  act  applying  to  all  the  cities  in  the  state 
under  25,000  population  was  passed  (Noi  115,  June  1,  1891). 
The  act  gave  the  right  to  purchase  or  construct  and  operate  both 
gas  and  electric  plants,  for  both  public  and  private  use.  This  act 
was  amended  at  the  same  session  (No.  186,  Acts  of  1891,  July  2, 
1891).  The  amended  act  authorized  the  cities  to  contract  for  the 
public  lighting  as  well  as  to  erect  their  own  works.  The  title  of 
the  amended  act  does  not  refer  to  furnishing  light  to  the  inhabi- 
tants, but  only  to  the  public  lighting,  but  the  language  of  the  act 
itself  certainly  iaeludes  private  lighting,  as  well  as  public.  The 
first  act  required  a  two-thirds  majority  by  popular  vote;  the 
amendment,  a  simple  majority.  The  act,  however,  did  not  apply 
to  cities  of  more  than  25,000  inhabitants. 

When  the  late  Mayor  Pingree  became  mayor  in  1890,  he  was 
determined  that  Detroit  should  have  a  municipal  electric  lighting 
plant.  He  plead  for  this  with  great  force  in  each  of  his  four  an- 
nual messages — 1890  to  1893  inclusive — vintil,  largely  under  his 
influence,  the  act  of  March  18,  1893,  gave  the  city  the  full  right 
to  purchase  or  construct,  and  to  operate  an  electric  lighting  plant, 
for  public  lighting  only.  The  act  also  gave  the  city,  if  it  desired, 
the  right  to  contract  for  the  public  lighting  instead  of  establish- 
ing its  own  system.  It  provided  for  a  public  lighting  commission 
of  six  members,  six-year  terms,  one  going  put  each  year,  to  be  ap- 
pointed by  the  mayor  and  confirmed  by  the  council.  The  act  pro- 
vided that  the  portions  of  the  plant  to  be  situated  on  public  prop- 
erty, including  wires,  poles,  etc.,  might  be  constructed  by  the  city, 
and  let  to  any  person  or  corporation  contracting  to  light  the  city. 
By  Sec.  4  of  the  act  as  amended  January  17,  1895,  the  council 
was  first  to  pass  on  the  advisability  of  establishing  the  public  plant. 
It  was  then  made  the  duty  of  the  commission,  without  further 
approval  of  the  council,  to  purchase  the  iiecessary  land  and  con- 
struct a  plant.  The  commissioners  were  to  appoint  an  electrical 
engineer,  to  be  known  as  the  City  Electrician,  and  all  other  su- 
perintendents, officers  and  employees.  Before,  however,  the  coun- 
cil ordered  the  commissioners  to  proceed  to  establish  the  plant,  it 
had  to  submit  the  matter  to  a  popular  vote,  and  obtain  a  majority 
in  favor  of  it.  By  Sec.  6  of  the  act  as  amended  January  17,  1895, 
the  commissioners  were  to  have  the  general  superintendence  and 
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management  of  the  plant  when  erected,  and  of  all  the  officers  and 
employees  engaged  in  constructing  and  operating  the  plant,  and 
were  to  purchase  the  fuel,  tools,  supplies,  apparatus,  etc.,  "without 
further  approval  or  confirmation  of  their  contracts  by  the  com- 
mon council,  provided,  however,  that  the  expenditure  in  no  year 
for  operation  shall  exceed  the  tax  levied  that  year  for  that  pur- 
pose; and  provided  further,  that  when  the  commission  shall  have 
approved  plans  and  specifications  for  buildings,  conduits,  etc.,  such 
work  shall  be  carried  out  under  the  immediate  supervision  or  super- 
intendence of  the  Board  of  Public  Works."  This  includes  the 
^necessary  excavation,  reiilling  and  repaving".  Sec.  7  gave  the  city 
the  right  to  raise  the  necessary  funds  by  taxation,  or  by  loans,  pay- 
able at  such  times  and  in  such  amounts,  and  at  such  rates  of  in- 
terest as  the  council  may  determine.  The  approval,  however,  of 
the  Board  of  Estimate  was  required.  Sec.  8  forbids  the  purchase 
of  land  or  the  buying  of  property  for  such  plant  in  excess  of  the 
amount  raised  by  taxation  or  by  loans.  Sec.  9  gave  the  commis- 
sioners complete  supervision  over  all  the  inside  and  outside  elec- 
tric lighting  wires  in  the  city,  including  poles  and  conduits,  whether 
the  same  be  owned  by  the  city  or  other  parties.  The  commission 
was  authorized  to  fix  the  limits  within -which  all  electric  lighting 
wires  and  conductors  must  be  placed  underground.  Sec.  10  gave  the 
city  full  power  to  make  all  ordinances  in  regard  to  electric  light- 
ing and  the  equipment  and  apparatus  therefor  not  inconsistent  with 
this  act.  Sec.  11  provides  penalties  for  interfering  with  or  injuring 
property  under  the  control  of  the  electric  light  commissioners. 
Penalty,  $35  to  $100,  and  not  to  exceed  two  years'  imprisonment; 
one  or  both,  at  the  discretion  of  the  court. 

Notwithstanding  the  apparently  sweeping  powers  given  to  the 
commissioners  by  Sec.  4  of  the  act  of  1893,  the  Supreme  Court 
decided  in  the  case  of  the  Common  Council,  etc.,  vs.  The  Public 
Lighting  Commission,  101  Mich.,  363,  that  this  act,  being  an 
amendment  to  the  city  charter,  could  not  by  implication  revoke 
the  general  provisions  of  the  charter  for  control,  and  that,  there- 
fore, the  commissioners  must  "submit  to  the  common  council  for 
its  approval  or  disapproval  contracts  entered  into  by  the  commis- 
sion under  Sec.  4  of  the  act  for  the  purchase  of  lands,  machinery, 
and  appliances  necessary  to  the  equipment  of  a  plant  for  public 
lighting."  The  result  of  this  decision  was  the  act  of  January  17, 
1895,  which  expressly  authorized  the  commissioners,  after  the  coun- 
cil had  ordered  them  to  proceed  to  erect  the  plant,  to  carry  out 
such  direction  of  the  council  without  further  approval  or  con- 
firmation of  their  contracts  by  the  common  council. 

At  this  time  the  commission  was  in  conflict  with  Mayor  Pin- 
gree  and  the  council,  and  is  said  to  have  stolen  a  march  on  them 
by  having  the  amendment  of  January  17,  1895,  put  through  both 
houses  and  signed  by  the  governor  in  about  four  hours  from  the 
time  it  was  first  introduced  in  the  first  house. 

Under  the  rules  of  order  of  the  common  council  adopted  Jan- 
uary 9,  1906,  the  chairman  or  one-fourth  of  the  members  may  call 
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for  the  ayes  and  noes  (Rule  17).  Under  Eule  35  no  ordinance 
and  no  resolution  or  proceeding  of  the  coijncil  imposing  taxes  or 
assessments  shall  be  passed  at  the  same  meeting  at  which  it  is 
first  introduced  if  any  member  object.  It  must  lie  on  the  table,  or 
be  referred  without  debate  to  a  standing  or  special  committee. 
Wlien  reported,  it  must  be  passed  by  a  yea  and  nay  vote  of  record. 
By  Eule  28,  no  motion  to  reconsider  is  in'  order  after  a  meeting 
has  intervened.  One  proposing  to  make  such  motion  must  file  no- 
tice within  72  hours  after  the  action  of  the  council.  As  many 
votes  are  required  to  reconsider  as  to  adopt  the  original  motion. 
By  Eule  32,  every  ordinance  must  be  introduced  by  the  corporation 
counsel  under  restrictions  of  the  common  council,  by  a  committee 
of  the  council  to  which  the  matter  has  been  referred,  or  by  a  mem- 
ber, upon  leave  asked  and  granted.  By  Eule  35,  the  corporation 
council,  the  comptroller,  the  commissioner  of  public  works,  or  the 
designated  representative  from  each  of  these  offices,  must  attend 
every  session  of  the  council.  By  Eule  37  every  ordinance  shall  re- 
ceive three  readings  in  the  council,  unless  qtherwise  ordered.  The 
first  and  second  may  be  by  title  only.  The  ordinance  must  be 
passed  by  a  yea  and  nay  vote.  "It  shall  be  in  order  to  amend  at 
any  time  before  the  final  passage  of  the  ordinance."  By  Eule  37a, 
adopted  June  17,  1902,  every  ordinance  granting,  amending,  or  re- 
newing a  franchise  for  a  public  utility,  rfter  passing  the  third 
reading,  shall  lie  on  the  table  30  days,  and  if  during  that  time  18 
members  of  the  common  council,  or  five  per  cent,  of  the  voters  of 
the  city  so  petition,  it  shall  be  submitted  to  a  popular  vote  at  the 
next  regular  election,  and  if  that  vote  be  favorable  the  ordinance 
shall  be  put  on  its  final  passage  after  said  vote.  Under  the  rules 
any  ordinance  may  be  amended  until  it  is  put  on  its  final  passage, 
but  the  above  rule  (37a)  has  been  interpreted  to  mean  that  a  fran- 
chise ordinance  must  lie  on  the  table  30  days  in  the  exact  form  in 
which  i.t  is  to  be  submitted  to  the  voters  if  it  is  to  be  submitted 
to  the  voters  at  all;  that  is,  after  final  amendment.  By  Eule  41, 
the  rules  of  procedure  may  be  altered  or  amended  to  a  two-thirds 
vote  of  all  the  members  if  notice  is  given  &t  a  preceding  regular 
session.  The  rules  may  be  suspended  for  a  single  session  by  a  two- 
thirds  vote  of  the  members  present. 

A  two-thirds  vote  of  all  the  members  ejected,  under  Michigan 
law,  means  two-thirds  of  all  the  members  provided  for  in  the 
charter,  although  there  be  vacancies  at  the  time  of  the  vote.  Po- 
lasky  vs.  City  Clerk,  8  D.  L.  N".  (Mich.),  845 ;  87  IST.  W.,  1030. 

South  Norwallc.  This  matter  is  entirely  regulated  by  the  gen- 
eral statute  of  1893,  as  amended,  acts  of  1901,  Ch.  156,  Sec.  12.  The 
proposal  must  be  passed  by  a  two-thirds  vote  of  the  council,  and 
approved  by  the  mayor,  in  each  of  two  successive  municipal  years, 
and  afterwards  approved  by  popular  vote.  It  cannot  be  voted  on 
oftener  than  once  a  year.  The  mayor  has  the  right  of  veto  over 
this  and  all  other  actions  of  the  council.  It  takes  a  five-sixths 
vote  by  ballot  to  pass  a  measure  over  the  mayor's  veto. 
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Under  the  charter  of  South  Norwalk  (private  act  approved 
May  28,  1897),  all  regular  appropriations  must  be  advertised  in 
a  newspaper  not  later  than  the  Wednesday  preceding  the  annual 
meeting — -the  first  Monday  of  March — at  which  the  appropriations 
are  voted.  All  special  city  meetings  must  be  advertised,  together 
with  the  matters  to  be  acted  upon.  Any  appropriation  of  more  than 
$1,000  at  a  special  meeting  must  be  made  by  ballot. 

The  vote  to  establish  municipal  lightfng  plants  must,  under 
the  general  law,  be  by  ballot.  The  general  municipal  lighting  act, 
however  (1893),  does  not  permit  a  municipality  to  distribute  gas 
or  electricity  for  other  than  lighting  purposes. 

The  power  to  distribute  electricity  for  all  purposes  is  granted 
by  special  act  of  May  28,  1897  (City  Charter,  Sees.  65  and  66). 
An  amendment  to  the  general  act  of  1893,  acts  of  1901,  Ch.  156, 
authorizes  the  manufacture  and  sale  by  municipalities  of  gas  and 
electricity  for  all  purposes.  All  bonds  issued  for  municipal  gas 
and  electric  plants  under  the  act  of  1893  must  be  approved  by 
popular  vote.  Extensions  to  the  works  must  be  approved  by  popu- 
lar vote. 

B  9.  If  the  municipality  is  required  to  pay  taxes  or  fees  in  re- 
gard to  its  plant  to  other  governmental  authorities,  ex- 
plain system. 

No  such  payments  in  any  one  of  the  cities. 
B  10.     Give   statutory  provisions  regarding  purchase  of  private 
plants  by  the  city. 

Chicago.     No   special   statutory   provisions   for   this  purpose. 

Detroit.     Answered  under  B  8. 

South  NorwaTk.  Under  the  acts  of  1893  the  city  must  buy 
the  private  plant  if  it  wishes  to  sell.  The  city  gives  notice  to  the 
company  of  its  desire.  The  company  files  a  schedule  and  fixes  a 
price.  If  the  parties  cannot  agree,  an  appeal  is  taken  to  the  court, 
which  rules  on  all  questions  involved.  The  city  must,  at  the  elec- 
tion of  the  company,  buy  both  the  electric  and  gas  plants  in  case 
the  company  operates  and  wishes  to  sell  both,  even  though  the 
plant  is  located  outside  the  city.  In  ease  the  city  takes  the  whole 
plant,  it  has  the  right  to  operate  the  portions  outside  the  city. 
B  11.  Give  statutory  provisions  regarding  condemnation  of  private 
plants  by  the  city  under  power  of  eminent  domain. 

Chicago.  There  are  no  special  statutory  provisions  regarding 
the  condemnation  of  electric  plants.  As  shown  abQve,  however, 
the  city  has  the  power  to  condemn  property  for  general  m.unicipal 
purposes.  So  far  as  the  operations  of  the  department  of  electricity 
are  concerned,  this  power  might  as  well  not  exist.  According  to 
the  corporation  counsel's  office  the  task  of  condemning  a  private 
plant  would  be  attended  with  enormous  difiiculty.  The  state  leg- 
islature has  never  contemplated  the  possibility  that  the  city  might 
wish  to  purchase  or  to  condemn  any  private  electric  plant.  It 
has  been  assumed  that  the  city  would  simply  extend  its  own  plant 
as  needed.     Consequently,  the  law  is  silent  on  the  specific  sub- 
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at  times  when  an  emergency  exists  and  wlen  the  city  would  like 
to  get  the  work  done  without  delay. 

Detroit.  Since  the  amendment  of  January  17,  1895,  the  com- 
missioners have  entire  discretion  in  this  matter,  and  do  work  either 
by  direct  labor  or  by  public  contract.  In  practice  they  make  all 
ordinary  extensions  by  direct  labor.  They  doubtless  would  adver- 
tise for  contracts  if  they  intended  to  build  buildings  or  carry  on 
other  work  of  that  nature.  The  above  is  the  interpretation  that 
the  lighting  commission  puts  on  the  amended  form,  Section  4,  of 
the  Act  of  1893.  The  practice  of  the  board  has  been  uniform 
since  the  amendment  of  January  17,  1895  (previous  to  that  they 
were  enjoined  from  proceeding  without  the  approval  of  the  coun- 
cil). Notwithstanding  the  amendment  of  1895,  the  law  depart- 
ment of  the  city  considers  that  the  public  lighting  commission  and 
all  other  boards,  officers  and  commissions  of  the  city,  with  the  ex- 
ception of  the  water  board,  are  merely  agents  of  the  common  coun- 
cil and,  as  such,  subject  to  the  general  provisions  of  the  charter. 
Under  this  interpretation,  the  commission  would  have  to  make  ex- 
tensions by  public  competitive  contract  in  all  cases  where  the  la- 
bor and  material  cost  more  than  $300.00.  The  matter  has  never 
been  judicially  determined.  The  corporation  counsel  remarked  to 
me  that  he  was  quite  sure  of  the  law  and  had  no  official  knowledge 
that  the  law,  as  he  interpreted  it,  was  being  violated. 

South  Norwalk.     No  provisions. 

B  18.     Give  statutory  provisions  regarding  the  letting  of  public 
contracts. 

Chicago.  Contracts  must  be  advertised  and  then  must  be  let 
to  the  lowest  responsible  bidder.  In  practice,  it  is  always  possible 
to  draw  the  specifications  for  the  contracts  in  such  a  way  as  to 
place  their  disposal  largely  in  the  hands  of  the  head  of  the  de- 
partment. 

Detroit.  Answered  under  B  17.  Section  8  of  the  Act  of 
1893  forbids  the  letting  of  a  contract  or  the  purchasing  of  property 
in  any  year  in  excess  of  funds  provided  for  that  year,  either  by 
tax  or  by  loans.    See  also  question  B  30. 

South  Norwall-.     No  provisions  excepts  that  the  mayor  must 
execute  the  contracts  authorized  by  the  City  Charter  of  1897. 
B  19.     Give  statutory  provisions  regarding  the  issuance  of  bonds. 

Chicago.  See  answer  to.  B  7.  Further,  the  City  and  Village 
Act,  Article  5,  Section  1,  provides  that  the  city  shall  have  power 
to  borrow  money  on  the  credit  of  the  corporation  for  corporate 
purposes,  and  issue  bonds  therefor,  in  such  amounts  and  form  and 
on  such  conditions  as  it  shall  prescribe,  but  shall  not  become  in- 
debted to  an  amount — including  existing  indebtedness — to  exceed 
5  per  cent,  of  the  value  of  the  taxable  property,  to  be  ascertained 
by  the  last  assessment. 

Detroit.  By  Section  339  of  the  chart.er,  the  council  orders 
the  loan ;  the  mayor  and  comptroller  sign  the  bonds,  which  must 
not  be  issued  in  sums  less  than  $500.00  nor  sold  below  par.    They 
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must  be  advertised  by  the  comptroller  as  ordered  by  the  council, 
and  before  delivery  to  the  purchaser  must  bear  certificate  of  the 
comptroller  that  they  have  been  issued  in  a'ccordance  with  the  law 
and  the  charter,  and  the  proceeds,  including  any  premiums  and  in- 
terest accrued  before  delivery,  must  be  turned  into  the  treasury. 
The  bonds  are  then  delivered  to  the  purchasers  by  the  city  treas- 
urer, who  receives  them  from  the  comptroller.  Section  339  limits 
the  gross  debt,  city  water  bonds  excluded  and  the  amount  in  the 
sinking  fund  deducted,  to  3  per  cent,  of  the  assessed  valuation. 

South  Norwalh.  The  plant  and  extensions  may  be  paid  for 
by  bonds  (but  not  other  forms  of  indebtedness)  at  par;  maximum 
rate,  5  per  cent;  maximum  time,  thirty  years.  Every  issue  must 
be  approved  by  popular  vote  (charter  of  1^97,  also  act  of  1893; 
see  also  answer  to  B  3). 
B  30.     Give  statutory  provisions  regarding  use  of  income. 

Chicago.     No  provisions. 

Detroit.  The  enabling  statute  did  not  anticipate  that  there 
would  be  any  income.  The  very  small  in;eome  mentioned  under 
B  15  and  also  a  very  small  amount  received  from  other  distrib- 
utors of  electricity  for  the  use  of  the  city's  poles  and  conduits  for 
their  wires  is  turned  into  the  city  treasury.  By  an  act  approved 
March  39,  1905,  any  city  income  from  other  sources  than  taxation 
may  be  devoted  to  any  public  purpose  by  a  two-thirds  vote  of  the 
council.  By  the  same  section  and  with  a  like  vote,  any  surplus 
may  be  transferred  from  one  item  of  an  appropriation  bill  to  an- 
other item  depending  upon  the  same  fund. 

South  Norwalh.     ISTo  provisions. 
B  81.     Give  statutory  provisions  regarding  depreciation. 

Chicago.     No  provisions. 

Detroit.  No  statutory  provisions.  It  'has  been  the  custom  of 
the  commissioners  to  write  off  3  per  cent,  annually  for  depreciation 
on  the  whole  plant  including  lands  and  buildings,  and  in  recent 
years  in  addition  to  this,  to  write  off  the  value  of  discarded  ma- 
chinery. The  first  commission,  which  was  probably  of  a  higher  grade 
of  ability  than  succeeding  ones,  undertook  to  set  apart  5  per  cent,  for 
depreciation,  but  before  the  -policy  could  be  carried  out  the  per- 
sonnel of  the  commission  was  changed. 

South  Norwalh.     The  price,  if  commercial  lighting  be  done, 
as  is  the  case  in  South  Norwalk,  must  be  siifiicient  to  return  above 
cost  of  operation  an  amount  equal  to  5  per  cent,  on  the  investment 
annually  for  depreciation.     (Act  of  1893.) 
B  23.     Give  statutory  provisions  regarding  sinking  funds. 

Chicago.  The  present  constitution  of  Illinois,  Article  9,  Sec- 
tion 13,  provides  that  whenever  bonds  are  issued  provision  shall 
be  niade  for  levying  taxes  for  meeting  the  interest  on  such  bonds 
and  also  for  making  payment  of  the  principal  at  the  end  of  twenty 
years.  The  City  and  Village  Act,  Article  5,  Section  1,  Paragraph 
6,  provides  for  the  power  to  issue  bonds  in  place  of,  or  to  supply 
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the  means  to  meet,  maturing  bonds  or  far  the  consolidation  or 
funding  of  the  same.  In  all  cases  such  bonds  are  a  liability  on 
the  city  and  not  on  the  department  of  electricity.  There  is  only 
one  case  in  which  any  part  of  any  issue  of  bonds  has  been  used 
for  work  in  the  department  of  electricity.  All  other  funds  for 
the  department  have  been  provided  from  the  ordinary  income  of  the 
city  or  from  the  street  railroad  funds  above  mentioned.  The  case 
in  which  part  of  the  bond  issue  was  used  was  the  case  of  the  new 
H.  N.  May  plant  at  FuUerton  avenue  and  the  river.  The  city  coun- 
cil determined  just  how  the  whole  issue  of  bonds  should  be  used  on 
that  occasion,  as  it  apportioned  part  of  the  issue  for  specific  con- 
struction on  the  work  in  the  department  of  electricity. 

Detroit.  The  debt  of  the  lighting  department  is  not  distinct 
from  the  general  city  debt.  By  section  260  of  the  City  Charter, 
the  mayor,  comptroller,  and  the  treasurer,  and  the  committee  on 
ways  and  means  are  made  a  board  of  sinking  fund  commissioners, 
and  are  authorized  to  buy  and  pay  the  debt  of  the  city  as  fast  as 
they  can.  They  are  required  to  report  from  time  to  time,  and 
whenever  ordered,  to  the  council.  By  an  aqt  of  April  6,  1905,  the 
council  is  authorized  to  levy  each  year  a  sufficient  amount  to  pay 
the  interest  and  to  meet  any  deficiencies  in  the  interest  fund  by 
reason  of  non-collection  or  other  causes.  In  regard  to  the  sinking 
fund,  the  act  provides  that  in  the  ease  of  any  bonds  issued  after 
July  1,  1901,  during  the  life  of  these  bonds,  there  shall  be  levied 
an  amount  equal  to  75  per  cent,  of  the  face  of  the  bonds,  the  levy 
to  be  in  equal  annual  installments.  Interest  accruing  on  public 
funds  deposited  in  the  bank  goes  to  the  sinking  fund,  but  may, 
if,  in  the  judgment  of  the  sinking,  fund  commissioners,  not  needed 
to  liquidate  the  principal  of  the  debt,  be  transferred  to  the  interest 
fund.  By  an  ordinance  of  July  13,  1871,  Section  3,  the  city  treas- 
urer must  keep  deposited  with  some  trust  or  safe  deposit  company 
in  the  city,  to  be  designated  by  the  council,  all  the  moneys,  bonds 
and  securities  belonging  to  the  sinking  fund  commissioners.  Such 
deposit  is  to  be  a  special  deposit  in  a  sealed  envelope,  properly 
marked  and  held  subject  to  the  order  of  the  mayor,  comptroller 
and  treasurer.  By  ordinance  of  September  9,  1901,  special  provi- 
sion is  made  for  a  sinking  fund  under  these  commissioners  for  pav- 
ing and  sewer  bonds. 

South  NorwaTk.  The  annual  appropriation  must  include  that 
for  the  sinking  fund,  if  there  be  any  sinking  fund  (Act  of  1893). 
B  23.     G-ive  statutory  provisions  regarding  auditing  of  accounts. 

Chicago.  There  is  no  statutory  provision  regarding  the  audit- 
ing of  accounts  of  the  department  of  electricity.  The  current 
methods  leading  to  auditing  are  as  follows:  The  department  han- 
dles no  money  itself ;  it  simply  draws  vouchers  for  the  payment  of 
salaries,  purchase  of  material,  etc.,  and  passes  these  vouchers  on 
to  the  comptroller.  On  its  own  books,  the  department  enters  the 
sums  of  these  vouchers  against  the  appropriations  made  by  the  city 
council,  so  that  the  department  can  know  at  any  time  just  how 
much  money  it  has  left  in  each  appropriatioji.    The  City  Hall  cus- 
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torn  has  frequently  permitted  the  charging  of  a  certain  sum 
against  an  appropriation  to  which  it  does  not  belong  in  case  the 
right  appropriation  has  come  to  be  in  danger  of  exhaustion.  In 
such  a  case,  at  the  end  of  the  year,  it  is  difficult  to  say  for  just 
what  purpose  each  sum  of  money  has  been  expended.  To  go  back 
now  to  the  comptroller^  it  should  be  remembered  that  all  the  moneys 
expended  in  the  department  pass  through  Kis  hands.  At  the  end 
of  the  fiscal  year  the  finance  committee  of  the  city  council  has  the 
comptroller's  books  audited  by  some  firm  of  accountants,  and  this 
auditing  of  the  comptroller's  books  is  incidentally  an  auditing  of 
the  books  of  the  department  of  electricity. 

Detroit.  The  statute  provides  for  no  regular  audit  of  the  ac- 
counts. The  comptroller  of  the  city  is  required  to  make  an  annual 
statement  of  receipts  and  expenditures  by  Section  124  of  the  char- 
ter, and  by  Sections  353  and  254,  he  must  make  such  report;  and 
he  and  the  city  council  both  have  the  power  to  require  detailed 
reports  of  receipts  and  expenses  for  any  paM  year  or  part  thereof, 
and  of  estimates  for  the  ensuing  year.  There  is  no  provision  in 
either  of  these  sections  or  in  any  other  that  said  reports  should  be 
published.  As  a  matter  of  fact,  these  bald  summaries  are  pub- 
lished in  various  forms.  In  practice,  although  it  is  not  required  by 
any  statute,  a  report  of  the  lighting  commission  is  made  monthly 
to  the  council,  to  the  mayor,  to  the  city  accountant  and  to  the 
general  superintendent  of  the  plant.  This  apparently  is  prepared 
by  the  secretary.  Section  136  gives  the  council  the  right  to  call 
upon  any  board  or  officer  for  reports  and  detailed  statements  at 
any  time  in  regard  to  any  matter  under  their  control. 

South  Norwalk.  No  statutory  provisions.  In  practice,  the 
city  auditor  audits  the  accounts. 

B  24.     Give  statutory  provisions  regarding  the  publication  of  re- 
ports. 

Chicago.  The  City  and  Village  Act  Requires  the  publication 
of  reports  annually  by  the  city  treasurer  and  city  collector  (Article 
7,  Sections  10  and  14),  but  there  is  no  statutory  provision  for  the 
publication  of  reports  by  the  department  of  electricity.  The  City 
Code,  however,  in  Section  806,  provides  that  the  city  electrician 
shall  annually,  on  or  before  the  first  day  of  February,  in  each  year, 
prepare  and  present  to  the  city  council  a  report  showing  the  re- 
ceipts and  expenditures  and  the  entire  work  of  his  department  dur- 
ing the  previous  fiscal  year. 

Detroit.     Answered  under  B  23. 

South  Norwalh.  No  statutory  provisions  except  that  the 
electrical  commissioners  must  report  to  the  council,  whose  sit- 
tings are  public.  In  practice,  since  the  plant  was  started,  reports 
in  full  have  been  published  each  year  in  pamphlet  form.  A  special 
report  of  the  investigation  of  the  plant  was  published  September 
10,  1902.  In  recent  years,  at  least,  annual  reports  are  reprinted 
also  in  the  general  report  of  the  city.  The  commissioners  must 
report  at  any  time  when  requested  to  do  so  by  the  board  of  coun- 
cilmen. 
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B  25.     Give  statutory  provisions  regarding  salaries  paid. 

Chicago.  By  statute,  salaries  and  wages  of  all  persons  in  the 
department  of  electricity  are  in  the  power  of  the  city  council. 

Detroit.  This  matter  is  left  absolutely  to  the  discretion  of  the 
commissioners  by  Section  5,  Act  of  1893.  The  commissioners  serve 
without  pay. 

South  Norwalh.  No  state  statutes.  Under  the  ordinance  of 
September  19,  1892,  the  commissioners  weire  authorized  to  "oper- 
ate such  plant."  Under  that  provision  the  'commissioners  had  fuU 
charge  of  this  matter  until  the  ordinance  Of  July  7,  1903,  giving 
the  commissioners  full  power  to  employ,  direct  and  dismiss  all 
employees  on  the  staff  and  to  fix  their  compensation.  The  commis- 
sioners have  always  served  without  pay,  although  the  ordinance  of 
July  7,  1902,  states  that  they  "shall  receive  for  their  services  as 
commissioners  such  compensation  as  the  council  shall  prescribe." 
B  26.     Give  statutory  provisions  regarding  wages  to  day  laborers. 

Chicago.     ISTo  provisions. 

Detroit.  Left  to  the  discretion  of  the  commissioners,  Act  of 
1893,  Section  5.     See  also  answer  to  B  30. 

South  NorwaTk.     No  provisions. 
B  27.     Give  statutory  provisions  regarding  the  hours  of  labor  of 
day  laborers. 

Chicago.  An  Act  of  March  5,  1867,  provides  that  eight  hours 
labor,  between  the  rising  and  setting  of  the  sun,  in,  all  mechanical 
trades,  arts  and  employments,  and  in  other  cases  of  labor  by  the 
day,  except  in  farm  emplojmients,  shall  constitute  a  legal  dajr's 
work  where  there  is  no  special  contract  or  agreement  to  the  con- 
trary. This  is  not  to  apply  to  labor  by  the  month,  day  or  week, 
or  to  interfere  with  working  overtime.  It  will  be  seen  that  this 
law  does  not  accomplish  very  much.  The  City  Code  provides  as 
follows  (Section  1927)  :  Eight  hours  labor,  between  six  o'clock 
A.  M.  and  six  o'clock  P.  M.,  shall  be  and  constitute  a  legal  da^s 
work  for  all  employees  performing  manual  te.bor  for  the  city.  Pro- 
visions of  this  section  shall  not  be  construed  to  apply  to  or  govern 
the  police  or  fire  department  or  any  department  or  workshop  where 
constant  operation  is  necessary,  provided,  however,  that  in  all 
cases  of  necessity,  superintendents,  foremen  or  others  in  authority 
are  hereby  authorized  to  work  their  employees  such  number  of 
hours  as  such  necessity  or  emergency  may  require,  but  for  all  labor 
performed  in  excess  of  eight  hours  in  any  one  day,  such  laborers 
or  employees  shall  be  entitled  to  and  shall  receive  pay  at  the  rate 
of  time  and  one-half  for  all  such  labor  performed. 

Detroit.  Left  to  the  discretion  of  the  commissioners  by  Sec. 
5,  act  of  1893.  By  the  rules  of  the  commission,  approved  January 
22,  1902,  Eule  18,  persons  employed  by  the  day  work  eight  hours, 
with  proportionate  pay  for  overtime.  By  Ejiles  19  and  20,  persons 
employed  and  paid  by  the  month  are  subj'ect  to  call  at  any  time 
of  day  or  night  without  extra  pay  for  working  more  than  eight 


GENERAL     HISTORY     AND     LEGISLATION.  695 

hours.  The  reg^ilar  hours  for  operating  employees  are  eight,  with 
three  shifts,  beginning  at  eight  A.  M.  Employees  in  the  main- 
tenance and  executive  departments  work  frpm  eight  to  five  with 
an  hour  for  dinner.  Trimmers  are  not  required  to  work  after  they 
complete  their  circuits.  See  also  answer  to  B  30.  These  rules 
were  first  adopted  in  the  year  1897-8,  in  a  fit  of  economy,  because 
"the  commissioners  considered  that  the  plant  operated  under  its 
enforced  conditions  should  produce  an  arc  light  of  3,000  candle 
power  for  the  year  at  about  $50.00,  and  heads  of  departments  were 
instructed  accordingly."  (Third  annual  report.  Page  4.)  This 
attempt  to  reduce  the  cost  greatly  probably  had  a  deep  political 
significance.  It  certainly  had  a  pronounced  influence  on  the  future 
history  of  the  plant;  at  least  tlie  two  or  three  years  immediately 
following  this  order  are  those  in  which  the  plant  was  most  in  pol- 
itics. The  average  cost,  as  per  report  of  the  commission  for  1896, 
was  $64.19;  for  1897-8,  $51.85.  One  direct  result  of  this  action 
was  to  produce  a  trimmers'  strike,  which  is  said  to  have  been  pro- 
moted by  members  of  the  council  in  the  attempt  to  catch  the  labor 
vote. 

South  NorwalJc.     No  provisions. 
B  28.     Give  statutory  provisions  regarding  pensions  for  employees. 

Chicago.  None  for  the  department  of  electricity.  Pensions 
for  employees  in  the  fire  and  police  departments  were  provided  by 
act  of  July  1,  1879.  Pensions  for  employees  in  the  water  depart- 
ment were  provided  by  act  of  May  16,  1905.  These  .acts  show  the 
tendency  toward  public  pensions. 

Detroit,  South  Norwalk.     No  provisions. 
B  29.     Give  statutory  provisions  regarding  strikes. 

Chicago,  South  NorwalJc.      No  provisions. 

Detroit.  Chapter  302  of  the  Revised  Statutes  (1897)  author- 
izes the  submission  to  arbitrators  of  any  controversy  that  might 
be  the  subject  of  a  suit  at  law  or  in  chancery,  with  exceptions 
noted  in  the  act;  and  Chapter  30  of  the  same  edition  provides  for 
the  establishment  of  a  court  of  mediation  and  arbitration.  It  is 
doubtful  if  these  acts  would  apply  to  a  strike  in  the  municipal  elec- 
tric plant,  at  least  the  act  is  not  significant  in  this  connection,  as 
it  requires  the  voluntary  consent  of  both  parties  to  the  arbitration 
to  make  the  decision  binding.  The  court  of  arbitration  has  simply 
on  its  own  initiative  the  right  to  investigate,  the  statute  not  even 
requiring  that  the  decision  should  be  published. 
B  30.  Give  statutory  provisions  regarding  the  citizenship  of  em- 
ployees. 

Chicago.     None.    See,  however,  Schedule  II.,  E  40. 

Detroit.  The  city  charter,  Section  166,  authorizes  the  council 
by  ordinance  to  fix  a  minimum  of  $1.50  per  day  for  all  laborers 
employed  by  the  city  or  by  contractors  or  sub-contractors  doing 
work  for  the  city,  and  requires  that  all  such  laborers  be  residents 
of  Detroit.    It  also  requires  that  the  stipulation  on  the  minimum 
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wage  be  a  part  of  all  contracts  of  the  city.  The  violation  of  this 
provision  by  any  contractor  debars  him  from  any  further  contracts 
for  the  city.  The  council  is  speciiically  authorized  to  make  up  the 
deficit  below  $1.50  to  any  workman  and  to  deduct  the  amount  from 
the  sum  due  on  the  contract.  On  April  7,  1891,  the  council  passed 
over  the  mayor's  veto  an  ordinance  fixing  the  hours  of  labor  at 
eight  per  day  for  city  employees  and  those  working  on  contracts  for 
the  city,  and  apparently  passed  the  ordinance  in  a  revised  form, 
April  11,  1902.  Section  2  of  the  ordinance  specifically  reserves 
to  the  council  the  right  to  forfeit  a  contract  for  violation  of  this 
provision.  Section  3  requires  the  substance  of  the  ordinance  to  be 
in  all  contracts.  The  council,  by  ordinance  of  December  30,  1899, 
fixed  the  minimum  wage  for  city  employees  and  those  working  on 
city  contracts  at  $1.50  per  day,  and  required  the  comptroller,  upon 
due  notice,  to  protect  such  laborers  by  withholding  a  sufficient  simi 
from  the  balance  due  the  contractor. 

South  Norwalh.     JSTo  provisions. 

B  31.  Give  statutory  provisions  regarding  other  important  mat- 
ters. 
Chicago.  Electricity  being  so  new  a  business,  there  are  few 
statutory  provisions  which  expressly  contemplate  its  relation  to  the 
city  government.  Construction  of  municipal  electric  plants  was 
not  based  on  any  special  grant  of  power  to  construct  such  plants, 
imi  simply  on  the  general  power  to  light  the  streets.  In  fact,  there 
are  only  two  state  laws  which  specifically  mention  electricity  in 
its  relatio-a  to  the  city  government.  One  of  these  is  the  act  of 
1905  above  mentioned  conferring  the  power  to  sell  surplus  current 
and  to  fix  rates  charged  by  private  companies;  the  other  is  the 
Frontage  Act,  which  will  be  considered  later  under  Section  D  of 
this  report. 

Detroit,  South  Norwalh.     JSTo  provisions. 

B  32.  Are  the  laws  relating  to  the  construction  and  operation  of 
the  works  applicable  to  public  and  private  plants  alike? 

Chicago.     Yes. 

Detroit.  Question  hardly  applicable.  Under  the  act  of  1893, 
the  lighting  commission,  under  the  superintendence  of  the  board 
of  public  works,  is  left  entirely  free  to  construct  and  operate  elec- 
tric works.  Substantially  the  same  freedom  is  given  tljc  compa- 
nies under  the  Eevised  Statutes  (1897),  Sections  7132  to  7145. 

South  Norwalh.  Question  hardly  applicable.  Private  com- 
panies, however,  require,  by  Sections  3445  and  3446  of  the  Revised 
General  Statutes  in  force  in  1898,  the  consent  of  all  abutting  prop- 
erty owners  for  the  placing  of  poles  and  wires,  and  the  approval 
of  the  location  by  the  city  council  or  some  department  other  than 
the  electric  department,  of  the  city  government.  In  the  absence 
of  specific  legislative  requirements,  the  board  of  electrical  com- 
missioners assumes  that  the  consent  of  the  property  owners  is  not 
required,  while  the  exercise  of  the  city's  powers  of  regulation  over 
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private  companies  is,  by  ordinance  of  July  7,  1903,  delegated  to 
the  board  of  electrical  commissioners.  The  mayor  of  five  years 
ago  evidently  felt  that  the  statutes  discriminated  against  the  city. 
In  his  annual  message  of  January  7,  1901,  referring  to  the  elec- 
trical department,  he  said :  "The  present  law  under  which  our  plant 
is  operated  is  complicated  and  difficult  to  follow,  and  there  would 
seem  to  be  no  good  reason  why  our  charter  should  not  be  so 
amended  as  to  give  us  the  same  powers  which  all  private  elec- 
tric companies  have." 

B  33.     If  there  are  any  differences,  state  them. 
Chicago.     Answered  under  B  32. 

Detroit.     

South  Norwalk.     Answered  under  B  33. 

B  34.     If  any  state  board,  commission  or  other  authority  has  con- 
trol or  supervision  over  municipalities  as  regards  electric 
lighting  works,  give  statutory  provisions. 
!N"o  such  provisions  for  any  one  of  the  cities.     The  different 
states  doubtless  have  power  to  pass  such  legislation,  but  as  yet  have 
not  chosen  to  do  so. 

B  35.     What  have  been  the  effects  of  this  supervision? 
B  36.     Does  the  municipality  make  regular  reports  to  state  boards 

or  commissions  as  to  results  of  operation? 
B  37.     Is  there  any  authority  not  connected  with  the  municipality 

itself  which  tests  current  and  character  of  service? 
B  38.     Are  the  results  of  such  examination  published? 
B  39.     If  judicial  or  administrative  orders  have  been  issued  by 
the  state  authorities  relative  to  municipal  electric  light- 
ing works,  state  them. 
Chicago,  Detroit,  South  Norwalk.     The  same  answer  can  be 
made  to  all  these  questions  as  to  B  34.    There  are  no  statutory  re- 
quirements calling  for  the  making  or  publishing  of  such  reports, 
and  no  such  judicial  or  administrative  orders  have  been  issued. 
No  such  reports  are  in  practice  made. 

B  40.     Has  the  municipality  unrestricted  power   as  regards  its 
own  plant;   (a)  to  fix  rates  charged  for  current;  (&)  to 
fix   rates   charged   for   meters,   appliances,   etc.;    (c)    to 
raise  money  by  taxation  to  defray  current  expenses  ? 
Chicago.     The  city  has  the  right  to  fix  just  and  reasonable 
prices  for  its  current,  and  also  for  meters  and  appliances.    It  may 
raise  money  by  taxation  for  its  plant,  so  far  as  street  lighting  is 
concerned,  but  not  to  provide  service  to  private  consumers.     Pri- 
vate consumers  are  to  get  only  the  surplus  of  the  current  prodiiced 
for  public  purposes. 

Detroit.  Detroit  has  the  unrestricted  right  to  fix  rates  for 
current  and  for  meters  and  appliances,  and  also  to  raise  money 
by  taxation  to  defray  the  current  expenses.  See  also  answer  to 
B15. 
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Soutli  Norwalk.  The  city  is  limited  by  the  statute  of  1893 
as  to  the  rates  to  be  charged  for  current.  The  rates  for  meters  and 
appliances  are  not  specifically  mentioned  in  the  statutes,  but  are 
virtually  restricted  by  the  provisions  limiting  the  profits.  There 
is  no  restriction  on  the  power  of  the  city  to  levy  taxes  for  current 
expenses. 

D— FHANCHISES  OF  PRIVATE  COMPANIES. 

D  1.  Does  the  municipality  have  power  to  grant  franchises  to 
electric  lighting  companies? 

Chicago.  Yes.  There  is  nothing  in  the  constitution  or  in 
any  act  of  the  legislature  of  Illinois  which  specificalUy  mentions 
electric  lighting  among  the  objects  for  which  the  city  can  grant 
franchises.  By  the  City  and  Village  Act,  Article  5,  Section  1, 
Paragraph  9,  it  is  provided  that  the  city  shall  have  power  to  reg- 
ulate the  use  of  its  streets.  In  Paragraph  11  of  the  same  article 
and  section,  it  is  provided  that  the  city  shalj  have  power  to  provide 
for  lighting  the  streets.  In  Paragraph  13  of  the  same  article  and 
section,  it  is  provided  that  the  city  shall  have  power  to  regulate 
openings  in  the  streets  for  laying  gas  or  water  mains,  for  building 
or  repairing  sewers,  tunnels  or  drains,  and  -for  erecting  gas  lamps. 
According  to  Professor  Henry  Schofield  of  the  Northwestern  Uni- 
versity Law  School,  it  is  from  the  general  powers  conveyed  in  these 
paragraphs  that  the  city  draws  its  right  to  grant  franchises  to  elec- 
tric light  companies. 

Detroit.     Yes. 

South  Norwalh.  ISTo,  although  there  have  been  passed  gen- 
eral incorporation  laws  for  forming  Joint,  stock  companies.  In 
practice,  these  companies  generally  have  special  charters,  which 
charters  grant  the  power  to  do  business  in  the  municipalities  named 
without  the  consent  of  the  local  authorities.  In  fact,  under  the 
present  corporation  law,  all  public  service  corporations  require  spe- 
cial charters  (Sections  3554,  edition  of  190g,  and  Corporation  Act 
of  1901,  Chapter  157,  Section  3).  These  special  charters  uni- 
formly give  the  right  to  enter  the  territory  without  the  consent  of 
the  local  authorities.  The  local  authorities  are  limited  to  the  reg- 
ulation and  control  as  described  in  Sections  3904  and  3905.  In 
the  case  of  companies  using  electric  wires  or  conductors  for  any  pur- 
pose (Revised  Statutes  in  force  in  1898,  Section  3945),  no  company 
in  the  state  can  exercise  its  powers  or  change  the  location  of  its 
wires  without  the  consent  of  the  adjoining  proprietors,  and  in  case 
such  consent  cannot  be  obtained,  the  county  commissioners,  after 
due  notice  to  the  proprietors  and  a  public  hearing,  may  give  such 
consent;  and  by  Section  3946  (same  edition.)  the  local  authorities 
'T-iave  full  direction  and  control  over  the  placing,  erection  and 
maintenance  of  any  such  wires,  conductors,  etc.,  including  the  re- 
locating or  renewal  of  same,  and  including  the  power  to  designate 
the  particular  kind,  quality  and  finish  thereof,  and  may  make  all 
orders  necessary  to  the  exercise  of  such  powers  of  direction  and 
control."     The  company  has  the  right  to  appeal  to  the  Superior 
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court,  which  deals  with  the  order  according  to  its  discretion.  By 
Section  3906,  Eevision  of  1903,  any  judge  of  the  Superior  court 
may  malce  any  proper  order  in  regard  to  an.y  matter  referred  to  in 
Section  3904,  Eevision  of  1902  (Section  3945,  Eevision  of  1898), 
and  may  review  the  decision  of  the  county  commissioners. 
D  S.    How  was  this  power  conferred? 

Chicago.  The  City  and  Village  Act  was  a  general  act  for 
the  incorporation  of  cities  and  villages,  passed  in  1873.  It  became 
applicable  to  the  City  of  Chicago  when  it  was  adopted  by  the  city 
in  1875. 

Detroit.  The  laws  of  Michigan  are  decidedly  vague  on  this 
subject.  I  understand  that  the  City  of  Detroit  grants  franchises 
under  the  following  language  (Chapter  7,  Section  170,  of  its 
charter),  describing  the  powers  of  the  council:  "Also  to  control, 
prescribe  and  regulate  the  manner  in  which  the  highways,  streets, 
avenues,  lanes,  alleys  and  public  grounds  and  spaces  within  the 
said  city  shall  be  used  and  enjoyed."  The  lighting  act  of  1893 
specifically  authorizes  the  city  to  contract  ^ith  any  person  or  com- 
pany for  the  public  lighting.  Perhaps  the  necessary  implication 
here  is  the  right  of  granting  a  franchise  to  a  company  with  which 
to  contract.  It  is  probable  also  that  under  the  general  electric  light 
act  (Chapter  131,  Eevised  Statutes,  1897,  Section  7141),  originally 
passed  April  1,  1881,  the  city  by  implication  is  given  the  right — if 
not  required — to  grant  electric  franchises.  This  section  declares  that 
a  company  organized  under  the  general  act  ""shall  have  full  power 
to  produce,  generate,  furnish  and  sell  such  electricity  and  electric 
light  as  may  be  desired  in  any  city,  town,  or  village  where  such 
corporation  carries  on  its  business,  for  lighting  public  or  private 
buildings,  streets  or  grounds,  and  for  any  other  purposes,  and  such 
corporation  shall  hdve  power  to  lay,  construct  and  maintain  con- 
ductors for  conducting  electricity  through  the  streets,  lands  and 
squares  of  any  such  city,  town  or  village  with  the  consent  of  the 
authorities  thereof,  under  such  reasonable  rSgulations  as  they  may 
prescribe;  and  such  corporation  may  make  all  such  contracts  and 
by-laws  as  may  be  deemed  necessary  and  proper  to  carry  into  ef- 
fect the  foregoing  powers."  The  corporation  is  given  specific 
power  to  acquire  and  hold  such  real  and  personal  property  as  shall 
be  necessary  for  carrying  on  its  business.  As  throwing  some  light 
on  the  general  statute  of  1881,  the  following  quotation  from  the 
Supreme  court,  Putnam  vs.  Grand  Eapids,  58  Michigan,  431,  may 
be  of  interest.  The  court,  in  dealing  witK  an  earlier  special  stat- 
ute (the  charter  of  Grand  Eapids),  said:  "If  there  is  any  power 
to  employ  electric  lighting — and  there  can  be  no  doubt  of-  this — 
especially  in  view  of  the  subsequent  statute  of  1881,  which  ex- 
pressly requires  cities  to  allow  that  light  to  be  introduced,  and 
permits  its  use  for  public  lighting— then  it  must  be  received  in 
conformity  with  its  nature,  which,  so  fat  as  least,  requires  the 
power  which  supplies  electricity  to  be  transmitted  to  many  lights 
from  one  or  more  central  stations  as  gas  is  furnished.  The  statute 
contemplates  that  the  companies  may  do  this,  and  that  cities  may 
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prefer  it  to  erecting  their  own  works.  It  would  require  a  much 
larger  inferential  power  under  this  charter  to  establish  their  own 
supply  than  to  avail  themselves  of  the  supply  at  hand.  No  city 
could  be  administered  upon  the  merely  expressed  powers  of  its 
charter  without  the  aid  of  some  implications."  The  court  proceeds 
immediately  to  cite  the  vague  powers  under  which  Detroit  provides 
for  its  public  lighting  (Charter,  Chapter  7,  Section  117 )._  This 
case  was  decided  in  1885,  and  cites  immediately  on  this  point  the 
case  of  the  Attorney-General  vs.  The  City  of  Detroit,  55  Michigan, 
181. 

South  Norwalh.     Answered  under  D  1. 

D  3.     State  fully,  step  by  step,  t*ie  procedure  which  must  be  fol- 
lowed and  the  requirements  which  must  be  met  in  the 
initiation,  consideration,  enactment  and  renewal  of  fran- 
chises; also  source  of  each  provision,  whether  statute, 
city  charter,  or  ordinance. 
Chicago.     These  things  are  left  entirely  to  the  city  council, 
except  that  those  provisions  which  apply  to  the  passage  of  all  or- 
dinances apply  likewise  to  the  passage  of  ordinances  granting  elec- 
tric light  franchises. 

Detroit.  The  granting  and  renewal  of  franchises  takes  the 
form  of  an  ordinance,  and  is  subject  to  the  procedure  under  the 
rules  of  the  council  and  the  city  charter,  as  explained  under 
question  B  8.  The  charter.  Section  156,  requires  that  all  meet- 
ings of  the  council  shall  be  public,  that  the  complete  journal  of 
the  proceedings  shall  be  printed  (Section  153),  that  the  proceed- 
ings or  any  part  thereof  may  be  published  in  the  official  paper 
(Sec.  154).  All  ordinances  must  be  published  for  three  succes- 
sive days  in  the  official  paper.  This  may  be  changed  by  ordinance, 
but  not  to  exclude  one  publication.  The  council  may  order  ordi- 
nances published  in  other  than  the  English  language.  It  is  cus- 
tomary to  publish  the  ordinance  in  full  in  the  journal  before  it  is 
put  on  third  reading.  It  is  probable  that  the  pending  street  car 
franchise  ordinance  is  as  important  a  one  as  has  ever  been  intro- 
duced in  the  Detroit  council.  This  was  under  consideration 
while  I  was  in  Detroit,  and  doubtless  illustrates  well  the  method 
of  dealing  in  practice  with  franchise  grants.  (See  Detroit  Free 
Press,  September  12,  1906.)  This  was  reported  to  the  council 
by  a  committee,  with  various  amendments,  on  September  11,  read 
twice  by  its  title,  ordered  printed  in  the  ptoceedings,  and  laid  on 
the  table  for  one  week.  The  report  of  the  committee  states  that  the 
ordinance  had  been  presented  by  the  mayor,  that  it  had  been  ap- 
proved by  the  corporation  counsel,  and  included  various  amend- 
ments as  a  substitute  "for  the  ordinance  presented  at  a  session 
held  on  July  31  last."  The  committee  recommended  that  the  or- 
dinance be  passed  by  the  council  and  submitted  to  a  popular  vote 
at  the  November  election.  I  am  informed  by  the  city  clerk  that 
it  has  uniformly  been  the  custom  for  the  last  four  years  to  order 
all  ordinances  printed  in  the  journal  the  night  they  are  introduced. 
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There  is  no  general  ordinance  to  this  effect,  but  the  order  to  print 
is  contained  in  the  motion  to  refer. 

South  Norwalh.  Largely  answered  under  D  1.  Under  the 
city  charter  (special  act  of  May  28,  1897),  the  city  council  has  the 
right  to  provide  for  the  public  lighting  of  the  city's  streets.  The 
method  of  making  such  a  contract  (not  a  franchise)  for  the  pub- 
lic lighting  is  for  the  council  to  authorize  the  corporation  counsel 
and  the  mayor  to  negotiate  it,  report  it  to  the  council,  and  the 
council  then  refers  it  to  a  city  meeting  of  all  voters.  This  is  not 
technically  required,  but  is  virtually  incumbent  on  the  council,  in 
as  much  as  the  annual  appropriations,  including  everything  that 
can  be  foreseen,  must  be  referred  to  and  approved  by  the  annual 
city  meeting.  This  matter  is  fixed  by  statute,  and  requires  public 
notice  of  appropriations  and  other  business  to  be  transacted.  Ex- 
tra appropriations,  if  more  than  $1,000,  must  by  the  charter.  Sec- 
tion 27,  be  approved  by  a  city  meeting  by=  ballot.  Smaller  extra 
appropriations  not  exceeding  in  any  one  ease  more  than  $1,000, 
may  be  made  by  a  two-thirds  vote  of  all  members  of  the  council, 
after  a  specific  advertisement  of  the  proposition  to  make  the  appro- 
priation has  been  given  for  at  least  five  day's. 
D  4.  Give  legal  provisions,  with  source  of  each,  defining  the  pow- 
ers of  the  city  regarding  the  alienation  of  municipal  fran- 
chises. 

Chicago.  The  council  has  power  to  prohibit  alienation  under 
its  general  power  to  annex  conditions.  This  point  seems  clear,  but 
in  case  an  ordinance  granting  a  franchise  is  silent  on  the  subject, 
there  is  a  question  as  to  whether  or  not  alienation  is  possible.  There 
has  been  no  test  case  in  Illinois.  The  United  States  Supreme 
court,  however,  has  held  that  in  the  absence  of  a  prohibition  to  the 
contrary,  a  franchise  is  alienable,  unless  it  be  a  franchise  from  the 
state  empowering  the  grantee  to  be  a  corporation. 

Detroit.  I  am  not  sure  what  this  question  means.  The  word 
"franchise"  does  not  appear  in  the  city  charter.  There  is  no  ref- 
erence in  the  charter  to  such  an  important  matter  as  street  rail- 
ways, except  a  brief  section  authorizing  the  city  to  agree  with  the 
company  now  occupying  any  street  for  the, removal  of  the  traclfs 
from  that  street  on  the  condition  that  the  city  will  not  permit  any 
other  company  to  use  the  same  street.  In  regard  to  gas,  the  charter 
authorizes  the  appointment  of  a  commission,  which  is  given  power 
to  construct  and  operate  gas  works.  The  act  of  April  22,  1875,  had 
to  be  first  accepted  by  popular  vote.  The?e  is  no  other  reference 
to  gas  or,  gas  companies  in  the  charter. 

The  state  laws  permit  telegraph  and  telephone  companies  to 
occupy  the  streets  and  public  places  of  cities  without  the  consent 
of  public  authorities,  which,  under  these  laws,  have  merely  the  right 
of  reasonable  regulation.  Telegraph  and  telephones  are  not  men- 
tioned in  the  city  charter. 

Under  the  general  power  given  to  the  council  "to  control,  pre- 
scribe and  regulate  the  manner  in  which  the  highways,  streets,  ave- 
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nues,  lanes,  alleys  and  public  grounds  and  places  within  said  city 
shall  be  used  and  enjoyed,"  the  city  grants  franchises  to  electric 
companies.  In  some  of  the  instances  it  fixes  the  term  of  thirty 
years  (the  life  of  the  corporation  under  the  constitution.  Art.  15, 
Sec.  10).  In  other  cases  no  mention  is  made  of  the  term.  Where 
the  term  is  not  mentioned  the  courts  have  uniformly  held  that  the 
street  franchises  lasted  to  the  end  of  the  corporate  life  of  the  com- 
pany (Wyandotte  Electric  Co.  vs.  City  of  'Wyandotte,  124  Mich., 
43) ;  and  have  also  held  that  such  a  franchise  when  accepted  by 
the  company  is  a  contract.  The  occasion  of  companies  asking  for 
a  franchise  is  that  they  are  usually  organized,  under  the  general 
electric  lighting  legislation  (Eevised  Statutes,  1897,  Sections  7131- 
7145).  These  acts  forbid  the  companies  to  exercise  their  corporate 
powers  without  the  consent  of  the  local  authorities,  v/ho  may  sub- 
ject the  companies  to  such  reasonable  regulation  as  they  may  pre- 
scribe— original  lighting  act,  Sec.  10  (1881^).  Sec.  159  of  the  city 
charter  provides  that  the  council  "  shall  have  the  general  manage- 
ment and  control  of  the  finances  and  all  the  property,  real,  personal 
and  mixed,  belonging  to  the  corporation,  whether  lying  within  or 
beyond  the  limits  of  said  city,  with  full  power  to  sell,  convey,  trans- 
fer and  dispose  of  the  same  absolutely,  and  shall  have  power  to  make 
all  necessary  regulations  for  preserving  and  protecting  the  same 
from  destruction,  decay,  or  injury,  and  concerning  the  management 
thereof." 

It  is  doubtful  if,  under  Michigan  jurisprudence,  this  would 
permit  the  alienation  of  a  municipal  franchise  (71  Mich.,  95,  At- 
torney General  vs.  City  of  Detroit).  The  clause  certainly  would 
not  permit  the  granting  of  an  exclusive  franchise. 

South  Norwallc.  Sec.  1  of  the  city  charter  declares  the  city 
capable  of  purchasing,  holding  and  conveying  in  fee  simple  or 
otherwise  any  and  all  property,  real  or  perspnal.  Sec.  32  requires 
that  all  grants  and  leases  of  real  estate  belonging  to  the  city  be- 
come effective  when  authorized  by  the  council,  signed  by  the  mayor, 
and  sealed  with  the  city  seal.  So  large  a  part  of  the  government 
of  South  Norwalk  is  carried  on  by  the  city  ineeting,  corresponding 
to  the  old  town  meeting,  that  the  courts  of  Connecticut  are  unusu- 
ally liberal  in  interpreting  the  powers  of  cities.  It  would  scarcely 
be  an  exaggeration  to  say  that  the  city  of  Sbuth  Norwalk,  through 
action  of  its  city  council  and  mayor,  approved  by  city  meeting,  can 
legally  do  anything  that  is  not  specifically  prohibited  by  statute.  In 
practice  the  city  council  refers  all  important  matters  to  city  meet- 
ings, whether  required  by  statute  so  to  do  or  not.  It  is  very  sure  that 
the  city  council  would  not  assume  the  right  to  alienate  a  franchise 
without  a  popular  vote,  but  would  consider  it  legal  to  do  so  if  sup- 
ported by  a  vote  of  the  city  meeting.  It  is  a  well  established 
principle  in  Connecticut  law  that  the  city  meeting,  and  not  the 
city  council,  is  the  chief  governing  body.  Even  the  legislature 
has  a  profound  respect  for  a  city  meeting,  and  has  in  recent  years 
made  general  revisions  of  the  city  charters  and  the  more  import- 
ant legislation  affecting  the  city  subject  to  the  popular  referendum. 
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It  is  interesting  in  this  connection  that,  ■whereas  the  city  charter 
of  1883  was  not  to  be  eifective  without  the  approval  of  the  mayor 
and  board  of  councilmen,  the  charter  of  1897  required  approval  by 
popular  vote. 

It  was  under  a  similar  broad  interpretation  of  like  powers 
given  in  the  earlier  charter  that  the  public  electric  lighting  plant 
was  established  in  1891  and  1892.  The  legality  of  this  action  was 
never  passed  on  by  the  courts.  In  this  instance  the  action  was 
validated  by  later  legislation  (city  charter;  May  28,  1897,  Sec. 
65),  and  the  necessity  for  a  legal  interpretation  for  other  instances 
was  removed  by  the  general  public  ownership  or  municipal  light- 
ing act  of  1893. 

B  5.  Give  legal  provisions,  with  source  of  each,  defining  the 
powers  of  the  city  regarding  the  methods  of  disposing  of 
franchises. 

Chicago.     Answered  under  D  9. 

Detroit.     Answered  under  D  3. 

South  Norwalh.     Answered  under  D  4; 
D  6.     What  are  the  legal  provisions,  with  source  of  each,  delim- 
iting the  powers  of  the  city  as  to.  insertion  of  clauses  in 
franchises  regarding  streets  to  be  utilized  by  company? 

Chicago.     Answered  under  D  9. 

Detroit.  Bearing  in  mind  the"  fact  that  electric  lighting 
companies  get  their  franchises  directly  from  the  state,  and  are 
subject  merely  to  the  consent  of  the  local  authorities  and  to  rea- 
sonable regulation,  and  that  exclusive  electric  lighting  franchises 
are  not  permitted  under  the  general  electric  laws  of  Michigan, 
and  comparing  the  street  railway  legislation  with  the  electric 
lighting  legislation ;  while  the  city  can  prevent  any  company  from 
operating  in  that  city,  it  has  no  express  authority  to  fix  terms  and 
conditions  of  construction  or  operation  to  a  greater  extent  than 
amounts  to  "reasonable  regulation,"  as  is  the  case  in  the  street 
railways.  For  the  provision  on  street  railways,  see  Revised  Stat- 
utes (1897),  Sec.  6425. 

In  the  face  of  such  vague  language  relating  to  the  control  of 
the  streets  and  providing  for  the  public  lighting,  the  courts  have 
repeatedly  held  that  where  a  company  asks  for  and  accepts  a  fran- 
chise, that  franchise  becomes  a  contract,  binding  on  the  two  par- 
ties, and  that  virtually  anything  can  be  put  into  such  a  contract 
that  is  not  in  specific  language,  or  by  necessary  implication,  pro- 
hibited in  the  charter  of  one  of  the  two  contracting  parties.  On 
the  contrary,  in  Taylor  vs.  Bay  City  Street"  Railway  Co.,  80  Mich., 
77,  in  which  Bay  City  authorized  a  street  railway  company  to  lay 
tracks  without  compensating  adjoining  property  owners,  and  the 
legislature  later  amended  the  city  charter  so  that  the  city  might 
grant  locations  provided  the  company  corapensated  the  adjoining 
property  owners.  The  court  held  the  later  amendment  to  the  city 
charter  legal  on  the  ground  that  the  earlier  grant  to  the  company 
to  lay  tracks  without  compensation  was  not  specifically  authorized 
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in  the  earlier  city  charter.    This  decision  does  not  seem  to  me  in 
harmony  with  the  general  trend  of  Michigan  decisions.     It  is  ex- 
tremely difficult  to  define  the  attitude  of  the  Supreme  court  of 
Michigan  on  the  powers  of  cities  to  contract;  that  is,  to  fix  terms 
and  conditions  in  a  franchise.    While  on  the  one  hand  that  court 
has  never  formally  departed  from  the  general  rule  that  munici- 
palities are  bodies  with  delegated  power,  afid  can,  therefore,  exer- 
cise such  powers  only  as  are  expressly  granted,  or  as  are  necessarily 
implied  to  enable  the  municipality  *to  carry  out  powers  expressly 
provided,  it  has  gone  a  long  way  in  practice  to  abrogate  this  rule 
by  permitting  mujiicipalities  to  make  and  carry  out  all  such  con- 
tracts as  are  not  expressly  prohibited  by  statute  or  constitutional 
provision,  or   are  not  plainly  repugnant  to  public  policy.     The 
vagueness  existing  in  this  regard  so  far  as  electric  lighting  is  con- 
cerned, is  intensified  by  the  fact  that  virtually  all  the  powers  are 
implied  powers,  and  by  the  further  fact  that  in  this  industry,  at 
least,  Michigan  municipalities  have  been  wonderfully  conservative 
in  acting  under  such  implied  powers.    For  example,  no  one  of  the 
live  electric  franchises  in  Detroit  makes  mention  of  any  definite 
term  of  years.     In  fact,  these  franchises  contain  nothing  outside 
of  plain  police  regulations,  and  some  peculiar  safeguards  for  en- 
forcing the  same,  except  a  provision  against  consolidation  of  com- 
panies and  other  devices  tending  toward  monopoly.     I  have  per- 
sonally some  doubts  as  to  the  legality  of  this  anti-monopolistic 
clause  for  the  violation  of  which  the  franchises  are  to  be  voided. 
I  believe  that,  if  a  suit  could  be  maintained  under  this  clause,  the 
statute  makes  adequate  provision  to  deal  with  the  evil  apart  from 
this  clause.     The  court  has  said  time  an4  again  that  if  such  a 
contract,  in  whole  or  in  part,  is  ultra  vires  o'f  one  or  both  corpora- 
tions, either  party,  having  voluntarily  entered  into  the  contract,  is 
itself  estopped  from  questioning  the  legality  of  the  contract,  and 
that  such  a  question  can  be  raised  by  the  attorney  general  only, 
in  the  name  of  the  state,  unless  personal  or  property  rights  of  in- 
dividuals are  invaded  or  affected  (see  85  Mich.,  646).     A  similar 
ruling  has  been  had  in  the  case  of  the  corporation  whose  charter 
permitted  it  to  do  business  in  the  city  without  a  franchise,  but 
which,  in  fact,  obtained  a  franchise,  which  it  formally  accepted. 
Michigan  Tel^hone  Co.  vs.  City  of  Benton  Harbor,  131  Mich., 
512;  Wyandotte  Electric  Light  Co.  vs.  City  of  Wyandotte,  124 
Mich.,  43 ;  also  Detroit  Street  Eailway  Co.  vs.  Mills  and  Britmever 
85  Mich.,  364.  '    ^    ' 

In  the  Wyandotte  case  above  cited  it  was  also  held  that  where 
no  period  is  specified  in  the  franchise  ordinance  (as  is  the  case  in 
kll  live  electric  ordinances  in  Detroit),  the  Iftw  would  assume  that 
the  contract  ordinance  is  for  the  full  period  of  the  life  of  the  cor- 
poration. This  period  is  fixed  by  the  constitution  at  30  years, 
with  power  in  the  legislature  to  extend  for  periods  of  30  years  by 
general  legislation.  Under  the  general  statutes,  a  corporation  has 
power  by  corporate  action  to  renew  its  own  existence  for  an  addi- 
tional period  of  thirty  years  (Ovid  Elevator  Co.  vs.  Secretary  of 


GENERAL     HISTORY    AND     LEGISLATION.  705 

State,  90  Mich.,  466).  The  courts  of  Michigan  have  never  ruled 
on  the  right  of  a  corporation  at  the  end  of  thirty  years  to  extend 
its  existence  for  another  thirty  years  as  over  against  the  city.  I 
have  found  no  case  in  Michigan  of  a  franchise  attempting  to  pro- 
vide by  its  terms  for  a  renewal  of  the  franchise  contract  at  the  end 
of  the  first  thirty  years.  ISTone  of  the  electric  light  companies  in 
Michigan  have  existed  for  thirty  years,  while  the  legislature  in 
regard  to  gas  companies  whose  charters  have  expired,  has  obviated 
the  difficulty  of  the  franchise  problem  for  such  companies  by 
specific  legislative  provision.  The  best  legal  advice  that  I  could 
get  is  that  a  company  that  renews  its  corporate  existence  must  seek 
a  formal  renewal  of  its  franchise  rights  in  the  streets. 

As  throwing  some  light  on  the  almost  unlimited  right  of  the 
city  to  contract  in  these  matters,  the  court  remarks  in  Traverse 
City  Gas  Co.  vs.  Traverse  City,  130  Mich.,  22  (1903)  :  "The  law 
contemplates  that  permission  will  not  be  unreasonably  refused  or 
unreasonably  burdened,  but  regards  the  municipality  as  compe- 
tent to  determine  the  proper  conditions  for  this."  Although  this 
is  a  gas  case,  the  law  is  exactly  the  same  in  this  particular  as  for 
electric  companies.  This  is  a  case  in  which  the  company  agreed 
to  lay  its  pipes  in  the  alleys  wherever  ordered  to  do  so  by  the 
council  and  then  refused  to  lay  pipes  in  certain  alleys  because  of 
the  inconvenience  and  greatly  added  expense.  The  court  upheld 
the  city,  although  the  court  found  that  laying  the  pipes  in  the 
alleys  would  deprive  the  company  of  all  profits  for  two  and  one- 
half  years,  and  said:  "If  the  contention  of  the  relator  is  to  pre- 
vail, the  attempts  of  common  councils  in  granting  like  franchises 
to  safeguard  the  ^interests  of  the  city  or  village  for  which  it  is 
(they  are)  acting  will  prove  abortive,  and  when  the  franchise  is 
once  granted  the  control  of  the  city  or  village  over  the  street  is 
lost." 

South  NorwaTk.  These  matters  are  regulated  entirely  in  the 
special  charters  of  the  companies  or  of  the  city.  Usually  the  city 
has  no  power  in  this  connection,  but  in  case  of  friction  between  the 
company  and  the  city,  each  runs  to  the  legislature  and  presents 
numerous  bills  to  hamper  the  other  party.  For  instance,  the  Con- 
necticut Eailway  and  Lighting  Company,  the  successor  to  the 
Norwalk  and  South  Norwalk  Electric  Lighting  Company,  bought 
an  additional  railway  system  some  years  ago,  and  wished  to  build 
a  connecting  link  under  the  Washington  street  bridge  between  the 
two  parts  of  the  system.  At  the  same  time  it  was  testing  the  right 
of  the  city  to  establish  its  electrical  plant,  and  sueing  the  city  for 
breach  of  contract  for  the  public  lighting  of  the  city.  The  city 
stole  a  march  on  the  company,  and  procured  a  special  amendment 
to  the  charter  of  the  companies,  under  which  no  track  could  be 
laid  under  the  Washington  street  bridge  and  in  some  other  portions 
of  the  city,  or  certain  portions  of  track  *be  made  double  track 
without  the  consent  of  the  city,  given  after  a  public  hearing.  The 
act  applied  not  only  to  the  existing  rights  of  the  company,  but  to 
privileges  asked  for  and  pending  petitions  (Act  of  June  35,  1895). 
Vol.  II.— 46. 
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Under  this  act  it  took  the  company  from  September  25,  1901,  to 
May  1,  1903,  with  hearings,  reheariags,  engineer's  reports,  special 
city  meetings,  etc.,  to  obtain  permits  to  lay  tracks  under  the 
Washington  street  bridge.  At  the  meeting  at  which  the  location 
was  granted  (May  1,  1903)  Engineer  Mansfield  reported  that  the 
company  was  running  two  sizes  of  cars;  that  the  white  cars  re- 
quired a  clear  heading  of  13  ft.  6  in.,  an&  the  Jumbo  cars  (ap- 
parently not  one  of  the  cars  in  operation,  but  a  proposed  new  car) 
would  require  13  ft.  7  in.  The  meeting  granted  a  clear  space  of 
13  ft.  2  in.  I  was  unable  to  determine  the  exact  effect  of  this 
grant,  and  do  not  know  whether  it  was  later  modified.  The  com- 
pany had  almost  as  great  difficulty  in  obtaining  other  permits  imder 
the  same  act. 

The  fight  under  such  a  system  vibrates  back  and  forth  from 
the  city  council  and  city  meeting  to  the  "State  legislature.  One 
who  bids  fair  in  these  matters  to  obtain  a  victory  in  the  courts  is 
often  compelled  to  withdraw  his  suits  and  forego  that  pleasure  in 
order  to  check  hostile  legislation,  and  vice  versa.  Suits  are  some- 
times entered  to  check  hostile  movements  in  the  legislature.  For 
instance,  under  date  of  May  11,  1901,  a  multitude  of  suits  entered 
between  February,  1893  and  May  14,  190l,  involving  virtually 
every  controversy  that  had  arisen  between  the  city  and  the  lighting 
companies,  no  important  suit  having  been  pressed  to  a  conclusion, 
were  by  mutual  consent  dropped,  and  the  6ompany,  at  whose  ini- 
tiative the  suits  were  dropped,  agreed  not  to  contest  further  the 
right  of  the  city  to  furnish  commercial  electric  light  and  power, 
provided  the  city  would  drop  certain  ho'stile  bills  then  pend- 
ing in  the  legislature.  This  contract  to  drop  the  suits,  dated  April 
17,  1901,  is  that  under  which  the  city  is,  in  fact,  if  not  legally, 
permitted  to  furnish  commercial  light  and  power  without  conform- 
ing to  the  general  act  of  1893.  The  company  under  this  agree- 
ment released  all  claims  and  demands  of  every  sort  against  the  city, 
and  the  city  agreed  to  let  the  lighting  company,  which  also  owns 
the  street  railways,  lay  its  tracks  under  the  Washington  street 
bridge,  although,  as  indicated  above,  it  was  not  until  May  1,  1903, 
that  the  company  was  able  to  get  its  defitiite  location  under  the 
bridge.  The  agreement  simply  called  for  letting  the  company  go 
under  the  Washington  and  Monroe  street  bridges,  "on  such  terms 
and  conditions  as  the  council  of  said  city  may  deem  to  be  to  the 
best  interests  of  the  public."  This  agreement  was  signed  on  be- 
half of  the  company  by  its  counsel,  and  on  behalf  of  the  city  by 
the  mayor  and  every  member  of  the  council.  On  February  14, 
1903,  the  city  councils  referred  the  bill  of  Fessenden  and  Car- 
ter, special  counsel  in  these  cases,  to  the  annual  city  jneeting.  The 
bill  was  for  $5,500  for  services  and  $139.60  for  disbursements; 
total,  $5,639.60.  Some  idea  of  the  complexity  and  extent  of  this 
litigation  can  be  gathered  from  the  fact  that  the  itemized  bill 
specified  143  days  between  February,  1893,  and  May  14,  1901, 
in  which  appearances  had  been  made  in  court.  This  bill  was  paid 
in  full,  and  the  amount  has  sinre  been  carried  as  an  asset  of  the 
electric  department,  which  liquidated  the  cost  from  its  earnings. 
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D  7.     Ditto  regarding  nature  of  plant  and  equipment? 
Chicago.     Answered  Under  D  9. 
Detroit.     Answered  under  1)  6. 

South  Norwalh.  Kot  within  the  protince  of  the  city.  De- 
termined entirely  by  the  charters  of  the  companies. 

D  8.     Ditto  regarding  construction  of  extensions? 
Chicago.     Answered  under  D  9. 
Detroit.     Answered  under  D  6. 
South  Norwalh.     Answered  under  D  7. 

D  9.     Ditto  regarding  adoption  of  improVements  and  new  pro- 
cesses ? 

Chicago.  All  these  matters  are  left  to  the  city  council.  Un- 
der its  general  power  to  regulate  streets  and  openings  in  the 
streets  the  city  council,  even  in  the  absence  of  specific  provision 
in  ,the  franchise  ordinance,  exercises  a  supervision  over  the  street 
operations  of  lighting  companies.  This  power  over  the  streets  is 
exercised  through  the  commissioner  of  public  works,  although  the 
city  electrician  is  charged  with  the  particular  responsibility  with 
respect  to  the  installation  of  electrical  apparatus. 

Detroit.     Answered  under  D  6. 

South  Norwalh.     Answered  under  D  t.. 
D  10.     Ditto  regarding  duration  of  grants? 

Chicago.  Under  the  constitution  of  Illinois,  "no  ex  post  facto 
law,  or  law  impairing  the  obligation  of  contracts,  or  making  any 
irrevocable  grant  of  special  privileges  or  immunities  shall  be 
passed."  This  pl-events  the  passage  of  any  perpetual  electric 
lighting  franchises.  Otherwise,  in  the  case  of  electric  lighting 
companies,  there  is  no  time  delimitation.  For  a  generation  street 
railway  grants  have  been  limited  to  twenty  years  by  general  statute. 

Detroit.     Answered  under  D  6. 

South  Norwalh.     Answered  under  D  7. 
D  11.     Ditto  regarding  forfeiture  of  franchises? 

Chicago.     Left  to  council. 

Detroit.     Answered  under  D  6. 

South  Norwalh.  It  is  usually  provided  in  the  charter  that 
a  certain  amount  of  work  must  be  done  in  a  certain  period,  under 
penalty  of  forfeiture.  These  provisions  are,  in  fact,  unimportant 
in  themselves,  and  could  be  enforced  by  jvfdicial  proceeding  only, 
at  the  instigation  of  the  state. 

D  12.     Ditto  regarding  time,  method,  and  terms  of  acquisition 
of  plant  by  city? 

Chicago.     Left  to  council. 

Detroit.  Entirely  covered  by  the  act  of  1893,  as  amended  in 
1895;  and  under  this  act  may  be  made  the  subject  of  franchise 
contract,  as  explained  under  D  6.  <" 
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D  17.     Ditto   regarding  monopoly   rights,,  or   competitive   plants 
furnishing  the  same  or  competing,  services  ? 

Chicago.     Left  to  council. 

Detroit.  The  legislature,  under  the  Michigan  constitution, 
may  grant  the  power  to  a  city  to  enter  into  a  contract  with  a  com- 
pany giving  it  an  exclusive  franchise,  but  so  far  as  I  can  find  out 
no  siich  grant  has  been  made  to  any  municipality — certainly  not 
to  Detroit.  (Grand  Eapids  Electric  Light  and  Power  company  vs. 
Grand  Eapids  B.  E.  L.  and  F.  G.  Co.  et  al.,  33  Fed.  Rep.,  659.) 

Soufh  Norwalh.     As  previously  explained,  there  are  no  ex- 
clusive privileges  in  South  Norwalk,  and  everything  except  the 
municipal  plant  has  been  absorbed  into  the  Connecticut  Railway 
and  Lighting  Company. 
D  18.     Ditto  regarding  rates  to  be  charged? 

Chicago.  By  the  act  of  May  18,  19Q5,  the  state  legislature 
conferred  upon  the  city  the  right  to  fix  maximum  rates  for  elec- 
trical current  furnished  by  franchise  holding  companies. 

Detroit.  This  matter  has  never  been  directly  ruled  upon  in 
Michigan  as  regards  electric  rates.  It  seems  doubtful  to  me  if 
the  Michigan  courts  would  permit  Detroit,  \mder  the  vaguely  ex- 
pressed powers  to  contract  on  any  subject,  to  grant  away,  by  fran- 
chise contract,  rights  which  the  United  States  courts  uniformly 
declare  to  be  governmental  rights  of  which  the  public  authorities 
cannot  divest  themselves  by  contract.  Certainly  such  a  grant,  if 
authorized  at  all,  would  be  construed  most  strictly.  See  Pingree 
vs.  The  M.  R.  Railway,  118  Mich.,  314;  also,  Detroit  City  Street 
Railway  Company  vs.  Detroit,  184  U.  S.,  368.  The  whole  ques- 
tion is  decidedly  an  open  one  in  Michigan. 

South  Norwalk.     Under  the  Connecticut  system,  this  matter 
would  be  regulated  by  the  company's  charter,  if  at  all.     There  la 
no  mention  of  the  prices  to  be  charged  in  any  of  the  charters  of 
companies  operating  in  South  Norwalk. 
D  19.     Ditto  regarding  character  and  quality  of  service? 

Chicago.     Left  to  council. 

Detroit.  A  proper  subject  of  contract  under  the  implied 
powers  of  the  city. 

South  Norwalk.     Answered  under  D  18. 
D  20.     Ditto  regarding  the  right  of  the  city  to  regulate  operation? 

Chicago.  The  right  of  the  city  in  this  respect  is  not  abridged 
by  any  sta.te  legislation. 

Detroit.  A  proper  subject  of  franchise  contract  under  the 
implied  powers  of  the  city  so  far  as  contract  provisions  are  not 
against  public  policy. 

South  Norwalk.     Answered  imder  D  18. 
D  31.     Ditto  regarding  taxation? 

Chicago.  The  tangible  property  of  an  etectric  lighting  company 
is  taxed  in  just  the  same  way  as  the  property  of  any  other  company 
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or  person  is  taxed.  The  value  of  the  francjiise  comes  in  for  addi- 
tional taxation.  The  State  Board  of  Equalization  is  charged  with 
the  duty  of  determining  the  fair  cash  value  of  the  capital  stock 
of  the  company,  including  its  franchise,  over  and  above  the  as- 
sessed value  of  its  tangible  property.  When  the  stock  of  the  com- 
pany is  taxed  in  this  way,  it  is  not  to  be  taxed  in  the  ordinary  way 
as  personal  property.  The  company  is  to  certify  the  value  of  its 
stock  to  the  assessor.  The  assessor  is  to  certify  it  to  the  county 
clerk;  the  county  clerk  is  to  certify  it  to  the  state  auditor,  and 
the  state  auditor  is  to  certify  it  to  the  State  Board  of  Equalization. 

Detroit.  The  legislature  has  not  grajjted  Detroit  the  right 
to  exempt  a  company  operating  under  a  franchise  in  Detroit  from 
taxation.  It  is  plain  from  the  ruling  in  The  Citizens  Street  Eail- 
way  Company  vs.  The  Common  Council,  125  Mich.,  702,  that  the 
legislature  might  grant  such  power.  On  this  point  see  also  The 
City  of  Detroit  vs.  The  Detroit  City  Eailw.ay,  76  Mich.,  421.  Tn 
accordance  with  the  ruling  in  Water  Supply  Co.  vs.  City  of  Lud- 
ington,  119  Mich.,  480,  it  is  plain  the  City  of  Detroit,  under  its 
present  powers,  might  contract,  not  to  exempt  a  company  from  tax- 
ation, but  to  hold  such  a  company  harmless  or  compensate  it  for 
taxes  paid  the  City  of  Detroit. 

South  Norwalh.  Taxation  is  regulated  entirely  by  state  stat- 
ute. The  city  tinder  its  charter  (1897),  Sec.  38,  is  granted  but  a 
single  kind  of  tax,  the  general  property  tai,  which  must  be  levied 
at  the  annual  city  meeting,  and  to  which  there  is  no  statutory  lim- 
itation. The  rate  for  the  last  year  was  seiven  mills,  general  pur- 
poses, and  one-fourth  mill  for  library.  The  city  makes  its  own 
assessment  through  two  assessors  appointed  annually  by  the  coun- 
cil. It  equalizes  these  assessments  through  a  board  of  relief  of 
two  members,  also  appointed  annually  by  the  council,  with  the  right 
of  appeal  from  this  board  to  the  court.  The  city,  however,  is  a 
part  of  the  Town  of  Forwalk.  The  town,  through  its  own  assess- 
ors, assesses  all  the  property  in  the  town,  including  that  in  South 
Norwalk,  and  equalizes  ihe  same  through  its  own  Board  of  Equal- 
ization. The  town  rate  last  year  applying  to  the  property  in  the 
City  of  South  Norwalk  was  7^  mills.  There  are  three  school  dis- 
tricts in  the  Town  of  Norwalk,  each  levying  its  own  rate  on  the 
basis  of  the  town  assessment.  These  rates  last  year  were  three, 
two,  and  one  and  four-tenths  mills  respectively.  The  town  assess- 
ments are  further  equalized  by  the  State  Board.  All  railroad 
property,  including  street  railway  property,  is  exempt  from  local 
taxation.  It  is  assessed  and  taxed  directly  by  the  state  for  the 
benefit  of  the  state,  since  the  act  of  1864.  By  the  act  of  ,Tune_  2, 
1897,  no  bill  or  resolution  affecting  private  interests  may  be  in- 
troduced into  the  legislature  until  a  fee  of  $5  is  paid.  The  fee 
is  returned  if  the  bill  or  resolution  is  not  passed.  If  it  is  passed, 
and  provides  for  capital  stock,  an  additional  fee  of  $1  per  $1,000 
of  capital  stock  permitted  shall  be  paid  the  state  treasury;  but 
this  fee  shall  in  no  case  be  less  than  $50.     (Bevised  Statutes,  1902, 
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Sec.  3316.)     A  like  fee  shall  be  paid  for  any  additional  issues  per- 
mitted by  amendments. 

The  companies  seem  to  think  they  have  a  grieyance  because 
the  city  assessors  in  recent  years  have  listed  the  poles,  wires  and 
gas  pipes  separately  in  their  valuation.  There  is  an  intimation 
that  in  doing  this  the  city  is  compelling  payment  for  the  right  to 
establish  these  items  of  property.  I  could  find  no  evidence  to  jus- 
tify such  an  insinuation.  It  is  true  that  the  assessors  assess  these 
items  as  property  and  attach  a  value  to  them,  but  I  found  no  evi- 
dence that  they  attach  an  artificial  or  excessive  value  to  them  as 
property. 

Within  the  Town  of  ITorwalk  the  Connecticut  Eailway  and 
Lighting  Company  is  subject — apart  from  its  railroad  property, 
which  is  taxed  entirely  by  the  state— to  seven  distinct  local  rates, 
namely:  Three  school  districts,  with  respective  rates  for  the  year 
1905-6  of  2,  1|  and  3  mills;  library,  City  of  South  JSTorwalk,  i  mill; 
general  city  tax,  City  of  South  Norwalk,  7  mills;  City  of  JSTor- 
walk,  8  mills;  Town  of  Norwalk,  7-J  mills.  Total  tax  paid  under 
these  seven  rates,  $2,809.56. 

D  22.     Ditto   regarding   compensation   for  franchises,   including 
free  services? 

Chicago.     Left  to  city  council. 

Detroit.  This  point  has  never  been  adjudicated.  On  the 
principles  already  enunciated  under  various  questions,  it  is  proba- 
ble that  the  matters  referred  to  under  this  head,  and  all  the  other 
matters  referred  to  in  questions  D  22  to  D  32,  inclusive,  might  be 
made  the  subject  of  franchise  contract. 

It  is  possible,  however,  that  the  court  might  rule  against  the 
matter  referred  to  under  D  25  (on  the  issufe  of  stock  and  bonds) 
on  the  ground  that  the  company  was  thereby  restricting  its  power 
to  fulfill  its  public  duty.  Certainly,  if  such  matters  should  be 
covered  by  contract,  either  of  the  contracting  parties  would  be 
estopped  from  raising  the  question  of  power  (85  Mich.,  646). 

South  Norwalk.     The  city  has  no  power  in  this  matter,  and 
nothing  in  the  charters  of  the  companies  operating  in  South  Nor- 
walk requires  compensation  or  free  services. 
D  23.     Ditto  regarding  paving  of  streets  ? 

Chicago.     Left  to  council. 

Detroit.     Answered  imder  D  22. 

South  Norwalk.  It  is  generally  provided  in  the  charters  that 
streets,  when  opened,  shall  be  restored  to  their  former  condition. 
Under  the  provision  in  the  city  charter  (act  of  May  28,  1897, 
See.  22),  giving  the  city  power  to  regulate  the  laying  of  gas  pipes, 
water  pipes  and  drains ;  and  under  Sec.  39^6,  Eevised  Statutes  in 
force  in  1898,  giving  the  city  the  right  of  qontrol  over  the  appara- 
tus for  using  or  distributing  electricity,  the  city,  by  ordinance  of 
October  7,  1890,  requires  permits  for  opening  the  streets  or  other 
public  places,  and  a  guarantee — either  a  deposit  or  bond — that 
the  street  will  be  restored  to  its  former  condition  (ordinance  of 
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September  8,  1902,  and  minutes  of  city  council,  February  1,  1901, 
authorizing  a  bond,  instead  of  a  deposit  fof  each  opening) . 

Under  the  general  act  of  June  1,  1893,  relating  to  street  rail- 
ways, to  which  all  street  railways,  however  and  whenever  char- 
tered, are  subject,  cities  are  given  much  wider  power  over  the  lo- 
cating and  relocating,  and  removing  tracks,  etc.,  than  the  city  .has 
over  other  kinds  of  companies.  The  statute  specifically  requires 
the  railroad  company  to  keep  the  space  between  the  tracks  and 
for  two  feet  on  each  side  in  repair  to  the  satisfaction  of  the  local 
authorities.  No  tracks  can  be  laid  until  locations  are  granted  by 
the  local  authorities,  who  have  the  right  to  relocate  the  tracks  by 
repealing  the  locations,  but  such  repeal  is  subject  to  judicial  de- 
termination. 

Under  an  act  of  1895  (Ch.  383),  street  railway  companies 
were  forbidden  to  exercise  their  powers  until  locations  had  been 
approved  and  granted  by  the  local  authorities.  The  railroad  com- 
panies had  a  right  "to  appeal"  from  the  order  of  the  local  authori- 
ties, or  in  case  the  local  authorities  refused  to  act  at  all  on  their 
petition.  The  appeal  goes  to  the  Superior  court.  On  July  13, 
1897,  the  Supreme  court,  in  a  very  remarkable  decision,  declared 
this  provision  unconstitutional  because  it  confesrred  legislative 
power  on  the  judiciary  (see  69  Connecticut,  576).  By  See.  5, 
Ch.  156,  acts  of  1901,  the  legislature  attempted  to  circumvent  this 
decision  of  the  Supreme  court  by  making  the  action,  or  the  refusal 
to  act,  of  the  local  authorities  in  granting  locations  appealable  to  the 
State  Railroad  commission,  and  the  action  of  the  commission 
thereon  appealable  to  the  Superior  court.  Bach  of  these  appeal 
bodies  is  given  power  to  amend,  alter,  or  revoke  the  action  of  the 
previous  body.  As  a  layman,  I  cannot  see  how  the  more  recent 
legislation  avoids  the  difficulty  found  by  the  Supreme  court  in  the 
case  cited  above.  It  seems  to  me  that  it  hd,s  left  the  difficulty  un- 
touched, and  simply  added  an  additional  cog  to  the  machinery 
for  appeal  to  a  court,  which,  by  the  decision  above,  never  had  any 
jurisdiction.  Other  sections  of  the  Revised  Statutes  of  1902  in- 
volved in  this  question  are:  Sees.  3832,  3833,  3834  and  3747. 
D  24.     Ditto  regarding  removal  of  mains  from  the  streets? 

Chicago.     Left  to  city  council. 

Detroit.     Answered  under  D  22. 

South  Norwalk.  The  charter  of  the  gas  company  permits 
the  laying  of  gas  mains,  and  gives  the  city  no  authority,  save  to 
see  that  the  streets  are  restored  to  good  order.  The  general  legis- 
lation on  the  use  and  distribution  of  electricity  (Sees.  3945  and 
3946,  Revision  in  force  in  1898;  also  see.  ordinance  of  July  7, 
1902,  and  the  agreement  of  October  5,  1903,  for  the  use  of  joint 
poles  by  the  city,  the  Connecticut  Railway  and  Lighting  Company 
and  the  Southern  New  England  Telephone  Company)  gives  the 
city  a  rather  complete  power  over  the  locating  and  relocating  of 
poles  and  wires.  This  power  does  not,  however,  extend  to  the 
genera]  right  of  having  the  poles  and  wires  removed  from  the 
streets  so  long  as  the  company  wishes  to  do  business.     The  right 
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of  the  city  to  order  poles  and  wires  removed  was  one  of  the  mat- 
ters in  litigation  for  so  many  years  after  the  public  electric  light- 
ing plant  was  established,  the  city  having  ordered  such  removal 
on  April  10,  1893,  and  the  company  having  brought  suit  April 
22,  1893,  to  restrain  the  city  from  such  action.  This  was  one  of 
the  many  suits  compromised  in  the  grand  settlement  of  1901. 
D  25.     Ditto  regarding  issuance  of  stocks  and  bonds? 

Chicago.  This  matter  is  governed  only  by  the  general  incor- 
poration act.  That  act  prescribes  the  formalities  which  must  at- 
tend incorporation.  It  places  practically  n$  check  on  the  issuance 
of  stock  and  bonds. 

Detroit.     Answered  under  D  22. 

South  Norwalh.     Under  the  special  charter  of  the  Connecti- 
cut Lighting  and  Power  Company  (May  3,  1899),  Sec.  5,  amended 
and  name  changed  to  the  Connecticut  Eailway  and  Lighting  Com- 
pany, special  act  of  April  30,  1901,  there  seems  to  be  no  limit  to 
the  issue  of  stock  or  bonds  provided  they  be  for  any  purpose  au- 
thorized by  this  act.    The  nominal  share  capital  outstanding  March 
1,  1906,  common  and  preferred,  was  $15,000,000;  of  bonds,  par- 
tially issued  by  subsidiary  companies,  and  excluding  amount  in 
the  treasury  and  in  sinking  fund,  $13,719,190.59.    It  is  doubtful, 
however,  if  under  Connecticut  law  the  cities  can  insert  clauses  in 
a  franchise  grant  covering  this  point. 
D  36.     Ditto  regarding  examination  of  records? 
D  37.     Ditto  regarding  audit  of  accounts  ? 
D  38.     Ditto  regarding  publication  of  reports  ? 
D  39.     Ditto  regarding  returns  to  public  authorities  ? 
D  30.     Ditto  regarding  transfer  of  franchise  to  third  party? 

Chicago.     All  these  matters  are  left  to  the  city  council. 

For  D  30,  see  answer  also  to  D  4. 

Detroit.     All  these  questions  are  answered  under  D  33. 

South  Norwalh.     The  city  has  absolutely  no  rights  regarding 
the  matters  covered  by  these  questions. 
D  31.     Ditto  regarding  labor  clauses? 

Chicago.  The  city  can  adopt  any  regulations  it  pleases  with 
regard  to  the  handling  of  its  own  labor.  The  city,  however,  can- 
not bind  private  companies  in  such  a  way  as  to  violate  the  provi- 
sions of  the  constitution  of  Illinois  with  regard  to  the  obligation 
of  contracts.  A  union  labor  clause,  for  instance,  would  be  uncon- 
stitutional. 

Detroit.     Answered  under  D  32. 

South  Norwalh.     Answered  under  D  36. 
D  33.     Ditto  regarding  other  important  piatters,  including  re- 
newal of  franchises? 

Chicago.  The  right  of  a  city  to  revoke  a  franchise  is  a  moot 
point.  Certainly  the  city  cannot  revoke  a  franchise  at  its  own  will 
or  pleasure.  The  grounds  of  revocation  are  reviewable  by  the 
courts.     The  city,  if  it  pleases,  may  waive  its  right  to  forfeit  a 
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franchise  or  license  when  the  company  has  failed  to  perform  the 
acta  required  by  the  terms  of  such  franchise  or  license  (73  111., 
541). 

Many  electric  franchises  in  territory  now  included  within  the 
city  limits  were  granted  by  Boards  of  Trustees  in  towns  and  vil- 
lages which,  at  the  time  of  the  grant,  were  without  the  city  limits. 
Under  recent  court  decisions  it  seems  likely  that  these  grants  have 
ceased  to  be  operative. 

Detroit.  See  answer  to  D  22  and  to  D  6.  It  is  probable  that 
the  conditions  of  the  renewal  of  franchises  may  be  made  the  sub- 
ject of  contract,  provided  that  the  period  of  the  renewal  does  not 
extend  beyond  the  life  of  the  corporation.  Whether  or  not  any 
provisions  looking  beyond  that  period  would  hold  has  not  been 
adjudicated,  but  is  very  doubtful. 

South  Norivalk.     See  answer  to  D  26; 
D  33.     What   remedies,   penalties   and   means   of   enforcing  the 
above  provisions  (D  6-32)  have  been  provided? 

Chicago.  The  statutes  of  Illinois  are  silent  on  this  point, 
with  the  possible  exception  of  the  frontage  act,  in  which  act  it  is 
provided  that  a  property  owner  may  enjoin  a  lighting  company 
from  laying  its  wires  in  a  street  in  which  the  frontage  consents 
have  not  been  secured  in  accordance  with  the  law.  In  all  other 
matters  the  provision  of  remedies  and  penalties  is  left  to  the  city. 
The  city  has  been  extremely  negligent  in  dealing  with  this  matter. 
There  seems  to  be  no  city  official  particularly  charged  with  the  duty 
of  requiring  obedience  to  the  provisions  of  £he  electrical  franchise 
ordinances.  It  might  be  presumed  that  the  city  electrician,  at  the 
head  of  the  department  of  electricity,  was  the  proper  official  to 
discharge  such  duties,  and  it  is  true  that  in  the  department  of  elec- 
tricity there  is  a  bureau  of  electrical  inspection.  The  head  of  this 
bureau  supervises  the  installation  of  all  electrical  apparatus,  in 
many  cases  charging  fees  therefor.  It  seems,  however,  that  in 
practice  his  duties  end  with  the  supervision  of  installations.  The 
commissioner  of  public  works,  through  his  subordinate,  the  super- 
intendent of  streets,  supervises  the  street  operations  of  the  compa- 
nies. There  can  be  little  doubt  that  at  the  present  time  the  City 
of  Chicago  knows  very  little  about  the  tangible  property  or  the 
financial  operations  of  the  electric  lighting  companies.  The  dif- 
ficulty even  of  collating  the  franchises  themselves  is  enormous. 
They  are  scattered  through  the  special  ordipances  and  the  council 
proceedings.  There  is  no  one  place  in  which  they  are  brought 
together.  Detailed  plats  of  street  work  have  been  furnished  to 
the  department  of  public  works  by  the  companies,  and  have  then 
been  lost,  op  so  filed  as  to  render  their  subsequent  discovery  im- 
possible. A  city,  however,  which  has  such  inadequate  plats  of  its 
own  street  work  can  hardly  be  expected  to  retain  much  recollection 
of  street  work  performed  by  the  companies.  The  conclusion  of  the 
whole  matter  is  that  the  City  Hall  affords  exceedingly  imperfect 
facilities  for  studying  the  electric  lighting  companies  of  Chicago. 
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Most  ordinances  provide  that  under  certain  circumstances 
the  franchises  shall  be  forfeited.  Owing  to  imperfect  supervision, 
however,  a  franchise  might  have  been  forfeited  for  many  years 
before  the  city  became  aware  of  the  fact. 

With  regard  to  the  opening  of  streets,  it  is  the  custom  to  pro- 
vide that  the  company  must  make  a  deposit,  or  otherwise  finan- 
cially assure  the  city  that  the  streets  will  be  restored  to  their  for-  , 
mer  condition. 

Whatever  forfeiture  conditions  have  been  prescribed  by  the 
city  will  be  found  in  the  answers  to  questions  further  on  in  this 
schedule  (in  answers  to  questions  D  36-57). 

Detroit.  None  of  the  matters  referred  to  under  the  fran- 
chises of  private  companies  (D  4-32  inclusive),  have  been,  made 
the  subject  of  franchise  contract  between  the  lighting  companies 
and  the  city,  except  that  referred  to  in  D  11 ;  that  is,  the  forfeiture 
of  franchises,  which  see. 

Sec.  9  of  the  public  lighting  act  of  1893  gives  the  public 
lighting  commission  complete  supervision  over  all  the  electric  light- 
ing wires,  whether  public  or  private,  and  forbids  the  establishment 
of  any  lines  for  lighting  "except  under  such  general  regulations 
as  they  (the  commissioners)  from  time  to  time  may  adopt."    The 
commissioners  are  authorized  to  prescribe  the  limits  or  districts 
within  which  all  wires  must  be  put  underground.     The  following 
section  (10)  gives  the  city  council  the  power  by  ordinance  to  reg- 
ulate the  use  of  overhead  wires  and  poles,  and  in  this  particular 
thereby  makes  the  commission  subject  to  the  power  of  the  council. 
The  history  of  these  clauses  is  very  peculiar.     The  council 
has  from  time  to  time  ordered  the  private  companies  to  put  cer- 
tain wires  underground.     On  July  38,   1896,  the  council  passed 
an  elaborate  ordinance  to  be  carried  out  by  the  electric  lighting 
commissioners  by  inspectors  authorized  by  the  ordinance.     It  is 
possible  that  this  ordinance  might  be  construed  to  apply  to  the 
outside   or   street   wires,   but  as  the   ordinance   fixes  no   scale  of 
charges  for  inspecting  outdoor  wires,  and  as  it  does  contain  an  elab- 
orate scale  of  charges  for  inspecting  indoor  wiring,  and  as  no  spe- 
cific appropriation  has  ever  been  made  for  the  inspection  of  street 
wires,  the  commission  has  never  attempted  to  enfore  any  inspection 
of  wiring  other  than  that  in  buildings,  except  such  as  will  enable 
the  city  to  collect  the  pole  and  conduit  rentals  from  the  private 
companies  where  such  companies  use  the  poles  and  conduits  of 
the  city.     On  September  11,  1906,  I  attended  a  meeting  of  the 
commissioners,  at  which  they  went  over  the  report  of  the  coroner's 
inquest  on  the  body  of  a  man  killed  by  the  current  of  the  Edison  com- 
pany, which  current  was  carried  by  poles  used  jointly  by  that  com- 
pany and  the  city.  It  came  out  very  clearly  that  the  commission  had 
never  exercised  the  power  of  control  or  inspection  of  the  private  out- 
door wires,  and  never  intended  to  do  so  until  it  could  get  a  special 
appropriation  for  that  purpose.    Under  the,  ordinance  of  1896  three 
inspectors  are  now  regularly  employed  in  inspecting  the  wiring  of 
buildings.    At  the  meeting  of  September  11  a  sub-committee  of  the 
commission  was  appointed,  consisting  of  the  two  engineers  on  the 
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commission  and  one  other  member,  to  investigate  and  report  on 
the  whole  subject  of  the  rights,  powers  and  duties  of  the  eomnds- 
sion  in  regard  to  the  control  and  inspectibn  of  the  wires,  poles 
and  other  property,  and  the  operation  of  the  private  electric  com- 
panies. An  ordinance  was  passed  on  November  1,  1898,  author- 
izing the  commission  to  examine  and  license  wiremen.  Apparently 
this  was  to  apply  to  those  wiring  buildings  only.  The  ordinance 
also  contains  some  provisions  looking  toward  safety  in  regard  to 
placing  any  other  wires  too  near  and  on  the  same  poles  with  wires 
with  high  potential  energy.  If  such  wires  were  on  the  same  poles, 
they  were  required  to  be  eight  feet  apart.  It  was  made  the  special 
duty  of  the  commissioners  (by  Sec.  5)  to  investigate  all  complaints 
of  exposed  or  dangerous  wires,  making  it  a  penal  offence  for  an}'- 
body  to  disobey  the  orders  of  the  commission  issued  on  such  occa- 
sions. These  latter  provisions  plainly  apply  not  only  to  indoor 
lighting  and  outdoor  lighting,  but  also  to  wires  used  by  others  than 
electric  light  companies.  I  cannot  find  that  the  commissioners  have 
ever  acted  specifically  under  this  ordinance.  They  have  con- 
ducted the  inspection  of  the  wiring  of  buildings  imder  the  ordi- 
nance of  1896,  which  gives  the  commission  an  income  from  this 
source  from  fees  for  inspection.  The  ordinance  of  1898  provides 
for  no  fees  or  other  source  of  income  to  the  .commission. 

An  ordinance  of  December  3,  1900,  makes  a  curious  provision 
whereby  the  electric  lighting  commission  is  authorized  to  grant 
revocable  permits,  not  only  to  electric  lighting  companies,  but  to 
any  person  or  corporation,  for  establishing  conductors,  wires,  con- 
duits, etc.,  in  the  whole  or  any  part  of  the  <jity.  The  ordinance  is 
rather  an  elaborate  one,  providing  for  police  regulations  and  meth- 
ods of  enforcing  the  same,  reserving  to  the  councU.  the  right,  at 
discretion,  to  revoke  any  such  permits  at  any  time,  and  to  require 
all  poles  and  wires  to  be  removed  at  the  expense  of  tlie  licensee. 
It  also  authorized  the  commission  to  reqiiire  joiat  use  of  such 
poles,  and,  in  general,  to  exercise  a  supervision  over  their  placing 
and  use.  I  cannot  find  that  the  public  lighting  commission  has 
ever  acted  under  this  ordinance,  except  to  arrange  for  the  joint 
use  of  poles. 

However,  the  general  lighting  ordinance  of  October  17,  1893, 
contains  provisions  very  similar  to  those  of  the  ordinance  of  1900, 
so  far  as  licensing  persons  to  establish  conductors  for  electricity 
is  concerned,  but  licenses  or  franchises,  under  the  ordinance,  re- 
quire a  bond  of  $20,000  to  bind  the  licensee  to  obey  this  ordinance, 
and  also  require  a  deposit  of  $300  as  a  guarantee  of  putting  the 
pavements,  etc.,  in  good  condition.  In  addition,  Sec.  8  requires 
the  payment  annually  of  $1  per  pole,  and  of  $5  per  mile  for  each 
single  wire.  All  such  permits  are  revocable  by  the  council,  which 
may  order  the  poles  and  wires  removed  ftt  the  expense  of  the 
licensee.  It  can  readily  be  seen  that  the  uncertain  tenure  given  by 
this  ordinance,  coupled  with  the  financial  burdens  placed  on  the 
licensee  by  it,  must  prevent  any  general  competition  with  the  Edi- 
son Illuminating  Company.  I  am  under  the  impression  that  more 
than  one  permit  has  been  granted  under  this  ordinance,  but  I  can- 
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not  find  that  any  company  except  the  Ea^t  Side  one  (see  answer 
to  question  A  16)  ever  began  operations  under  it.  The  rights 
of  this  company  were  soon  bought  up  by  the  Edison  company. 

South  Norwalh.  As  will  be  seen  by  the  totality  of  the  pre- 
vious answers,  these  matters  are  determined  directly  by  the  state 
legislature,  with  the  exception  of  the  fact  that  cities  are  given 
some  power  over  street  railway  tracks;  but  even  such  powers  re- 
main undetermined  judicially,  and  inefEec^ve  practically,  because 
when  a  difference  of  opinion  arises,  the  controversy  is  not  deter- 
mined locally  or  judicially,  but  the  fight  becomes  political,  and  is 
transferred  to  the  state  capital,  and  takes  the  form  of  each  party 
trying  to  get  special  legislation  favorable  to  itself,  or  adverse  to 
the  other,  or  both. 
D  34.     Are  they  effective? 

Chicago.     See  answer  to  D  33. 

Detroit.     See  answer  to  D  33. 

South  Norwalk.     The  system  of  constant  appeal  to  the  legis- 
lature seems  to  me  defective  in  theory  and  demoralizing  in  practice. 
D  35.     If  defective  in  any  regard  and  the  provisions  are  not  en- 
forced, state  in  what  respects,  and  give  reasons. 

Chicago.  The  city  electrician  has  too  many  duties  to  be  able 
to  devote  any  real  part  of  his  time  to  the  supervision  of  private 
companies,  and,  as  stated  gabove,  there  seems  to  be  no  of&cial  to 
whom  this  duty  of  supervision  is  specifically  assigned.  It  is  very 
difficult,  therefore,  to  know  whether  or  not  the  electric  lighting 
companies  of  Chicago  are  obeying  the  terms  of  their  franchises. 
There  is  no  recollection  of  any  pains  or  penalties  inflicted  upon  an 
electric  lighting  company  for  failure  to  comply  with  its  obligations, 
except  in  the  case  of  a  few  small  plants  'whose  franchises  have 
lapsed  because  of  a  failure  to  continue  in  business  the  length  of 
time  stipulated  in  their  forfeiture  clauses.  It  may  be  that  all  the 
electric  companies  are  obeying  their  ordinances  in  every  detail. 
The  City  Hall  has  few  facilities  for  making  any  discoveries  to  the 
contrary. 

The  question  of  the  regulation  of  the  consolidation  of  com- 
panies is  considered  under  Question  A  16. 

Detroit.     ■ 

South  Norwalh.  The  general  police  powers  over  the  com- 
panies have  been  pretty  thoroughly  enforced  for  the  reason  that 
those  in  charge  of  the  city  government  have  had  a  powerful  in- 
fluence in  the  state  legislature.  So  long  as  this  is  the  case,  it  be- 
hooves any  company  that  does  not  wish  to  be  injured  by  special 
legislation  to  conform  to  the  will  and  desires  of  the  city  govern- 
ment. 

D  36.     Give  complete  list  of  all  electric  lighting  franchises  now 
in  force  in  the  following  form: 

(1)  Name,  (2)  date  of  issue,  (3)  by  what  author- 
ity granted,  (4)  duration,  (5)  exclusive  or  competitive, 
(6) approximate  mileage  of  streets  granted  to  company. 
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Chicago.  D  36-57.  These  questions  will  be  found  treated 
in  the  exhibit  hereto  attached  (niq4e  a  part  of  the  subsequent  por- 
tions of  this  report).  Forty-iive  franchises  are  mentioned  ix^  de- 
tail. Two  others  are  mentioned  which  have  expired.  Twenty- 
^even  of  the  forty-five  franchises  have  been  granted  by  the  City 
of  Chicago.  The  rest  harve  been  granted  by  towns  or  villages  since 
annexed.  Under  recent  court  decisions,  it  seems  likely  that  these 
latter  franchises  have  ceased  to  be  operative. 

Of  the  nineteen  franchises  granted  by  •  towns  and  villages 
since  annexed,  seven  were  granted  by  the  Town  of  Lake,  six  by 
Hyde  Park,  three  by  Lake  View,  and  one  each  by  Fernwood,  Nor- 
wood Park  and  Washington  Heights. 

It  will  be  noticed  that  there  has  been  a  constant  improvement, 
generally  speaking,  in  the  safeguards  thrown  about  the  granting 
of  electric  lighting  franchises'. 

Few  of  the  franchises  granted  by  the  City  of  Chicago  have  cov- 
ered any  very  extensive  part  of  the  city. 

The  general  history  of  the  companies  owning  the  franchises, 
and  the  present  situation,  are  considered  under  Question  A  16. 

All  franchises  contain  provisions  guarding  the  city  against 
injury  to  street  paving.  These  provisions  are  either  a  penal  bond, 
or  the  deposit  of  a  sum  sufficient  to  cover  the  cost  of  repairs.  The 
typical  form  only  is  given,  at  the  end  of  the  accompanying  sched- 
ule-tabulation. 

Provisions  of  All  Unexpired  Franchises  Granted  hy  the  City  Coun- 
cil of  Chicago  and  the  Village  Boards  of 
Annexed  Territories. 

(N.  B. — There  may  be  some  franchises  not- included  in  this 
list,  but  a  search  for  them  through  the  scattered  records  of  the 
city  would  not  be  profitable.  All  ordinances  of  importance  will 
be  found  in  the  following  pages.) 

Headings  as  far  as  D  57  (for  Chicago)  are  the  same  as  those 
in  the  printed  schedule.    Added  heads  are  self-explanatory. 

Where  no  mention  of  a  provision  is  made,  this  is  indieated 

thus, ,  except  in  the  ease  of  "property  ovmers'  consent"  (D 

40),  where,  in  the  absence  of  special  provision,  "No"  is  written. 

A  cross  (x)  before  a  provision  indicates  a  "joker." 

"Town  of  Lake"  is  six  by  six  miles  in  the  southwest  part  of 
Chicago. 

"Hyde  Park"  is  almost  a  triangle  between  Town  of  Lake  and 
Lake  Michigan.  The  western  line  is  about  twelve  miles  long,  the 
southern  about  six,  and  the  eastern  line,  the  hypothenuse  of  the 
triangle,  is  formed  by  the  lake  shore. 

"Lake  View"  means  a  section  on-  the  extreme  northeast  about 
5  by  3  miles. 

Hyde  Park,  Town  of  Lake,  Lake  View  and  other  outlying 
portions  were  annexed  to  Chicago  in  1889.  Later  "Washington 
Heights"  and  "Fernwood,"  small  villages  to  the  southwest  of  the 
city,  were  also  annexed.  All  these  are  therefore  now  included  in 
Chicago,  as  well  as  Norwood  Park,  another  small  suburb  lying 
northwest  of  the  city. 
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(D  36  continued.)  Detroit.  A — Edison  IlluTninating  Co.; 
date,  July  30,  1886,  amended  November  19*1889;  granted  by  City 
of  Detroit ;  duration  not  mentioned,  but  for  life  of  company,  thirty 
years;  competitive;  approximate  mileage  of  streets  granted  to  the 
company,  the  whole  city. 

B — Peninsular  Electric  Light  Co.,  formerly  Brush  Electric 
Light  Co. ;  date,  March  18,  1882 ;  granted-  by  the  city ;  duration, 
not  mentioned,  but  fo"r  life  of  the  company,  thirty  years;  compet- 
itive, for  the  whole  city. 

(Note  A  and  B.)  Both  these  franchises  are  now  owned  by 
the  Edison  Illuminating  Company.  I  think  it  not  impossible,  as 
explained  elsewhere,  that  some  of  the  minor  franchises  also  owned 
by  the  Edison  company  are  still  alive.    See  answer  to  A  16. 

South  Norwalk.  As  will  be  gathered  from  the  foregoing  re- 
port, there  are  no  city  franchises  in  the  sense  in  which  that  phrase 
is  used  in  the  schedule.  The  charters,  including  the  street  rights, 
are  granted  by  special  legislation.  The  Connecticut  Eailway  and 
Lighting  Company  has,  under  specific  authorization  of  the  legis- 
lature (special  acts  of  May  2,  1899,  and  April  30,  1901)  absorbed 
all  of  the  franchises  previously  granted  to  "the  street  railway  com- 
panies, electric  light  companies  and  gas  companies  operating  in 
South  Norwalk.  The  charter  of  this  company  is  unlimited  in  time, 
is  not  exclusive,  and  authorizes  the  company  to  operate  anywhere 
in  the  state  by  vote  of  its  directors.  The,  only  competition  that 
this  company  has  in  South  Norwalk  is  that  of  the  publicly-OAvned 
municipal  electric  plant.  This  plant  furnishes  electric  light,  heat 
and  motive  power,  and  a  slight  amount  of  steam  heating. 
D  37.  Following  the  designation  used  in  the  preceding  question, 
state  for  each  franchise  the  conditions  upon  which  fran- 
chises may  be  declared  forfeited. 
D  38.     In  like  manner,  state  for  each  the  time,  method  and  terms 

of  acquisition  by  city. 
D  39.     In  like  manner,  state  for  each  the  method  by  which  plant 
thus  acquired  may  be  utilized. 


724 


NATIONAL    OIVIC     FEDERATION. 


■8 

60 

.9 

.s 

'-4-* 

«*            •            •      •            t            .      . 

xi   ■          

2o5  :      :  :      :      :  :      : 

:  :  :      :  :      ■  .  '■    SS  '■         '■      '■      '■      '■      '■  '. 

Csco 

.  .  .      .  .      .  .  .    ^^  .         •...., 

s       ■       —       •       —       ■ 

.  .  .      .  .      .  .  .    ^_j  .         ....,, 

•      •      •          (D      •                   •            •            ■            •            '     . 

tq 


■aT 


■SCO 


u 

T) 

<v 

<v 

+-> 

*w 

c^ 

:Cd 

r-< 

•M 

■-g 

tn 

rt 

o 

Li 

m 

<x> 

u 

£i 

a) 

:<-! 

t>i 

en 

'r-t 

•a  (S 
a  f^ 
S  a 

as 

$>- 

EH 


sua 


I' 


O 


a>  i  • 

a;  o  5 
w  a  .2 

o  a  c3 

+j  —  aj 

o  cs  a 

aj  0)  a 
'IT*  a  la 

P  Si  u 

H+-  O 


•s 

I— 1   c3 

ja 

03   QJ 

+-" 

<X)   Oa 

a  1) 

dj  tH 

o 

^1 

a> 

tfl   CQ 

a 

OJ    0 

.2 

52  c3 

o  m 

O 

a 

a)  o 

> 

a  —< 

gS 

a  o 

<l 

> 

•  a 
•  PI'S 

.  Q,  a)  a 
o  M^ 


.2  '* 
2.9 


<1 


gQ.S 

>=S  Pi  o 

<1      P5 


a 

gs 


gs 

o 


Q 


J3     •  Ci 

M  j_,  M 

acM  aj  ^ 

o  c^  oi  3 


g    4) 

"I 


o 

a 

u 
o 

o 

CL|    o 

^4:flg 

j»    3D 

9)  a) 
a  a^s 
882 


78 

=8 


IB 


M    « 


o 

a) 

H 
a 

cti 

■e  o 

.a 
02 


fl 

o 

M 

3 

g 

o 

1 

•r] 

+j 

H 

o 

a) 

p 

H 

a 

a 

3 

a 

w 

o 

o 
o 


^^ 

o 

•M 

o 

O 

+^ 

•iH 

1 

■a 

s 

3 

a 

ja 

o 

Oi 

-4-J 

s 

1 

e 

o 

0 

fl 

o 

o 

tH 

^ 

a 

^ 

d; 

a 

o 

en 

be 

GENERAL     HISTORY     AND     LEGISLATION. 


725 


•I 


o 


9> 

•I 


t§ 

a  d 

:^2 

15^ 

:£?* 

a>  73 

.  <H  +J 

IH     ffl 

■  a  oi 

■3-2 

^1 

3& 

53  oi 

^§ 

>>•!>>  O 
ej  a  ca  . 

.fcj  ^  i  s 
p. S  El's 

Cf  (Si    C?  t^ 

ly  tH  a  _^ 


Cd   Pf  cd  ' 


2    S'^    M 
•iH  -r-I 


ft  tH   Pi 


a  9 


o    o 


I 


fe 


•  d 

;  <^ 
■a 

u 
■  o 


.  ^  d    - 
.  y  a)    ■ 


^        P  4) 

'^  S  S  m"  d 
qa^^^^o 

gd|t5^5 

2-E   :^;^> 


M  g  i 

■^<d"S 


a   .3 

O  pl<d 

•S     ° 

f-i  d  b  d 

P  o  ??  S 


ag;a 


.  a>  Cod 

.nop 

■  d  ^  d 

•  S      ^^ 

.  «  q  -H 

•  (.,0  JO 

!  =■  m  5- 

■  03  ^    00 

ij  a  d 
d  h  oj 


o 


o)  d 
d 


I   05  a 

drf  5 

"'as 
s.aft 

•Ha;  g 

4^*8  8 
S.-2  & 

O  03  "^ 

o  '^o 

d 

0)   O    13 

n  3  tj 

d  g  d 

fa    fa 


9  >»  9  ? 
o  >,°  ^ 

4^  (^  4-1  cQ 
cs 'd  OS"" 

ft.S  »-n 
a "« a  «> 

O    Li    O    Ph 
O  s  "  O 

k.  b  0)  E?a3 

o3  nJ  +j  rt  4-» 

Hi  p(  d  ft  oj 

ti  Li 

fa    fa 


.d 

60 


i-s 


d 


.S| 


O 

fa 


o 
«3 


I. 


S 


•  o 

:o 
;  d 

o 

'  +-> 

■    M 

•  d 

■  o 


oi       03 

HI    w 


o 
d  jj 

*-i  tj  o  i> 

Hp-a 

<13 

t>  o  S  " 
<-i  *  ^ 

S    te   W   !K 

3S^^ 


d  " 

aa 

O  Pi 
OS 

d  g, 
S  o 

a  a 

Wo 


O 


o 


OS   Li 
-P  +-■  (13 

O  ol  o 


o 
O 

F-i 

03      . 
^    LI 

d  d 

I  fa' 

aj    . 
Oo 


,d 
O 


o 
O 

d 

a 
d 


S   ^ 


o 
O 


s 


03 

d 

<3j 


S     1"     Q 


.2       H 


O         O  M 


726  NATIONAL     CIVIC     FEDERATION. 

(-D  37,  38  and  39  eontiimed.)  Detroit.  (37)  A  and  B.  Ac- 
cording to  Sec.  4  of  the  Edison  company's  ordinance  (there  are 
exactly  similar  provisions  in  all  the  other  live  ordinances),  the 
franchise  is  to  be  forfeited  in  case  the  company  enters  into  a  con- 
solidation or  combination  with  any  other  company  to  control  rates 
or  to  divide  territory,  or  sells  or  transfers  its  franchise  to  any 
other  person  or  corporation. 

South  Norwalh.  (37)  Under  the  general  statute  of  1845 
(in  revision  of  1902,  Sec.  3313),  all  acts  creating  or  authorizing^ 
the  organization  of  corporations  are  subject  to  alteration,  amend- 
ment, or  repeal  by  the  general  assembly  unless  there  is  an  express 
reservation  to  the  contrary  in  the  act  of  incorporation.  With  this 
exception,  the  rights  of  this  company  cannot  be  forfeited  save  by 
judicial  process  upon  the  initiative  of  the  state  for  the  abuse  of  its 
corporate  privileges.  There  seems  to  be  no  special  exemption  in,  the 
charter  of  this  company  from  the  right  of  the  legislature  to  alter, 
amend  and  repeal. 

Detroit.     (38)  Fo  provisions. 

South  Norwalh.  (38)  There  is  no  right  of  acquisition,  except 
as  regards  gas  and  electricity.  Under  the  general  act  of  1893,  as 
amended  by  Ch.  156,  acts  of  1901,  and  as  amended  by  the  South 
Norwalk  city  charter.  May  28,  1897,  it  is  probable  that  the  city 
could  purchase  the  lighting  portion  of  the  plant  and  equipment  of 
the  Connecticut  Eailvray  and  Lighting  Coinpany  so  far  as  it  is 
necessary  for  use  in  South  IN'orwalk.  The  time  has  gone  by,  however, 
when  the  statute  of  1897  anticipated  such  a  possible  sale.  The 
city  certainly  has  no  desire  to  purchase,  and  never  will  have  for 
business  reasons.  It  will  be  recalled  that  the  municipal  electric 
plant  was  established  without  specific  statutory  authority,  and  that 
the  plant  was  validated  by  the  city  charter  of  1897.  This  charter 
anticipated  that  the  city,  upon  undertaking  commercial  electric 
lighting,  would  purchase  the  private  company  at  a  price  fixed  by 
judicial  procedure.  Apparently  for  political  reasons,  the  com- 
pany has  neglected  during  these  nine  years  to  compel  the  city  to 
purchase  under  the  charter  and  the  act  of  1893.  Whatever  the 
reason  may  have  been,  the  private  company  has  meantime,  under 
authority  of  the  legislature,  been  absorbed  into  the  Connecticut 
Eailway  and  Lighting  Company,  and  the  gas  company  has  met  the 
same  fate.  The  Connecticut  Eailway  and  Lighting  Company, 
with  the  right  to  operate  throughout  the  state,  does  a  much  wider 
business  in  kind  as  well  as  in  territory  than  is  contemplated  for 
the  city  under  the  acts  of  1893,  1897  and  1901.  As  far  as  elec- 
tricity is  concerned,  for  obvious  reasons  the  company  competes  with 
the  city  and  consequently  does  in  South  ISTOrwalk  a  comparatively 
insignificant  amount  of  electric  lighting.  ISTor  could  it  separate 
the  portion  of  its  plant  used  for  this  purpose  from  that  used  for 
lighting  in  the  adjoining  municipalities,  and  that  used  for  oper- 
ating its  great  system  of  interurban  electric,  roads.  It  is  probable 
that  should  the  city  undertake  to  establish  a  municipal  gas  plant. 
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it  would  be  compelled  to  purchase  the  gas  plant  of  the  private 
company  under  the  act  of  1893.  However,  this  statute  specifically 
requires  that  if  a  company  operates  both  a  gas  and  an  electric 
plant,  the  city,  upon  purchasing  either,  shall  be  compelled  to  pur- 
chase both  at  the  option  of  the  company.  The  impossibility  of  act- 
ing under  this  statute  will  be  seen  from  the  fact  that  the  statute 
specifically  requires  the  city  to  purchase  the  whole  plant  at  the 
election  of  the  owners,  although  the  city  desires  but  a  part  of  it. 
This  matter  is  specifically  appealable  to  the  court.  It  is  evidently 
impossible  for  the  city  of  South  Korwalk,  covered  by  the  entan- 
glement of  companies  and  industries  combined  in  the  Connecticut 
Kailway  and  Lighting  Company,  to  establish  a  municipal  gas  plant 
against  the  will  of  the  company  so  long  |s  the  compulsory  pur- 
chase clause  remains  in  its  present  form. 

Detroit.  (39)  Under  the  act  of  1893,  the  city  has  full  power 
to  buy  and  operate  any  plant  for  public  lighting  only.  The  city 
has  no  power  to  do  commercial  lighting. 

South  Norwalh.  (39)  The  municipal  lighting  statute  (1893, 
amended  1901)  authorizes  the  municipality  through  commision- 
ers,  and  under  the  various  restrictions  of  this  act,  to  operate  aU 
of  the  property  within  and  without  the  city  which  it  is  authorized 
to  acquire. 
D  40.     In  like  manner,  state  for  each  whether  consent  of  abutting 

property  owners  was  required  before  pipes  could  be  laid. 
D  41.     In  like  manner,  state  for  each  the  period  within  which 

construction  had  to  be  begun. 
D  43.     In  like  manner,  state  for  each  the  period  within  which 

the  plant  had  to  be  completed. 
D  43.     In  like  manner,  state  for  each  the  provisions  regarding 

the  rates  to  be  charged. 
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Detroit.     (D  40.)     No;  A  and  B. 

(D  41  and  43.)     No  provisions. 

(D  43.)  The  subject  of  prices,  public  and  private,  not  men- 
tioned in  any  of  the  ordinances. 

South  Norwalh.  (D  40.)  Question  diverse.  The  consent 
of  property  owners  at  no  time  required  for  gas  pipes.  Under  the  re- 
vised statutes  in  force  in  1898,  Sees.  3945  ahd  3946,  the  consent  of 
property  owners  is  required  for  establishing  poles,  wires  and  other 
conveyors  of  electricity,  or  for  relocating  the*  same,  or  if  the  consent 
cannot  be  obtained,  the  consent  of  two  of  the  county  commissioners 
must  be  obtained  after  a  public  hearing.  About  1898  the  city 
refused  a  permit  to  the  South  Norwalk  Electric  Light  Company 
to  reset  one  of  its  pole  lines  with  larger  poles  in  order  to  change  ita 
system  from  the  two  to  the  three-wire  system.  The  Supreme  court 
compelled  the  city  by  mandamus  to  grant  the  desired  permission. 
The  case  turned  on  rather  technical  points,  chiefly  the  claim  of  the 
city  that  the  company,  before  applying  for  permission,  had  to  ob- 
tain the  consent  of  abutting  property  owners.  The  court  held  that 
the  previous  consent  of  the  property  owners  was  not  required.  The 
other  point  emphasized  by  the  city ;  that  iSj  that  the  poles  did  not 
belong  to  this  company,  but  to  the  telegraph  company,  was  not 
considered  germane  to  this  litigation. 

D  41  and  42  are  answered  under  D  15. 

D  43.     There  are  no  provisions  as  to  rates. 
D  44.       In  like  manner,  state  for  each  the  provisions  regarding: 
{a)   Character  of  service. 
(6)  Voltage  and  amperage  of  current. 

(c)  Direct  and  alternating  current. 

(d)  Location  of  wires. 

(e)  Other  elements  of  service. 
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Detroit.  "  (D  44  a,  6,  c.)    No  provisions. 

(44  d)  A  and  B.  The  companies  are  not  to  injure  the 
public  or  private  property,  and  are  to  'hold  the  city  Sarroless  for 
injury  to  persons  or  property.  When  the  pipes  and  virires  are  laid 
LQ  the  streets  and  alleys,  they  are  to  be  parallel  with  the  curb,  and 
between  the  curb  and  the  line  of  the  abutting  lots  within  three 
feet  of  the  curb  stone,  and  not  to  exceed  two  feet  deep.  The  ser- 
vice pipes  are  to  be  connected  with  the  main  in  the  alley  or  the 
one  laid  on  the  side  of  the  street  next  to  the  property  to  be  served. 
The  companies  are  to  notify  the  department  of  public  works  at 
least  34  hours  before  opening  any  street  or  alley,  and  are  to  re- 
store the  street  or  pavement  to  good  condition,  and  keep  it  in  such 
condition  for  one  year,  and  are  to  employ  none  but  skilled  work- 
men where  skill  is  required,  and  to  give  thi  board  of  public  works 
the  option  of  restoring  the  streets  to  order  at  the  expense  of  the 
company,  and  to  pay  the  expense  incurred  by  the  city  in  enforcing 
these  provisions.  The  companies  are  especially  made  subject  to 
all  existing  ordinances,  and  any  future  ones..  By  Sec.  8  of  amended 
franchise  ordinance  of  A  (the  Edison),  the  company  agrees,  upon 
six  months'  notice  by  the  city,  to  remove  all  its  overhead  wires  and 
poles  and  put  the  wires  underground.  Sec.  11  of  the  ordinance 
of  the  Detroit  Electric  Light  and  Power  Co.,  previously  referred 
to,  contained  a  like  provision. 

South  Norwalk.       (D  44  a,  h,  c.)   No  provisions. 

(D  44  (?)  The  matter  not  mentioned  in  the  charters,  but  is  reg- 
ulated by  the  city  authorities  (under  Sees.  3945  and  -3946,  Eevised 
Statutes  in  force  in  1898),  subject  to  an  appeal  to  the  courts.  The 
city  has  passed  no  general  ordinances  on  this,  save  the  ordinance 
relating  to  the  street  department  (October  7,  1890),  forbidding 
the  opening  of  streets  without  a  permit.  The  city,  however,  deals 
with  each  petition  for  a  location  as  it  arises.  The  city  also  passed 
an  ordinance  of  July  7,  1902,  placing  the  supervision  of  the  elec- 
tric company  under  the  electrical  commissioners. 

D  45.  In  like  manner,  state  for  each  the  provisions  regarding 
plant  and  equipment. 

D  46.  In  like  manner,  state  for  each  the  rights  reserved  to  the 
city  to  regulate  operation. 

D  47.  In  like  manner,  state  for  each  the  provisions  as  to  taxa- 
tion. 

D  48.  In  like  manner,  state  for  each  the  provisions  as  to  com- 
pensation, including  all  free  services. 
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Detroit.     (D  45.)   JSTo  provisions. 

(D  46.  No  provisions  in  the  ordinances  on  this  matter.  Un- 
der the  charters  of  the  companies,  they  are  subject  to  reasonable 
regulation  and  restriction  by  the  city. 

(D  47  and  48.)     These  matters  are  not  mentioned. 

South  Norwalh.     (D  45.)     No  provisions. 

(D  46.)  No  rights  reserved  so  far  as  electricity  is  concerned. 
Under  the  general  statute  of  June  1,  1903,  the  city  has  the  right 
(Sec.  13)  to  regulate  the  speed  of  trains,  and  to  determine  with 
great  detail  the  location  of  all  parts  of  the  system  on,  over  or  un- 
der the  public  grounds  or  ways. 

(D  47.)     See  answer  to  D  31. 

(D  48.)     No  provisions. 

T)  49.     In  like  manner,  state  for  each  the  provisions  as  to  street 
paving. 

D  50,     In  like  manner,  state  for  each  tlje  provisions  regarding 
removal  of  wires. 

D  51.    In  like  manner,  state  for  each  the  provisions  as  to  exam- 
ination of  records. 

D  53.    In  like  manner,  state  for  each  th.i  provisions  as  to  audit 
of  accounts. 

Detroit.  D  49.  A  and  B.  The  company  is  required  to  re- 
store the  pavement  and  keep  it  in  repair  for  one  year. 

D  50.  A  and  B.  There  are  no  provisions  for  removing  the 
wires  at  the  end  of  the  franchise,  but  the  companies  are  required 
to  put  the  wires  underground  as  fast  as  ordered  by  the  city,  upon 
six  months"  notice. 

D  51.    No  provisions. 

D  53.    No  provisions. 

South  Norwalh.     D  49.    Answered  under  D  33. 

D  50.     Answered  under  D  34. 

D  51.  No  public  inspection  is  provided  for.  Under  the  orig- 
inal charter  of  the  Norwalk  Gas  Light  Company  (Acts  of  1856). 
turned  into  an  electric  company  by  the  act  of  April  7,  1887,  and 
later  absorbed  into  the  Connecticut  Eailway  and  Lighting  Com- 
pany, books  are  always  to  be  open  to  the  stockholders;  while  the 
general  railway  law,  applying  to  street  railways  (Act  of  June  1, 
1893),  declares  that  the  books  of  every  railroad  company  shall  be 
open  to  the  inspection  of  any  committee  of  the  General  Assembly 
appointed  for  that  purpose. 

D  53.    Answered  under  D  51. 
D  53.     In  like  manner,  state  for  each  the  provisions  as  to  publi- 
cation of  reports.  ^ 
D  54.     In  like  manner,  state  for  each  the  provisions  as  to  returns 

to  public  authorities. 
D  55.     In  like  manner,  state  for  each  the  provisions  as  to  trans- 
fer of  franchise  to  third  parties. 

Vol.  11.^18. 
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Detroit.     D  53  and  54.     No  provisiorfe. 

D  55.  Tor  franchise  B  (Peninsular  Electric  Light  Co.),  no 
provisions.  For  franchise  A  (Edison  Co.),  such  transfers  prohib- 
ited under  penalty  of  forfeiture. 

South  Norwalh.     D  53.     Ko  publication  of  reports  required. 

D  54.  General  act  of  June  23,  1903,  requires  all  corporations 
having  capital  stock,  except  banks,  trust  companies,  insurance  and 
surety  corapanies,  railway  or  street  railway  companies,  building 
and  loan  associations,  and  investment  companies,  under  a  penalty 
of  $100,  to  make  a  return  to  the  secretary  of  state  under  oath, 
giving  the  names  and  addresses  of  the  officers  and  directors; 
amount  of  capital  stock  which  has  not  been  paid  in  full,  with  the 
amount  due  thereon;  the  location  of  its  principal  office,  and  the 
name  of  the  person  in  charge  of  the  office  upon  whom  process  may 
be  served.  This  report  is  certified  by  the  secretary  of  state  and 
then  recorded  by  the  town  clerk.  The  context  shows  that  the  ob- 
ject of  this  act  is  not  to  control  the  actions  of  the  company,  but  to 
enable  the  state  to  keep  track  of  it  for  the  purpose  of  serving  legal 
process.  The  Connecticut  Eailway  and  Lighting  Company,  as  a 
company,  makes  annual  reports  to  the  state  railroad  commissioners. 

D  55.  Under  the  charter  of  the  Connecticut  Eailway  and 
Lighting  Cortipany  (May  2,  1899,  as  amended  April  30,  1901), 
the  company  has  express  authority  to  sell  of  lease  any  of  its  prop- 
erty, rights  and  franchises,  and  to  acquire  the  stock,  bonds,  rights 
and  franchises  of  any  other  company  by  purchase  or  lease. 
D  56.  In  like  manner,  state  for  each  the  provisions  as  to  labor. 
D  57.  In  like  manner,  state  for  each  the  provisions  as  to  other 
important  matters,  including  renewals. 

See  also  D  57  a,  h,  c,  d. 

Chicago. 

2fame. 

American  Gas  Engine  Electric  Co. . 
Auburn  Park  Electric  Liglit,  Power, 

Heat  &  R.  R.  Co 

Otto  V.  Bachelle 


Chicago   Sectional   Electric  Under- 
ground Co 


Citizens'  Electric  Lighting  &  Power 
Co 

John  L.  Cochran 

Consumers'  Electric  Light  Co To  extend  at  order  City 

Council,  bvit  not  be- 
fore a  rate  of  6  per 
cent,  on  cost  can  be 
made. 


Labor. 

Extensions. 

56 

57 

Not    to    be    obliged    to 

make  extensions  until 

consumers    enough    to 

pay  6  per  cent,  on  cost 

shall   petition   council 

for  same. 

Not    to    be    obliged    to 

make  extensions  until 

consumers    enough   to 

pay  6  per  cent,  on  cost 

shall   petition   council 

for  same. 
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Name. 


Co-operative  Electric  Light  Co 


Garfield  Electric  Light  Co 

Lake  Electric  Lighting  Co ._ 

Butler  Lowry .' 

Robt.  C.  Miller 

Mutual  Electric  Light  &  Power  Co. 
People's  Light  &  Motor  Power  Co . . 

People's  Light  &  Power  Co 

Fred  R.  Persons 

John  B.  Sherman 

Suburban  Electric  Light  &  Power 

Co 

Sun  Electric  Light  Co 

Chicago  Edison  Co 

Commonwealth  Electric  Co 

Western  Edison  Light  Co 


Englewood  Electric  Light  Co 

Port  Wayne  Jenny  Electric  Light 

Co 

Hartwig  &  Ahlswede 

Hyde  Park  Electric  Light  &  Power 
Co 

Hyde  Park  Thomson-Houston  Light 
Co 

Lake  View  Electric  Light  Co 


Lahor. 

Eaotensions. 

56 

57 

To  extend  at  order  City 

Council,    but    not    be- 

fore a   rate  of  C  per 

cent,   on   cost   can    be 

made. 

See  "other"    (D57d). 


Same  as   Western   Edi- 
son, which  see. 


Extend  on  majority  vote 
Council  only  upon  pe- 
tition of  property  own- 
ers showing  said  ex- 
tension will  f)ay  6  per 
cent,  on  cost. 


Same   as   Western    Edi- 
son, which  see. 


Same   as   Western   Edi- 
son Co.,  which  see. 


Town  of  Lake  Electric  Light  Co 

Western  Electric  Co 

Western  Light  &  Power  Co 

Herman  Grossman  Co 

Cosmopolitan  Electric  Co ....  

C.  W.  Jackson ....  

Monroe  Electric  Co 

Galena  Trust  &  Safety  Vault  Co 

Montgomery  Ward ....  

J.   H.  Kedzie 

Dearborn  Power  Co ....  

C.  F.  Gunther 

University  of  Chicago 

City  Illuminating  Co 

Gerts-Arnold  Electric  Co 

Inter-Ocean  Newspaper  Co 

Detroit.  D  56.  No  provisions  in  either  of  the  two  franchises, 
A  and  B,  except  that  the  company  is  to  employ  skilled  workmen 
where  skill  is  required — a  provision  sufficiently  vague  to  be  per- 
fectly harmless. 
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D  57.  The  subject  of  renewals  is  not  itentioned  in  any  of  the 
franchises. 

Electric  conductors  must  be  insulated  in  all  cases  to  the  sat- 
isfaction of  the  fire  marshall. 

South  Norwalk.     D  56.    N"o  provisions. 

D  57.  A  perpetual  charter  giving  perpetual  street  rights 
needs  no  renewal. 

Chicago.  D  57a.  Commonwealth  Electric  Co.  and  Cosmo- 
politan Electric  Co.  Special  provisions:  A*. $10,000  guarantee  re- 
quired against  injury  to  streets,  pipes,  etc.  x>]"ot  more  of  an  open- 
ing to  be  made  than  is  necessary.  All  excavating  down  town  to  be 
done  between  9  P.  M.  and  6  A.  M.  Aerial  wires  to  be  guarded 
by  guard  wires  or  other  device,  ^nly  underground  conduits  to 
be  used  in  all  but  a  few  down  town  streets  (as  stipulated;  a  terri- 
tory bounded  by  North  avenue.  Lake  Michigan,  Wells  street,  Lake 
street,  running  west  to  Ashland,  to  Sixteenth,  to  Butterfield,  to 
Eifty-fifth,  to  the  lake) . 

Where  above-mentioned  wires  are  placed  underground  said 
company  shall,  for  the  purpose  of  reaching  their  subscriber,  have 
the  privilege  of  bringing  the  wires  to  the  suTface  every  four  blocks, 
attaching  them  to  houses  and  carrying  them  over  roofs  with  the 
consent  of  property  owners.  Where  consent  is  refused,  the  company 
may  use  poles  on  permission  of  commissioner  of  public  works. 

Chicago.  D  57&.  Common  provision!s.  A.  Restoration  of 
streets.  All  the  franchises  have  some  provision  for  properly  re- 
storing streets.  In  a  few  cases,  usually  minor,  the  provision  reads : 
"When  said  company  shall  open  streets  *  *  *  ^^  shall  forth- 
with restore  the  same  to  as  good  condition  as  they  were  before,  to 
the  satisfaction  of  the  Commissioner  of  Public  Works." 

Usually,  however,  and  always  in  City  Council  franchises,  the 
provision  is:  "No  street  paving  to  be  disturbed  until  there  is  de- 
posited with  the  Commissioner  of  Public  Works  a  sum  estimated 
to  be  sufficient  to  cover  the  cost  of  replacing  the  same."  But  see 
also  D  57c,  following. 

B.  Indemnity  bond.  An  indemnity  bond  is  always  required, 
to  protect  the  city  against  personal  injury  suits. 

Chicago.  D  57c.  Method  of  construction.  Chicago  Sectional 
Electric  Underground,  John  Cochran  and  Citizens'  Electric  Light- 
ing and  Power  Co. :  Where  boards  are  reached  in  block  paving  they 
are  to  be  removed,  not  cut  except  by  special  permission.. 

American  Gas  Engine  Electric  Co.  Conduits  to  be  not  less 
than  four  feet  below  the  surface  of  the  street,  to  be  reached  by 
digging,  not  boring. 

Chicago.  D  57d.  Other  provisions.  Chicago  Edison  Co. 
Grant  includes  right  to  lay  system  of  steam  pipes  for  heating. 

Port  Wayne  Jenny  Electric  Light  Co.  Poles  are  not  "un- 
necessarily" to  interfere  with  traffic,  and  city  is  given  privilege  of 
prosecuting  any  who  trespass  on  them. 
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Mutual  Electric  Light  and  Power  Co.  Unless  a  plant  is  com- 
pleted within  one  year,  worth  $40,000,  $10^000  paid  to  the  city. 
Plant  to  be  enlarged  so  as  to  include  service  for  whole  territory  in 
five  years. 

Sun  Electric  Light  Co.  Mayor  to  appoint  one  person  who 
shall  be  elected  a  director  of  the  company. 

Chicago  Sectional  Underground  Electric.  May  use  wires  f6r 
telephone,  as  well  as  light  service. 

Hyde  Park  Electric  Light  and^  Power  Co.,  Mutual  Electric 
Light  and  Power  Co.  and  Co-operative  Electric  Co.  Joint  users 
of  conduits  with  other  companies  at  a  fair  price  to  be  determined 
by  board  or  council  making  grant. 

D  58.     Has    the   municipality    experienced    difficulty   in    forcing 
companies  to  live  up  to  the  terms  of  their  franchises? 

Chicago.  As  explained  above,  the  municipality  has  few  fa- 
cilities for  finding  out  whether  the  companies  have  been  living  up 
to  their  franchises  or  not,  and  most  of  the  important  franchises 
were  granted  at  a  time  when  few  safeguards  were  thought  neces- 
sary. In  some  matters,  such  as,  for  instance,  the  use  of  guard 
wires  under  the  Commonwealth  franchise,  ho  enforcement  has  ever 
been  expected  or  attempted.  In  a  general  way  it  may  be  said  that 
the  city  has  required  very  few  things  which  the  companies  would 
■not  naturally  do  of  their  own  accord,  and  that  with  regard  to 
other  things,  which  the  companies  would  prefer  not  to  do,  the  city 
makes  no  adequate  provision  for  finding  out  whether  they  do  them 
or  not.  The  most  recent  franchises  have  been  drawn  with  a  con- 
siderable degree  of  care.  In  fact,  it  may  be  said  that  the  arc  of 
drawing  franchises  in  Chicago  has  shown  enormous  iniprovement 
during  the  last  five  years. 

Detroit.  ISTo.  First,  for  the  reason  that  the  management  of 
the  companies  has  been  highly  conciliatory ;  and,  next,  from  the  fact 
that  the  ordinances  contain  nothing  but  ordinary  police  regula- 
tions, and  could  not  be  successfully  .resisted,  except  the  forfeiture 
clauses.  I  have  already  expressed  a  doubt  of  the  legality  of  this 
clause.  It  certanly  is  not  "important,  if  true."  At  least,  all  the 
franchises  have  actually  passed  into  the  hands  of  the  Edison  com- 
pany, and  no  attempt  has  ever  been  made  to  forfeit  any  franchises. 
So  far  as  I  know,  no  suggestion  looking  in  this  direction  has  ever 
been  made. 

South  NorwalTc.  The  company  is  virtually  independent  of  the 
city.  There  has  been  a  great  deal  of  friction  between  the  company 
and  the  city,  but  it  hardly  comes  within  the  terms  of  this  question. 
In  some  instances  the  city  seems  to  exact  more  than  its  legal  due 
from  the  company  on  the  same  ground  that  it  established  its  own 
electric  lighting  department  apparently  without  legal  authority. 
D  59.  State  what  provisions  it  has  not  been  able  to  enforce,  and 
why. 
Chicago.  Provisions  such  as  compensation,  restoration  of 
streets    etc.,  have  been  enforced  without  much  difficulty,  although 
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the  former  has  been  exacted  with  too  much  dependence  upon  the 
figures  furnished  by  the  companies,  and  the,  latter  has  not  always 
been  done  with  the  perfection  which  an  ideal  city  government 
would  require.  So  far  as  known,  the  guard  wire  provision  is  the 
only  one  that  the  city  has  consciously  failed,  to  enforce,  the  reason 
in  this  ease  being  because  the  department*  of  electricity  did  not 
want  any  more  wires  in  the  streets. 

Detroit.  As  previously  explained,  tlie^e  has  been  nothing  to 
enforce.  / 

South  Norwalh.  The  city  seems  to  have  held  the  company 
up  pretty  well  to  the  fulfillment  of  its  duties,  although  these  duties, 
as  defined  in  the  charter,  are  marvellously  few  and  somewhat 
vaguely  defined. 

D  60.  What  remedies,  penalties  and  mpans  of  enforcing  the 
above  provisions  (D  37-57)  have  been  provided? 

Chicago.  "With  but  a  few  exceptions  the  penalty  provided  is 
forfeiture.  Apparently  there  has  never  been  any  occasion  for  en- 
forcing this  penalty.  That  is,  the  city  has.  never  felt  that  a  com- 
pany deserved  to  have  its  franchise  taken  away  from  it.  Of  course, 
sometimes  a  company  has  gone  out  of  business,  and  its  franchise 
has  lapsed.  In  other  cases,  where  the  company  has  not  begun  or 
completed  its  work  in  the  time  specified  in;  the  franchise,  and  has 
thereby  laid  itself  open  to  a  forfeiture  of  its  franchise,  the  council 
has  allowed  it  an  extension  of  time. 

Detroit.     There  has  been  nothing  to  enforce. 

South  Norwalh.  Under  the  Connecticut  system  of  creating 
corporations  and  defining  their  powers,  there  is  virtually  nothing 
left  to  the  cities,  except  the  general  police  power  over  the  streets. 
So  far  as  the  companies  give  a  safe,  cheap  and  convenient  service, 
they  seem  to  do  so  from  purely  business  motives,  and  not  because 
they  are  required  to  do  so  by  ordinance.' 

D  61.  How  much  deliberation  has  usually  been  given  in  the 
granting  or  renewal  of  franchises  J" 
Chicago.  In  the  early  days,  very  little.  More  recently,  a 
great  deal.  In  eases  like  the  Cosmopolitan  and  the  Common- 
wealth, the  object  has  been  the  granting  of  a  valuable  favor  to 
certain  political  interests,  and  not  the  establishment  of  a  legiti- 
mate lighting  business.  In  such  cases  there  has  been  a  public 
scandal.  There  has  been  less  publicity  than  desirable,  and  the 
grants  have  been  largely  drafted  by  persons  interested.  At  the 
present  time  the  mode  of  procedure  in  the  granting  of  an  electric 
lighting  franchise  is  about  as  follows :  The  person  or  company 
desiring  a  franchise  confers  with  the  alderman  of  the  ward  in 
which  the  plant  is  to  operate.  This  alderman  introduces  the  mat- 
ter into  the  council.  It  is  referred  to  the  Committee  on  Gas,  Oil 
and  Electric  Light.  This  committee  holds  public  hearings.  It 
refers  the  wording  of  the  ordinance  to  the  corporation  counsel. 
Having  reached  a  decision,  it  makes  a  report  to  the  council.     This 
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report  is  printed  in  the  council  proceedings,  and  forms  the  basis 
for  discussion  when  the  matter  is  taken  up  by  the  council  as  a 
whole.  At  present  it  looks  as  if  no  electric  lighting  franchise  would 
ever  again  be  granted  in  Chicago  without  full  opportunity  for  pub- 
licity. 

Detroit.  This  depends  entirely  on  hoV  far  back  you  go.  At 
present  and,  in  fact,  for  a  decade  or  more,  a  high  degree  of  pub- 
licity has  been  given  in  fact,  and  for  several  years  such  publicity 
has  been  required  by  the  rules. 

South  Norwalh.  There  are  no  franchises  granted,  or  that  can 
be  granted  under  the  South  Norwalk  charter.  These  matters  are 
entirely  regulated  by  the  state  legislature,  unless  reference  should 
be  made  to  the  famous  controversy  on  laying  the  railroad  tracks 
under  the  Washington  and  Monroe  street  bridges  (act  of  June 
35,  1895).  This  act  expressly  forbade  the  laying  of  all  such  tracks 
without  the  consent  of  the  city.  A  large  part  of  the  activity  of 
the  council  for  eight  years  was  concerned*  with  the  petitions  of 
the  company  for  permits  under  this  act.  Numerous  special  city 
meetings  on  the  subject  were  held,  and  special  reports  of  engineers 
were  obtained.  It  was  not  until  May  1,  1903,  that  final  permis- 
sion was  given. 

While  franchises  are  not  granted,  the  rights  of  the  city  to 
control  the  placing  of  poles,  wires  and  railroad  tracks  in  particu- 
lar parts  of  the  streets  have  been  exercised  with  great  publicity 
and  deliberation.  Plans  and  specifications  are  submitted  in  great 
detail;  are  held  under' consideration  for  a  long  time;  are  frequently 
changed;  and  are  not  infrequently  referred  to  a  special  city  meet- 
ing. 

D  63,     Has  the  exercise  of  the  franchise  granting  power  been  at- 
tended with  public  scandal,  and  if  so,  in  what  respects? 

Chicago.  There  have  been  some  scandals.  The  Cosmopoli- 
tan ordinance,  for  instance,  was  passed  during  the  last  days  of 
the  Hopkins  administration  (1895),  and  the  circumstances  sur- 
rounding its  passage  were  so  questionable  that  the  succeeding  coun- 
cil almost  immediately  repealed  it.  The  repeal  was  invalid.  The 
company  took  the  case  into  the  courts,  and  the  courts  held  that  a 
contractual  relation  had  been  established  which  the  city  was  not 
at  liberty  to  dissolve.  The-  Edison  company  franchise  was  not  a 
scandalous  franchise. 

Detroit.  Fot  in  recent  years.  Too  much  publicity  has  been 
given  to  franchises  since  the  days  of  the  mayoralty  of  Mr.  Pingree 
(beginning  in  1890)  to  permit  of  scandals.  The  last  great  scandal 
was  in  the  early  days  of  1893,  when  Mayor  Pingree  dramatically 
turned  over  the  money  in  the  council  which  he  said  had  been  paid 
to  a  member  for  his  vote  on  the  electric  Kghting  contract.  This 
furnished  the  immediate  occasion  for  putting  through  the  public 
electric  lighting  bill  of  1893. 

South  Norwalh.  So  far  as  I  can  find  out,  there  have  been  no 
scandals  in  regard  to  the  dealing  of  the  city  with  public  service 
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corporations.  In  this  connection  it  should  not  be  forgotten,  how- 
ever, how  limited  the  powers  of  the  city  are.  Properly  speaking, 
the  powers  consist  in  a  very  general  regulation  of  the  particular 
location  within  the  street,  with  no  power  to  prevent  the  company 
from  doing  business  in  the  city. 

D  63.    How  much  publicity  has  usually  accompanied  the  grant- 
ing or  renewal  of  franchises? 

Chicago.     Answered  under  D  61. 

Detroit.     Answered  under  D  61  and  D  63. 

South  Norwalk.     There  are  no  franchises.    The  City  of  South 
Norwalk  gives  more  deliberation  and  more  publicity  to  the  grant- 
ing of  locations  within  the  streets  than  many  American  munici- 
palities give  to  the  granting  of  valuable  franchises. 
D  64.     By  whom  are  franchise  grants  usually  drafted? 

Chicago.     Answered  under  D  61. 

Detroit.  Usually  drafted  in  the  first  instance  by  the  persons 
seeking  franchises,  but  thoroughly  worked  over  by  committees  of 
the  council,  assisted  by  the  city  law  department.  There  is  a 
marked  tendency  in  Detroit  now  to  make  proposed  franchises  a 
matter  of  campaign  discussion  in  the  elections,  and  to  submit 
them  to  popular  vote. 

South  Norwalh.  South  ISTorwalk  is  not  only  a  small  place 
where  people  generally  know  each  other,  and  know  what  is  going  on, 
but  for  something  like  twenty  years  it  has  had  the  same  wide- 
awake corporation  counsel,  a  man  of  large'  political  influence.  All 
legal  documents  involving  action  by  the  city  are  examined  with 
great  care  by  him. 


LABOR  AND  POLITICS 

United    States    Electricity    Works* 

(Schedule    II) 


By  J.  W.  SULLIVAN   and  JOHN   R.  COMMONS 


South  Norwalk. 


The  electricity  works  of  South  Norwalk  are  placed  by  a  city 
ordinance  (July  7,  1903)  under  the  authority  of  a  board  of 
Electrical  Go'mmissioners.  The  three  menibers  of  this  body  are 
elected  by  the  City  Council.  They  are  chosen  from  the  ranks  of 
the  citizenship  of  South  Norwalk  and  are  not  Council  members. 
They  serve  three  years,  the  term  of  one  member  expiring  each 
year,  the  purpose  being  thus  to  secure  the  advantages  of  con- 
tinuity and  experience.  The  Board,  however,  submits  matters  of 
unusual  importance — appropriations  for  extensive  enlargements, 
etc., — to  the  Council,  which  submits  the  annual  budget  to  the 
voters  at  the  polls.  On  the  other  hand,  the  Board  commits  the 
management  of  details  to  the  superintendent,  meeting  every  Sat- 
urday afternoon  to  hear  his  report  for  the  week.  The  discharging 
of  a  wage-worker  is  matter  for  consideration  by  the  Board  should 
the  man  dismissed  feel  that  he  is  aggrieved  and  wishes  to  appeal. 
The  hiring  of  men  is  subject  also  to  its  approval.  In  so  small  a 
force  the  opinion  of  the  community  has  an  influence,  felt  if  not 
expressed.  The  selection  for  the  Board  of  men  who  are  not 
members  of  the  Council  and  the  prevalence  of  the  understanding 
in  the  community  that  they  shall  remain  undisturbed  in  office 
serve  to  break  the  force  of  any  sinister  influence  that  might  possi- 
bly emanate  either  from  the  Council  or  designing  politicians.  A 
South  Norwalk  man  wanting  employment  at  the  works  is  not  im- 
pelled to  ask  the  aid  of  a  ward  boss  or  a  Councilman.  He  looks 
to  one  of  the  four  men  in  actual  control  of  the  plant.  The  super- 
intendent, upon  whom  is  thrown  the  responsibility  of  its 
efficiency,  is  guaranteed  in  maintaining  his  own  rights  of  final 
decision. 

The  number  of  employees  is  only  eight— the  smallest  of  all 
the  undertakings  investigated.    Yet  it  is  the  only  municipal  enter- 

*The  subject  matter  of  Schedule  II.  for  the  Chicago  municipal  elec- 
tric works  is  discussed  in  connection  with  the  Chicago  municipal  water- 
works on  pages  136-147  of  this  volume. 
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prise  on  our  list  that  furnishes  commercial  lighting  and  power, 
and  consequently,  relative  to  the  population  of  the  town  or  of 
other  towns  of  similar  size  haying  only  street  lighting  plants,  it  is 
of  more  significance  than  the  others.  .  On  account  of  its  size,  the 
division  and  specialization  of  labor  is  not  carried  very  far.  The 
mechanics  are  all-round  men.  The  two  engineers  act  as  dynamo 
tenders  and  switchboard  men.  The  lamp  trimmers,  the  linemen 
and  the  meter  readers  perform  other  duties  as  well.  Definite 
hours  of  labor  are  not  adhered  to,  and  men  are  off  and  on  during 
the  day,  relieving  one  another  or  quitting  when  their  work  is  done. 
All  of  them  are  treated  as  salaried  employees  and  get  one  week's 
vacation  with  pay.  They  draw  full  pay  when  sick  during  the  period 
of  illness.    The  longest  individual  case  was  eight  weeks. 

Some  time  ago  the  electrical  worker:^'  union  of  Bridgeport 
proposed  to  organize  the  men,  but  did  not  propose  to  ask  increased 
pay  for  them.  On  this  account  they  have'  not  joined  the  union, 
but  the  latter  adopted  a  resolution  recognizing  the  municipal  estab- 
lishment as  a  "  fair  shop  "  and  permitting  its  members  to  work 
with  the  municipal  employees,  as  though  they  were  union  members. 

Wages  of  the  employees  are  as  follows,  comparison  being  made 
with  rates  paid  by  the  traction,  lighting  and  telephone  companies 
where  possible.  The  station  engineers  get  $17  and  $31  per  week 
of  70  hours,  corresponding  to  $18  paid  by  the  traction  company. 
Firemen  $16  for  84  hours,  against  $14  for  the  same  time. 
Trimmers  $14  in  both  cases.  Linemen  $17  for  8|  and  10^  hours 
on  alternate  days  the  year  round,  compared  with  $14  to  $18  for 
eight  hours  when  employed,  the  union  Scale  being  $15  for  eight 
hours.    Collectors  $16  per  week. 

Allegheny. 

The  Allegheny  Municipal  Lighting  enterprise  was  investi- 
gated piecemeal  on  four  occasions:  ISfovember,  1905,  and  Feb- 
ruary, August  and  December,  1906.  On  the  first  occasion  the 
assistant  superintendent,  a  practical  electrician,  was  found  to  be 
thoroughly  dissatisfied  with  the  sort  of  political  control  which 
prevented  him  from  appointing  his  subordinates,  for  whom  he 
was  supposed  to  be  responsible,  and  which  gave  him  too  many 
men  in  some  positions  and  not  enough  of  the  right  kind  in  other 
positions.  At  the  time  of  the  second  visit,  this  electrician  had 
become  so  outspoken  in  his  criticisms  that  he  and  some  of  his 
subordinates  had  openly  taken  the  political!  field  in  support  of  an 
independent  candidate  for  Mayor  on  a  platform  which  promised  a 
business  administration  of  the  works.  In  doing  this  he  knowingly 
jeopardized  his  position,  but  he  felt  that  if  'the  regular  Republican 
candidate  were  elected  the  position  would  continue  to  be  such  a 
one  that  a  self-respecting  electrician  could  no  longer  hold,  while 
if  his  reform  candidate  should  be  elected  the  position  would  be 
desirable.  In  the  election  that  followed,  the  reform  candidate  was 
defeated,  and  on  the  occasion  of  our  third  visit,  in  August,  the 
electrical  engineer  was  found  holding  a  responsible  position  in  the 
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service  of  a  private  lighting  company.  Ten  or  twelve  of  his  sub- 
ordinates had  also  lost  their  positions  with  him,  though  some  of 
them  have  been  reinstated.  The  administration,  or  "machine," 
ticket  which  was  successful  in  the  election  referred  to  was  headed 
by  the  present  Mayor,  who  had  been  chairman  of  the  Joint  Mnance 
Committee  of  the  Common  and  Select  Councils,  and  who  in  that 
position  had  carried  through  the  ordinance  donating  to  the  Penn- 
sylvania Eailway  Company  a  strip  of  land  estimated  to  be  worth 
$1,000,000,  which  had  been  given  to  the  City  of  Allegheny  by  the 
State  of  Pennsylvania  for  park  purposes.  The  legality  of  this 
donation  is  now  being  tested  in  the  courts  by  a  number  of  private 
citizens.  The  Mayor  was  considered  to  be  the  candidate  of  the 
Railroad  Company,  in  view  of  the  company's  desire  to  secure  ad- 
ditional property  belonging  to  the  city  worth  several  million 
dollars.  Partly  for  this  reason  he  was  opposed  by  the  refoini  or 
independent  candidate.  The  City  Solicitor,  appointed  by  the 
Mayor,  is  influential  in  the  State  political  organization  of  the 
party.  The  Director  of  Public  Works,  in  charge  of  the  municipal 
electric  lighting  establishment,  together  with  the  other  bureaus  of 
municipal  works,  is  a  practical  man,  and  considered,  partly  from 
his  social  connections,  to  be  an  improvement  on  the  political  in- 
cumbent of  the  preceding  administration.  His  subordinate,  the 
Superintendent  of  the  Bureau  of  Public  Lighting,  the  head  man 
of  the  electric  works,  had  received  his  appointmeift  under  a  former 
administration  on  political  grounds,  having  previously  been  a  loco- 
motive engineer  and  afterwards  a  stationary  engineer.  Under  the 
Allegheny  system,  the  control  of  the  bureau  is  complex,  so  that 
responsibility  cannot  be  located.  The  Superintendent  and  his 
superior,  the  Director  of  Public  "Works,  have  direct  administrative 
relations  with  the  joint  Finance  Committee  (four  members  of  the 
Select  Council  and  twelve  members  of  the  Common  Council),  and 
with  the  Public  Works  Committee  (six  members  of  the  Select  and 
sixteen  of  the  Common  Council),  and  With  the  latter's  sub- 
Committee  on  Lighting  (two  members  of  the  Select  and  four  of 
the  Common  Council),  besides  having  responsibility  to  the 
Mayor  and  the  two  Chambers  of  the  Coiiijcil.  The  15  Select 
Councilmen  are  elected  for  four  years,  the  39  Common  Councilmen 
for  two  years. 

The  Chairmen  of  the  Select  and  Common  Councils  name  all 
of  the  Committees.  One  of  these  Chairmen  has  been  an  employee 
of  the  Baltimore  and  Ohio  Eailroad  for  twenty  years ;  the  other  is 
a  capitalist,  President  of  the  Standard  Sanitary  Manufacturing 
Company — the  "bathtub  trust" —  representative  in  this  district 
of  the  State  Board  of  Charities,  which  distributes  State  funds  to 
private  charities,  and  the  closest  business  associate  of  the  late 
Cashier  of  the  Enterprise  Bank,  who  committed  suicide  when  his 
loans  to  politicians  were  uncovered.  The  jpint  committees  of  the 
Council  named  by  these  Chairmen  are  in  harmony  with  the  admin- 
istration. The  three  principal  Committees  having  to  do  with 
electric  light  and    franchises,    are   the    Finance,    Public   Works, 
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and  Corporations  Committees.  The  membership  of  these  joint 
committees  is  four  or  six  from  the  Select  Council  and  twelve  or 
sixteen  from  the  Common  Council.  The  thirty-five  individuals 
who  compose  these  committees  are  as  follows :  eleven  contractors, 
ten  nyanufacturers'or  representatives  of  corporations,  four  clerks, 
three   merchants,   three   physicians,    one   banker,    one    real   estate 

.  agent,  one  wage  earner,  and  one  barkeeper.  One  of  the  contractors 
has  school-house  work  for  the  Board  of  Education,  another  is  a  sub- 
contractor on  public  work,  another  gets  the  contracts  from  prop- 
erty owners  when  they  are  notified  to  improve  streets  and  sewers, 
another  has  had  most  of  the  contracts  for  moving  houses  for  pri- 
vate persons  in  the  many  cases  where  housfes  have  been  moved  on 
the  order  of  the  Council  for  street  widening,  the  city  paying  the 
owner  a  lump  sum  for  the  work;  three  of  the  contractors  do  most 
of  their  work  for  the  railroad  and  street  car  companies  and  three 
do  miscellaneous  private  work,  while  one  has  withdrawn  from  the 
contracting  business  and  has  become  a  p'rofessional  politician. 
The  manufacturers,  or  employers,  are,  with  one  or  two  exceptions, 
prominent  and  wealthy  men,  interested  in  large  manufacturing 
railroad  and  public-service  corporations.  Qne  of  these  is  Treas- 
urer of  the  Electric  Lighting  Company,  an©ther  is  connected  with 
the  street  car  company.  The  physicians  are  of  high  standing,  as 
are  two  of  the  merchants.  One  of  the  clerks  or  salesmen  is  em- 
ployed by  a  brafich  of  the  street  car  company,  and  the  others  in 
private  houses.  The  barkeeper  took  the  place  of  his  employer,  a 
saloon  keeper,   who  resigned  because   the  .court,  under  the  law, 

.  refused  a  license  to  him  as  being  a  city  official.  The  banker  is  not 
now  in  the  business,  having  been  an  offifeial  of  the  Enterprise 
Bank. 

Prior  to  the  present  year  the  nomination  and  election  of  the 
city  officials  and  Councilmen  was  in  the  liands  of  the  political 
organizations  und^r  rules  formulated  by  them  and  under  clerks, 
judges,  and  watchers  appointed  by  them.  During  the  present 
year,  the  new  primary  election  law  has  gone  into  force,  but  has 
not  materially  changed  the  conditions.  The  political  organization 
of  the  party  in  power  assesses  all  of  the  office-holders  and  employees, 
the  assessment  in  the  Lighting  Department  being  2  per  cent,  on 

.  the  year's  salary  or  wages.  At  the  time  of  the  last  election  the 
street  railway  company,  which  operates  both  in  Pittsburg  and 
Allegheny,  posted  notices  to  the  effect  that  their  employees  were 
not  expected  to  do  any  political  work.  About  20  per  cent,  of  their 
motormen  and  conductors  have  received  their  positions  on  recom- 
mendations of  Councilmen  and  politicians.  The  public-service 
corporations  have  in  times  past  received  all  of  the  franchises  and 
privileges  desired,  and  have  not  taken  an  active  part  in  the  selec- 
tion of  the  present  Councils,  although  the  administration  and  the 
majority  of  the  Councils  is  favorable  to  the  street  car  company. 
The  lighting  companies  have  made  no  proposition  in  connection 
with  the  city's  public  lighting-  The  dominating  influences  of  the 
community  are  the  Pennsylvania  Eailroad  Company  and  the  State 
political  organization. 
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The  influence  of  Councilmen  and  Mayors  is  seen  in  various 
features  of  the  electric  lighting  plant.  The  land  of  the  power 
station,  which  is  badly  situated  away  from  the  river  front,  was 
purchased  from  a  friend  of  the  Mayor  at  the  time.  After  a  fire  at 
the  station  four  years  ago,  the  plant  was  rebuilt  by  a  firm  of  con- 
tractors in  which  Councilmen  were  interested.  Appropriations  for 
technical  equipment  have  been  neglected,  so  that,  for  example, 
the  electrician  had  to  build  his  own  switchboard  out  of  such  junk 
material  as  he  could  collect  from  machine  shop  yards.  The  three 
large  dynamos  installed  in  190-1-1905  were  ordered  in  the  spring 
of  1902,  and  were  from  two  to  three  yestrs  being  put  in  place. 
Between  these  dates  the  turbine  came  into  use.  One  of  the  engines' 
lay  in  the  street  uncovered  thirteen  months. 

The  number  of  employees,  except  in  the  case  of  linemen,  is 
greater  than  is  necessary  to  do  the  work.  Six  or  eight  of  the 
force  could  be  dispensed  with,  reducing  the  pay-roll  15  per  cent, 
to  18  per  cent.  At  election  time  a  half  dozen  extra  laborers  have 
been  put  on. 

Employees  take  part  in  the  primaries  and  elections  on  behalf 
of  Councilmen  and  oflBcials  or  of  the  party  in  power.  The  system 
of  assessments  for  campaign  .purposes  has  an  exception  in  the  case 
of  the  linemen.  These  assessments  had  always  been  paid  by  all 
employees  as  far  back  as  any  of  them  could  rem^ember.  The 
method  of  collection  is  such  that  no  official  or  party  agent  asks  a 
man  to  contribute.  Bach  employee  finds  at  some  time  during  the 
campaign  "  the  yellow  book  "  at  his  place  of  work.  In  this  "  yellow 
book"  it  is  stated  that  the  undersigned  voluntarily  and  without 
solicitation  subscribes  so  much — 2  per  cent,  of  his  year's  wages — 
to  be  deducted  from  his  pay  envelope.  The  employees  inform  each 
other  that  "the  yellow  book"  is  on  its  ro.unds.  Two  years  ago, 
when  there  was  both  a  spring  and  a  fall  campaign,  the  linemen 
brought  the  matter  up  in  their  trade  union,  which  had  recently 
been  organized,  and  protested  against  paying  two  assessments  in 
one  year.  The  union  instructed  its  Secretary  to  address  a  letter 
to  the  Mayor  stating  that  they  had  ordered  their  members  not  to 
pay  any  assessments.  Since  that  time,  the  yellow  book  has  not 
come  to  the  linemen,  and  they  have  not  paid  assessments,  and 
their  positions  have  not  been  filled  or  vacated  for  political  reasons. 
Linemen  belonging  to  the  same  union,  however,  and  employed  by 
the  neighboring  City  of  Pittsburg,  continue  to  pay  assessments  and 
to  do  political  work,  because  they  have  not  brought  the  matter  to 
the  attention  of  their  union.  As  a  result  of  this  stand  of  the  line- 
men theirs  is  the  only  branch  of  the  Allegheny  Lighting  Bureau 
where  the  number  of  men  is  not  in  excess  of  the  needs  of  the  work. 
They  are  kept  busy  during  the  entire  eight  hours  and  receive  no 
favors.  Although  the  works  are  "  open  shop "  and  the  union 
has  no  written  agreement,  all  of  the  linemen  are  members.  The 
other  employees  are  lunorganized.  Instances  of  favoritism  and 
lack  of  discipline  aniong  these  unorganized  classes  of  workmen 
have  been  called  to  our  attention.     A  dynamo  repair  man  was 
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"  ofE  on  a  drunk  "  six  weeks.  When  he  returned  the  Councilman 
of  his  district  by  persistent  eflort  obtained  for  him  his  wages  for 
the  entire  time.  Other  cases  were  mentioned  of  men  discharged 
for  incompetency  or  dissipation  by  the  works  officials  and  reinstated 
by  the  influence  of  Councilmen.  Superintendents  have  been 
absent  in  Europe  on  two  occasions  on  pay  for  two  and  three  months' 
pleasure  trips.  There  is  no  rule  as  to  sick  leave,  and  it  depends 
partly  on  political  influence. 

Apart  from  the  linemen,  the  wages  and  hours  of  labor  are  regu- 
lated through  political  influences,  and,  compared  with  the  rates 
paid  by  private  companies  of  Allegheny  and  Pittsburg,  the  wages 
of  the  linemen  are  not  relatively  as  high  as  the  others.  All  em- 
ployees have  had  the  eight-hour  day  since  the  establishment  of  the 
plant,  while  private  companies  have  nine  and  ten  hours.  Prior 
to  1902  the  linemen  of  Pittsburg  and  Allegheny  were  paid  $2 
and  $2.50  for  nine  or  ten  hours  by  the  private  electric  companies, 
and  $2.25  for  eight  hours  by  the  Allegheny  Municipal  Bureau. 
In  that  year,  they  called  a  general  strike  throughout  the  district, 
except  in  the  municipal  plant,  which  promptly  raised  their  wages 
to  $3  for  eight  hours.  This  rate  continue's  to  the  present  time. 
The  union  compromised  with  the  companies  on  the  open-shop 
basis  and  received  advances  to  $3  for  ten  hours.  This  continued 
until  1906,  when  an  opposition  company  came  into  the  field  with 
a  large  amount  of  construction  work  and  offered  $3.25  for  nine 
hours.  One  of  the  other  companies  in  November  advanced  the 
pay  to  $3.25  for  ten  hours.  The  telephone  companies  pay  $2.75 
for  nine  hours.  Patrolmen  in  the  municipal  plant  are  paid  $2.75 
and  in  the  private  plant  in  Pittsburg  $1.75  to  $3.  The  latter, 
however,  are  not  of  the  same  grade  of  skill,  because  their  work  is 
differently  specialized. 

Trimmers,  who  are  unorganized  both  in  private  and  municipal 
undertakings,  get  $2.50  for  eight  hours  and  about  eighty  lamps 
in  the  Allegheny  Municipal  Bureau,  and  $1.75  to  $2  for  ten  hours 
and  about  one  hundred  lamps  in  the  Pittsburg  private  company. 

Wipers,  oilers  and  similar  classes  of  unorganized  labor  get 
$2.75  for  eight  hours  in  the  municipal  plant  and  $1.75  for  ten 
hours  in  the  private  plants. 

Prom  these  comparisons  it  will  be  seen  that,  while  the  line- 
men in  the  municipal  undertaking  get  IS  per  cent,  to  25  per 
cent,  higher  wages,  measured  by  the  hour,  than  they  do  in  private 
employment,  the  trimmers  get  50  to  70  per  cent,  higher  wages 
and  the  laborers  90  per  cent,  higher  wages. 

Detroit. 

The  Detroit  Electric  Lighting  establishment  is  managed  by  a 
commission  of  six  members,  unsalaried,  appointed  by  the  Mayor 
and  confirmed  by  the  Council.  A  commissioner's  term  is  six 
years,  one  member  retiring  and  his  successor  being  appointed  each 
year.  The  statute  does  not  call  for  a  bi-partisan  commission,  but 
it  has  been  the  policy  to  appoint  three  Republicans  and  three 
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Democrats.  Three  of  the  present  members  are  wholesale  mer- 
chants, one  is  a  large  retail  merchant,  one  a  managing  editor  and 
another  a  mechanical  engineer.  The  Commissioners,  with  one  ex- 
ception, from  the  time  of  their  first  appointiiient  in  1893,  have  been 
business  or  professional  men  of  high  standing  in  the  community. 
One  member,  a  politician,  resigned  in  1896  after  a  year's  incum- 
bency. 

The  chief  executive  officers  of  the  Commission  are  a  Secretary 
and  a  General  Superintendent.  The  relative  weight  of  these  two 
positions  has  changed  during  the  history  of  the  Commission.  The 
first  Secretary  was  a  newspaper  man,  and  l-he  position  was  that  of 
a  clerk.  The  first  General  Superintendent  was  the  engineer  and 
electrician  who  constructed  the  plant;  he  resigned  in  1896  to 
become  General  Manager  of  the  Detroit  Edison  Company.  For  a 
year  the  Secretary  acted  as  General  Superintendent.  In  1897  the 
positions  were  again  separated,  and  the  former  assistant  electrician 
was  made  Superintendent.  The  position  .of  Secretary  was  filled 
by  the  former' private  secretary  of  a  United  States  Senator,  after- 
wards employed  in  the  auditor's  office  of  the  street-car  company. 
He  filled  the  position  of  Secretary  from  189'!'  to  1900,  when  he  was 
appointed  in  the  auditor  general's  office  at  Lansing,  which  he  left 
to  become  cashier  of  the  Customs  House.  His  is  the  only  appoint- 
ment of  a  distinctly  political  character  during  the  history  of  the 
Commission,  and  his  ability  made  him  the  dominating  figure  in  the 
Commission  during  this  period.  Appointraents  and  removals  were 
made  by  him  rather  than  by  the  Superintendent. 

In  March,  1898,  the  Commission  determined  to  increase  the 
amount  of  work  done  by  the  trimmers  and  to  reduce  the  force  from 
27  to  2i.  'The  trimmers  organized  a  union  and  asked  for  a  hearing. 
The  Secretary  refused,  and  the  union  in  resentment  of  this  treat- 
ment ordered  a  strike.  The  vacant  places  were  filled  by  others, 
and  the  union  was  ultimately  defeated.  The  other  unions  of  the 
city  took  the  matter  up,  but  were  also  repulsed.  During  the  strike 
the  term  of  one  of  the  Commissioners  expired,  and  as  he  was  one 
of  those  who  had  vigorously  refused  to  listen  to  the  unions  and  had 
referred  them  to  the  Secretary,  the  labor  inen  induced  the  City 
Council  to  reject  his  name  when  he  was  reiiominated.  The  Mayor 
was  then  induced  to  nominate  a  wealthy  .manufacturer  who  was 
known  to  be  friendly  to  the  trade  unions.  Through  his  influence 
the  union  called  off  the  strike  and  advised  the  trimmers  to  make 
application  as  individuals  for  reinstatement.  They  did  so,  and  all 
but  three  or  four  were  eventually  taken  bacli. 

"Within  the  next  eighteen  months  the  Mayor  appointed  two 
other  Commissioners,  one  of  whom  was  a  leading  manufacturer, 
also  known  to  be  friendly  to  unions,  and  this  led  to  the  resigna- 
tion, in  January,  1900,  of  three  members  of  the  Commission.  The 
appointment  of  their  successors  effected  a  complete  reorganization 
of  the  Commission,  which  since  that  time  has  worked  in  harmony 
with  the  unions  on  an  "open  shop"  basis. 
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This  change  in  the  Commission  resulted  in  displacing  the  Sec- 
retary, who  was  not  re-elected  on  the  expiration  of  his  term.  The 
Superintendent  resigned,  and  his  place  was  filled  by  the  present 
Superintendent,  a  marine  engineer  and  fornjer  ITnited  States  super- 
vising inspector  of  steam  vessels  for  the  Eighth  district,  and  in- 
spector of  steam  vessels  for  Lloyds.  He  continues  to  hold  a  posi- 
tion with  Lloyds  as  adjuster  of  damage  claims.  The  electrical  side 
of  the  undertaking  is  in  charge  of  the  Assistant  Superintendent,  a 
competent  electrician,  who  had  been  foremkn  with  a  firm  of  elec- 
trical contractors. 

The  selection  of  subordinates  in  Detroit  is  not  controlled  by  a 
Civil  Service  Commission,  and  inquiry  was  made  respecting  the 
part  played  by  politics  in  their  appointment.  Such  political  influ- 
ence as  could  be  discovered  was  mostly  connected  with  the  change 
in  the  Commission  and  the  resignation  of  the  Secretary  above 
described,  and  that  was  a  matter  of  trade-union  hostility  to  a  poli- 
tician who  was  believed  to  dominate  the  Commission  in  the  interests 
of  private  corporations.  The  unions  used  such  inffuence  as  they 
had  with  the  Aldermen  and  Mayor  to  bring  about  the  change  in  the 
Commission  that  led  to  his  resignation.  The  present  Superin- 
tendent and  Assistant  Superintendent,  appointed  at  the  same  time, 
are  of  opposite  politics,  but  both  give  preference  to  union  workmen. 
All  of  the  foremen  differ  in  politics  from  the  Superintendent. 
Permanent  appointments  must  be  confirmed  by  the  Commission  on 
the  nomination  of  the  Superintendent,  but  one  case  was  foimd  in 
the  Secretary's  office  of  a  position  filled  by  the  nominee  of  a  Com- 
missioner. Both  Eepublicans  and  Democrats  are  found  in  both 
responsible  and  subordinate  positions.  On  one  occasion  six  years 
ago  a  circular  was  sent  around  asking  employees  for  a  political  con- 
tribution, but  it  has  not  been  repeated,  although  it  is  said  to  be 
passed  around  for  signature  in  other  departments.  N"o  other  mu- 
nicipal enterprise  investigated  has  received'  as  much  attention  or 
publicity  in  the  community.  The  annual  reports  of  the  Commis- 
sion contain  an  unusual  degree  of  itemized  statement.  The  news- 
papers of  Detroit  give  discussions  of  the  undertaking  considerable 
space  in  the  news,  editorial  and  correspondence  columns. 

Wages.  It  seems  to  be  the  policy  of  the  Electrical  Workers' 
Union  in  Detroit  to  pry  up  wages  by  playing  the  municipal  plant 
and  the  Edison  Company  against  each  other.  Neither  is  a  union 
shop,  but  in  both  establishments  all  linemen^  foremen  and  trouble 
men  are  in  the  imion,  and  in  both  there  are  three  or  four  trimmers 
in  the  union.  There  are  no  union  linemen  employed  by  the  street- 
car company,  and  about  two-thirds  of  the  telephone  linemen  are 
organized.  The  scales  are  lower  and  the  hours  longer  than  in  the 
municipal  or  Edison  establishments.  Both  establishments  have 
had  the  eight-hour  day  for  shift  men  since  their  beginning.'  The 
municipal  plant  also  began  with  eight  hours  for  the  linemen,  trim- 
mers and  other  day  men,  but  the  Edison  Company  had  nine  hours 
until  1905,  when  all  were  placed  on  the  eight  hour  basis,  except  la- 
borers, who  work  nine  hours.  In  December,  1904,  the  linemen  got  an 
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advance  from  $2.50  to  $2.75  in  the  municipal  plant,  and  the  same 
advance  was  made  by  the  Edison  Company  in  May,  1905.  In  June, 
1906,  the  linemen  made  a  request  for  $3  from  both  establishments 
and  got  $2.88  from  the  Edison  Company;  but  since  the  municipal 
budget  had  been  voted  by  the  Council  in  April  their  demand  was 
made  too  late,  and  they  contented  themselves  with  a  promise  from 
the  Commissioners  to  put  their  scale  in  the  next  year's  budget. 

The  trimmers  had  no  organization  after  their  disastrous  strike 
on  the  municipal  plant  in  1898  until  1904,  when  they  reorganized 
and  secured  an  advance  from  $%to  $2.25,  and  this  was  followed  by 
the  Edison  Company  in  April,  1905.  Of  the  fourteen  trimmers  in 
the  mimicipal  establishment,  six  took  part  in  the  strike  of  1898,  and 
three  of  jthem  are  now  in  the  union,  the  others  having  dropped  out 
after  the  wage  advance  of  1904.  About  the  same  proportion  of 
union  trimmers  are  in  the  Edison  Company. 

The  amount  of  work  done  by  the  trimmers  in  the  two  estab- 
lishments cannot  be  accurately  compared,  because  the  municipal 
lamps  are  out  of  doors  and  on  poles  and  towers,  while  the  com- 
pany's lamps  are  in  stores.  The  hardship  of  the  work,  especially  in 
winter,  is  evidently  greater  in  the  municipal  undertaking.  The 
strike  of  1898  occurred  when  most  of  the  lamps  were  on  towers, 
and  the  union  objected  to  the  increase  of  about  ten  lamps  which 
was  added  to  each  man's  circuit.  The  change  from  towers  to  poles 
was  being  made  at  the  time  and  has  continued,  until  now  only  one- 
sixth  of  the  lamps  are  on  towers.  Consequently,  the  increased 
number  of  lamps  per  man  can  be  cared  for  in  less  time  than  the 
same  number  when  the  strike  occurred.  The  substitution  of  en- 
closed for  open  lamps  has  also  reduced  the  number  of  men,  so  that 
14  trimmers  are  now  caring  for  60  per  cent,  more  lamps  than  24 
men  cared  for  after  the  strike.  The  circuits  are  so  arranged  that 
the  average  number  of  lamps  in  a  circuit  is  63  and  the  average  num- 
ber of  miles  is  six.  The  circuits  are  covered  in  some  five  or  six 
hours  and  in  winter  within  the  eight-hour  day.  The  trimmers  are 
not  required  to  return  to  the  office  on  completing  their  circuits,  but 
are  required  to  report  by  telephone,  and  are  then  free  for  the  rest 
of  the  day.  Pour  patrolmen  with  horse  anfl  buggy,  in  addition  to 
the  trim^mers,  tak<e  care  of  all  extra  work  at  night.  The  rule  of  the 
Edison  Company  is  to  require  the  trimmers  to  report  at  the  office 
when  their  work  is  finished  and  to  do  other  duty  until  the  end  of 
their  eight  hours.  For  patrol  duty  at  ni^ht  the  eight  hours  are 
spread  out  to  include  an  evening  shift,  and  this  is  distributed  in 
rotation  among  the  force  of  trimmers.  Evening  duty  may  include 
overtime  at  one  and  one-half  rate  per  hour. 

Owing  to  the  different  classification  of  engineers  and  elec- 
tricians, the  salaries  and  wages  are  not  in  all  cases  comparable.  The 
following  table  shows  comparisons  as  far  as  they  can  be  made.  It 
indicates  that  the  Edison  Company  is  paying  higher  wages  or  sal- 
aries to  the  chief  engineer,  foremen,  firemen  and  linemen,  and  the 
Lighting  Commission  is  paying  higher  to  'engineers,  oilers,  oper- 
ating electricians,  laborers  and  helpers.  The  same  wages  are  paid 
to  trimmers. 
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Wages,  Detroit  Electric  Lighting. 


Chief  erigineei-s .  *. per  year, 

First  engineers per  month, 

Second  engineers per  month, 

Oiler,  condenser  engine per  month, 

Oilers  per  day, 

Laborers    per  day, 

Operating  electricians per  month. 

Boiler  foremen per  month. 

Firemen,  foremen per  mdhth, 

Firemen   per  day, 

Helpers  and  coal  passers per  day, 

Line  foremen per  day, 

Linemen    per  day. 

Linemen  helpers per  day. 

Trimmers   per  day, 


PuUic 

Edison 

Lighting. 

Company. 

$1,320.00 

$1,500.00 

100 

80.00 

75.00 

$67.50  to  $75.00 

$60  00 

1.90 

$1.60  to  $1.80 

1.75 

$1.80' 

82.50 

$40.00  to  $80.00 

$100.00 

75.00 

2.00 

2.25 

2.00 

1.75 

3.25 

$3.04  to  $3.69 

2.75 

$2.88 

$1.75  to  $2 

50            1.75 

$2.25 

2,25 

Overtime  at  the  Edison  plant  is  paid  time  and  a  half,  but 
regular  rates  at  the  municipal  plant.  Employees  of  the  Edison 
Company  get  electric  light  at  cost,  but  there  is  no  private  lighting 
from  the  municipal  plant.  After  one  year's  employment  the  mu- 
nicipal Commission  gives  ten  days'  holiday  with  pay,  and  the 
Edison  Company  gives  seven  and  in  some  cases  fourteen  days  after 
three  years.  Both  establishments  have  quasi-pensioners  at  light 
work  on  lower  rates  of  pay  than  the  standard.  Both  give  sick  pay, 
although  not  as  a  matter  of  contract. 


'  Nine  hours. 


ENGINEERING    MATTERS 

United  States  Electricity  Works 
(Schedule     III) 


By  THEODORE  STEBBINS   and  C.  E.  PHELPS,  Jr. 


H— CHARACTER   OF   SERVICE  AND  PLANT. 

Note.  The  various  "forms"  said  in  'the  answers  to  be  at- 
tached to  this  schedule  are  to  be  found  in  a  separate  bound 
volume  of  forms  of  each  of  the  plants  at  Allegheny,  Detroit,  and 
South  IsTorwalk,  and  a  bound  volume  designated  "B"  for  Chicago. 
It  does  not  seem  necessary  to  reproduce  these  forms  at  this  point. 
H  1.     Allegheny.     Data  for  year  ending  February  28,  1905. 

Chicago.     Data  for  year  ending  December  31,  1905. 

Detroit.     Data  for  year  ending  June  30,  1905. 

South  Norwalk.    Data  for  year  ending  January  1,  1906. 

DESCRIPTION  OF  PLANTS. 
H  2.     Boilers. 

Allegheny.  Total 

No.        Type.  Stoher.  Horse  Power.  Date.        H.  P. 

2    Babcock-Wilcox  Eoney  250  1895            500 

2  Babcock-Wilcox  Jones  25*0  1899            500 
4     Caldwell  Jones  250  1902          1,000 

Chicago^     (Note.)  All  water  tube.  Total 

No.            Type.                                                  H.P.  Date.  H.P. 

3  Aultman-Taylor,  168  tubes,  18  ft.  by  4  in.     335  1898  1,005 
1     Aultman-Taylor,  192  tubes,  16  ft.  by  4  in.     380  1898  380 

4  Cahall,  252  tubes,  16  ft.  by  4  in ,     500  1905  2,000 

3     Heine,  241  tubes,  16  ft.  by  3^  in , .     415  1894  1,245 

3  Oil  City,  237  tubes,  16  ft.  by  Sf  in 410       1900     1,230 

1     Bonus-Kewaunee,  205  tubes,  18  ft.  by  4  in.     460       1905        460 

(Note.)     Horse  power  figures  on  basis  of  10  square  feet  water 
heating  surface  per  horse  power. 

Detroit.  Total 

No.  Type.  H.P.    Date.  H.P. 

7     Peck  tubular   with   Hawley   down   draft 

furnaces 300       1895  2,100 

South  Norwalk.  Total 

No.  Type.  H.P.  Date.  H.P. 

4  H.  E.  T.,  16  ft.  by  72  in 125     (One)  each,  1892 

1898, 1900, 1900        500 

Memo.     Have  130  3-inch  tubes,  each  grate  6  ft.  by  6  ft., 

Lamprey  water  arch,  N.  E.  roller  grate,  gpencer  damper,  boiler 

pressure  operating  95  pounds,  insured  lOO  pounds,  by  Hartford 

company.    One  tested  each  month. 
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No.            Kind.  Date. 

1     Prescott  duplex,  10  by  6  by  10  pump 1904 

1  Worthington  duplex  0  packed,  6  by  3J  by  6 

pump    1900 

2  Worthington  duplex,  10  by  6  by  10  pumps.  1894 

1     Worthington  duplex,  10  by  6  by  10 /. .  1898 

1    Worthington  duplex,  7^  by  10  by  10  pump.  1894 

1     Worthington  duplex,  7|  by  4^  by  10  pump .  1900 
1     Westinghouse  turbine  pump,  30  horse  power, 

motor  driven ; . .  1905 

1     Worthington  dry  vacuum  pump,   5   horse 

power,  motor  driven 1905 

Detroit. 
No.             Kind.        '                                  Duty.  Date. 

1     Worthington  feed  pump 100  gal.  per  min 1895 

1  Fire  pump 1,000  gal.  per  min 1895 

2  Worthington  jet  condensers. .  .36,000  lbs.  steampr.hr. ..  .1895 
1     Worthington  jet  condenser ....  50,000  lbs.  steam  pr.  hr. . . .  1904 

3  Worthington       comp.       duplex 

pumps,  14  by  19  by  5  by  15  1895 

1     Worthington   duplex  pump,    18 

by  26  by  18 1904 

7     Hoppes  live  steam  purifiers. . .  .350  H.  P.  each 1895 

7     Worthington  water  meters 1895 

1  Wainwright   heater 200  H.  P 1895 

2  No.    8   Westinghouse   air   com- 

pressors      1895 

5     Eope  transmissions 1895 

350  feet  Hunt  Industrial  railway. .  1895 

South  Norwalh. 
No.            Kind.  Duty.  Date. 

1     Worthington  duplex 4|-in.  by  2 J-in.  by  4-in. . .        1892 

1  Worthington  duplex 5|-in.  by  3|-in.  by  5-in. . .        1900 

2  Am.  National  heaters 200  H.  P.  each (1)  1892 

(1)  1900 
1    Pemberthy  injector 200  H.  P.  each 1892 

1  Brick  stack,  4  ft.  sq.  by  91  ft. 

high   500  H.  P 1898 

H  8.     Dynamos. 

Allegheny. 

(a)  Direct  current  constant  potential.      Date 
No.  Type.  Voltage.  K.W,  installed. 

2  D.  C  Westinghouse 110         37^ 

1      Belted   Westinghouse...     110  7(E)  unused 

Note.    B. — ^Belted.    D.  C. — Direct  connected. 

(&)  Direct  current  constant  current. 

No.  B.orD.G.  Type.     Amperes.    K.W. 

2     Belted  Brush  6.6  72.6 

8     Belted  Brush  6.6  56.1 

12     D.  C.  Western  Elec.  9.6  30.7 


Total 

ed.  K.W. 

75) 
ed      7^^^=^^^^' 

Total 

Date. 

K.W. 

1905 

145.2 

1905 

448.8 

1895 

368.6 
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(c)  Alternating  current. 

B.  or 
No.  D.  G.  Type  and  Phase. 

finrmnit  5   ^    D.  O.    Westinghouse  2  phase. . 
8,uwau.j    J    jp^     Westinghouse  2  phase. . 

(d)  Boosters  set  or  motor  generators. 


rolt- 

age.  K.W. 
2,200  500 
2,200    250 


Date. 
1903 
1902 


Total 

K.W. 

1,000 

250 


Date. 
1905 


No.  Type.  Voltage.    K.W. 

6     Westinghouse  "C"  motors..  2,200     125  H.P. 

(e)  Eotary  converters. 
None'. 

(f)  Frequency  changers. 
None. 

Chicago. 

(a)  Direct  current  constant  potential. 


No.    B.orD.C.       Type.       Voltage.    K.W.  Date  installed. 
1    Belted  T.-H.  75  15  (— )  old 

(6)  Direct  current  constant  current. 


Total 

K.W. 

750  H.P. 


No. 
10 

2 

2 

2 

2 

3 
21 

4 


No 
1 


No. 
1 


B.  or  D.C.  Type.    Amperes.   K.W.      Date. 

D.C.  to  jack  shaft    Brush. . .     6.6         72:6         1900 
Belted  Brush...     9.6         76.8         1899 

Belted  Brush...     9.6         76.8         1900 

Belted  Brush...     9.6         52.8         1894 

Belted  Brush...     9.6         53.8         1900 

Belted  Brush...     9.6        48  1898 

Belted  West.  Blec...     9.6         74.4        1894 

Belted  West.  Elec...     9.6        48  1894 

(c)  Alternating  current. 
B.  or  Type 

D.G.     and    phase.  Voltage.    K.W.      Date. 

B.         Single  phase ( — )  30       ( — )  old 

D.C.     3  phase  60  cy 6,600         750         1905 

(d)  Boosters  set  or  motor  generators. 
None. 

(e)  Eotary  converters. 
None. 

(/)  Frequency  changers. 
None. 

Detroit. 

(a)  Direct  current  constant  potential. 

Belted  or  Date 

direct  connected.        Type.        Voltage.  K.W.  ifistalled. 

D.  C Northern  Electric 

450  r.  p.  m...   125         60        1904 

Belted. . . .     Northern  Electric 

325  r.  p.  m...   125        40        1901 

Belted.  Westinghouse  ...   125  5         1895 

D.  C.  "        Kodak.  125  5        1895 


Total 

K.W. 

15 

Total 
K.W. 
736 
307 
307 
211 
211 
144 
1,562 
192 

Total 

K.W. 

30 

1,500 


Total 
K.W. 

60 

40 
5 
5 
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(6)  Direct  current  constant  current. 
No.    B.  or  D.  C.         Type.         Amperes.  K.W.  Date.  Total  K.W. 
20    Eope  driven. .  Western  Blec. 

M.  P 9.6         50       1895  1,000 

3    D.  C Western  Elec. 

B.  P 9.6         5rj     1898  115 

1     B Brush    9.6  7|     1895  7^ 

(c)  Alternating  current. 
Type  and 
No.  B.orD.G.  phase.  YoUage.  K.W.  Date.  Total  K.W. 

1    D.  C Stanley  3  phase. . .   3,300       600     1901  600 


1 

"    ....       "        «    "      ...   3,300       600     1904 

600 

1 

Eope 

driven.       "        "    "     ...  3,300      175     1901 

175 

(d)  Boosters  set  or  motor  generators. 
None. 

(e)  Eotary  converters. 

liTone. 

if)  Frequency  changers. 
IN'one. 

South  Norwalk. 

(a)  Direct  current  constant  potential. 

Belted  or                                                                Date 

Total 

^0. 

direct  connected.         Type.         Voltage.  K.W.  installed.  K.W. 

3 

D.  C Siemens-Halske   230-370       60       1898 

120 

2 

" Eddy,  6  pole...         "             60       1900 

130 

1 

" Ft.  Wayne  8  pole       "          165       1905 

165 

1 

" "      «    «     «           "          160       1905 

160 

(6)  Direct  current  constant  current. 

See  {d)  H  8. 

(c)  Alternating  current. 

None. 

{d)  Boosters  set  or  motor  generators. 

Total 
Vo.  Type.  Voltage.       K.W.       Date.      K.W. 

1     General  electric  C.  Li.  6-90  H.P 250    90  P.         1903)-^,^™. 

1     Brush  arc,  5  amperes 10,000     50  K.W.  1903  }  ° 

1    General   electric   C.    L.   6-25   H.P. 

speed  785  r.m.p.  Belted 250    25  P.         1905     7  ( ?) 

(e)  Eotary  converters. 
ITone. 

(f)  Frequency  changers. 
JTone. 

H  9.     Storage  battery. 

None  for  any  of  the  four  plants. 
H  10.     Transformers — Station. 

Allegheny. 

(a)  Constant  potential. 
No.      Primary  voltage.       Capacity  K.W.         Date.        Total  K.W. 

3  3,300  25  1902  50 

4  "  15  1902  60 
13                  2200/720     Auto  Tr.  for  starting  motors. 
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(&)  Constant  current. 
None. 

Chicago. 

(a)  Constant  potential. 
No.  Primary  voltage.  Lights.  Date.  Total  lights. 

1  ,  6,600  200  1905  200 
14                    6,600                         100            1905              1,400 

9  6,600  80  1905  720 

(&)  Constant  current. 

None. 

Detroit^ 

(a)  Constant  potential. 
No.       Primary  voltage.       Capacity  K.W. 
6  2300-5500  150 

4  2200-5500  75 

2  2200-3300  50 
2               5500-5500                         37^ 
2               2200-5500  30 

1  2200-2200  25 

2  2200-3300  25 
2  2200-5500  25 
2  2200-2200  20 


(6)  Constant  current. 
No.        Amperes.  Capacity  K.W. 

4  6.8  63 

South  NorwaVc. 
(a)  Constant  potential. 
JTone. 

(6)  Constant  current. 
None. 

DISTRIBUTION    SYSTEMS. 

H  11.     Underground  lines. 

Allegheny,     {a)   Subways.    None. 

(6)   Cables  and  wires — Total  length  of  streets  served 

miles.  _, 

None. 
Chicago, 
(a)  Subways. 
Type.        No.  duct  feet.  No.  of  trench  feet.  Av.  date  installed. 

3"     Terra  Cotta.     446,907  ( )  1901 

i3"     Steel  pipe...         3,641  ( )  1901 

2i"  Steel  pipe...       66,053  ( )  1901 

2"     Steel  pipe...     649,459  ( )  1889 

No.  of  manholes.  Size. 

2153  3'  6"  X  5'  X  5'  deep. 

198  2'       X  2'  X  2'  deep. 


Date. 

Total  E.W. 

1902 

900 

1904 

300 

1902 

100 

1904 

75 

1904' 

60 

1896 

25 

1904 

50 

1902 

50 

1902 

40 

1600 

Date. 

Total  K.W 

1902 

253 

766 
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No.  feet.  Voltage.  Av.  date  installed. 


(&)  Cables  and  wires — Total  length  of  streets  served  (- 
miles. 

Kind  of  insulation.      Size. 
Lead  covered-rubber    No.  6 

insulated B.  &  S.  i; 

....    No.  3/0  B.  &  S.  13,557 
Detroit. 
(a)  Subways. 

No.  of 
Type.  duct  feet. 

3Y'  Vitrified  clay 334,641 

Brick  tunnel  6'  2"  x  3'  6"         231 
"      5'       x3'  96 

2^"  lap  welded  pipe 65,699 

No.  of  manholes.  Size. 

169  5'  X  6'  X  6'      deep. 

438  3'  X  3'  x3'  6"  deep. 

(&)  Cables  and  wires — Total  length  of  streets  served,  25  miles. 
Kind  of  insulation.         Size.    No.  feet.  Voltage.  Date  installed. 


10,000 

1900 

6,600 

1905 

No.  of 

Date 

trench  feet. 

installed. 

54,758 

Av.  1900 

231 

a 

96 

« 

65^699 

« 

133,580         6,000  Av.  1900 


144,731 
12,500 

6,000 
6,000 

36,385 

2,300 

4,000 

2,300 

38,799 

2,300 

3,000 

2,300 

Single  conductor,  lead 

covered Wo. 6 

Single  conductor,  lead 

covered No.4 

Duplex,  lead  covered ....    No.3 
Single  conductor,  lead 

covered No. 8 

Single  conductor,  lead 

covered No.8 

Single  conductor,  lead 

covered lSro.4 

Single  conductor,  lead 

covered No.O 

(Insulation  principally  rubber.) 
South  Norwalh. 
{a)  Subways. 
None. 

(&)  Cables  and  wires — Total  length  of  streets  served  ( ) 

miles. 

JVo.  Volt-  Date 

Kind  and  Insulation.  Siee.         Feet.  age.      Installed. 

Submarinp  rubber    iute   armored     i  '^^^    ^^^    ^^    250     Half  In  1898 
bubmanne  ruDDer,  ]Ute,  armorea.  .^^^.jjj^^  g    ^^    250    Half  in  1905 

None  in  streets. 

H  13.     Overhead  lines. 

Alleghemj. 

(a)  Poles. 

No  record  kept  of  poles  owned.     After  some  discussion  of  his 

recollections  superintendent  estimated  about  as  follows: 

No.  Kind.  Size.  How  set.  Average  date  set. 

3100  Cedar.  40'.  Dirt.  
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A  private  company  has  entered  the  field  within  five  years  and 
set  many  poles  of  which  the  city  has  the  use. 

(6)  Wires — Total  length  of  streets  served  ( )  miles. 

JSTo.  6  T.  B.  W.  P— 1,-330,000  feet  (E):- 
Chicago. 


(a)  Poles. 

No.          Kind. 

Size.            How  set.          Average  date  set. 

7378         Cedar. 

25'— 50'          Earth.                      1901 

835          Iron. 

25'— 30'          Concrete.                  1902 

(&)   Wires — Total  length  of  streets  served  ( )  miles. 

Average  date 

Kind  and  Insulation 

Size.         No.  feet.     Voltage.      Strung. 

Triple  Braid  W.  P.. 

..     ISTo.  6         3,584,428     10,000         1901 

t<        it        <f 

. .      No.  2/0          28,8.8d       6,600         1905 

Detroit. 

{a)  Poles. 

No.      Red  cedar. 

Pine.    Size.       How  set.       Average  date  set. 

13 

17         35 

'4378  in  1898 

4,693 

0         40 

1,206 

4        45 

762 

16         60 

7166 

173 

88 

28 

0 

27         55 
95         60 
22         65 
17         70 

■ 

and  300—350 

0 

5         75 

per  year  since. 

Total.  6,963  203 

Also  544-18'  Guy  stubs. 

77-40'  Susp.  poles. 
(&)  Wires — Total  length  of  streets 
Kind  of  insulation.     Size.    No.  feet. 
Solid  triple  braid . . 


served,  525  miles. 

Voltage.     Av.  date  strung. 

IsTo.  8        16,320         2,300  1898 

1^0.6  3,030,338         6,000  1900 

ISTo.  4      183,510         «,000  1904 

No.  3        11,500         2,300  1899 


(All  weather  proof  insulation.) 

South  NorwaTk. 

{a)  Poles — as  reported  by  the  Gen. 


Supt. 


Ap- 

proxi- 

mate 

Sine. 

How  Set. 

No. 

5 

GO  feet.1     ' 

25 

45  feet.' 

230 

30-40  feet.' 

All  in  dirt,  except 

40 

25  feet." 

about  one  dozen 

10 

60  feet.'' 

in  concrete. 

.50 

45  feet''    ' 
35  feet." 

' 

90 

'Owned  wholly  by  city. 
Note — All  cliestnut  poles. 


Average  Date  Set. 

(a)  Owned  by  city. 

100  in  1892. 
100  in  1898. 
100  in  1904. 

(b)  One-tbird  owned  by 

city. 
150  in  1904. 


City  has  one-third  ownership. 
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(&)  Wires — Total  length  of  streets  served miles. 

Kind  and  insulation.      Size.      No.  feet.      Voltage.  Av.  date  strung 
T.  B.  W.  P.)  f_  „_„  (  No.  6       68,080'         10,000  1893 

Eubber.    |  "|  No.  6       10,560'         10,000  1903 

And  for  incandescent  350  V.  T.  B.  W.  P.,  as  follows 

600'  of  1,000,000  C.  M 

600'  of     500,000  C.  M 6,400'  No. 

52,800'  of    4/0   32,600'  No.     6 

1,000'  of    3/0 5,200'  No.     8f 

10,000'  of     2/0  7,600'  No.  10  | 

, 15,000'  No.  12J 

H  13.     Arc  lamps  owned. 
Allegheny. 


■i] 


E 


f  50^  In  1898 

\  30^  In  1899-1904 

[20;^  in  1905 


No.  G.  P.  or  watts. 
Brush  double  carbon... ."....     639  450 

Gen.  Elec.  D.  C.  Enclosed. . .     933  450 

(a)  Direct  current. 

Open 639. 

Enclosed 933. 

(&)  Alternating. 

Open None. 

Enclosed None. 

(c)  All  others. 

Open None. 

Enclosed None. 

(d)  Total. 

Open 639. 

Enclosed 933. 

Chicago. 

No.  G.  P.  or  watts. 

West.  Elec.  Single  Arm 369 

Boulevard 436 

"         Duplex 186 

Double  Arm 207 

Brush  Double Ill 

Brush  Adams 183 

Brush  Boulevard 325 

T-H.  M.  3 307 

Standard  (Gregory) 855 

Fort  Wayne  Single  Arm 1419 

"         Boulevard 163 

Port  Wayne  D.  C.  Bne 874 

Fort  Wayne  A.  C.  Enc 495 

G.  I.,  A.  C.  Enc 857 

Fort  Wayne  Midget 20 

West.  Elec.  A.  C.  Enc 833 

(a)  Direct  current. 

Open 4,459. 

Enclosed 874. 


Amperes. 

9.6 

6.6 


Date. 
1895 
1904 


iperes.  Date. 

9.6 

9.6 

9.6 

9.6 

9.6 

9.6 

►Av.1898 

9.6 

9.6 

9.6 

9.6 

9.6 

6.6 

1903 

7.0 

1905 

7.0 

1905 

7.0 

1905 

7.0 

1905 
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(6)  Alternating. 

Open None. 

Enclosed 2,195. 

(c)  AH  others. 

Open IsTone. 

Enclosed None. 

(d)  Total. 

Open 4,459. 

Enclosed 3,069. 

Detroit. 
{Arc  lamps  owned,,  cont'd.)     No.  G.  F.  or  Watts. 

Make.                         In  use.    In  stock.  Total.    Amps.    Date. 

Brush  Open 1,178          94  1,373        9.6         1895 

Gen.  Elee.  Series  A.  C.        387           10  397                     1901 

West.  Elec.  Series  A.  C.     1,540          43  1,583                     1901 

Gen.  Elec.  C.  P.  A.  C . .            9            3  13                     1901 

West.  Elec.  C.  P.  A.  C.            8            3  10                     1901 


3,033         151         3,173 
(o)  Direct  current. 

Open 1,273. 

Enclosed None. 

(6)  Alternating. 

Open None. 

Enclosed 1,801. 

(c)  All  others. 

Open None. 

Enclosed None. 

{d)  Total. 

Open 1,373. 

Enclosed 1801. 

South  Norwalh. 

! Arc  lamps  owned,  cont'd.)    No.  C.  P.  or  Watts.  Amps.  Date. 

Fort  Wayne  Wood  Bnc.  J  ^^g     1400-350  @  terminals.  5       1903 
Single  carbon  D.C.  Series^  *^ 

men.E]ec^  Twin   Carbon?      g^      ),/°-^     ,/     3f  1903-1906 
(enc.  D.C.  Multiple,  330  V\  (at  terminals j        * 

Ditto  operated  but  owned  by  users — 10. 
(a)  Direct  current. 

Open None. 

Enclosed 183. 

(6)  Alternating. 

Open None. 

Enclosed None. 

(c)  All  others. 

Open None. 

Enclosed None. 

(d)  Total. 

Open None. 

Enclosed 183. 

Vol.  II.— 50. 
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H  14.     Incandescent  lamps  in  use. 

Allegheny.     9,033  16  C.  P.,  and  658  32  C.  P. 

Chicago.     Incandescent  lamps  owned.     None. 

Detroit.     Incandescent  lamps  owned — ^in  stock. 

No.  16  C.  P.  or  watts,  3,793. 

South  Norwalh.     Incandescent  lamps  owned — 

No. 

450  in  stock ]     3,350 

7,355  installed [    4,500 

850 


C.P. 

8 

16 

64 


Watts. 
39 
60.8 
130 


H 


15.     Motors  owned. 
Allegheny.      No.  A.C.  or  D.G 


1 
1 
1 
1 

None 


A.C. 
A.C. 
D.C. 
D.G. 

except  two 


Chicago. 
H  36. 

Detroit.    Motors  owned. 

No.  A.  Cor  D.G. 

3 A.C.  S-phaee. 


.  H.P. 

10 

15 

10 

15 
driving 


Volt. 
104 
104 
110 
110 


Date. 
1903 
1902 
1903 
1903 


Total  H.P. 
10 
15 
10 
15 


auxiliaries   included  in 


H.P. 

5 


Voltage. 
110 


South  Norwalh.     None  except  in  station 

H  16.    Meters. 
Allegheny. 
No.         A.C.  or  D.C.        Type. 

1   A.C.  Polyphase. 

2    A.C.  Polyphase. 

Chicago.    Included  in  H  27. 
Detroit.     Meters. 


Date. 

1903 

SeeH 


Total  H.P. 

10 
3,  (d). 


Watts.    Total  K.  W.  Capacity. 

130     Amp.  on  Switch  Board. 

300     Amp.  on  Switch  Board. 
On  Switch  Board  only. 


No.     A.  C.  or  D.  0. 

2  a 

6  1 


V-Amperes.      Date. 


Total 
K.  W.  Oap'y. 


A. 


C. 
'  \ 

South  Norwalh. 
220  V. 
No.  A.C.  or  D.C. 

3    3  ampere  31-25  amp. 

329    5       "        20-50  amp. 

47    10       "         3-75  amp. 

23    15       "  1-100  amp. 


Stanley  110V-500A 
Thompson  IIOV-IOOA 

llOV-  50A 

llOV-  25 A 

llOV-  15A 
Stanley        llOV-  50AJ" 

All  Thomson  recording  watt  meters  D.  C. 


Mostly 
since 
1903 


and  on  Switch  Board. 

1—  300  amp. 

2—  600  amp. 
1—1,200  amp. 


450  Total. 
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H 

17.     Transformers — line. 

Allegheny. 

Total 

No. 

Lamp  or  K.  W.  Capacity. 

Type. 

Voltage 

K.W. 

Capacity 

2 

25     K.    W 

O.  D. 

2,200 
2,200 
2,200 

1 

11     K.   W 

O    D 

11 

10     E.   W 

O.  D. 

5 

7i   K.   W 

O.  D. 

2,200 
2,200 
2,200 
2,200 

5 

5     K.   W 

0.  D. 

1 

4     K.    W 

O.  D. 

1 

3J   K.    W 

0.  D. 

■ 305 

1 

3     K.    W 

O.  D. 

2,200 

7 

2i    K.    W 

0.  D. 

2,200 
2,200 

17 

2     K.   W 

0.  D. 

3 

U   K.   W 

6.  D. 

2,200 

4 

1     K.    W 

Chicago.     None. 

O,  D. 

2,200 

Detroit.     All  3,200  V.  primary. 

Purchased  all  since 

1898  and 

mostly  since  1903. 

No.                         Type. 

3—75     K.  W.      Pittsbilrgh. 

3—30     K.  W.      Lakon. 

■     3—35     K.  W.      West. 

1—30     K.  W.       Pittsburgh. 

6—15    K.  W.      5  West.- 

-1  Stanley. 

4—10     K.  "W.      3  West.- 

-2  Pittsburgh. 

5—  7i  K.  W.      Port  Wayne. 

37-5     K.  W.ji^^^J- 

-1  Packard. 

-8  Am. 

^r—  4    K.  W.      1  West.- 

-1  Lakon— 3  G 

.  B. 

13—  3     K.  W.      6  West.- 

-3  Pittsburgh— 

-3  Am. 

3  G.  B. 

1—  2i  K.  W. 

3—  3     K.  W. 

39—  1^  K.  W. 

Total 700— J  K.  W. 

South  NorwalJc.     None. 
H  18.     Other  appliances,  nunfber  and  kindg. 
Allegheny.     None.  ' 

Chicago.     None. 

Detroit.     Arc  light  regulators  6.8  amperes. 
15-75  light  Western  Electric. 
17-60  light  Western  Electric. 
1-  6  light  General  Electric. 
8outh  Norwalk.     400  Bryant  service  fused  switch  boxes. 

APPRAISAL  OF  PLANTS. 

Allegheny. 
H  19.     As  of  date  (end  of  fiscal  year)  February  28,  1905. 

H  30.     Land    B.      $10,000  00 

H  21.     Buildings   E.        31,500  00 

H  32.     Steam  ens^nes 38,935  37 
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H  23.     Boilers,  stacks  and  furnaces $27,599  2$ 

H  24.     Water  power  plant None 

H  25.     Gas  engines • None 

H  26.     Auxiliary  apparatus  19,931  10 

H  27.     Dynamos,  switchboards  and  wiring, 48,468  80 

H  28.     Storage  batteries None 

H  29.     Transformers    ■ 4,650  00 

(a)   Station   $885  36 

(6)  Line  3,764  64 

H  30.     Lines  50,104  82 

(a)   Underground    None 

(h)   Overhead  $50,104  82 

Arc  lamps : 27,330  39 

Incandescent  lamps • None 

Motors 9,231  60 

Meters   385  60 

Other  appliances.     Included  elsewhere 

Teams,  tools  and  other  accessories 630  OO 


H  31. 

H 

32. 

H 

33. 

H  34. 

H 

35. 

H 

36. 

H  37.     Total  appraised  value • $258,656  93 

The  property  (except  land  and  buildings)  is  appraised  at  pres- 
ent cost  to  replace  less  a  deduction  for  age  and  progress  of  the  art. 
The  appraisal  values  are  for  property  as  it  was  constructed  and 
operated  February  28,  1905.  "We  could  not  ascertain  the  cost  of 
land,  and  we  had  no  authority  to  employ  a  local  real  estate  expert 
to  estimate  the  present  value,  so  to  fill  out  the  present  schedule  we 
have  assumed  land  at  $10,000,  which  we  think  is  probably  more 
than  its  value.  We  could  not  ascertain  cost  of  building,  and  we  had 
no  authority  to  employ  a  local  building  expert  to  estimate  its  present 
value,  so  to  fill  out  the  schedule  we  have  assumed  $31,500,  which  we 
think  is  about  right,  considering  its  age  and  condition. 

Chicago.     Appraisal  of  Plant. 
As  of  date  (end  of  fiscal  year)  December  31,  1905. 

Land   ^ $49,501.84 

Buildings 88,793.98 

Steam  engines. .  .' 73,067.80 

Boilers  with  stack,  furnaces  and  superheaters. .   95,893.14 
Water  power  plant.     None. 
Gas  engines.     None. ' 

Auxiliary  apparatus 45,779.83 

Dynamos,  switch  boards  and  wiring. 69,687.45 

Storage  batteries.     None. 
H  29.     Transformers  included  in  H  31. 
(a)  Station. 
(6)  Line.     None. 

H  30.     Lines   762,339.11 

(a)  Underground $613,913.86 

(&)   Overhead    148,435.35 


H 

19. 

H 

20. 

H 

31. 

H 

33. 

H 

23. 

H 

24. 

H 

25. 

H 

26. 

H 

27. 

H 

28. 
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H  31.  Arc  lamps,  regulators  and  suspensions $95,358.75 

H  32.  Incandescent  lamps.     None. 

H  33.  Motors — two  driving  auxiliaries,  included  in  H   36. 

H  34.  Meters — only  on  switch  board,  included  in  H  27. 

H  35.  Other  appliances — included  elsewhere. 

H  36.  Teams,  tools  and  accessories.  .  .  . ., 3,150.00 

H  37.    Total  appraised  value $1,282,571.90 

Construction  material  on  hand  not  included 

above    $32,635.28 

The  property  except  land  and  buildings  is  appraised  at  present 
cost  to  replace  less  a  deduction  for  age  ^nd  progress  of  the  art. 
The  appraised  values  are  for  the  property  as  it  was  constructed  and 
operated  December  31,  1905.  The  land  purchased  by  electric  light- 
ing appropriations  and  used  by  the  department  of  electricity  is  ap- 
praised : 

Eice  and  Lincoln  streets .$19,000.00 

299  South  Halsted  street '. .  .   30,501.84 


$49,501.84 

For  additional  land  at  299  South  Halsted  street,  used  by  the 
department  of  electricity  but  not  owned  by  the  city,  the  department 
pays  an  annual  rental  of  $2,500.  The  appraised  value  of  other 
land  owned  by  the  city  but  not  purchased  with  electric  lighting  ap- 
propriations is : 

Wentworth  avenue $11,400 

PuUerton  avenue $13,000 

Chicago  and  Sedgwick  streets  ig^op  [   $20,000 

The  buildings  used  by  the  department  of  electricity  and  built 
by  electric  lighting  appropriations  cost  $113,299.99 ;  and  without 
employing  any  local  building  expert  (for  which  we  did  not  have  au- 
thority), we  have  based  a  present  value  on  the  original  cost,  less  a 
deduction  for  age  and  condition,  of  $83,543.98 ;  and  for  a  building 
on  Indiana  avenue  built  by  an  electric  lighting  appropriation  but 
used  by  another  department  for  repairs  and  storage,  we  have  put  a 
value  of  $5,250,  a  total  of  $88,793.98. 

Detroit.    Appraisal  of  plant  (fixed  assets  only) . 

H  19.  As  of  date  (end  of  fiscal  year)  June  30,  1905. 

H  20.     Land  at  cost ^ $63,125.00 

H  2L     Buildings  and  wharf 79,755.70 

H  22.     Steam  engines , 48,389.25 

H  23.     Boilers,  furnaces  and  stack 16,445.63 

H  24.  Water  power  plant.     None. 

H  25.  Gas  engines.     None. 

H  26.     Auxiliary   apparatus 19,118.61 

H  27.     Dynamos,  switchboard  and  wiring 36,497.24 
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H  28.     Storage  batteries  for  testing * $264.60 

H  29.     Transformers    15,286.19 

(a)   Station  $8,621.55 

(6)  Line  6,664.64 

H  30.     Lines. 

(a)   Underground $212,148.27 

(6)   Overhead    197,060.04 

409,308.31 

H  31.     Arc  lamps,    transformers,    regulators  and 

suspensions 50,628.71 

H  32.     Incandescent  lamps 1,836.24 

H  33.     Motors  (except  in  shop) •. 420.00 

H  34.     Meters    •. 2,501.10 

H  35.     Other  appliances 3,931.95 

H  36.     Teams,  tools  and  other  accessories 4,318.78 

H  37.     Total  appraised  value $751,727.30 

The  property  except  land  and  buildings  is  appraised  at  present 
cost  to  replace,  less  a  deduction  for  age  and  progress  of  art.  The 
appraisal  values  are  for  the  property  as  it  was  constructed  and  oper- 
ated June  30,  1905.  The  land  and  buildings  are  minor  parts  of 
the  whole  cost.  We  have  entered  the  land  at  its  actual  cost  and  the 
buildings  at  actual  cost,  less  a  deduction  for  age  and  condition.  To 
ascertain  present  value  of  land  and  present  cost  to  duplicate  build- 
ings would  have  required  the  securement  of  local  experts  for  which 
we  did  not  have  authority. 

South  NorwaTk.     Appraisal  of  plant. 

H  19.  As  of  date  (end  of  fiscal  year)  Janjiary  1,  1906. 

H  20.  Land  (a)  plant,  (&)  offices $2,000.00  (B) 

H  21.  Buildings  (a)  plant,  (&)  offices 5,750.00  (B) 

H  22.  Steam    engines 6,898.50 

H  23.  Boilers  and  stack , 3,753.75 

H  24.  Water  power  plant : 

H  25.  Oil  engines  (Diesel) 15,960.00 

H  26.  Auxiliary  apparatus 3,241.87 

H  27.  Dynamos,  switchboard  and  wiring 13,510.87 

H  28.  Storage  batteries.    ISTone 

H  29.  Transformers.    ISTone. 

H  30.  Lines:   (a)  submarine $574.77 

(b)    overhead 16,344.85 

^-  16,919.62 

H  31.  Arc  lamps  and  suspensions ^ 3,201.57 

H  32.  Incandescent  lamps 859.68 

H  33.  Motors    ' , 1,280.47 

H  34.  Meters    8,793.30 

H  35.  Other  appliances. 

H  36.  Teams,  tools  and  other  accessories 420.00 

H  37.  Total  appraised  value $82,589.63 
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The  property,  except  the  land  and  buildings,  is  appraised  at 
present  cost  to  replace,  less  a  deduction  for  age  and  progress  of  art. 
The  appraisal  values  are  for  the  property  as  it  was  constructed  and 
operated  February  28,  1905.  The  land  and  buildings  (14  years 
old)  cost  $10,391.67.  To  get  an  opinion  on  present  values  would 
have  involved  securing  local  experts  for  which  we  did  not  have 
authority.  To  complete  the  schedule  we  have*assumed  land,  $3,000 ; 
buildings,  $5,500.     Total,  $7,500. 

CONSUMPTION. 

Allegheny, 

H  38.     Total  number  of  services.    All  in  public  buildings,  51. 

H  39.     Total  number  of  services  metered.    None. 

H  40.     Percentage  of  services  metered.    Meters  at  station  switch- 
board only. 

H  41.     Total  current  delivered  at  switchboard  during  year,  3,973,- 
959  K.  W.  H.  (E). 

(a)  Alternating  current  1,081,900  K.  W.  H.  (E). 
(&)  Direct  current.    Assumed  500  watts  per  lamp  hour, 
2,891,059  K.  W.  H.  (E). 

H  42.     Total  current  bought  during  the  year.    None. 

H  43.     Total  current  to  be  accounted  for.    None. 

H  44.     Current  sold  during  year.    None. 

H  45.     Current  used  at  works  and  offices.    Not  measured. 

H  46.     Current  supplied  free. 

H  47.     Current  unaccounted  for.    

H  48.     Total,  3,972,959  K.  "W.  hours  (B). 

H  49-57.     None. 

H  58.     Maximum  daily  output : 

Januarv  6,  1905 A.C.  K.AV.H.      4,700 

December  15,  1904 .^  .D.C.  K.W.H.    10,035 


Total   14,735 

H  59.     Minimum  daily  output : 

July  3,  1904 A.C.  K.W.H.  1,300 

June  29,  1904 D.C.  K.W.H.  5,599 

6,899 

H  60.     Average  output  per  hour  for  each  hour  of  the  day. 

(ffi)  Maximum  day.     ( ) 

(6)  Minimum  day.     ( ) 

H  61.     Number  of  consiimers  who  used  commercial  arc  lights. 
None. 

H-  62.     Number  of  consumers  who  used  incandescent  lights.    None. 
,  Note.     It  will  be  observed  that  nearly  three-fourths  of  given 

output  is  arrived  at  by  assuming  500  watts  supplied  to  each  arc 

lamp. 

H  63.     Number  of  consumers  who  used  electric  power  and  total 
connected  horse  power.    None. 

H  64.  •  Total  number  of  different  consumers.    No  private  consum- 
ers. 
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H  65.     Arc  lamps  in  use.     Commercial  services.     None. 
H  66.    Arc  lamps  in  use — public  lighting.    1,522. 
(a)  Direct  current: 

Hours  of  service 
No.        Amperes.  rendered  per  year. 

Open 615  9.6  3,888 

Enclosed' 907  6.6  3,888 

(6)  Alternating  current.    None, 
(c)  All  other.    None.  ' 

{d)  Total.    Open,  615 ;  enclosed,  907. 
H  67.     Incandescent  lamps  connected — ^public  and  private. 
No.     Direct  current.     Alternating  current     Candle  power  or  watts. 

None 9,033  16  candle  power 

None 658  32  candle  power 

Chicago. 
H  38  to  H  62  inclusive. 

Entire  output  used  for  series  arc  lighting  only. 
No  part  of  output  is  metered,  except  the  A.  C.  service,  and 
that  for  only  part  of  the  year  1905. 
H  63,  64,  65.    None. 

H  66.     Arc  lamps  in  use — public  lighting.    In  May,  1906. 
(a)  Direct  current. 

Hours  of  service 
Amperes.  rendered  per  year. 

Open 4,180  9.6  4,015 

Enclosed 864  6.8  4,015 

{b)  Alternating  current. 
,  Open.    None.    Enclosed,  1,778.    Amperes,  68. 

(c)  All  other.  None. 

(d)  Total.     Open,  4,180;  enclosed,  2,642. 

H  67.     Incandescent  lamps  conected — public  and  private. 

Incandescent  lamps  are  operated  in  city  during  business  hours 
by  Edison  company.  A  small  alternator  of  about  100  light  capacity 
furnishes  current  for  these  incandescents  at  night  time. 

Detroit. 

Total  number  of  services  (to  public  buildings),  132. 

Total  number  of  services  metered.  Pour  separately  and 
altogether  at  station. 

Percentage  of  services  metered.    Altogether  100  per  cent. 

Total  current  delivered  at  switchboard  during  year,  5,884,- 
541  K.  W.  hours.  Alternating  current  and  direct  cur- 
rent not  separated. 

No  current  bought. 

Total  current  to  be  accounted  for  ^ . 

Current  sold  during  year,  131,428  K.  W.  H. 

Current  used  at  works  and  offices.    Not  metered. 

Current  supplied  free.     (No  comnjercial  business  except 
boat  club.) 
H  47.     Current  unaccounted  for . 


H  38. 
H  39. 

H  40. 
H  41. 

H  42. 
H  43. 
H  44. 
H  45. 
H  46. 
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H  48.     Total . 

H  49.     Current  sold  for  private  arc  lights,  'unmetered.    None  sold. 
H  50.     Current  sold  for  private  incandescent  lamps,  unmetered. 

jSTone  sold. 
H  61.     Current  sold  for  private  lighting,  metered.     131,438  K. 
W.  H. 

H  52-56. . 

H  57.     Total  current  sold,  131,428  K.  "W.  hours. 
H  58.     Maximum  daily  output  and  date. 

December  14,  1904.    21,429  K.  W.  hours. 
H  59.     Minimum  daily  output  and  date. 

July  3,  1904.    10,106  K.  W.  hours. 
H  60.     Average  output  per  hour  for  each  hour  of  the  day. 

(a)  Maximum  day  {■ — — ). 

(&)  Minimum  day  ( ). 

H  61.     Number  of  consumers  who  used  commercial  arc  lights. 

None. 
H  62.     Number  of  consumers  who  used  incandescent  lights.     8. 

Station  switchboard  output  for  street  arcs  D.  C.  and  A.  C.  cur- 
rent, 4,780,397  K.  W.  hours. 

For  indoor  incandescents  and  power,  A.  C.  only.  1,104,144 
K.  W.  hours. 

Total,  5,884,541  K.  W.  hours. 
H  63,     Number  of  consumers  who  used  electric  power  and  total 

connected  horse  power.    None. 
H  64.     Total  number  of  different  consumers.    8. 
H  65.     Arc  lamps  in  use — commercial  service.    None. 
H  66.     Arc  lamps  in  use — public  lighting: 

(a)  Direct  current. 

Open.  Hours  of  service 

No.         Candle  power.  Amperes.  rendered  per  year. 

1,177  3,000  9.6  3,774  5/6 

Operated  at  9.3  amperes 
after  9 :30  p.  m. 
Enclosed. 

6.8 

(b)  Alternating  current: 
Open.     None. 

Enclosed.  387  General  Electric  6.8  amperes,  operated  3,774  5/6 
hours,  operated  6.4  amperes  after  9  :30  p.  m. 

1,540  Western  Electric,  6.8  amperes,  3,774  5/6  hours,  operated 
6.3  amperes  after  9 :30  p.  m. 

(c)  All  other. 
Open.    None. 

Enclosed.  10  General  Electric  Multiple,  5  amperes. 
10  Western  Electric  Multiple,  5  amperfeS. 

(d)  Total.    Open,  1,177  series  street. 
Enclosed,  1,828  series  street. 

20  Multiple  indoors. 
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H  67.     Incandescent  lamps  connected — public  and  private. 
Alternating  current,  14,696.    50  watts  (nearly  all). 
Total  watt  capacity.    738,800. 

South  Norwallc. 
H  38.     Total  number  of  services,  430. 
H  39.     Total  number  of  services  metered,  409. 
H  40.     Percentage  of  services  metered,  95.12. 
H  41.     Total  current  delivered  at  switchboard  during  year,  734,- 
644  K.  W.  II. 
{a)  Alternating  current.    None. 
(&)  Direct  current.     734,644  K.  W.  H. 
H  42.     Total  current  bought  during  year.     None. 
H  43.     Total  current  to  be  accounted  for.    734,644  K.  W.  hours. 

H  44.     Current  sold  during  year.    . 

H  45.     Current  used  at  the  works  and  olfices.    7,000  K.  W.  hours. 
H  46.     Current  supplied  free.    1,000  K.  W.  hours.     (E.) 
H  47,  48,  49,  50. 

E.  W.  E. 
H  51,  52,  53,  54,  55.     Generator  output  at  250  V., 

D.  C,  total  annual 734,644 

E.  W.  E. 

(a)  Supplied  to  motor  generator  for 

street   arcs 136,080 

(b)  Supplied  for  station  lighting 7,000  (E) 

133,080 

E.  W.  E. 

Supplied  outside  station 601,564 

Copper  loss  in  distribution 25,€00  (E) 


Supplied  to  users 576,564 

Free  current  for  four  pilot  lights  in  commissioner's 

houses  1,000  (E) 


Total  sold  (exclusive  street  arcs) 575,564 

Sold  to  public  buildings  (city  pays  plant) 25,000  (E) 

Sold  to  private  users 550,564 

Street  arc  lighting — 

Supplied  motor  generator  as  above 126,080 

Delivered  at  generator  terminals  for  street  con- 
duits      103,000  (E) 

H  56.     Current  sold  for  street  railway  power None 

H  57.     Total  current  sold • 678,564 

H  58.     Maximum  daily  output  and  date.     December  23,   1905, 

4,024  K.  W.  hours. 
H  59.     Minimum  daily  output  and  date.     May  28,  1905.     960 

K.  W.  hours. 
H  60.     Average  output  per  hour  for  each  hour  of  the  day. 

(a)  Maximum  day,  December  22,  1905. 

(b)  Minimum  day.  May  38,  1905. 


ENGINEERING     MATTERS— ELECTRICITY.  770 

Ampere  Load  Record. 
'Amperes- 


Hours  p.  M.    1      2      3      4    ■     5  6  7  8  9      10     11     12 

Dee.  22.       500  500  660  784    1,500  1,250  1,105  1,150  1,090  895  570  410 

noon,  amp.   80 

May  28—0    70  120  255  440  400  330  300 


-Amperes- 


H 

61. 

H 

62. 

H 

63. 

H 

64. 

H 

65. 

Hours  A.  M.    1       2      3      4         5  6  7  8  9       10     11     12 

Dec.  23...  390  385  371  370      390      500      775      825      760  745  745  270 
May  29...  290  100    95    95        60        40      250      330      330  350  320     45 

Number  of  consumers  who  used  commercial  arc  lights.     34. 

Number  of  consumers  who  used  ineandescent  lights.    378. 

Number  of  consumers  who  used  electric  power  and  total 
connected  horse  power.  Number,  53;  total  horse  power, 
598. 

Total  number  of  different  consumers,   430. 

Arc  lamps  in  use — commercial  service. 
(a)  Direct  current. 
Open.    None. 
Enclosed.    77. 

Candle  power  1,200,  2f  amperes,  metered  at  10  cents — 6  cents. 
See  report,  page  21,  Thirteenth  Annual  Report. 
(6)   Alternating  current.     None. 

(c)  All  other.    None. 

(d)  Total.    Open,  none.    Enclosed,  77. 
H  66.     Arc  lamps  in  use — ^public  lighting. 

(a)  Direct  current. 
Open.     None. 
Enclosed.     109. 

Candle  power  1,400.     Amperes  5,  hours  of  service  rendered 
per  year,  3,883.     (See  answer  to  question  H  89.) 
(6)  Alternating  current.     None. 

(c)  All  other.    None. 

(d)  Total.     Open,  none.    Enclosed,  109. 

H  67.     Incandescent  lamps  connected — public  and  private. 

Number  Total 

Direct  Alternating        Candle  Power  or  Watts.            Watt 

Current.  Current.                                                       Capacity. 

2,150  (E)         None 8  candle  power  or  39     watts      83,850 

4,300  (E)         None 16  candle  power  or  60.8  watts     261,440 

800  (E)  None 120  watts  Meridain  lamp 96,000 

341,290 

H  68.     Does  the  company  or  department  own  all  the  underground 
conduits  it  uses? 
Allegheny.     None  used. 
South  Norwalh.     None  used. 
■  Chicago.     Yes. 
Detroit.     No. 
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H  69.     If  it  rents  any,  state  total  length,  rental,  amount  of  rental, 
and  by  whom  they  are  owned. 

Allegheny,  Chicago  and  South  Norwalk.     None  rented. 

Detroit.     1,744  duct  feet,  owned  by  Detroit  Edison  company, 
is  rented,  per  year: 

For  one  duct,  at  5c.  per  foot. 

For  two  duet,  at  9c.  per  foot. 

For  three  duct,  at  12c.  per  foot. 
H  70.     Estimated  population  January  1,  1906,  on  lines;  that  is, 
supplied  by  mains  (consumers) . 

Allegheny,  Detroit.     No  private  consumers. 

Chicago.    

South  Norwalk.     8,000. 
H  71.     Annual  average  consumption  per  capita  on  basis  of  inquiry 
H  70. 

Allegheny,  Chicago  and  Detroit.     No  commercial  business. 

South  Norwalk.     69  K.  W.  H. 
H  73.     Population  at  last  national  census  of  area  supplied. 

Allegheny.    139,896. 

Chicago.     1,698,575. 

Detroit,  385,704;  area  of  city,  37^  sq.  miles.  Miles  of  paved 
streets,  310^  miles. 

South  Norwalk.     6,591. 
H  73.     Annual  average  consumption  per  capita  on  basis  of  iaquiry 
H  73. 

Allegheny,  Chicago,  Detroit.    

South  Norwalk.     83.5  K.  W.  H. 
H  74.     Are  consumer's  meters  removed  and  tested  at  regular  in- 
tervals?   How  often? 

Allegheny.     No  consumer's  meters. 

Chicago.     No  commercial  business. 

Detroit.  No  private  consumers  except  Boat  Club  located  in 
Belle  Isle  (public  park). 

South  Norwalk.  Not  tested  at  regular  intervals,  but  tested 
when  they  believe  necessary. 

Questions  H  75  to  H  81,  inclusive,  do  iot  apply  to  Allegheny, 
Chicago  and  Detroit,  as  they  have  no  comiiereial  business. 
H  75.     If  consumer  believes  that  meter  is  fast,  how  may  he  have 
it  tested? 

South  Norwalk.     By  making  complaint. 
H  76.     Are  there  records  of  proofs  of  meters  as  removed?    If  so, 
state  them. 

South  Norwalk.  A  card-index  record  is  kept  of  ea^ch  meter 
giving  the  number,  place  where  located,  date  of  installation,  dates 
of  various  tests  made  and  results  of  such  tests. 
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H  77.     What  means  are  being  taken  to  extend  the  use  of  elec- 
tricity ? 

South  Norwalh.  General  superintendent  does  the  soliciting 
for  the  plant;  wiring  contractors  solicit  wiring. 

H  78.     Are  consumers  instructed  in  the  use  of  lighting  appliances  ? 
South  Norwalk.     Ko  organized  methoil. 

H  79.     What  means  are  being  taken  to  extend  the  use  of  electrical 
appliances  ? 

South  Norwalh.     Ko  particular  means. 
H  80.     Are  electrical  appliances  carried  in  stock  for  sale  or  rent? 

South  Norwalh.  JSo,  except  incandescent  lamp  renewals, 
which  are  furnished  free  to  consumers. 

H  81.     What  special  methods  are  in  use  to  secure  new  users? 

South  Norwalh.    ITo  special  methods.    See  answer  to  H  77. 

CHARACTER   OF  SERVICE. 

H  83.  State  fully  the  methods  of  testing  current  regulation  and 
character  of  service. 
Allegheny.  Arc  current  measured  by  switchboard  am-meters, 
Circuits  are  tested  for  ground  during  the  day  with  a  magneto,  and 
at  night  while  in  service  are  tested  by  a  Weston  station  volt-meter. 
Incandescent  services  are  measured  by  switchboard  am-meters  and 
volt-meters. 

Chicago.  10  switchboards  have  the  usual  am-meters.  Tests 
made  at  least  daily  for  arc  light  grounds.  Am-meters  at  Halstead 
street  were  calibrated  and  found  correct  within  about  15/100 
amperes. 

Detroit.  There  is  one  electrician  and  one  switchboard  tender 
on  each  watch  of  eight  hours  each.  Ampere  and  volt-meter  read- 
iags  taken  at  intervals  of  ^  hour  and  recorded.  The  current 
is  maintained  as  follows:  Direct  current  open  arc  circuit,  9.6 
amperes  to  9  :30  P.  M.^  then  cut  down  to  9.2  amperes  to  the  end 
of  the  run.  A.  C.  enclosed  circuits,  6.8  amperes  to  9  :30  p.  m.,  then 
cut  to  6.3  amperes  average  to  end  of  run.  During  the  hours  of 
lighting  the  voltage  of  each  circuit  can  be  measured  by  a  Weston 
station  volt-meter  on  the  arc  switchboard.  The  ampere  meters  in 
the  arc-circuit  are  calibrated  each  night  by  a  Weston  station  am- 
meter, located  on  the  arc-board. 

Eegulation  of  A.  C.  circuits  is  by  hand  at  the  central  station 
and  by  constant  current  transformers  and  arc-light  regulators  on 
each  circuit,  both  at  the  central  and  sub-stations.  The  insulation 
of  arc  circuits  is  measured  at  8  a.  m.,  1  p.  m.,  and  hourly  thereafter 
until  lamps  are  lighted,  by  a  testing-storage  battery  and  volt-meter. 
After  circuits  are  lighted,  grounds  are  located  by  a  series  of  in- 
candescent lamps  which  can  be  connected  across  dynamo  terminals, 
and  these  lamps  are  connected  successively  to  a  commutator.  A 
ground  connection  passed  over  a  commutator  causes  uneven  candle 
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power  of  lamps  at  each  side  until  ground  connection  reaches  seg- 
ment corresponding  to  position  of  ground. 

South  Norwalk.  Ordinary  methods  used  for  detecting 
grounds,  but  not  the  location  of  grounds.  Arc  current  measured 
on  switchboard  am-meter.  Distribution  of  commercial  service  is 
from  three  centres  of  distribution,  served  by  separate  feeders. 
Pressure  wires  are  brought  back  from  each  centre  of  distribution 
to  the  switchboard,  so  that  drop  in  pressure  at  any  time  may  be 
ascertained. 
H  83.     Summarize  results  of  such  examination. 

Allegheny.    'So  records  of  testing. 

Chicago.  Ammeters  at  South  Halsted  calibrated,  found  cor- 
rect within  .15  amperes — had  been  repaired  the  preceding  year. 

Detroit.  The  maintenance  of  the  current  in  arc  circuits  is 
claimed  to  be  imiform  at  the  values  given  in  H  82  for  the  par- 
ticular hours. 

South  Norwalh.  Eegulation  both  by  hand  and  over-compound- 
ing of  generators.  Two  hundred  and  twenty-volt  incandescent 
lamps  used.  Voltage  maintained  at  centres  of  distribution  from 
a  minimum  of  225  to  a  maximum  of  235  volts,  according  to  load  on 
feeders,  and  in  an  effort  to  maintain  from  221  to  223  volts  at  the 
lamp.  Bus  voltage  is  varied  from  230  volts  at  minimum  load  of 
70  amperes  to  265  volts  at  maximum  load  of  1,500  amperes. 
H  84.     Attach  form  on  which  tests  are  recorded. 

Form  said  to  be  attached  for  each  of  the  four  schediile*. 
H  85.     Were  outages  frequent? 

Allegheny.  In  December,  1905,  the  "  dark  hours  "  reported 
were  1483.    Dark  Lamp  Hours  equal  ^  per  cent. 

Chicago.  TJnable  to  give  any  actual  figures  in  percentage  of 
outages.    In  explanation  see  H  86. 

Detroit.  Eeported  under  1/10  per  cent.  See  1905  annual 
report,  page  31. 

South  Norwalk.     General  superintendent  states  to  be  J  per 
cent.    Patrol  states  about  five  per  month  out  all  night. 
H  86.     What  system  of  inspection  was  used  to  see  if  all  lamps 
were  burning? 

Allegheny.  Police  report  outages;  also  three  inspectors  patrol 
circuits,  reporting  hourly  through  police  telephone  system. 

Chicago.  All  outside  lines  and  lamp^  are  under  the  charge 
of  the  chief  trimmer,  under  whom  are  81  lamp  trimmers,  nine  of 
whom  act  as  patrolmen.  Much  dependeilce  is  put  upon  reports 
made  by  the  police.  The  police  reports  are  filed  by  the  chief 
trimmer  under  the  name  of  the  police  officer  making  the  report, 
and  are  not  classified  by  locations  or  tabulated  or  summarized  in 
any  form.  It  involves  considerable  labor  to  gather  outages  for  any 
particular  day.  By  personal  observation,  on  one  occasion,  one 
entire  arc  lighting  circuit  was  out  from  10:25  to  10:38  P.  M.  and 
no  record  could  be  found  that  the  outage  was  reported. 
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Detroit.  Three  (3)  night  patrolmen,  each  supplied  with  horse 
and  buggy,  reporting  to  station  by  'phone  every  thirty  minutes  imtil 
3:00  A.  M.J  and  one  (1)  day  patrolman  with  horse  and  buggy. 
Police  report  to  electrician  on  watch  at  station.  Eeports  also  by 
citizens  by  'phone  or  through  the  mail.  These  reports  are  tabulated 
and  kept  on  file  at  the  office. 

South  Norwalk.  The  trimmers  or  linemen  patrol  circuit  until 
nine  o'clock.  Police  report  outages.  Outage  postal  cards  furnished 
citizens. 

H  87.     State  results  of  such  inspection. 

Allegheny.  Eesults  recorded  in  station  log  and  inspector's 
report  sheet. 

Chicago.     Answered  under  H  86. 

Detroit.     Answered  under  H  85. 

South  Norwalk.  General  superintendent  states  station  gets 
prompt  reports  of  outages.  No  casual  troubles  are  remedied  after 
nine  o'clock. 

H  88.     Is  service  supplied  twenty-four  hours  per  day? 

Allegheny.  Yes,  for  incandescent  service.  Street  arc  service 
supplied  from  dark  to  daylight. 

Chicago.     No. 
•  Detroit.     Yes,  for  incandescent  lights.  For  street  arcs,  thirty 
minutes  after  sunset  to  forty  minutes  before  sunrise.     (3,775  hours 
yearly.) 

South  Norwalk.     Yes,  except  part  of  Sundays. 
H  89.     If  for  part  only,  how  many  hours  each  day? 

Allegheny.  Arc  service,  10  hours  3£f  minutes.  See  answer 
to  H  88. 

Chicago.  Street  lighting -service  4,015  hours  yearly.  Average 
11  hours  per  day. 

Detroit.     Answered  under  H  88. 

South  Norwalk.  For  street  arcs,  one  hour  after  sunset  to  one 
hour  before  sunrise,  except  during  moonlight.  Por  commercial 
service,  24  hours  except  part  of  Sundays.  For  street  lighting,  the 
motor  generator  was  supplied  with  metered  current  126,080  K. 
"W.  H.  Deduct  18  per  cent,  for  loss  in  motor  generator,  leaves 
103  000  K.  W.  H.  Deduct  5  per  cent,  for  line  loss,  leaves  at 
lamp  terminals  97,850  K.  W.  H.  Dividing  by  109  lamps,  gives 
per  lamp  per  year  898  K.  W.  H.  Divided  by  375  watts  per  lamp 
gives  the  calculated  hours  of  operation  per  year,  2,422. 
H  90.     Does  voltage  fluctuate?    Furnish  voltage  charts. 

Allegheny.  No  voltage  charts.  Hand  regulation  at  switch- 
board. 

Chicago.     Series  arc  lighting  only. 

Detroit.     Not  much.    See  charts. 
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South  Norwalk.  As  per  H  83,  bus  voltage  varies  from  330  to 
265  to  compensate  for  feeder  drop.  Voltage  at  centres  of  distribu- 
tion varies  from  225  to  235,  to  compensate  for  drop  in  distribution 
net  work.  No  record  is  had  of  the  actual  voltage  at  lamps.  No 
recording  volt-meters  are  used. 

H  91.     Are  there  any  engineering  tests  or  experiments  being  car- 
ried on? 

Allegheny,  Chicago,  Detroit.     No. 

South  Norwalk.  Not  at  present.  Economy  tests  have  been 
made  by  engineering  students. 

H  92.     Were   there   frequent  complaints  about  interruptions  in 
the  service? 

Allegheny.     Not  in  position  to  know. 

Chicago.     Cannot  be  accurately  answered. 

Detroit.     Probably  not ;  we  were  not  iq  position  to  hear  them. 

South  Norwalk.     No. 
H  93.     Has  the  electric  lighting  supply  ever  been  cut  off  from 
the  city?     Describe  instances. 

Allegheny.  Shut  down  June  18,  1903,  12 :30  a.  m.  to  10 :00 
A.  M.,  account  fire.  Has  been  only  shut  down,  so  superintendent 
states. 

Chicago.     There  is  no  record  indicating  any  shut  down. 

Detroit.  Assistant  superintendent  states  no  interruptions  to 
his  knowledge  within  six  years. 

South  Norwalk.  Yes,  in  1900  tornado  shut  plant  down  thirty 
minutes  and  wrecked  a  mile  of  overhead  construction.  In  1898  bad 
coal  stopped  the  plant  two  hours. 

EXTENSIONS. 

H  94.     What  factors  have  determined  the  extent  and  location  of 
extensions  ? 

Allegheny.  Area  of  city  fixed  by  natural  boundary.  Original 
plant  built  covered  practically  the  whole  city.  Only  a  few  new 
streets  opened.     Increase  of  street  lights  in  ten  years  20  per  cent. 

Chicago.  This  is  governed  entirely  by  -the  ability  of  the  city 
to  provide  the  necessary  funds. 

Detroit.  Street  arc  extensions  determined  by  judgment  of 
commissioners  "  Extensions  and  Supply  Committee,"  as  to  needs, 
subject  to  appropriations  of  the  coimeil. 

South  Norwalk.  Built-up  area  already  about  covered.  Lo- 
cation of  several  factories  contributed  largely  to  extension  of  lines 
for  power  service. 

H  95.     Is  the  built-up  area  well  served,  so  that  all  citizens  may 
use  the  service? 

Allegheny.  Streets  in  built-up  area  have  liberal  number  of 
lights. 
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Chicago.  There  are  6,706  lights  in  operation  as  of  Decemher 
31,  1905.  The  city  electrician  has  prepared  a  map  locating  lamps 
to  light  all  the  streets  of  the  city,  and  his  estimate  fixes  the  total 
number  at  29,000,  or  about  33,000  additional  lights.  There  were, 
on  December  31,  1905,  34,604  gas  lamps  and  5,568  gasoline  lamps 
in  operation. 

Detroit.     ITo  private  users. 

South  Norwalk.  Yes,  in  built-up  area,  about  8,000  feet  by 
5,000  feet.  Whole  area  within  the  city  limits  four  square  miles. 

H  96.     Has  the  policy  in  respect  to  extensions  been  liberal? 

Allegheny.  Original  number  of  lights  ample.  Few  additions 
necessary. 

Chicago.     See  answer  to  H  94. 

Detroit. 
Year...  1895.  1896.  1897.  1898.  1899.  1900.  1901.  1902.  1903.  1904.  1905. 
Number 

lights.     469  1,481  1,600  1,820  1,9192,002  2,042  2,302  2,454  2,597  3,005 

South  Norwalk.  The  number  of  street  lamps  in  service  in 
1894  was  98 ;  in  1906  is  109. 

H  97.     Total  length  of  extensions  during  the  past  year.  •' 

Allegheny.     Twenty-four  additional  street  lights  added. 

Chicago.  During  the  year  1905,  a  new  plant,  located  at 
Fullerton  avenue  and  the  Chicago  river,  was  put  into  operation, 
having  an  equipment  with  a  capacity  for  about  3,500  A.  C.  enclosed 
lamps,  of  which  1,778  were  in  operation  on  December  31,  1905. 
During  the  year  1905,  an  additional  generating  unit  was  ordered 
for  this  plant,  which  would  bring  the  total  capacity  to  about  3,500 
or  3,700  lights.  The  extensions  during  the  year  1905  were  160 
miles  of  overhead  wire,  and  35  miles  of  Underground  cable,  and 
64,797  feet  of  street,  of  underground  conduits. 

Detroit.     ( — ) 

South  Norwalh.     Ten  thousand  feet. 
H  98.     Have  the  citizens  of  any  section  petitioned  for  extension 
to  their  district  within  the  last  five  years  ? 

Allegheny.    ISTo. 

Chicago.  Petitions  are  constantly  being  made.  The  lights 
petitioned  for  are  being  added  or  not  at  the  discretion  of  the  city 
electrician.  '• 

Detroit  For  additional  street  lights  wanted,  the  usual  and 
ordinary  procedure  is  said  to  he  for  the  citizen  to  speak  to  his 
alderman;  the  alderman  then  introduces  a  resolution  in  council 
which  is  referred  to  the  lighting  commission  and  filed  by  the 
latter,  which  asks  its  assistant  superintendent  to  report  on  the 
necessity  for  the  light.  If  he  reports  favorably,  and  funds  are 
available,  and  if  there  is  spare  capacity  in  station,  then  the  exten- 
sion and  supply  committee  of  the  commission  orders  the  lamp  in- 
stalled, or  the  committee  has  power  to  install  lamps  elsewhere  than 
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petitioned  if  it  deems  best.  Or  sometimes  a  number  of  petitions 
accumulate,  and  finally  a  number  of  lamps  are  installed  simul- 
taneously. There  are  3,005  lamps  to  550  miles  of  street,  or  about 
5^  lamps  per  mile. 

South  NorwaTk.  For  street  lighting  extension,  about  one  pe- 
tition made  to  city  council  per  year.  For  commercial  lighting, 
service  now  extends  over  from  ten  to  twelve  miles  of  street  out 
of  a  total  of  seventeen  and  three-quarter  miles. 

H  99.  As  between  several  sections  petitioning  at  one  time,  how 
were  extensions  determined  and  in  what  order? 

H  100.  Were  extensions  made  promptly  when  there  was  a 
demand  ? 

H  101.     "Was  every  applicant  for  service  able  to  get  it  promptly? 

Allegheny.  Has  had  no  petitions  made  and  renders  no  com- 
mercial service. 

Chicago.     See  answer  to  H  98.     Ifo  commercial  service. 

Detroit.     See  answer  to  H  98.    No  private  service. 

South  NorwaTk.  The  city  is  compact.  No  controversy  on 
this  matter.  Extensions  made  promptly  if  plant  is  not  overloaded, 
and  every  applicant  served  promptly  when  station  capacity  was 
available. 

H  103.  Has  the  necessity  for  passage  of  aa  ordinance  ever  caused 
delay  in  extension  of  service? 

Allegheny.     No  commercial  business. 

Chicago.  Passage  of  an  ordinance  is  necessary  to  secure  the 
funds  for  making  extensions,  which  are  determined  by  the  city 
electrician.  During  1905  there  was  appr9priated'  and  expended 
for  construction  as  follows: 

"Underground  construction  on  streets  to  be  improved.   $100,000  00 
Extensions  of  municipal  lighting  system.  . .  „ 257,036  83 

Detroit.  General  annual  appropriation  by  council  determines 
funds  available  for  the  ensuing  year  for  extensions. 

South  Norwalk.  No  ordinance  necessary  to  make  extensions. 
Ordinary  extensions  are  paid  for  out  of  earilings.  Funds  for  "  en- 
largements" are  borrowed  on  notes  as  authorized  by  the  council. 

H  103.  Has  the  service  been  extended  in  advance  of  the  demand 
in  order  to  stimulate  growth  of  a  district,  or  has  it  awaited 
demand  ? 

Allegheny.  Superintendent  states  that  streets  are  lighted  as 
soon  as  opened  and  graded. 

Chicago.  Extensions  of  electric  street  lighting  service  princi- 
pally supplant  the  present  gas  lighting  syistem. 

Detroit.    No  private  users. 

South  Norwalk.  The  built-up  area  is  about  8,000  feet  by 
5,000  feet.    Already  pretty  well  covered,  and  no  new  districts. 
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H  104.  Was  the  department  free  to  use  its  judgment  about  ex- 
tensions, or  was  an  ordinance  required  authorizing  the 
extensions  ? 

Allegheny.     Yes,  within  amount  of  appropriation  for  street 
lighting. 

Chicago.     Answered  under  H  102. 

Detroit.  Decided  by  extension  and  supply  committee  of  the 
commission,  subject  to  general  appropriations  of  the  council. 

South  Norwalh.  Additional  lines  are  run  at  the  discretion  of 
the  general  superintendent. 

H  105.  May  service  be  extended  to  suburban  sections  not  within 
the  city  limits?  State  fully  conditions  upon  which  this 
may  be  done. 

Allegheny.     No;  limited  to  city. 

Chicago.     'No. 

Detroit.  No,  except  to  public  parks  outside  the  city  if  owned 
by  the  city. 

South  Norwalh.  No,  but  five  such  customers  have  built  up 
to  city  limits  to  take  city  current. 

STREET  WORK. 

H  106.  Was  street  work  done  by  direct  employment  or  by  con- 
tract ? 

Allegheny.  Direct  employment.  Streei  work  limited  to  over- 
head construction.  Highway  department  sometimes  repaves  with- 
out charge. 

Chicago.     Practically  all  work  done  by  direct  employment. 

Detroit.     Direct  employment  except  conduit  work. 

South  Norwalh.    Direct  employment. 
H  107.     Was  the  work  done  by  contract  properly  inspected? 
H  108.     Was  the  work  performed  in  an  efficient  manner? 

Allegheny.     ( — ) 

Chicago.     Could  not  be  accurately  answered. 

Detroit.  Have  conduit  inspector  for  the  purpose.  No  means 
of  knowing  the  efficiency  of  the  work. 

South  Norwalh.     No  contract  work  done. 
H  109.    Was  the  street  surface  promptly  restored  after  openings 
were  made? 

Allegheny.  Only  openings  are  in  sidewalks  for  poles.  No 
such  work  in  progress  during  our  inspection. 

Chicago.     Could  not  be  accurately  answered. 

Detroit.     No  means  of  knowing. 

South  Norwalh.     No  underground  work. 
H  110.     Was  water  used  in  puddling  ditches  ? 
H  111.     Were  open  trenches  and  obstructions  properly  guarded? 
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H  112.     How  are  sunken  trenches  taken  care  of? 

Allegheny.     Ko  ditches,  no  trenches,  no  sunken  trenches. 

Chicago.  Soil  has  been  such  that  about  one-third  of  the 
ditches  have  been  back-filled  by  puddling.  Trenches  and  obstruc- 
tions properly  guarded  by  barricades  and  lights  by  night.  Sunien 
trenches  repaired  when  notified  by  commissioner  of  public  works. 

Detroit.  Conduits  laid  in  shallow  trenches  about  two  feet 
deep,  and  one  trench  we  saw  open  was  properly  guarded. 

South  NorwalTc.    No  underground  work. 
H  113.     What  has  been  the  policy  in  regard  to  improving  the  con- 
dition of  street  services  prior  to  street  paving  or  re- 
pairing ? 

Allegheny.     No  street  service. 

Chicago.  In  1905,  $100,000  was  spent  for  this  purpose. 
Underground  work  is  done  in  advance  of  laying  improved  pave- 
ments. 

Detroit.  Electric  conduit  laid  only  in  business  streets  in 
centre  of  city  and  already  paved. 

South  Norwalh.     No  street  service. 

H  114.     Is  there  an  up-to-date  map  showing  the  location  and 
nature  of  all  street  mains  and  fixtures? 

Alleghen%^  Map  of  the  city  is  maintained  up  to  date  in  the 
office  of  the  superintendent,  which  shows  the  location  of  lights 
and  the  boundaries  of  the  several  trimmiag  districts. 

Chicago.  The  city  electrician  has  a  separate  map  of  each  over- 
head and  underground  circuit  showing  the  run  of  the  lines  and 
location  of  the  lamps.  These  are  bound  in  book  form,  each  book 
being  all  the  circuits  operated  from  one  station. 

Detroit.     Map  furnished,  but  not  reprbdueed. 

South  Norwalh.    No,  but  one  is  being  made. 
H  115.     Who  decides  where  underground  structures  shall  be  lo- 
cated ia  the  street? 

Allegheny.     No  underground  structures. 

Chicago.  City  electrician,  under  the  direction  of  the  com- 
missioner of  public  works  through  the  superintendent  of  streets. 

Detroit.  Assistant  superintendent,  subject  to  the  commission's 
extension  and  supply  committee. 

South  Norwalh.     No  underground  structures. 
H  116.     Is  a  permit  from  a  public  authority  required  before  street 
may  be  opened? 

Allegheny.     No. 
Chicago.     Yes. 

Detroit.     Commissioner  of  public  works. 
South  Norwalh.    No,  but  consults  wit^h  street  commissioner 
on  important  work. 
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H  117.     Is  a  separate  permit  obtained  for  each  opemng? 
Allegheny.    ISTo. 
Chicago.     Yes. 
Detroit.     For  each  street. 
South  Norwalh.     ISTo. 

PURCHASE  OF  MATERIALS. 
H  118.     Who  places  the  orders  for  materials,  and  who  governs 
thq  placing  of  orders? 
Allegheny.     Electric  superintendent  makes  requisition  on  di- 
rection (or?)  of  public  works,  who  places  order. 

Chicago.  If  order  amounts  to  less  than  $500,  purchase  is 
made  by  the  business  agent  of  the  city,  upon  requisition  of  the  city 
electrician.  If  over  $500,  by  the  city  electrician,  with  the  approval 
of  the  mayor. 

Detroit.  Superintendent  or  assistant  superintendent  makes 
requisition ;  extension  and  supply  committee  "  approve  " ;  Secretary 
orders. 

South  Norwalh.     General  superintendent. 
H  119.     Were  contracts  advertised? 

Allegheny.     Ygs,  for  yearly  supply  of  all  anticipated  items. 

Chicago.  Yes,  if  it  amounts  to  over  $500,  an  award  must  be 
made  to  the  lowest  responsible  bidder  by  the  city  electrician,  ap- 
proved by  committee  on  finance  of  the  city  council. 

Detroit.     ISTo. 

South  NorwalTc.     ITo. 
H  130.     What  system  was  used  to  check  the  quality  of  materials 
and  weights  or  measurements  of  shipments? 

Allegheny.  Coal  specifications  provide  that  the  coal  delivered 
for  lighting  plant  shall  be  mined  from  the  Pittsburg  thin  vein, 
first  or  second  pool,  but  do  not  provide  for  any  requirements  as 
to  heating  value,  nor  are  any  determinations  made.  Station  em- 
ployees complain  that  at  times  the  coal  contains  much  "  dirt." 
The  coal  as  specified  is  to  be  one-half  nut  and  one-half  slack.  There 
is  no  organized  system  in  vogue  for  checking  quantity  of  materials. 
The  chief  operating  engineer  is  depended  upon  for  checking  the 
quality  and  quantity  of  station  supplies,  while  in  the  last  four 
years  very  little  construction  work  has  been  done  outside  the 
station. 

Chicago.  Station  supplies  and  underground  cable  are  deliv- 
ered at  Halsted  Street  station,  where  they  are  checked  and  inspected 
under  the  supervision  of  the  chief  operatiag  engineer.  Overhead 
construction  material  is  delivered  at  Pace  &  Lincoln  streets  sta- 
tion, where  it  is  checked  and  inspected  under  the  supervision  of 
the  superintendent  of  construction.  Lamps  and  lamp  supplies  are 
delivered  at  the  lamp  repair  shop  at  Chicago  avenue  and  Sedgwick 
street,  where  they  are  checked  and  inspected  under  the  supervision 
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of  the  chief  trimmer.  Coal  is  received  at'  Fullerton  avenue  and 
Wentworth  avenue  plants  by  railroad  weight.  At  Eice  &  Lincola 
and  Halsted  street  coal  is  weighed  on  station  scales. 

Detroit.  Storekeeper  counts  and  examines,  except  coal  exam- 
ined by  station  engineer,  weighed  on  plant  track  scales,  and  paid 
for  accordingly,  and  poles  delivered  to  pole  yard  and  examined 
by  assistant,  superintendent. ' 

South  NorwaTk.  The  general  superintendent  states  (a)  that 
coal  is  delivered  by  wagons  and  voucher  given  the  engiaeer  for  each 
load.  The  load  can  be  re-weighed  on  station  floor  scales  and  about 
twenty  loads  are  so  cheeked  each  year.  (6)  Supply  shipments  are 
counted  and  examined  as  received,  by  some  employee,  usually  the 
inspector.  About  one  incandescent  lamp  in  ten  is  photo-metered. 
H  121.  What  redress  is  there  in  case  of  shortages  or  poor  quality 
of  shipments? 

Allegheny ■  The  right  is  reserved  to  reject  material  which  is 
inferior  to  the  specified  requirements,  examinations  being  veiQal(  ?). 
In  the  event  of  shortages,  deductions  are  made  from,  the  bOla 
pro  rata. 

Chicago.  City  electrician  states  that  he  requires  all  short- 
ages in  quantity  to  be  made  good,  and  that  materials  of  poor 
quality  are  rejected.  ' 

Detroit.  If  coal  is  poor  or  short,  price  is  scaled.  If  other 
supplies  deficient,  would  reject. 

South  Norwalh.     Ordinary  redress,  nothing  special. 
H  123.     How  did  prices  and  quality  compare  with  those  paid  by 
private  companies? 
Allegheny.     See  schedule  of  contract  prices  submitted  under 
separate  cover.     (Not  reproduced  here.) 

Ohicago.     The  following  prices  were  paid  in  1905 : 

Oak  Side  Brackets 1.2c.    ea. 

Mch.  Bolts  J  X  4" Ic.    ea. 

ix6" 2c.    ea. 

1x16" 3c.    ea. 

|x20" 3|c.  ea. 

ix24" 4c.    ea. 

Brooklyn  Strain  Insulators 67^c.  ea. 

Sulphur  2|c. 

No.  6  Melntire  Connectors 3c. 

2-piQ  cross  arms 12c.    ea. 

4-pin  cross  arms 16c.    ea. 

6-pui  cross  arms 24c.    ea. 

10-pin  cross  arms 30c.    ea. 

Chatterton's   Compound $1.22^    per  lb. 

Glass  Insulators  T.  P.  small 4^c.  ea. 

"  "        large 5|c.  ea. 

Lumber    $30.00  per  M. 

Nails,  all  sizes 4c.    per  lb. 
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Locust  pins  1|" Ic.    ea. 

Locust  pins  l|" l^c.  ea. 

W.  U.  Steel  pins 3|c.  ea. 

Bar   Solder 19c.    per  lb. 

Wire   Solder     33^0.  per  lb. 

Standard  Eisers 88c. 

Crushed  Stone $1.60 

Crescent  Solder  Stick 10c. 

ISTauser  Tape 31c.    per  lb. 

Okonite  Tape 70c.    per  lb. 

I"  Iron  Strand Ic.    a  foot. 

STo.  6  Wrapped  Wire 16fc.  per  lb. 

No.  10  H.  D 17|c.  per  lb. 

N"o.  10  wp 20  1/lOc.  per  lb. 

No.  13  E.  C 1  3/35c.  a  foot. 

No.  14  E.  C Ic.    a  foot. 

No.  16  E.  C 8/lOc.  per  foot. 

No.  10  Soft  Tie 30|c.  per  foot. 

Iron,  all  sizes 3c.    a  foot. 

Detroit.     ( — ) 

South  Norwallc.     Schedule  furnished,  but  not  reproduced. 

H  133.     Were  the  dealers  supplying  materials  connected  with  the 
city,  county  or  state  government? 

Allegheny.     Superintendent  states  no. 

Chicago.     City  electrician  states  no. 

Detroit.     No,  except  in  minor  purchases  if  prices  lowest. 

South  Norwalk.     General  superintendept  states  no. 
H  134.     Were  local  dealers  favored  over  those  outside  of  the  city? 

Allegheny.     Yes,  system  of  ordering  under  annual  contracts 
favorable  to  local  dealers. 

Chicago.     City  electrician  states  '  Yes,  jjverything  being  equal.' 

Detroit.    Yes,  if  other  conditions  favorable. 

South  Norwalk.    Yes,  for  coal,  tools  and  hardware  when  pro- 
curable at  same  prices. 

H  135.     Was  there  delay  in  placing  orders  after  engineer  or  su- 
perintendent expressed  the  necessity  for  the  supplies? 

Allegheny.     No.    Superintendent  orders  by  telephone  if  neces- 
sary, and  confirmation  follows  later  through  the  usxial  channels. 

Chicago.     Orders  placed  directly  by  city  electrician  upon  requi- 
sition of  head  of  department. 

Detroit.    No. 

South  Norwalk.     Superintendent  does  his  own  ordering. 
H  136.     In  practice,  did  the  manager  get  the  types  and  makes 
of  the  things  asked  for,  or  was  he  forced  to  take  some- 
thing else? 

Allegheny.     Yes. 
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Chicago.  City  electrician,  chief  operating  engineer  and  chief 
trimmer  state  "  Yes." 

Detroit.    Yes. 

South  Norwalk.    He  places  his  own  orders. 
H  127.     Were  bills  for  materials  purchased  paid  promptly? 

Allegheny.     On  the  15th  of  the  following  month. 

Chicago.  No;  accomits  are  generally  in  arrears  two  or  three 
months. 

Detroit.  Usually  on  the  20th  of  the  following  month  or 
earlier  if  substantial  discount  procurable. 

South  Norwalk.  Yes,  on  the  Saturd^  nearest  the  10th  of 
the  following  month. 

CONDITION  OF  PLANTS. 

H  128.     Is  the  plant  adequately  equipped  to  handle  the  business? 

Allegheny.  Yes,  for  615  open  arc  lights  and  incandescent  ser- 
vice; but  for  the  907  enclosed  arc  lights,  the  five  engines  without 
reserve  are  required  all  night  and  every  night. 

Chicago.  Number  of  street  lamps  operated  from  the  four 
plants  has  generally  been  limited  by  the  station  capacity.  The 
station  capacity  is  sufficient  to  handle  the  street  lighting  loads  now 
existing.  All  stations,  with  the  ezception  of  the  new  plant  at 
Pullerton  avenue,  are  loaded  to  the  economical  limit. 

Detroit.  The  open  arc  dynamo's  capacity  was  3,230  lights, 
and  1,1? 7  operated.  Alternating  dynamo's  capacity,  1,375  K.  W. ; 
operated  1,828  A.  C.  lamps,  738  K.  W.  of  ijicandescent  lamps  con- 
nected. (Not  all  used  simultaneously.)  Boilers  aggregate  2,000 
H.  P. 

South  Norwalk.    Yes,    but    general    superintendent    expects 
plant  will  be  fully  loaded  during  Christmas,  1906,  at  time  of  peak 
load.     He  states  further  that  load  on  plant  is  increasing  at  the 
rate  of  about  25  per  cent,  a  year. 
H  129.     Is  the  equipment  of  modern  and  efficient  type? 

Allegheny.  The  boilers  are  water-tube,  and  of  efficient  type; 
two  are  equipped  with  Eaxney  stokers  and  .bne  with  Jones  stokers. 
Steam  piping  is  about  one-half  old  (1895)  and  one-half  new 
(1903).  It  has  been  re-arranged  three  timas,  and  there  is  leakage 
at  numerous  joints  over  the  boilers.  Plant  is  non-condensing.  The 
three  horizontal  cross  compound  engines  aggregating  1,875  I.  H. 
P.  are  nearly  new,  and  are  efficient  of  their  type  (Buckeye) .  There 
are  five  single-acting  compound  engines  (belted),  which  are  neither 
modern  nor  efficient — 850  rated  I.  H.  P.  All  electric  apparatus 
within  station,  including  switch-board,  is  of  new  and  efficient  type 
except  twelve  open-arc  dynamos  (Western  Electric)  which  are  now 
no  longer  manufactured. 

Chicago.  The  boiler  plant  with  stoki^ig  equipment,  together 
with  condensing  plant  and  steam  piping,  is  of  modern  and  efficient 
type.    All  boilers  are  water-tube.    The  engine  plant,  with  the  ex- 
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ception  of  one  unit,  consists  of  cross  compoiind  vertical  engines. 
These  units  are  of  fairly  large  size  for  stations  carrying  a  street 
lighting  load,  being  of  an  average  of  900  I.  H.  P.  each.  The 
engines  are  run  condensing,  using  the  city  supply  for  condensing 
water  as  well  as  for  feed  water,  the  discharge  from  the  condensers 
being  wasted.  The  A.  C.  generators  at  PuUerton  avenue,  together 
with  the  switch-board  equipment  and  lamps,  transformers  and 
regulators  operated  from  that  plant,  are  new  and  of  efficient  type. 
The  arc  light  machinery  at  Eice  &  Lincoln  streets  and  at  Halsted 
street  is  of  old  type,  operating  open  arc  lamps.  About  three-fourths 
of  the  machines  are  Western  Electric  machines,  which  are  now  no 
longer  manufactured,  the  remainder  being  Brush  Multiple  circuit 
machines,  but  of  old  type.  The  arc  machines  at  Wentworth  avenue 
are  modern  150-light  multiple  circuit  Brush  machines,  operating 
direct  current  enclosed  lamps,  which  are  coupled  together  in  sets 
of  five  on  the  same  shaft.  The  arc  circuit  switch-boards  are  con- 
temperaneous  with  the  arc  light  machines.  The  underground 
equipment  is  of  standard  manufacture  for  this  character  of  service. 
The  overhead  equipment  is  standard  for  this  character  of  service. 
Of  this,  6,706  arc  lamps,  about  4,180  are  old  open  arc  lamps  of 
obsolete  type. 

Detroit.  The  boilers  are  good  as  tubular  boilers.  They  are 
double-deck  boilers,  all  the  tubes  being  in  the  lower  shell  with  an 
upper  shell  acting  as  steam  space  and  carrying  the  water  line.  The 
engines  are  triple  expansion,  marine  type,  built  by  Samuel  P. 
Hodge,  of  Detroit,  together  with  three  Williams  centre  valve  triple 
expansion  vertical  engines.  The  D.  C.  are  light  dynamos  are  four- 
pole  Western  Electric  machiues,  haviag  a  capacity  of  about  IS  5 
arc  lights  each.  The  manufacture  of  these  machines  has  been 
discontinued.  They  are  giving  fairly  good  service,  and  the  public 
lighting  commission  is  substituting  A.  C.  enclosed  lamps  for  the 
present  9.6  open  lamps  as  funds  are  available.  One  engine  and 
four  of  these  arc  light  machines  have  been  dismantled  since  June, 
1905,  and  the  A.  C.  enclosed  lamps  substituted.  A  3,000  K.  W. 
Westinghouse-Parsons  steam  turbine  has  been  erected  to  handle  the 
A.  C.  lighting  since  the  end  of  the  year  covered  by  our  report.  The 
two-phase  alternators  in  service  June  30,  1905,  are  of  the  induction 
type.  These  machines  operate  satisfactorily,  on  purely  steady  loads 
such  as  street  lighting.  They  would  not  be  considered  as  modern 
and  eflElcient  machines  in  general  central  station  service.  They 
would  be  inefficient  in  regulation  and  difficult  to  operate  with  any 
other  type  alternator.  Switch-board  equipment  is  standard  and  of 
recent  installation.  The  arrangement  is  good  for  handling  the  ser- 
vice of  the  plant.  The  auxiliary  plant  is  of  modern  and  efficient 
type  for  engine  operation.  The  underground  equipment  of  con- 
duit and  cables,  is  of  standard  manufacture.  The  overhead  equip- 
ment is  standard  for  this  class  of  work.  There  are  in  operation 
1,177  9.6  ampere  double  carbon  brush  lamps  which  are  of  practi- 
cally obsolete  type.  There  are  also  1,838  6.8  ampere  A.  C.  enclosed 
lamps  of  General  Electric  and  Western  Electric  manufacture,  to- 
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gether  with  transformers  and  regulators  of  the  same  type.    These 
latter  are  of  modern  and  efficient  type. 

South  NorwaTk.  Boilers  are  of  return  tubular  type.  Steam 
pressure  now  in  use  95  lbs.  There  are  no  records  from  which  we 
could  determine  the  commercial  economy  of  these  boilers.  The 
engine  plant  consists  of  a  new  Dietel  (Diesel?)  oil  engine  of  high 
thermal  economy,  four  simple  automatic  cut-ofE  engines  and  one 
simple  four-valve  engine  operating  at  95  lbs.  steam  pressure,  and 
non-condensing.  The  plant  is  less  efficient  than  would  be  the  case 
were  the  smaller  engine  units  supplanted  by  one  unit  of  large  ca- 
pacity. The  minimum  load  during  the  day  is  such  that  one  small 
unit  is  sufficient  for  this  purpose.  The  electric  plant  is  of  350- 
volt  direct  current,  with  two  old  type  generators  and  two  new  type 
generators  on  the  small  engines.  There  are  two  modern  type 
generators,  one  on  the  oil  engine  and  one  on  the  four-valve  engine. 
The  motor  generator  set  for  arc  lighting  is  of  modem  and  efficient 
type, 'as  is  also  the  switch-board,  both  for  street  lighting  and  com- 
mercial service. 
H  130.     Is  it  in  good  condition? 

Allegheny.  It  is  in  generally  fair  condition  except  steam  pip- 
ing over  boilers. 

Chicago.  All  of  the  equipment  except  the  arc-machines  noted 
under  H  129  is  in  fairly  good  condition. 

Detroit.  The  appliances  and  equipment  give  evidence  of  being 
maintained  in  good  condition.  At  the  tiflie  of  our  examination 
the  steam  turbine  was  being  installed,  but  the  condensing  apparatus 
for  it  had  not  been  completed.  The  Westihghouse  Machine  com- 
pany has  the  contract  for  the  entire  equipment,  including  piping, 
condensers  and  pump.  That  portion  of  the  plant  showed  its  in- 
complete condition. 

South  NorwaTk.  The  plant  generally  is  maintained  in  good 
condition  for  its  type. 

H  131.     Will  it  be  necessary  to  make  extensive  repairs  and  altera- 
tions in  the  near  future? 
Allegheny.     ISTo,  not  for  sake  of  capacity.    Yes,  to  modernize 
and  get  good  efficiency. 

Chicago.  ISTo,  the  city  of  Chicago  is  negotiating  with  the 
drainage  board  for  the  utilization  of  water  power  being  developed 
in  the  drainage  canal,  which  development  will  be  outside  the  city 
limits.  The  lines  will  be  brought  by  the  drainage  board  to  the  city 
limits,  from  which  poiat  the  city  will  handle  it.  This  development 
contemplates  the  immediate  installation  of  16,000  K.  W.,  with  an 
ultimate  capacity  for  30,000  K.  W.  The  present  plans  of  the  city 
electrician  contemplate  additional  street  lighting  by  the  use  of  this 
power,  and  the  maintenance  in  operation  of  the  present  steam 
generating  plants.  These  four  steam  plante  in  the  course  of  re- 
building have  been  so  laid  out  that  they  may  be  driven  by  induction 
motors  keeping  the  steam  plants  in  reserve  against  the  contingency 
of  a  shut-down. 
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Detroit.  The  policy  of  the>  public  lighting  commission,  as 
announced,  is  to  gradually  abandon  the  use  of  the  open-arc  light 
apparatus  and  substitute  A.  C.  enclosed  arc-lighting. 

South  Norwalh.  The  growth  of  business  will  require  an  in- 
crease of  station  capacity  in  the  near  future-  according  to  anticipa- 
tions of  the  superintendent.  The  Diesel  engine  operates  at  about 
one-fourth  the  fuel  cost  of  the  steam  engines,  so  it  will  probably 
supplant  them  sooner  or  later  if  it  continues  to  prove  satisfactory 
in  other  respects. 

H  132.     Is  the  plant  kept  in  clean  and  neat  condition? 

Allegheny,     No,  except  electric  apparatus. 

Chicago.  With  the  exception  of  conditions  brought  about  by 
construction  work  in  progress  at  the  new  plant  at  Pullerton  avenue, 
all  of  the  plants  are  kept  in  a  reasonably  clean  and  neat  condition. 

Detroit.     Well  kept  for  this  type  of  plant. 

South  Norwalh:    Yes,  for  its  type. 
H  133.     Are  the  works  adequately  ventilated? 

Allegheny.     Yes. 

Chicago.    As  much  as  is  necessary  in  plants  of  this  character. 

Detroit.     Yea. 

South  Norwalh.     ISTo  special  means  for  ventilation  are  neces- 
sary in  plants  of  this  character. 
H  134.     Are  pits,  shafts  and  machinery  properly  guarded? 

Allegheny.     Machinery  of  this  class  not  usually  guarded. 

Chicago.     As  much  as  is  necessary  in  plants  of  this  character. 

Detroit.     As  usual. 

South  Norwalh.     Yes,  as  usual. 

GENERAL  MATTERS. 

H  135.     Are  offices  for  payments,  complaints,  and  other  business 

conveniently  located? 
H  136.     Were  consumers'  complaints  promptly  and  efficiently  at- 
tended to? 
H  137.     Describe  office  system  of  handling  complaints. 
H  137a.  How  are  leak  complaints  attended  to  at  night? 

These  questions  do  not  apply  to  Allegheny,  Chicago  and  De- 
troit, which  have  no  commercial  business. 

South  Norwalh. 

H  135.  Station  office  about  two  blocks  from  business  street. 
Lamps  also  distributed  from  a  wiring  contractors  office  on  a  busi- 
ness street. 

H  136.     Apparently  so. 

H  137.  Trouble-report  forms  kept  in  telephone  booth,  and 
complaints  entered  as  received.  Trouble  man  on  duty  at  station 
imtil  9  P.  M.  for  serious  trouble.    After  9  p.  m.  employees  called 
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out  by  steam  whistle  signal  at  station.    Complairits  are  made  to  sta- 
tion in  person,  by  mail  and  by  telephone. 
H  137a.  Ko  underground  services. 

H  138.  Is  there  a  system  of  badging  or  uniforming  the  employees 
so  that  they  may  be  known  to  the  pliblic  ? 

Allegheny.     Each  outside  employee  wears  a  badge. 

Chicago.  Operating  and  construction  men  wear  badges,  prin- 
cipally to  identify  them  to  police.  Employees  do  not  necessarily 
come  into  contact  with  the  general  public. 

Detroit.  Badges  for  commissioners,  secretary,  general  super- 
intendent, assistant  superintendent,  chief  trimmer  and  three  patrol- 
men. 

South  NorwaTk.     Yes ;  all  employees  badged. 

H  139.  Are  the  general  morale  and  discipline  of  the  employees 
good,  bad,  or  indifferent? 

Allegheny.  "We  do  not  consider  the  length  of  our  visit  suf- 
ficient to  answer  this  comprehensively.  Que  example  was  noted 
which  indicated  a  laxity  in  discipline,  but  the  shortness  of  our  stay 
does  not  enable  us  to  say  whether  this  one  example  is  indicative 
of  the  whole  organization  or  whether  it  was  an  unusual  ease. 

Chicago.  The  limited  time  of  our  visit  was  not  sufficient  for 
answering  this  question  properly. 

Detroit.  So  far  as  we  did  observe  in  a  three  days'  visit,  good 
feeling  obtained  among  the  employees  in  responsible  positions.  The 
condition  of  the  plant  would  indicate  that  the  general  morale  and 
discipline  were  good. 

South  Norwalh.  We  should  say  the  general  morale  and  dis- 
cipline of  the  employees  as  existing  at  the  time  of  our  esamina- 
tion  were  good.  The  general  superintendent  has  been  in  charge 
for  fourteen  years;  the  chief  operating  engineer  for  twelve  years. 
The  position  of  assistant  operating  engineer  (position  created  in 
1901)  has  been  held  by  the  same  man.  Line  foreman,  for  nine 
years,  and  both  linemen  for  four  years. 

H  140.  Are  the  employees  who  meet  the  public  polite  and  at- 
tentive ? 

Allegheny.     !N"o  commercial  business. 

Chicago.  ISTo  necessity  for  coming  into  contact  with  the  gen- 
eral public. 

Detroit.  As  there  is  only  public  lighting  handled,  employees 
do  not  come  directly  in  contact  with  the  general  public. 

South  Norwalk.  Only  the  general  superintendent  and  clerk 
meet  the  public. 

H  141.     Are  they  neatly  dressed? 

Allegheny.     No,  but  suitable  to  laboring  occupations. 
Chicago.     Suitable  for  the  occupation. 
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Detroit.  Employees  are  dressed  suitaky  for  their  respective 
avocations. 

South  Norwalh.     See  answer  to  H  140. 
H  143.     Do  the  various  departments  work  in  harmony?    Is  there 
friction  or  jealousy,  and  does  one  department  shirk  work, 
leaving  it  to  be  done  by  another  ? 
Allegheny.     Do  not  consider  our  visit  of  sufficient  length  to 
answer  this  question. 

Chicago.  Our  examination  did  not  reveal  any  lack  of  har- 
mony. 

Detroit.     See  answer  to  H  139. 

South  NorwaTk.     The  operating  force  consists  of  general  su- 
perintendent, one  clerk,  two  engineers,  two  firemen,  one  inspector, 
one  lineman,  one  trimmer,  and  is  not  "  departmentalized."    There 
is  no  evidence  of  friction  as  between  employees. 
H  143.     Is  there  an  adequate  system  of  telephones? 

Allegheny.    Use  police  telephone  system. 

Chicago.  Bach  central  station  and  repair  shop  is  connected 
with  a  private  branch  exchange  in  the  city  electrician's  headquar- 
ters. Eeady  communication  may  be  had  between  these  head- 
quarters, but  no  special  telephone  arrangements  exist  other  than 
as  above  stated. 

Detroit.  Private  telephones  are  used  as  accessible,  and  police 
telephones  may  be  used. 

South  Norwalk.     This  small  plant  hardly  needs  a  "  system 
of  telephones." 
H  144.     Are  the  works  and  offices  properly  watched  at  night? 

Allegheny.     In  operation  all  night. 

Chicago.  The  offices  adjoin  the  room  occupied  by  the  fire 
alarm  telegraph  department,  which  is  operated  day  and  night. 
Stations  are  also  operated  at  night. 

Detroit.     Stations  are  operated  all  night.     Offices  locked  up. 

South  Norwalk.     No  watchmen  needed.     Operates  all  night. 
H  145.     Are  employees  generally  permitted  to  run  to  fires,  or  is 
some  one  appointed  to  go? 

Allegheny.     No  special  system. 

Chicago.  The  fire  alarm  telegraph  department  is  under  the 
charge  of  the  city  electrician.  The  headquarters  of  their  outside 
force  is  in  the  yard  adjoining  the  Halstead  street  station,  where 
direct  communication  is  had  with  the  station  operating  forces  by 
means  of  telephone  described  in  H  143.  In  general,  as  described 
by  the  city  electrician,  employees  do  not  run  to  fires  unless  notified 
as  above. 

Detroit.     Don't  go  to  fires  unless  important  or  on  trunk  lines. 

South  Norwalh.  General  superintendent  is  fire  chief  also. 
Other  employees  go  if  electric  duties  permit. 
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H  146.  Is  there  any  system  of  inspection  to  prevent  workmen 
of  other  companies  or  city  departnibnts  from  injuring  the 
underground  structures? 

Allegheny.     JSTo  underground  structures. 

Chicago.  This  system  is  a  part  of  the  operations  of  the  com- 
missioner of  public  works,  who  is  generally.' relied  upon  to  protect 
the  underground  conduits  belonging  to  tHe  department  of  elec- 
tricity. 

Detroit.  Public  works  department  has  inspector  on  each  job, 
who  calls  electric  light  department  if  necessary. 

South  Norwalk.     ISTo  underground  structures. 

H  147.     Has  the  manager  maintained  an  adequate  system  of  re- 
ports made  to  him  of  the  details  bf  the  operation  of  the 
plant  day  by  day,  so  as  to  show  manufacturing  results, 
cost  per  unit,  length  of  underground  or  overhead  struc- 
tures installed,  etc.? 
Allegheny.    Forms  are  provided  for  daily  reports: 
(a)  Of  station  report, 
(&)  Of  construction  materials  used, 
(c)  Of  electrical  output. 

The  A.  C.  generator  output  is  metered.  This  output  is  charged 
to  incandescent  service  after  deducting  for  the  arc-service  an 
amount  determined  by  multiplying  the  arc  lamp  hours  by  500 
watts  and  dividing  by  the  per  cent,  efficiency  of  motor  generator 
sets.  The  output  of  engine-driven  arc  generators  is  estimated  by 
multiplying  the  lamp  hours  by  500  watts. 

Chicago.  Daily  reports  are  made  to  the  city  electrician.  AH 
service  being  series  arc,  only  the  A.  C.  output  is  metered.  The  only 
unit  cost  is  figured  per  average  number  oi  lamps  per  year. 

Detroit.  Yes,  the  management  has  figures  readily  available 
for  figuring  costs. 

South  NorwaTk.  Yes.  A  daily  station  report  gives  electrical 
output,  fuel,  oil,  etc.,  used,  which,  with  the  daily  payroll  kept, 
enables  the  general  superintendent  to  calculate  his  unit  operating 
cost.  The  general  superintendent  maintains  a  small  map  in  his 
office  upon  which  is  plotted  the  outside  construction.  No  printed 
forms  are  in  use  for  giving  unit  cost  of  construction. 

H  148.  Attach  the  form  on  which  the  manufacturing  records 
are  kept. 

Allegheny.     Form  not  reproduced. 

Chicago.  We  furnish  them  under  separate  cover.  The  blanks 
attached  in  H  148,  if  properly  maintained,  would  show  actual  unit 
cost  of  construction. 

Detroit.     Form  not  reproduced. 

South  Norwall-.     Form  not  renroduced. 
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H  149.     Was  tkere  a  drafting  room  maintained? 
Allegheny  and  Chicago.     No. 

Detroit.  Yes;  one  draftsman  also  keeps  all  maps  of  lines, 
foreign  pole  contacts,  etc. 

South  Norwalh.  General  superintendent  does  drafting  him- 
self. 

H  150.    What  system  was  in  YOgne  to  take-  care  of  the  tools  dis- 
tributed to  employees? 
Allegheny.     Practically  all  the  tools  used  were  in  the  station. 
There  is  little  or  no  construction  work  in  progress. 

Chicago.  ISTo  particular  system  in  v.ogue,  but  an  effort  is 
made  to  keep  track  of  all  tools  issued.  It  is  impossible  to  say 
whether  this  is  done. 

Detroit.  Worn-out  tools  must  be  returned  before  new  tools 
are  bought. 

South  Norwalh.     Tools  as  purchased  are  charged  to  operating 
account,  and  men  may  purchase  tools  and  pupplies  as  needed. 
H  151.     Were  the  different  classes  of  workmen  equipped  with 
proper  tools  ?    Were  the  tools  kept  in  order  ? 
Allegheny.     Practically  no  construction  work  in  progress. 
Chicago.     Apparently  so. 

Detroit.  Yes,  except  the  carpenter,  who  furnishes  his  own 
tools. 

South  NorwalJe.     Yes,  apparently. 
H  152.     With  what  promptness  were  orders  to  turn  on  current 
attended  to? 
Allegheny,  Chicago,  Detroit.     No  commercial  service. 
South  Norwalk.     No  record  to  show.     The  general  super- 
intendent says,  "  as  soon  as  service  wires  can  be  installed." 
H  153.     Are  service  pipes  run  to  every  lot,  whether  built  upon, 
or  not,  prior  to  street  paving  or  repaving?     If  so,  how 
many  of  these  dead  services  are  now  in  existence? 
Allegheny.     No  imderground  services. 
Chicago.     No  commercial  service. 

Detroit.  No  private  consumers.  Streets  already  paved  within 
nominal  half-mile  limit  for  underground  service. 

South  Norwalh.     None  made  by  city,  but  about  siz  residences 
have  installed  their  own  services  underground. 
H  154.     Are  records  kept  of  services  by  date  installed,  so  that  as 
the  service  grows  old  inspection  m^y  be  made  at  intervals 
of  years  to  determine  when  renewals  should  take  place 
and  insure  such  renewal  before  most  of  the  services  have 
begun  to  give  trouble? 
Allegheny.     No  underground  services. 
Chicago,  Detroit.    No  commercial  service. 
South  Norwalh.     No  underground  services  belonging  to  city. 
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H  155.     Are  there  any  regulations  in  force  regarding  tlie  entrance 
of  employees  m.  houses?    If  so,  attach  a  copy. 

Allegheny.     IsTo  inside  work. 

Chicago,  Detroit.     No  commercial  service. 

South   Norwalh.     No. 
H  156.     Does  any  one  inspect  the  work  done  by  employees  in 
consumers'  houses? 

Allegheny.    No  inside  work. 

Chicago,  Detroit.     No  commercial  service. 

South  Norwalh.    Work  done  by  wiring  contractors. 
H  157.     If  so,  is  this  inspection  general,  or  does  it  include  every 
job? 

Allegheny.     No  inside  work. 

Chicago,  Detroit.     No  commercial  service. 

South  Norwalh.  The  imderwriter's  inspector  makes  fire  in- 
surance inspection.  The  city  electric  inspector  makes  casual  in- 
spections. 

SUPPLEMENTARY  REPORT,  SIGNED  BY  THEODORE  STEBBINS,  ON 
DEPRECIATION  FOR  CHICAGO,  DETROIT,  ALLEGHENY, 
SOUTH  NORWALK. 

New  York,  Sept.  5,  1906. 
Messrs.  Marwick,  Mitchell  &  Co.,  C.  A., 

79  "Wall  St.,  New  York. 
Dear  Sirs : 

You  have  requested  Mr.  C.  E.  Phelps,  Jr.,  and  myself  to  give 
you  a  figure  for  the  depreciation  of  certain  electric  light  plants 
whose  accounts  you  audited  for  the  National  Civic  Federation. 
Mr.  Phelps  and  I  have  had  several  conversations  on  the  matter, 
and  have  undertaken  herein  to  present  the  consensus  of  our  views. 
I  will  send  a  carbon  copy  of  this  letter  to  Mr.  Phelps,  and  ask 
him  to  write  to  you  directly  in  confirmation  of  my  letter  or  qualify 
the  views  as  he  sees  fit. 

As  we  all  know,  the  subject  of  depreciation  is  one  on  which 
there  can  be  a  great  variety  of  opinion,  and  a  great  variety  of 
financial  methods  in  handliug  it.  The  problem  would  be  sim- 
plified if,  as  the  machinery  was  discarded,  it  was  replaced  by  exact 
duplicate  machinery.  Under  this  condition  depreciation  would 
be  simply  the  physical  wearing  out  of  the  njachinery,  and  deprecia- 
tion could  be  calculated  with  considerable  precision.  In  many 
businesses,  and  particularly  in  the  electrical  business,  the  discard- 
ing of  machinery  is  not  determined  by  its  actual  wearing  out,  but 
rather  by  the  progress  of  the  art  rendering  available  something  new 
that  would  give  better  service  or  be  less  exp^ensive  to  operate,  either 
or  both.  Under  this  condition  the  calculation  of  depreciation  gives 
a  problem  of  judging  the  rapidity  of  progress  in  the  art. 

Electric  lighting  has  been  a  commercial  business  for  twenty 
years,  and  our  past  experience  is  that  scarcely  any  piece  of  ap- 
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paratus  has  not  been  so  improved  -within  ten  years  of  its  manu- 
facture that  it  could  not  be  discarded  to  advantage  in  favor  of  a 
more  efficient  substitute.  Certain  exceptio'ns  are  made,  hovcever, 
to  this  Judgment  as  indicated  hereinafter. 

The  several  plants  under  consideration,  all  except  South  For- 
walk,  light  the  public  streets  and  buildings  only,  vrith  no  com- 
mercial business,  and  were  established  with  open-arc  lamps,  and 
are  now  in  process  to  changing  these  to  enclosed-arc  lamps,  the 
change  being  about  half  made,  more  or  less,  for  each  individual 
plant. 

The  depreciation  figures  which  we  give,  since  they  are  not 
based  on  the  natural  physical  wearing  out  jEor  the  particular  year, 
can  be  considered  as  what  we  believe  are  proper  for  a  series  of 
years  for  plants  of  this  particular  description.  In  arriving  at  the 
figures  we  have  first  made  a  specific  calculation  by  dividing  the 
investment  into  various  parts,  as  follows: 

(1)  Land.  Ordinarily  this  would  appreciate  some,  but  its 
cost  is  a  small  part  of  the  whole  cost,  and  its  appreciation  would 
have  a  small  effect  on  the  total  net  depreciation,  so  we  eliminate 
this  from  depreciation. 

(3)  Poles.  Enough  new  poles  should  be  set  each  year  so 
that  the  pole  lines  are  properly  maintained,  and  this  should  be 
charged  to  operating  expenses,  so  we  eliminate  this  item  from 
the  depreciation  fund. 

(3)  Conduits.  These  show  slight  depreciation,  but  it  does 
not  seem  safe  to  assum^e  that  the  progress  of  the  art  may  not 
render  them  unnecessary  a  generation  hence,  so  we  assume  these 
will  have  a  use  of  33  1/3  years,  and  add  3  per  cent,  of  the  cost 
to  the  depreciation  fund. 

(4)  Cables.  These  may  depreciate  scarcely  at  all  if  care- 
fully protected,  or  rapidly,  if  exposed.  We.  assume  twenty  years' 
use  and  20  per  cent,  scrap  value  at  the  end  of  twenty  years,  and 
add  4  per  cent,  of  their  value  into  the  depreciation  fund. 

(5)  Overhead  Wikes.  We  assume  these  are  used  ten  years, 
and  then  have  a  scrap  value  of  60  per  cent.,  and  add  4  per  cent. 
of  their  cost  into  the  depreciation  fund. 

(6)  Balance'  of  Plant.  In  the  case  of  the  particular 
plants  under  consideration  we  believe  no  other  parts  need  be  given 
for  special  depreciation,  but  that  the  balance  can  safely  be  as- 
sumed on  the  average  for  a  ten  year  use,  and  then  a  10  per  cent, 
scrap  value,  and  add  9  per  cent,  of  its  cost  to  the  depreciation 
fund.  No  arc  apparatus  heretofore  manufactured  has  remained 
standard  more  than  ten  years.  True,  some  of  it  may  have  been 
used  more  than  ten  years,  but  it  would  have  paid  to  discard  it 
before  that  time  for  the  sake  of  good  service  and  economy  in 
operation.  Of  the  other  parts  of  the  equipment  not  specifically 
included  under  other  headings,  some  can  be  used  to  advantage 
more  than  ten  years,  and  other  parts  less,  and  we  believe  ten  years 
is  a  fair  average. 

Vol.  II.— 52. 
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We  have  taken  the  present  cost  to  rebtild  each  of  the  plants, 
and  calculated  the  depreciation  on  the  bdsis  just  specified,  and 
we  have  then  adjusted  these  figures  somewliat,  depending  on  how 
much  has  recently  been  spent  for  improvement  of  the  plants,  and 
somevrhat  according  to  how  much,  if  any,  'obsolete  apparatus  still 
remains  in  use.  The  figures  specified  are  not  to  be  treated  as  a 
sinking  fund,  but  as  an  amount  to  be  spent*  from  year  to  year  in 
maintaining  in  condition  for  best  service  plants  that  have  already 
been  in  operation  a  number  of  years. 

In  making  an  investment  in  new  machinery  of  these  deprecia- 
tion funds,  the  money  might  buy  the  same  capacity  of  machinery 
in  replacement  at  a  lower  cost,  in  which  case  the  balance  of  the 
fund  could  be  used  to  increase  the  capacity,  or  to  liquidate  the 
original  investment,  or  new  machinery  of  equal  capacity  might 
cost  more  on  account  of  greater  efficiency,  in  which  case  additional 
funds  would  be  added  to  the  depreciation  fund  for  an  increased 
investment  of  the  same  capacity.  What  we  are  assuming  is  a 
plant  that  has  already  been  in  operation  a  number  of  years,  and 
that  sets  aside  annually  such  a  fund  that  the  plant  can  be  kept  up 
to  date  to  perform  the  best  service,  and  whose  property  book-value 
shall  be  in  proper  relation  to  the  present  physical  value  of  the 
plant. 

Having  these  purposes  in  end,  we  recommend  the  following 
respective  amounts  for  an  annual  depreciation  fund : 

Chicago    $100,000 

Detroit   60,000 

Allegheny 30,000 

South  Forwalk 7,000 

Yours  truly, 

(Signed)  THEODOEE  STEBBINS.        j 
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By   MARWICK,   MITCHELL  &   CO.,  Chartered   Accountants 


I— FINANCIAL  MATTERS. 

I  1.  Secure  and  transmit  a  printed  or  written  copy  of  all  rate 
schedules,  forms  of  contracts,  schedules  and  conditions 
of  discounts,  rebates,  deposits,  penalties,  etc.,  so  as  to 
show  in  detail  all  charges,  such  as.  for  tapping  mains  and 
turning  on  current,  which  any  consumer  might  be  called 
upon  to  pay,  as  in  force  at  the  end  of  the  last  fiscal  year. 
Allegheny.  For  the  fiscal  year  ending  February  38,  1905. 
The  bureau  is  conducted  for  public  lighting  only. 

Chicago.  For  the  fiscal  year  ending  December  31,  1905. 
The  department  is  conducted  for  public  lighting.  The  only 
private  consumers  are:  Lincoln  Park  commissioners,  Pittsburg, 
Cincinnati,  Chicago  &  St.  Louis  Eailway  Company,  Chicago  & 
ISTorthwestern  Eailroad  Company,  Northwestern  Elevated  EaUroad 
Company  (See  Sec.  M  2). 

Detroit.     For  the  fiscal  year  ending  June  30,  1905. 
South  Norwalh.     For  the  fiscal  year  ending  January  1,  1906. 
13.     If  any  of  the  above  schedules,  forms,  contracts,  etc.,  differed 
materially  from  those  in  force  during  the  last  fiscal  year, 
state  differences. 

Allegheny.    

Chicago.     There  were  no  contracts  with  these  consumers. 
Detroit,  South  Norwalh.     No  differences. 
I  3.     Have  rates  fluctuated? 

Allegheny,  Chicago.    ■ 

Detroit,  South  Norwalh.     ISTo. 
I  4.     Were  these  schedules,  contracts  and  rules  strictly  enforced? 

Allegheny,  Chicago.    

Detroit.     Yes. 

South  Norwalh.     Yes,  practically  so. 
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I  5.  Were  extensions  to  new  territory  made  free  or  were  they 
charged  for  under  these  rates? 

Allegheny,  Chicago.    

Detroit.  The  cost  of  extensions  is  borne  by  the  public  light- 
ing commission. 

South  Norwalk.  All  extensions  to  new  territory  were  made 
free. 

I  6.  Did  consumer  pay  for  damages  and  repairs  to  meters  and 
any  other  appliances  furnished  by  company  or  munici- 
pality ? 

Allegheny,  Chicago.    

Detroit.  The  cost  of  ordinary  repairs  to  meters  is  met  by 
the  public  lighting  commission.  The  original  supply  of  incan- 
descent lamps  is  given  to  the  consumer  free  of  charge.  There 
were  no  damages  to  meters. 

South  Norwalh.     All  repairs  and  damages  to  meters  and  any 
other  appliances  form  a  charge  against  the  electric  works. 
I  7.     Did  consumer  pay  for  connections  with  mains? 

Allegheny,  Chicago.    

Detroit.  No;  so  far  as  this  municipality  is  concerned,  the 
supply  to  consumers  is  given  in  order  to  accommodate  them.  These 
consumers  are  as  follows : 

(1)  Two  stores  in  the  public  building,  known  as  the  Grand 
Army  Eepublic  building. 

(2)  Detroit  Boat  club;  because  of  its  situation  at  Belle  Isle, 
the  club  is  unable  to  get  current  elsewhere. 

(3)  Wayne  County  building  and  county  jail. 

(4)  Detroit  Yacht  Club. 

(5)  Miscellaneous. 

South  Norwalk.  'So,  except  where  overhead  service  connec- 
tions extend  beyond  fifty  feet  from  the  street  curb.  Connections 
from  private  underground  service  must  be.  provided  by  the  con- 
sumer, and  must  be  run  to  and  up  the  nearest  and  most  convenient 
pole  of  the  electric  works,  to  within  two  feet  of  the  street  main 
on  same. 

I  8.  Was  any  part  of  the  cost  of  laying  pipes  and  main  paid 
by  consmners  or  property  owners?    If  so,  what? 

Allegheny,  Chicago.    

Detroit  and  South  Norwalk.    No. 
19.     If  meters  or  any  appliances  or  renewals  were  supplied  free 
to  consumers,  state  what  and  upoh  what  conditions. 

Allegheny,  Chicago.    

Detroit.  Eenewals  of  incandescent  lamps  are  made  free, 
providing  the  stub  of  lamp,  which  is  useless  to  consumer  for 
illuminating  purposes,  is  returned.  No  charge  is  made  for  rental 
of  meters.  Meters  are  renewed  free  of  charge  if  worn  out  by 
ordinary  wear  and  tear. 
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South  Norwalh.  Meters  and  service  boxes  are  supplied  free 
of  charge,  together  with  all  renewals  of  same.  The  first  install- 
ment of  standard  incandescent  and  arc  lamps  is  supplied  without 
cost  to  the  consumer  unless  otherwise  agreed  upon.  Eenewals  of 
the  standard  sizes  of  incandescent  lamps  that  have  burned  out  or 
that  have  become  dim,  if  returned  with  the  globe  or  base,  are 
supplied  without  cost  to  consumers.  Arc  lamps  for  factories  re- 
quire to  be  paid  for  by  the  consumer  or  property  owner,  but  are 
maintained  free.  As  an  accommodation  inspections  are  made  to 
locate  defects  or  troubles  in  consumers  wiring  and  fixtures,  and 
temporary  safety  fuses  for  lighting  are  replaced  without  cost,  ex- 
cept fuses  of  the  enclosed  type.  Consumers  must  furnish  the 
necessary  connections  to  meters. 

I  10.    Were  rates  reduced  or  increased  between  January  1,  1900, 
and  December  31,  1905? 

Allegheny,  Chicago.    

Detroit.     No. 

South  Norwalh.    Yes. 
I  11.    If  so,  to  what  extent? 

Allegheny,  Chicago,  Detroit.    

South  Norwalh.  Changed  from  flat  rates  to  meter  rates  in 
May,  1903.  The  flat  rates  varied  according  to  the  number  of  lamps 
and  hours  to  be  used,  location  and  business. 

The  meter  rates  from  May,  1903,  and  at  January  1,  1906, 
were  as  follows: 

Per  K.  W.  hour  per  monthly  bill ;  lighting,  and  power  up  to 
1/5  H.  P.: 

First  100  K.  W.  hours,  10  cents  per  K.  W.  hour ; 

Next  200  K.  W.  hours,  8  cents  per  K.-  W.  hour ; 

Over  300  K.  W.  hours,  6  cents  per  K.  W.  hour. 

The  rate  for  1,000  K.  W.  hours  or  more  per  monthly  bill  was 
reduced  August  1,  1904,  to  6  cents  per  K.  W.  hour. 

Power  over  1/5  H.  P. :         , 

Pirst  200  K.  W.  hours,  5  cents  per  K.  W.  hour. 

Next  400  K.  "W.  hours,  4  cents  per  K.  W.  hours. 

Over  600  K.  W.  hours,  3  cents  per  K.  W.  hour. 

Ten  per  cent,  discount  is  allowed  from  all  bills  paid  within 
ten  days  from  date  of  bill. 

A  few  small  accounts  were  still  on  flat  rates  January  1,  1906, 
and  these  are  also  subject  to  the  ten  per  cent,  discount  as  above, 
except  in  one  instance.  The  city  accounts  are  on  flat  rates  and 
are  not  subject  to  discount. 

Of  the  city  accounts  the  rates  relating  to  street  lighting  have 
been  as  follows : 

1900,  $66.00  per  lamp  per  year. 

1901,  $66.00  per  lamp  per  year. 

1902  to  1906,  $60.00  per  lamp  per  year. 
Minimum  bills  for  mercantile  buildings  for  power  or  light, 
$1.11 ;  private  houses,  $0.55 ;  subject  to  discount  as  above. 
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I  13.    Was  the  reduction  voluntary,  the  result  of  law  or  ordinance 
or  competition? 

Allegheny,  Chicago,  Detroit.    

South  Norwalh.     The  change  was  voluntary. 
I  13.     If  plant  has  undergone  a  change  from  private  to  public 
management,  or  vice  versa,  give  rates  just  before  and 
just  after  change,  with  dates. 

All  four  of  the  plants  have  always  been  under  public  man- 
agement. 

I  14.    "Were  bills  considered  as  liens  against  property,  or  simply 
as  bills  agaiust  the  consimier? 

Allegheny,  Chicago.    

Detroit,  South  Norwalh.     As  bUls  against  the  consumer. 
I  15.     How  were  bills  collected? 

Allegheny,  Chicago.    

Detroit.  BiUs  are  sent  out  monthly;  consumers  forward 
checks  in  settlement  therefor. 

South  Norwalk.  The  bills  are  partly  mailed  and  partly  de- 
livered. Payments  are  made  at  the  works-  office  and  at  the  city 
agency,  or  they  may  be  mailed.  The  discount  period  is  from  the 
first  to  the  tenth  of  the  month,  inclusive.  After  the  fifteenth  the 
bills  are  collected  at  consumers'  residences  and  places  of  business. 
The  city  agency  is  an  electrical  supply  store,  owned  by  Messrs. 
Eeed  and  Volk,  who  collect  any  accounts  from  consumers  during 
the  discount  period  only.  IsTo  security  is  in  force  to  cover  their 
transactions,  and  they  do  not  receive  any  remuneration.  The 
clerk  of  the  electric  works  collects  from  them  daily. 
I  16.    How  often  were  collections  made? 

Allegheny,  Chicago.     

Detroit,  South  Norwalk.    Monthly. 
I  17.    What  system  of  accounts  was  used  during  the  last  fiscal 
year  ? 

Allegheny.  No  proper  system  of  accounts  was  in  force,  nor 
were  the  books  kept  on  the  double  entry  system.  All  cash  trans- 
actions were  handled  by  the  comptroller  at  the  city  hall,  the  books 
kept  at  the  plant  purporting  to  contain  the  distribution  of  operat- 
ing accounts.  The  system  in  use  was  not  detailed  enough  for  the 
purpose  of  the  schedule.  Owing  to  this  and*  the  fact  that  it  is  now 
impossible  to  arrive  at  the  correct  distribution  of  certain  items, 
we  had  in  such  cases  to  estimate  the  distribution. 

Chicago.  ISTo  particular  system  of  accounts  is  in  use.  While 
the  present  system  may  contain  sufficient  information  for  the 
bureau,  yet  it  was  not  detailed  and  elaborate  enough  to  furnish 
the  information  required  by  this  schedule,  without  involving  an 
analysis  of  various  accounts.  That  analysis  was  further  rendered 
necessary  owing  to  the  practice  towards  the  end  of  the  year  of 
charging  out  bills  erroneously,  where  the  appropriation  for  a  par- 
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ticTilar  class  of  expense  had  become  exhausted.  In  construction 
work  no  detailed  records  are  carried  on  the  books.  'No  separate 
balance  sheet  of  the  bureau  or  of  the  department  is  prepared  at 
the  close  of 'the  fiscal  year. 

Detroit.  Stated  generally,  the  system  is  comprehensive  and 
in  satisfactory  detail,  a  store-room  account  being  kept,  and  the 
distribution  of  expenses  made  under  suitable  headings. 

South  NorwaUc.  The  accounts  have  not  been  kept  in  con- 
formity with  any  particular  system.  While  they  are,  however,  kept 
in  such  a  manner  that  information  relating  to  the  operations  of 
the  plant  is  readily  obtained  from  one  source  or  another,  yet 
there  is  ample  scope  for  improvement  in  the  keeping  of  the  records. 
This  improvement  could  be  accomplished  by  congregating  into  the 
ledger  the  summarized  results  or  monthly  totals  of  the  subsidiary 
books  of  accounts,  a  more  elaborate  analysis  of  revenue  and  ex- 
penses, and  in  other  ways. 
I  18.     By  whom  were  the  accounts  audited? 

Allegheny.    

Chicago.     Auditor's  department  of  the  city. 

Detroit.  W.  D.  Gridley,  city  accountant.  It  is  part  of  the 
duty  of  the  city  accountant  to  audit  the  electric  light  plant  books. 

South  Norwalh.    Victor  W.  Ferris,  city  auditor.     Prom  the 
information  obtained,  it  is  evident  that  the  so-called  audit  was  of 
a  very  superficial  nature  involving  chiefly  a  comparison  of  the 
cash  payments  with  the  vouchers. 
I  19.     Who  paid  for  this  auditing? 

Allegheny.    

Chicago.     The  city. 

Detroit.     The  city  by  general  taxation. 

South  Norwalh.    The  city. 
I  20.     Who  selected  the  auditor? 

Allegheny.    

Chicago.  Auditor  Louis  E.  Gosselin  was  selected  by  the  city 
comptroller  from  the  civil  service  list. 

Detroit.     The  mayor,  approved  by  common  council. 

South  Norwalh.     The  vote  of  the  public. 
I  31.     Was  each  item  charged  to  the  proper  account? 

Allegheny.     No. 

Chicago.     ISo.     See  answer  to  I  17. 

Detroit.     Yes. 

South  Norwalh.  Yes,  in  accordance  with  the  headings  of 
accounts  carried  in  the  books. 

I  33.     What  provision   was   there  for   assuring  that   each    item 
was  properly  charged? 
,     Allegheny.     An  "order"   is  made  out  by  the  engineer  or 
foreman  for  all  material  stating  for  what  purpose  required.     This 
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is  sent  to  the  office,  and  a  requisition  signed  by  tlie  superintendent 
is  made  out  and  sent  to  the  department  of  public  works,  who 
authorize  the  purchase.  On  bills  being  rendered,  they  are  checked 
with  the  original  orders  and  charged  out  in  accordance  therewith. 
The  expenses  were  charged  to  accounts  designating  the  nature  of 
the  goods  in  cases  where  a  supply  of  these  goods  was  kept  on  hand, 
and  not,  thereafter,  charged  to  accounts  designating  the  purpose 
of  consumption.     ISTo  store-room  account  was  kept. 

Chicago.  When  material  is  required,  a  requisition,  is  made 
out  and  marked  with  the  number  of  the  account  to  which  the 
amount  has  to  be  charged.  This  requisition^  is  approved  and  signed 
by  the  city  electrician,  and  sent  to  the  business  agent's  department 
in  the  department  of  supplies,  who  orders  the  goods  or  supplies 
them  out  of  stock.  When  the  bill  is  rendered  it  is  checked  with 
the  requisition  and  marked  with  the  number  of  the  account  to 
which  it  has  to  be  charged,  as  shown  by  the  requisition. 

Detroit.  Invoices  for  purchases  and  expenses  are  in  duplicate. 
The  originals  are  examined  by  the  auditing  committee  of  the 
public  lighting  commission  and  are  then  sent  to  the  city  comp- 
troller, who  approves  same.  They  are  then  placed  before  the  mayor 
and  council  weekly.  Having  been  passed  by  them,  the  payments 
are  made  ia  the  foUowiug  week.  The  city  accountant's  audit  is  a 
check  on  the  accuracy  of  the  charges  to  the*  accounts. 

South  Norwalh.  The  superintendent  passes  and  approves 
the  invoices  and  marks  thereon  the  names  of  the  accounts  to  be 
charged.  The  board  of  commissioners  approve  the  charges  for 
payment,  and  the  invoices  are  then  entered  in  the  books  by  the 
clerk. 

I  23.  Were  the  accounts  of  the  particular  plant  kept  separate 
from  all  others  and  from  the  general  accounts  of  the  city  ? 

Allegheny,    Yes. 

Chicago.  The  bureau  of  municipal  (electric)  lighting  comes 
under  the  "department  of  electricity,"  which  also  embraces  the 
following  bureaus : 

(1)     The  police  and  fire  alarm  telegraph. 

(3)     Electrical  inspection. 

(3)  Automobile  licenses. 

(4)  Gas  lighting  and  repairs. 

The  accounts  of  these  bureaus  are  to  a  certain  extent  kept 
separate,  but  in  some  f^ases,  e.  g.,  administration  salaries  and 
administration  expenses,  one  account  is  carried  for  the  whole  de- 
partment. Consequently  in  such  cases  we  have  had  to  take  a  per- 
centage as  applicable  to  the  electric  light  accounts. 

Detroit.  Yes.  The  inspection  department  comes  under  the 
direction  of  the  public  lighting  commission..  The  accounts  of  that 
department  are  entered  in  the  books  of  the  commission,  but  are 
separate  from  the  accounts  relating  to  the  elqctric  light  plant  opera- 
tions. 
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South  Norwalh.  Yes.  ,  The  accounts  pf  the  fire  alarm  system 
are  entered  in  the  same  books,  but  are  kept  separate  from  the  ac- 
counts of  the  electric  works. 

I  34.     Were  expenses  for  the  following  items  charged  upon  the 
books  of  the  plant  and  included  in  the  financial  returns 
given  below?     (Answer  each  separately.) 
Allegheny. 

(1)  Taxes.    ISTo. 

(2)  Accident  insurance.     No;  none  carried. 

(3)  Fire  insurance.    Yes. 

(4)  Boiler  insurance.    Yes. 

(5)  "Water  used  by  plant.    No. 

(6)  Claims  and  damages.  ISTo.  Wages  paid  during  incapacity 
owing  to  injury  were  charged  on  the  books..  There  were  no  other 
claims  or  damages. 

(7)  Gas  used  in  plant  and  offices.    No. 

(8)  Rental  of  lands  and  buildings  not  owned,  but  used.    Yes. 

(9)  Interest  on  bonds.    No. 

(10)  Interest  on  liabilities.    No. 

(11)  Depreciation.     No. 
(13)   Sinking  funds.    No. 
Chicago. 

(I)  Taxes.     No. 

(3)   Accident  insurance.    No ;  none  carried. 

(3)  Fire  insurance.    No ;  none  carried.' 

(4)  Boiler  insurance.    No;  none  carried'. 

(5)  Water  used  by  plant.-  No. 

(6)  Claims  and  damages.  No.  Wages  paid  during  inca- 
pacity owing  to  injury  were  charged  on  the=  books.  There  were  no 
other  claims  or  damages. 

(7)  Gas  used  in  plant  and  offices.    No  gas  used. 

(8)  Eental  of  lands  and  buildings  not  owned,  but  used.  No; 
with  the  exception  of  a  ground  rent  of  $3,500,  which  is  paid  by 
the  department  for  ground  at  South  Halstead  street,  50  per  cent, 
of  which  we  have  charged  against  the  electric  light  bureau  opera- 
tions. The  management,  however,  only  charge  35  per  cent,  against 
operations,  35  per  cent,  to  construction,  and  50  per  cent,  against 
police  and  fire  alarm  telegraph  bureau.  There  are  no  buildings 
not  owned  but  used. 

(9)  Interest  on  bonds.    No. 

(10)  Interest  on  liabilities.    No. 

(II)  Depreciation.    No. 
(13)   Sinking  funds.    No. 
Detroit. 

(1)   Taxes.    No. 

(3)   Accident  insurance.    No;  none  carried. 

(3)  Fire  insurance.    No;  none  carried. 

(4)  Boiler  insurance.    Yes. 

(5)  Water  used  by  plant.  No.  Water  obtained  from  the 
river  is  not  charged  for  by  taxation  or  otherwise  by  the  city  of 
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Detroit.  The  cost  of  pumping  is  included  in  the  expenses  of  oper- 
ating the  plant.  The  water  works  rate  is  $1.75  per  30,000  gals, 
quarterly,  and  2i  cents  per  1,000  gals,  for  all  in  excess  of  30,000 
gals. 

(6)  Claims  and  damages.  Yes.  Claims  for  compensation 
for  injuries  caused  by  accidents.  There  were  no  other  claims  or 
damages. 

(7)  Gas  used  in  plant  and  offices.  No..  The  amount  for  the 
year  is  $15.60.  Gas  is  used  in  the  blacksmith  shop  principally. 
Electric  light  is  used  in  the  plant  and  offices. 

(8)  Kental  of  lands  and  buildings  not  owned,  but  used.    No. 

(9)  Interest  on  bonds.    No. 

(10)  Interest  on  liabilities.    No  interest  payable. 

(11)  Depreciation.  Yes ;  by  a  credit  to  construction  account, 
and  a  debit  to  investment  account. 

(13)   Sinking  funds.    No. 
South  Norwalk. 

(1)  Taxes.    No. 

(2)  Accident  insurance.    No. 

(3)  Fire  insurance. '  Yes. 

(4)  Boiler  insurance.    Yes. 

(5)  Water  used  by  plant.    No. 

(6)  Claims  and  damages.    Yes. 

(7)  Gas  used  in  plant  and  offices.    No  gas  used. 

(8)  Eental  of  lands  and  buildings  not  owned,  but  used.  All 
land  and  buildings  used  are  owned. 

(9)  Interest  on  bonds.    Yes. 

(10)  Interest  on  liabilities.    Yes. 

(11)  Depreciation.    No. 

(12)  Sinking  funds.     No. 

I  25.  When  any  city  officer  performed  a  service  for  the  plant 
(e.  g.,  city  treasurer  or  corporation  counsel),  was  any  part 
of  his  salary  charged  against  the  plant? 

Allegheny,  Chicago,  Detroit.     No. 

South  Norwalh.  The  city  auditor  was  the  only  city  officer 
who  performed  a  service  for  the  plant,  and  no  part  of  his  remunera- 
tion of  $20  for  the  whole  of  the  city  work  was  charged  against  the 
plant. 

I  26.  Were  there  any  other  charges  which  should  properly  be 
included  in  expenses,  but  which  are  actually  paid  from 
other  'sources  and  were  not  charged  to  the  plant  ? 

Allegheny.  City  comptroller  and  staff,  proportion  of  salaries 
and  expenses; 

Department •  of  public  works;  proportion  of  salaries  and  ex- 
penses ; 

City  paving  department,  for  paving  work  done  in  connection 
with  lamp  post  foundations:  (Very  little  work  done.) 

Stable  rent  and  feed  of  three  horses  belonging  to  the  bureau 
of  municipal  lighting  but  stalled  in  the  city  stakes ; 

Telephone  rent. 
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Chicago. 
Comptroller  and  auditor  and  staffs,  proportion  of  salaries  and 
expenses ; 

City  treasurer  and  staff,  proportion  of  salaries  and  expenses ; 
Law  department,  proportion  of  salaries  and  expenses ; 
Department  of  supply,  proportion  of  sfilaries  and  expenses; 
Eent  of  premises  in  city  hall; 

Ground  rent  of  land  belonging  to  the  "city  but  not  to  electric 
light  bureau.  The  ground  referred  to  is  occupied  by  the  plants  at 
Indiana  avenue,  Chicago  avenue,  and  Pullerton  avenue  and  is 
owned  by  the  water  department  of  the  city,  and  no  rent  paid 
therefor,  but  this  is  partially  offset  by  the  water  department  hav- 
ing the  use  of  building  (plant  No.  1,  Indiana  avenue),  which  is 
not  now  used  by  the  electric  light  bureau. 

Detroit,  South  Norwallc.    No. 
I  37.     "Was  the  income  account  credited  with  services  to  city  de- 
partments,  such  as  current  for  lighting  or  heating  of 
public  buildings,  parks,  streets,  open  spaces,  etc.? 
Allegheny.     The  plant  was  in  use  solely  for  these  purposes, 
but  no  income  account  was  kept  nor  credit  given  for  these  services. 
Chicago.     Ko  credit  was  given  for  these  services. 
Detroit.     Not  for  current  supplied,  but  for  work  done  for  the 
departments  by  men  employed  by  the  public  lighting  commission, 
at  cost. 

South  Norwallc.    Yes. 
I  28.     Name  any  other  items  that  should  be  credited  to  the  in- 
come account  that  were  not  on  the  books. 
Allegheny.     Amount  received  for  scrap  sold,  $853.78. 
Chicago.     Estimated  value  of  steam  heat  supplied  to  police 
and  fire  alarm  ofBces  at  6345  Wentworth  avenue — estimated  by 
management  at  $3,424.24. 

Estimated  rent  of  building  at  No.  1  =plant,  Indiana  avenue, 
used  by  water  department — 4  per  cent,  on  $16,544,  as  valued  by 
city  real  estate  expert,  $660.00. 

The  bureau  is  entitled  under  Sec.  1997,  Art.  5  of  the  munici- 
pal code  of  1905  (see  extract  given  below),  to  charge  the  street 
and  elevated  railroad  companies  for  current  supplied  in  lighting 
307  lamps  at  places  where  their  tracks  cross  or  intersect  at  any 
of  the  streets.  In  the  case  of  the  above  lamps,  no  charge,  how- 
ever, has  been  made  by  the  bureau. 

We  understand  the  bureau  has  the  privilege  of  stringing  its 
wires  on  the  poles  of  the  following  companies,  for  which  no  charge 
is  made: 

Chicago  Telephone  company 
Postal  Telegraph  company 
Western  Union  Telegraph  company 
^Commonwealth  Electric  company 
Chicago  City  railway 
Chicago  Union  Traction  company. 
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This,  however,  is  offset  by  the  corresponding  privilege  these 
companies  have  of  stringing  their  wires  on  city  poles.  We  have 
been  unable  to  obtain  any  figures  as  to  the  relative  values  of  these 
privileges. 

Municipal  Code,  1905,  Art.  5,  Sec.  1997. 

"  Every  person  or  corporation  owning  or  operating  any  steam, 
elevated  or  street  railway,  whose  track  or  tracks  cross  or  intersect 
at,  above,  or  below  grade  of  any  of  the  s'treets  within  the  city, 
shall,  and  they  are  hereby  required  to  provi(Je  at  their  own  expense 
proper  and  sufficient  lights,  and  care  for  the  same,  at  all  such 
crossings  or  intersections.  Such  lights  shall  be  of  such  kind  as 
may  be  approved  by  the  commissioner  of  public  works." 

Detroit.  Eental  for  the  privilege  the  fire  and  police  depart- 
ments have  of  stringing  wires  on  the  poles  of  the  public  lighting 
commission.  Estimated  by  the  management  at  $485.40,  being  at 
the  rate  of  10  cents  a  contact. 

South  Norwalk.  Eent  of  fire  alarm  quarters  at  $13  per  month, 
$144.00  E. 

Free  service  to  church  fairs,  etc.,  valued  at  a  nominal  amount 
only. 

An  agreement  between  the  electric  works,  the  Connecticut 
Eailway  &  Lighting  company,  and  the  Southern  ISTew  England 
Telephone  company  permits  these  two  companies,  under  certain 
conditions  to  string  their  wires  on  the  poles  of  the  electric  works, 
the  electric  works  having  a  like  privilege  on  the  poles  of  these 
companies.  The  management  estimate  the  net  value  of  the  priv- 
ilege obtained  by  these  companies  at  not  less  than  $1,000  for 
the  year. 

About  $120  per  annum  is  charged  to  the  city  lire  alarm  sys- 
tem and  paid  for,  for  proportion  of  wages  of  electric  works  em- 
ployees engaged  on  work  for  the  fire  alarm  system.  The  manage- 
ment consider  that,  were  the  city  required  to  engage  men  especially 
for  the  work  referred  to,  the  cost  would  not  be  less  than  $365. 

I  29.     Was  current  supplied  free  to  any  oixe? 

Allegheny,  Chicago,  South  Norwalk.     Yes. 

Detroit.  The  city;  for  street  lighting,  public  buildings  and 
institutions — except  Wayne  county  building  and  jail — and  light- 
ing of  plant  and  offices. 

I  30.    If  so,  to  whom  and  upon  what  conditions? 

Allegheny.     The  city;  for  street  and  public  lighting. 

Chicago.  The  city;  for  street  lighting,  water  department  (70 
arc  lamps  in  pumping  stations),  fire  department  (31  arc  lamps 
in  engine  houses). 

Detroit.  The  object  of  the  existence*  of  the  Detroit  public 
lighting  commission  is  to  supply  electric  light  and  power  in  the 
streets  and  public  buildings  of  the  city  at  actual  cost,  which  amount 
is  raised  by  general  taxation.  Sec.  2  of  public  building  ordinance 
says :  "  It  shall  be  the  duty  of  the  public  lighting  commission  to 
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furnish  the  electrical  current  required  for  the  proper  lighting  of 
all  public  buildings.  Any  electric  current  supplied  by  the  said 
commission  may  be  used  in  said  building  for  the  driving  of  ven- 
tilating fans  or  other  similar  appliances;"  and  Sec.  3  says: 
"  *  *  *  The  public  lighting  commission  shall  include  in  their 
estimates  hereafter  the  expense  of  such  lighting  of  all  public  build- 
ings, or  such  of  them  as  the  board  or  commission  in  charge  thereof 
shall  require  to  be  lighted." 

South  Norwalh.     Church  fairs^  etc. 
I  31.     What  was  the  approximate  value  of  these  free  services? 

Allegheny,  Chicago,  Detroit.    

South  Norwalh.     A  nominal  amount  only. 
I  33.     To  what  account  was  it  debited  and  credited? 

Allegheny,  Chicago,  Detroit.  No  charge  was  made  to  the 
city  for  current  supplied. 

South  Norwalh.     It  was  not  dealt  with  on  the  books. 

I  33.  Has  the  amount  been  credited  on  the  books  and  no  further 
attention  paid  to  it,  or  have  bills  been  rendered  with  the 
understanding  that  they  were  not  to  be  paid? 

Entries  were  not  made  on  the  books  at  any  of  the  plants.  No 
bills  were  rendered. 

I  34.  Was  there  a  store-room  account  to  which  materials  were 
charged  when  purchased? 

Allegheny,  Chicago,  South  Norwalh.  No  store-room  account 
was  kept. 

Detroit.     Yes. 
I  35.     What  was  the  system  of  charging  them  out  to  operating 
accounts  when  used? 

Allegheny,  Chicago,  South  Norwalh.     

Detroit.  Eequisitions  are  made,  apprcfved  by  the  foreman,  for 
all  supplies  (except  coal)  which  are  obtained  from  stock  on  hand. 
The  necessary  entries  are  made  crediting  the  store-room  accounts, 
and  debiting  the  various  accounts  chargeable.  Coal  is  weighed 
upon  entering  the  plant,  and  the  records  of  the  weights  and  con- 
sumption kept  by  the  chief  engineer  in  a  "  log  book." 
I  36.  If  there  was  no  store-room  account,  how  were  materials 
charged  ? 

Allegheny.  Materials  were  charged  direct  to  operating  and 
construction  accounts,  when  bills  were  passed  and  approved  for 
payment  and  entered  on  the  books. 

Chicago.  The  requisitions  for  materials  state  for  what  pur- 
pose they  are  required  and  are  marked  with  the  number  of  the 
account  to  which  they  have  to  be  charged.  The  bHls  are  checked 
with  the  requisitions   and  charged  accordingly. 

See  also  latter  portion  of  answer  to  Q.  N  14  (a  and  6). 

Detroit.    
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South  Norwalk.  Materials  and  supplies  were  charged  to  their 
respective  accounts  when  the  bills  were  entered  in  the  books,  which 
was  usually  at  the  time  of  payment. 

I  37.     If  the  plant  was  run  at  a  loss,  how  was  the  deficit  met? 

Allegheny.  The  expenses  of  the  plant  were  met  from  annual 
appropriations  and  from  the  proceeds  of  bopd  issues. 

Chicago.  Operating  expenses  were  met  from  annual  appro- 
priations. Construction  expenses  were  met  by  an  appropriation 
of  part  of  the  permanent  improvement  bond  fund  of  the  city  and 
from  "  special  deposits."    See  J  19. 

Detroit.  The  expenses  of  the  p^ant  are  met  from  annual 
appropriations.  Chapter  13,  Section  6  of  the  public  lighting  act, 
as  amended,  says :  "  The  said  commissioners  shall  have  'a  general 
supervision  and  management  of  all  public  lighting  and  all  em- 
ployees engaged  in  or  about  the  construction  or  operation  thereof, 
and  shall  make  the  necessary  purchases  of  fuel,  tools,  supplies, 
materials,  apparatus  and  appliances  required  in  the  operation,  and 
management  of  said  plant,  without  further  approval  or  confirma- 
tion of  their  contracts  by  the  common  council;  provided,  that  the 
expenditures  for  the  operation  and  management  of  said  plant  shall 
not  exceed  in  any  one  year  the  tax  levied  for  that  purpose  *  *  *" ; 
and  Sec.  8  says :  "  No  contract  shall  be  let  or  any  purchase  be 
made  of  any  lands  or  property  requiring  the  payment  of  any 
money,  nor  shall  any  moneys  be  paid  for  public  lighting  in  excess 
of  the  tax  levied  for  that  purpose  or  of  moneys  raised  by  issuing 
bonds  as  herein  provided." 

South  Norwalk.     Wo  such  condition  t(3  be  met. 

I  38.     How  did  the  rate  of  interest  paid  by  the  city  compare  with 

the  rate  paid  by  private  public  service  companies? 
Allegheny, 

Rate  of  Interest. 
Name  of  Company.                        Per  Cent.  Amount. 
Pittsburg  &  Allegheny  Valley  Rail- 
road company 5  $400,000  00 

Allegheny  County  Light  company ...         6-  500,000  00 
Pittsburg    &    Allegheny    Telephone 

company   5  1,400,000  00 

The   Manufacturers'   Light   &   Heat 

company  (Pittsburg) 6  8,785,000  00 

City  of  Allegheny  bonds,  other  than  electric  light: 

Municipal 4  $163,000  00 

Renewal    4  117,000  00 

Water  Main 4  437,000  00 

Renewal  Water 4  350,000  00 

Sewer    4  350,000  00 

Renewal  wharf 4  28,000  00 

City   Park 4  40,000  00 

Judgment  fund 4  400,000  00 
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Bate  of  Interest. 
Nam.e  of  Company.  Per  Cent. 

Street  improvement 4 

Water    4 

Sewer   improvement 4 

Highway  improvement 4 

Grand  avenue 4 

Mclntyre  avenue 4 

Drum  street 4 

California  avenue 4 

Ley  street 4 

Clifton  avenue 4 

Old  Franklin  road 4 

Melrose  avenue 4. 

Termon  avenue 4 

Superior   avenue 4 

Wabash  avenue 4  ' 

Brighton  road 4 

Norwood  avenue 4 

Ashton  street 4' 

Fleming  avenue 4 

Woodland  avenue     4  ' ' 

Brighton  avenue 4 

Shady  avenue 4 

Chester  avenue 4 

Temporary  loan 4 

City  Home 3| 

Sewer   improvement 3J 

Water    3| 

Street   improvement 3^ 

Public    Safety sf 

Chicago. 

Naiv,e.  Rate. 

Chicago  Edison  company 5 

Commonwealth  Electric  Co 5 

Chicago  Suburban  Water  &  Light  Co.  5 

Chicago  Electric  Traction  Co 5 

Peoples'  Gas  Light  &  Coke  Co 6 

Peoples'  Gas  Light  &  Coke  Co 5 

Peoples'  Gas  Light  &  Coke  Co. 
Bonds  assumed: 

Equitable  Gas  Light  &  Fuel  Co . .  6: 

Chicago  Gas  Light  &  Coke  Co. .  5 

Consumers'  Gas  Co 5 

Illinois  Light,  Heat  &  Power  Co.  7 

Lake  Gas  Co 6 

Mutual  Fuel  Gas  Co 5 

Calumet  Gas  Co 6 


00 
00 
00 
00 
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Amount. 

$1,426,000  00 

1,376,000  00 

167,000  00 

250,000  00 

25,987  00 

11,658  00 

4,576  00 

32,000  00 

1,000  00 

1,000  00 

17,968  00 

6,580  00 

12,047 

43,487 

18,638 

147,202 

6,242  00 

5,432  00 

28,040  00 

9,527  00 

5,302  00 

21,143  00 

20,607  00 

34,809  52 

91,000  00 

47,000  00 

388,000  00 

302,000  00 

77,000  00 

Amount 

Outstanding. 

$5,500,000  00 

6,000,000  00 

700,000  00 

650,000  00 

4,900,000  00 

7,900,000  00 


2,000,000  00 

10,000,000  00 

4,246,000  00 

500,000  00 

300,000  00 

5,000,000  00 

250.000  00 


816  NATIONAL     CIVIC     FEDERATION. 

Amount 

Name.  Rate.  Outstanding. 
Chicago  Union  Traction  Co. 
Bonds  assumed: 
Chicago  West  Division  Eailway 

Co 4^  $4,016,000  00 

Chicago  Passenger  Eailway  Co. .  5'  1,600,000  00 

West  Chicago  Street  railroad...  5'  3,864,000  00 

West  Chicago  Street  railroad. . .  5*  6,136,000  00 
West    Chicago    Street    railroad 

Timnel  company 5;  1,500,000  00 

North  Chicago  City  railroad 4  500,000  00 

North  Chicago  Street  railroad...  5  3,171,000  00 

North  Chicago  City  raUway. ...  4.5  2,500,000  00 

North  Chicago  Street  railroad. . .  4.5  1,614,000  00 
Note. — The  above  information  was  obtained  from  Moody's 
Manual,  1906. 

City  of  Chicago  Bonds. 

Water  loan 3.5  $338,500  00 

Water  loan 4  3,341,500  00 

Sewerage  loan 4  1,666,500  00 

Eiver  improvement 4  2,605,500  00 

Village  Eogers  Park 5  7,000  00 

Municipal 4  60,000  00 

Municipal 3.5  775,000  00 

School 4  760,000  00 

School 3.5  135,000  00 

Tunnel    4  100,000  00 

Tunnel    3,5  396,000  00 

World's  Pair 4*  4,293,000  00 

Judgment  funding 4  5,250,000  00 

Permanent  improvement 4  3,000,000  00 

General  corporate  purposes 4  3,000,000  00 

Detroit.     Bonds.  Rate. 

Detroit  Edison  Electric  Co 5 

Michigan  Telephone  Co 5 

Detroit  Gas  Co 5 

United  Street  Eailways  Co 4,5 

Information  obtained  from  Carson,  Gray  &  Co.,  stock  brokers, 
Detroit,  Mich. 

City  londs,  other  than  electric  light  and  special  assessment 
bonds :  , 

Class.                                           Interest  rate.  A  mount. 

Public  sewer  3.5  $334,000  00 

Public  sewer  4  1,700,000  00 

Public  improvement 3.5  300,000  00 

Public  improvement 3.65  100,000  00 

Public  improvement 4  150,000  00 

Public  school    3.5  828,'oOO  00 
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Class.  Interest  rate.  Amount. 

Public  school    4  $600,000  00 

Public  building    3.5  120,000  00 

Public  building    4  38,000  00 

Boulevard  improvement    4  500,000  00 

Park  improvement   3.5  250,000  00 

Park  improvement  4  400,000  00 

Park  and  boulevard 3.5  181,000  00 

Park  and  boulevard 4  230,000  00 

Museum  of  Arts f 3.3  50,000  00 

"Water    6  192,000  00 

Water    4  100,000  00 

Water    3.5  550,000  00 

Eefunding  water    3.5  200,000  00 

Eefundiug  water    4  100,000  00 

South  Norwalh.    Bonds. 

Name  of  company.  Bate. 

The  Connecticut  Railway  and  Light- 
ing  Co 4:5 

Southern    New    England    Telephone 

Co 5 

City  bonds,  other  than  electric  light  bonds,  are  as  follows : 

Bate  of  interest. 
Purpose.  Amount.  Due.  per  cent. 

Library    $5,000  1928  4 

Refunding    67,500  1925-35  4 

Funding   70,000  1925-35  4 

Water    211,000  1909-35  4 

I  39.     In  the  case  of  municipal  plants,  was  an  appropriation  made 
for  the  plant? 

I  40.     Was  it  lump  sum  or  in  detail? 

Allegheny,  Chicago.  Definite  sums  were  appropriated  for 
specific  items  of  expenditure. 

Detroit.  Appropriated  a  lump  sum  of  $178,756.13,  for  which 
taxes  were  levied.  The  city  comptroller  reports  weekly  to  the  sec- 
retary of  the  public  lighting  commission  the  amount  collected. 
The  secretary  makes  monthly  entries  in  the  books  of  these  amounts. 
Should  the  amount  received  from  taxes  during  the  last  month  of 
the  fiscal  year  prove,  together  with  the  amounts  previously  reported, 
less  than  the  amount  appropriated,  the  comptroller  makes  up  the 
deficiency  from  a  contingent  fund  which  is  adjusted  in  the  suc- 
ceeding year. 

South  NorwaTk.  The  city  made  an  appropriation  in  lump 
sum  of  $22,000,  of  which  only  $10,000  was  received  during  the 
year,  for  extension  of  the  plant,  the  electric  works  giving  notes  for 
all  sums  received  from  the  appropriation.  — 

Vol.  II.— 53. 
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I  41.  What  is  the  amount  of  the  bonds  or  other  liabilities  of  the 
plant  cancelled  since  it  began  operation  ? 

Allegheny.  Bonds,  $9,000  (actually  paid  and  cancelled). 
Temporary  loan  bonds,  $7,809.52.    See  J.  18. 

Chicago.  N"o  bonds  were  issued  specifically  for  the  electric 
light  bureau. 

Detroit.  No  bonds  or  other  liabilities  have  been  cancelled 
since  the  plant  began  operations.  Included  among  the  resources 
of  the  sinking  fund  of  the  city  are  $25,0^6  of  4  per  cent,  public 
lighting  bonds. 

South  NorwalJc.     Notes,  $18,639.60. 

Issued   J $49,639  60 

Less  amount  still  outstanding 31,000  00 

|]qua]s $18,639  60 

I  42.  What  provision  is  being  made  for  paying  off  the  bonds  when 
due? 

Allegheny.  Accumulation  by  the  city  of  sinking  fund  for 
redemption  of  bond  issues,  a,  b  and  c  shown  in  answer  to  Q.  J  16. 
Other  issues  are  being  paid  off  from  assessnaents. 

Chicago.     

Detroit.  No  special  provision  is  being  made  for  paying  off  the 
public  lighting  bonds  when  due.  The  general  sinking  fund  of  the 
city  would  be  available  for  this  purpose. 

South  NorwalJc.  No  provision  is  being  made  for  paying  off 
the  bonds  when  due.  The  notes  are  being  gradually  repaid  out  of 
surplus  funds. 

I  43.     If  there  were  any  items  omitted  from  any  of  the  following 
accounts,  state  what,  give  amounts,  actual  or  estimated, 
and  state  reasons  why  these  should  be  included  and  the 
method  of  computing  all  estimates. 
Allegheny. 
(1)   Taxes,  on  basis  of  assessed  valuation,  $474,800 
for  city  taxes  only,  at  19  mills  (Public  service 
corporations    are    not    assessed    for    county 

taxes) $9,021  00 

(3)   Accident  insurance   (insurance  companies  con- 
sider this  a  prohibited  risk). 

(3)  Depreciation,  based  on  observations  and  calcula- 

tions made  by  engineers 30,000  00 

(4)  Water  consumption,  estimated  by  engineers  at 

30,000,000  gals.,  which  at  10  cents  per  1,000 

gals,    is 3^000  00 

(5)  City  comptroller  and  staff,  proportion  of  sal-    > 

aries  and  expenses,  estimated  on  the  basis  of     ' 

the  probable  cost  of  these  services  to  the  bu- 

Teau  were  it  conducted  as  a  distinctly  separate 

department  of  the  city i  OOO  00 

(6)  Telephone  rent,  estimated  by  management  at. .  200  00 
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(7)  Stable  rent  and  feed  of  three  horses-^the  cost 

of  board  and  feed  as  estimated  by  the  manage- 
ment is ". $600  00 

Chicago. 

(I)  Taxes  on  $272,412  (being  1/5  of  the  approxi- 

mate value  of  real  and  personal  property 
during  the  year  under  review,  based  on  the 
appraised  value  at  Dec.  31,  1905)  at  67.93 
mills  per  dollar,  being  the  average  of  the 
rates  levied  during  the  year  in  the  several 
districts   of  the   city  for  state,   county  and 

•  city  purposes 18,505     00 

(3)  Accident  insurance   (insurance  companies  con- 

sider this  a  prohibited  risk). 

(8)  Fire  insurance  on  $88,793.98,  value  of  build- 

ings, at  1  per  cent 888  00 

(4)  Fire  insurance  on  $383,438.23,  value  of  machin- 

ery, at  1\  per  cent.  (Rates  based  On  infor- 
mation obtained  from  Connecticut  Fire  In- 
surance   Company) 3,543  00 

(5)  Boiler  insurance,  at  $30  per  boiler  for  three 

'  years,  based  on  information  obtained  from 
the  Hartford  Steam  Boiler  Inspection  and 
Insurance    Company '    50  00 

(6)  Depreciation,  based  on  observation  and  calcula- 

tions made  by  the  engineers 100,000  00 

(7)  Water  consumption,  estimated  by  the  engineers 

at  not  less  than  1,400,000,000  gals.,  which  at 

city  water  rates  equals  (See  Q.  I  50) 59,640  00 

(8)  Ground  rent  of  land  belonging  to  the  bity,  but 

not  to  the  electric  light  bureau,  occupied  by 
plants  at  Indiana  avenue,  Chicago  avenue  and 
FuUerton  avenue,  estimated  by  management 
at  4  per  cent,  on  values  as  appraised  by  the 
city  real  estate  expert,  amount 1,918  00 

(9)  Comptroller  and  auditor  and  staffs,  proportion 

of  salaries  and  expenses,  estimated  at *1,500  00 

(10)  City  treasurer  and  staff,  proportion  of  salaries 

and  expenses,  estimated  at *3,000  00 

(II)  Law  department,  proportion  of  salaries  and  ex- 

penses,  estimated   at *500  00 

(13)  Eent  of  premises  in  city  hall,  estimated  at.  . . .        *1,500  00 

Detroit. 

(1)  Taxes  on  $603,048  (being  |  of  the  approximate 

value  of  the  real  and  personal  property  during 

the  year  under  review,  based  on  the  appraised 

value  at  June  30,  1905).     The  tax?  rate  for 

*  The  above  estimates  are  based  on  the  probable  cost  of  these  ser- 
vices to  the  bureau  were  it  conducted  as  a  distinctly  separate  depart- 
ment of  the  city. 
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the  year  1905  was  $17.41  per  $1,000  for  the 
city,  school,  highway,  police,  county  and  state 
purposes.  The  rate  and  method  of  leTying 
the  assessment  were  obtained  from  the  secre- 
tary of  the  public  lighting  coilimission. 
Amount $10,498  00 

(2)  Accident  insurance   (insurance  companies  con- 

sider this  a  prohibited  risk). 

(3)  Fire  insurance— 9/10  per  cent,   on  $300,890, 

value  of  buildings  and  machinery — rate  based 

on  information  obtained  from  the  engineers . .  1,808  00 

(4)  Depreciation,  based  on  observations  and  calcula- 

tions made  by  the  engineers 60,000  00 

(5)  G-as  used  in  plant.    Owing  to  a  dispute  between 

the  gas  company  and  the  city,  the  bi[l  for  gas 
for  the  year  was  not  entered  on  the  books. 
Gas  is  used  principally  in  the  blacksmith 
shop,  electric  light  being  used  in  the  plant 
and  offices 15  60 

(6)  Eental   for   privilege   the   department   has   of 

stringing  its  wires  on  the  poles  of  the  police 
and  fire  departments,  estimated  by  manage- 
ment at  10  cents  a  contact 193  40 

(7)  Legal  services  of  corporation  counselj  as  esti- 

mated by  superintendent 150  00 

(8)  Eent  of  space  at  schools,  and  ground  rent  of 

transformer-house  site,  as  estimated  by  man- 
agement      350  00 

South  Norwalh. 

(1)   Taxes,  18  5/8  mills  per  dollar  on  an  estimated 

assessable  value  of  $53,000 968  50 

(3)   Accident  insurance    (insurance  companies  con- 
sider this  a  prohibited  risk) . 

(3)  Water  consumption,  estimated  by  management 

at  4  gals,  per  H.  P.,  of  200  H.  P.  per  hour 
equals  7,008,000  gals.,  which,  at  5  cents  per 
1,000  gals.,  equals 350  00 

(4)  Depreciation,  based  on  observations  and  calcula- 

tions made  by  the  engineers 7,000  00 

(5)  Rentals  of  telephones,  being  the  regnldr  rental 

of  telephones  presently  being  obtained  free  or 

at  half  rates 130  00 

I  44.     In  construction  work,  has  a  detailed  record  been  kept  of 

expenditures  so  that  the  amount  spent  to  date  is  known? 

Allegheny.     No  detailed  record  has  been  kept. 

Chicago.     No  detailed  construction  accounts  are  carried  on 

the  books,   construction  expenditure   of   every   description  being 

charged  to  "special  deposit"  or  "extraordinary  expense"  accounts. 

A  further  distribution  is  kept  under  the  headings  of  real  estate, 

buildings  and  equipment.    Detailed  records  are  not  in  use. 
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Detroit.  The  ledger  accounts  show  a  good  analysis  of  plant, 
but  no  full  detailed  record  is  kept. 

South  Norwalh.    Yes. 
I  45.     Have  records  been  kept  so  that  it  is  known  that  the  total 
cost  will  exceed  the  appropriation  before  the  indebtedness 
for  the  escess  is  incurred? 

For  all  four  of  the  plants.    Yes. 

For  Detroit,  see  last  part  of  answer  to  I  37.     (Sec.  8  of  pub- 
lic lighting  act.) 
I  46.     Coal  used  during  the  last  fiscal  year  for  fuel. 

(a)  Anthracite  or  bituminous. 

(b)  Brand. 

(c)  Cost  per  ton  (2,000.  pounds)  delivered. 

(d)  Number  of  tons  (3,000  pounds)  consumed. 

Allegheny.     Bituminous,  nut  and  slack;  Mansfield  coal. 
Tons.  At. 

7,574    $1  88 

13,189    1  05 

60    1  35 

Average  price  per  ton,  $1,388,  including  haulage. 
Total  number  of  tons  (2,000  pounds),  20,823. 
Chicago.     Used  bituminous  coal,  2,000  pounds  per  ton,  as 
follows : 

Price  per  ton 
Brands.  Tons.  Delivered. 

Miami  No.  2  nut 350  $2.65 

Miami  nut   3,121  2.10 

Illinois  nut 36  2.50 

Washed  nut    50  2.67 

Indiana  nut   6,687  2.32 

Hiawatha  nut 41  3.30 

Youghiogheny  nut  and  screening. .  15,696  3.30 

Youghiogheny  nut  and  screening. .    6,332  3.55 

Youghiogheny  nut  and  screening. .     3,156  2.225 

Brazil  block 43  3.75 

Total  tons 35,512 

Average  price  per  ton,  $2.96. 

Detroit.  Used  bituminous  coal;  the=  best  Kanawha  steam 
lump,  13,301.25  tons  (2,000  pounds),  at  $2.30  a  ton. 

South  Norwalh.  Used  bituminous  coal,  G-lenwood,  1,996  tons 
(2,000  pounds),  at  $3.18  per  ton. 

I  47.     What  other  fuel  was  used  ? 
I  48.     State  quantity  of  each  kind. 
I  49.     State  cost  of  each  kind. 

Allegheny,  Chicago,  Detroit.     No  other  fuel  used. 

South  Norwalh.  Used  238  tons  (2,000  pounds)  of  coal  dust 
(anthracite-culm),  at  $1.14  per  ton;  and  9,^80  gals,  or  oil  at  3.25c. 
per  gal. 
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I  50.     Give  quantity  and  cost  of  water  used. 

Allegheny.  The  quantity  of  water  used  for  feed  purposes  as 
eatimated  by  the  engineers  is  150,000,000  gals.,  which  at  10  cents 
per  1,000  gals.,  equals  $3,000. 

Chicago.  The  water  used  from  city  mains  as  estimated  by 
the  engineers  is  not  less  than  1,400,000,000  gals,  for  both  feed 
and  condensing  purposes  (exclusive  of  consumption  by  the  H.  N, 
May  plant,  which  obtains  water  from  a  sewage  conduit),  which, 
at  the  undernoted  rates,  amounts  to  $59,640. 

The  rates  charged  by  the  city  are : 

For  each  1,000  gals,  not  exceeding  165^000  gals,  per  mo.,  10c. 

For  each  additional  1,000  gals,  in  excess  of  165,000  gals.,  not 
exceeding  5,000,000  gals,  per  month,  8c. 

For  each  additional  1,000  gals,  in  excess  of  5,000,000  gals., 
not  exceeding  10,000,000  gals,  per  month,  6e. 

For  each  additional  1,000  gals,  in  excess  of  10,000,000  gals, 
per  month,  4c. 

We  have  included  the  above  charge  for  water  consumed  at 
regular  city  water  rates.  On  the  basis  of  actual  cost  to  the  water 
department,  however,  the  amount  would  be  $31,376.00. 

The  present  location  of  the  electric  light  plants  (with  the  ex- 
ception of  the  H.  N.  May  plant)  makes  the  use  of  water  from  city 
mains  compulsory.  It  has  been  suggested  to  us,  with  apparent 
truth,  that  it  is  unlikely  that  a  private  corporation  consuming  such 
a  large  volume  of  water  would  have  located  its  plants  in  such  po- 
sitions. 

Detroit.  Estimated  at  1,500,000  gals,  per  day,  obtained  free 
from  the  riyer  and  pumped  by  the  plant. 

South  Norwalk.  Estimated  at  7,008,-000  gals.,  at  5c.  per 
1,000  gals. 

I  51.     What  were  the  provisions  of  the  contract  between  the  pri- 
vate company  and  the  city  for  public  electric  lighting  oi 
all  kinds  ?    Attach  here  a  copy  of  the  contract. 
Allegheny.    

Chicago.  Copy  of  contract  between  the  Commonwealth  Elec- 
tric Company  and  the  City  of  Chicago. 

."This  agreement,  made  and  concluded  this  first  day  of  Janu- 
ary, A.  D.  1905,  between  the  Commonwealth  Electric  Company,, 
a  corporation  located  and  doing  business  in  the  city  of  Chicago, 
county  of  Cook,  and  state  of  Illinois,  party  of  the  first  part,  and  the 
city  of  Chicago,  party  of  the  second  part, 

Witnesseth,  that  the  said  party  of  the  first  part  for  and  in 
consideration  of  the  payments  to  be  to  it  made  by  the  said  city  of 
Chicago,  as  hereinafter  set  forth,  hereby  covenants  and  agrees  to- 
furnish  and  supply  to  the  said  city  of  Chicago  Five  Hundred  (500), 
more  or  less,  rented  3,000  c.  p.  electric  lights,  or  as  many  as  may 
be  required  by  the  city  electrician  of  the  said  city  of  Chicago  dur- 
ing the  whole  or  a  part  of  the  year  1905. 
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The  furnishing  and  supplying  of  said  rented  electric  lights 
must  be  coinmeneed  on  the  first  day  of  January,  A.  D.  1905,  to 
progress  as  follows,  namely:  Continuously  as  may  be  directed  by 
the  said  city  electrician,  subject  to  such  changes,  or  ordered  out 
of  service,  as  he  may  direct,  and  be  finished  and  fully  completed 
on  or  before  the  Slst  day  of  December,  A.  D.  1905,  the  time  of 
commencement,  rate  of  progress  and  time  Of  completion  being  es- 
sential conditions  of  this  contract. 

Should  the  city  electrician  of  the  said  city  of  Chicago  deem 
it  proper  or  necessary  in  the  execution  of  this  contract  to  make 
any  alterations  which  shall  increase  or  diminish  the  expense,  such 
alterations  shall  not  vitiate  or  annul  the  contract  or  agreement 
hereby  entered  into,  but  the  said  city  electrician  shall  determine 
the  amount  by  which  the  expense  shall  be  increased  or  diminished 
by  any  such  alteration,  such  amount  to  be  added  to  or  deducted 
from  the  contract  price  as  the  case  may  be. 

This  agreement  shall  not  be  assigned,  nor  any  part  of  the 
furnishing  and  supplying  of  the  said  rented  electric  lights  be  sub- 
contracted without  the  written  consent  of  the  said  city  electrician 
endorsed  hereon,  and  in  no  case  shall  such  consent  relieve  the 
party  of  the  first  part  from  the  obligations  herein  entered  into  by 
the  same,  or  change  the  terms  of  this  agreement. 

It  is  hereby  provided  and  agreed  that  said  rented  electric 
lights  shall  be  furnished  and  supplied  to  the  said  city  of  Chicago 
by  the  said  party  of  the  first  part  strictly  in  accordance  with  the 
specifications  hereto  attached,  and  made  a  part  of  this  contract, 
and  that  said  furnishing  and  supplying  of  said  rented  lights  shall 
be  even,  regular  and  continuous,  and  if  at  any  time  the  said  party 
of  the  first  part  shall  refuse  or  neglect  to  furnish  and  supply  such 
rented  lights  as  shall  be  specified  by  the  said  city  electrician,  or 
if  in  any  event  the  said  party  of  the  first  part  shall  fail  to  proceed 
in  accordance  with  the  requirements  and  conditions  of  this  agree- 
ment, that  the  said  city,  by  its  city  electrician,  shall  have  full  right 
and  authority  to  take  the  furnishing  and  supplying  of  said  rented 
electric  lights  out  of  the  hands  of  the  said  party  of  the  first  part, 
and  to  employ  other  parties  to  supply  whatever  said  party  of  the 
first  part  shall  fail  to  furnish  and  supply,  and  to  deduct  the  expense 
thereof  from  any  money  that'  may  be  due  aJnd  owing  to  said  party 
of  the  first  part  on  account  of  the  furnishing  and  supplying  of  said 
rented  electric  lights,  or  to  relet  the  same  to  other  contractors  as 
provided  for  hereinafter. 

And  the  said  party  of  the  first  part  hereby  covenants  and 
agrees  to  furnish  and  supply  said  rented  electric  lights  under  the 
immediate  direction  and  superintendence  of  said  city  electrician  of 
the  city  of  Chicago  and  to  his  entire  satisfaction,  approval  and 
acceptance,  and  it  is  hereby  understood  and  agreed  that  for  any 
amount  of  damage,  or  price  determined  by  said  city  electrician 
to  be  paid  to  said  city  by  said  party  of  the  first  part  for  any  de- 
fault or  for  any  money  paid  out  by  said  city  on  account  of  said 
party  of  the  first  part  in  consequence  of  any  defaults,  there. shall 
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be  supplied  in  payment  thereof  a  like  amount  of  any  money  that 
may  be  due  and  owiag  to  said  party  of  thfe  first  part  on  account 
of  said  furnishing  and  supplying  of  said  rented  electric  lights,  so 
far  as  there  may  be  any  such  money,  and  so  far  as  the  same  shall 
be  sufficient;  and  if  there  shall  not  be  sufficient  amount  retaiaed 
from  the  said  party  of  the  first  part,  then  and  in  such  case  the 
amount  to  be  paid  the  said  city  in  consequence  of  such  default 
shall  be  a  just  claim  against  said  party  of  the  first  part,  to  be  re- 
covered at  law  against  it  in  the  name  of  the  city  of  Chicago  in  any 
court  of  competent  jurisdiction. 

And  it  is  understood  and  agreed  by  the  parties  hereto  that  no 
claim  whatever  for  extras  will  be  made  by  said  party  of  the  first 
part,  or  for  a  greater  amount  of  money  than  is  herein  stipulated 
to  be  paid  for  each  lamp  per  month,  unless  some  changes  in  or 
additions  to  this  contract  requiring  additional  outlay  by  the  said 
party  of  the  first  part  shall  first  have  been  ordered  ia  writing  by 
the  said  city  electrician. 

The  said  city  of  Chicago  hereby  covenants  and  agrees  in  con- 
sideration of  the  covenants  and  agreements,  in  this  contract  speci- 
fied to  be  kept  and  performed  by  the  said  party  of  the  first  part, 
to  pay  the  said  party  of  the  first  part  the  sum  of  One  Hundred 
and  Three  Dollars  ($103.00)  per  lamp  per  annum  for  each  3,000 
candle  power  electric  arc  lamp  so  furnished  and  supplied  by  the 
said  party  of  the  first  part  in  any  of  the  sections  as  described  in 
the  specifications  hereto  attached  and  made  a  part  of  this  con- 
tract, provided  such  rented  service  shall  have  been  accepted  at  the 
end  of  each  current  month  by  the  city  electrician  of  the  city  of 
Chicago;  payment  for  all  lights  furnished  under  this  contract  to 
be  made  by  monthly  vouchers  at  the  expiration  of  each  month's 
service,  with  any  deductions  thereon  from  the  above  specified  rate, 
as  may  be  stipulated  by  the  said  city  electrician  in  accordance  with 
the  terms  of  this  contract  for  inferior  or  defective  service. 

It  is  expressly  agreed  that  all  work  done,  materials  furnished, 
time  of  performance  and  payments  shall  be  in  full  accord  with 
the  specifications  hereto  attached,  and  this  contract  is  based  on 
the  said  specifications,  and  that  the  said  specifications  are  made  a 
part  of  this  contract  as  fully  as  if  same  had  been  incorporated 
herein. 

(Here  follow  the  customary  authorizations  and  signatures  of 
the  parties.) 

SPECIFICATION-S     FOK     LIGHTING     PAKTS     OF     STREETS     AND     PUBLIC 

PLACES   IN  CERTAIN  PAKTS  OF  THE  CITY  OF   CHICAGO, 

DURING  THE  TEAR  1905. 

Sealed  proposals  will  be  received  by  the  city  electrician,  Eoom 
12,  City  Hall,  Chicago,  Illinois,  until  11  A»  M.  Saturday,  Decem- 
ber 24,  1904,  for  lighting  certain  parts  of  streets  in  different  sec- 
tions of  the  city,  by  any  one  or  all  of  the  different  kinds  of  illum- 
inants  hereinafter  described,  the  exact  kind  of  light  for  the  differ- 
ent sections  of  streets  to  be  determined  by  the  city  electrician. 
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Each  proposal  must  give  the  city  electrician  the  right  to  apply 
the  kind  of  lighting  proposed  to  such  streets  or  parts  of  streets 
as  may  best  suit  the  existing  or  future  conditions  of  the  public 
Jighting  service  during  the  year. 

Particular  Attention  is  directed  to  the  fact  that  the  city  is 
building  a  new  municipal  lighting  plant,  and  the  consequent  in- 
stallation of  electric  lights  will  make  unnecessaty  a  considerable 
portion  of  the  existing  rented  lights  of  all  'character,  and  the  city 
must  have  the  absolute  right  to  discontinue  any  part  of  the  lights 
it  may  see  fit  to,  and  at  any  time  of  the  year.  Proposals  must  be 
made  on  lighting  such  lights  as  may  be  required  in  any  or  all,  any 
part  of  one  or  parts  of  all,  of  the  seven  sections  bounded  as  follows : 

Section  1.  On  the  north  by  the  city  limits,  on  the  east  by 
Lake  Michigan,  on  the  west  by  the  city  limits,  on  the  south  by 
FuUerton  avenue. 

Section  2.  On  the  north  by  PuUerton  avenue,  on  the  east  by 
Lake  Michigan,  on  the  west  by  city  limits,  on  the  south  by  Chicago 
avenue. 

Section  3.  On  the  north  by  Chicago  avenue,  on  the  east  by 
Lake  Michigan,  on  the  west  by  the  city  limits,  on  the  south  by 
Twelfth  street. 

Section  4.  On  the  north  by  Twelfth  street,  on  the  east  by 
Lake  Michigan,  on  the  west  by  city  limits,  on  the  south  by  Thirty- 
ninth  street. 

Section  5.  On  the  north  by  Thirty-ninth  street,  on  the  east 
by  Lake  Michigan,  on  the  west  by  city  limits,  on  the  south  by  Sixty- 
third  street. 

Section  6.  On  the  north  by  Sixty-third  street,  on  the  east 
by  Lake  Michigan,  ,on  the  west  by  city  limits,  on  the  south  by  One 
Hundredth  street. 

Section  7.  On  the  north  by  One  Hitndredth  street,  on  the 
east  by  Lake  Michigan,  on  the  west  by  the  city  limits,  on  the  south 
by  city  limits. 

The  lights  required  in  the  above  sections  will  vary,  owing  to 
the  present  municipal  lighting  system  and  the  proposed  extensions, 
and  the  proposals  must  be  made  to  light  such  streets  as  are  not  at 
present  or  will  not  be  lighted  by  the  municipal  system  during  the 
year  1905. 

The  lights  required  will  be  approximately  one  light  to  the 
block  for  electric  lighting,  or  four  lights  of  gas,  or  two  of  gaso- 
line, to  the  block  on  improved  streets,  but  the  city  reserves  the 
right  to  reduce  or  increase  the  total  number  of  lights  as  it  may 
see  fit  on  account  of  its  municipal  lighting  or  to  come  within  the 
amount  available  for  paying  for  said  lights  -within  the  time  speci- 
fied, and  in  each  case  such  reduction  or  increase  is  made,  the  said 
expense  shall  be  reduced  or  increased  pro  rata  at  the  agreed  rate 
per  light.  Such  reductions  or  increases  in  the  number  of  lights 
must  be  made  in  the  lighting  such  parts  of  streets  in  any  one,  any 
part  of  one,  or  parts  of  all  of  the  sections  hereinafter  described 
as  Sections  1,  2,  3,  4,  5,  6,  7,  as  the  city  electrician  may  designate. 
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ELECTRIC   LIGHTING. 

Proposals  may  be  made  upon  furnishing  two  different  kinds  of 
lights — known  as  open  arc  series,  direct  current,  and  alternating 
enclosed  arc  lamps.  The  proposals  must  state  which  system  will 
be  furnished. 

The  electrical  energy  passed  through  the  carbons  of  each  lamp 
shall  not  be  less  than  450  watts.  The  voltage  for  the  open  arc 
lamps  must  not  be  less  than  43  volts  or  morfe  than  65  volts,  and  the 
amperes  must  be  sufficient  to  make  the  450  watts  required  to  be 
passed  through  the  carbon  points.  ^ 

The  best  quality  of  carbons  must  be  ilsed  for  either  class  of 
lamps,  and  samples  must  be  submitted  at  any  time  they  may  be 
required  by  the  city.  The  lamps  and  all  the  parts  must  be  kept 
clean  and  in  good  adjustment,  must  burn  steadily  and  free  from 
flickering  and  flaming. 

Bach  lamp  must  be  of  the  best  manufacture  for  the  purpose  of 
street  lighting,  and  must  be  provided  with  all  the  necessary  globes, 
shades,  reflectors,  or  other  appliances  that  are  used  on  lamps  of 
similar  character,  or  that  would  materially  increase  the  lighting 
efficiency  of  the  lamps. 

Bach  lamp  must  be  erected  at  such  location  as  may  be  des- 
ignated and  at  a  height  of  not  less  than  2?  feet  or  more  than  35 
feet  from  the  ground. 

The  hours  of  service  must  be  from  early  dusk  to  daylight  each 
and  every  night  in  the  year.  Deductions  in  bills  must  be  made  ia 
proportion  to  the  rate  charged  for  each  light  that  fails  to  burn  the 
full  schedule  time  as  above  required,  and  for  each  lamp  that  does 
not  consume  the  required  number  of  watts  under  the  conditions 
prescribed,  a  like  deduction  must  be  made. 

The  voltage  for  the  enclosed  arc  lamps  shall  not  be  less  than 
68  volts,  or  more  than  80  volts,  and  the  amperes  sufficient  to  make 
450  watts,  required  to  be  used  through  the  carbon  points. 

NOTICE. 

Bach  proposal  must  be  accompanied  wi;th  a  certified  check  for 
the  sum  of  $3,500,  such  check  to  be  made  payable  to  the  order  of 
the  city  electrician.  This  check  will  be  forfeited  to  the  city  if  the 
contractor  fails  to  enter  into  the  contract  and  give  bond  for  the 
full  amount  of  the  contract  within  five  (5)'  days  after  being  noti- 
fied that  the  contract  has  been  awarded  to  him  for  lighting  any 
part  of  the  city  under  the  conditions  prescribed  in  these  specifica- 
tions. 

The  time  that  the  lights  hereinbefore  specified  are  to  be  fur- 
nished and  operated  is  from  the  first  day  of  January,  1905,  until 
the  first  day  of  January,  1906,  and  all  bids  must  be  made  in  ac- 
cordance. 

The  city  reserves  the  right  to  extend  the  time  of  starting  any 
of  the  lights  until  the  first  day  of  March,  1905,  in  which  case  the 
contract  should  read  from  the  day  the  lights  are  started  xmtil  the 
first  day  of  January,  1906. 


ELECTRICITY     FINANCE.  827 

The  city  reserves  the  right  to  extend  the  contract  for  a  period 
of  three  (3)  months  or  any  part  thereof  after  January  1st,  1906, 
by  giving  fifteen  (15)  days  notice  of  its  intention  so  to  do.  The 
city  electrician  reserves  the  right  to  reject  any  or  all  bids  or  to 
accept  bids  or  any  part  of  a  bid  as  may  be  deemed  by  him  to  be 
for  the  best  interests  of  the  city  of  Chicago. 

EXTRACT    FROM    CONTRACT    WITH    CHICAGO    SUBURBAK    W^ATER    AND 
LIGHT  COMPANY. 

Date.     January  1,  1905. 

Number  of  lamps.  128,  more  or  less,  rented,  2,000  c.  p.  elec- 
tric lights,  or  as  many  as  may  be  required,  during  the  whole  or  part 
of  the  year  1905. 

Price.  $8.55  per  lamp  per  month,  payment  to  be  made  by 
monthly  vouchers  at  the  expiration  of  each  month's  service  as  ren- 
dered. 

Conditions.  The  general  terms  of  the  above  contract  are  the 
same  as  those  of  the  contract  with  the  Commonwealth  Electric 
Company. 

MEMO. 

The  city  rented  128  lamps  under  the  a^ove  contract  from  Jan- 
uary 1,  1905,  to  June  30,  and  two  additional  lamps  for  15  days  in 
June;  130  lamps  during  July,  August,  September  and  first  day  of 
October,  when  contract  was  discontinued.  The  total  cost  was 
$9,945.80. 

Detroit,  South  Norwalk.    

I  52.  Number  of  years  for  which  contract  is  made,  and  date 
when  made. 

I  53  and  54.  Total  num^ber  of  hours  each  style  of  lamp  was 
lighted  during  that  year. 

Allegheny.  Arc  lamps,  3,888  hours;  incandescent,  continu- 
ous service. 

Chicago.  Contracts  were  made  for  one  year  from  January  1, 
1905.  Number  of  hours  per  year,  estimated,  4,015.  This  figure 
is  estimated  by  Mr.  Carroll,  superintendent,  no  records  having 
been  kept.  The  contracts  require  that  the  lighting  shall  be  "from 
dusk  to  daylight." 

Detroit.  Arc  lamps,  3,774^  hours,  equals  4,780,397  K.  "W.  H. 
It  is  impossible  to  state  more  for  the  incandescent  lamps  than  the 
number  of  K.  W.  hours  as  per  meter  readings  at  plant,  which 
amount  to  1,104,144  K.  W.  H. 

Bouth  Norwalk.  Street  Lighting.  The  109  arc  lamps  of  the 
street  service  are  lighted  from  dusk  to  dawn,  except  when  there  is 
sufficient  moonlight  to  render  service  unnecessary,  but  no  regular 
moonlight  schedule  is  followed.  On  Saturday  evenings  the  lamps 
are  lighted  even  if  there  be  sufficient  moonlight.  The  average  num- 
ber of  nights  the  lamps  were  lighted  during  the  year  was  345,  and 
the  average  hours  per  lamp,  3,883. 


/    / 
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Bridge  Lighting.  The  incandescent  lamps  for  lighting  side- 
walks imder  railroad  bridges  are  lighted  .from  dusk  to  dawn  every 
night.  There  are  20  lamps  of  8  c.  p.  per  lamp  in  service,  and  the 
average  hours  per  lamp  per  year  are  4,000. 

Commercial  Lighting  and  Power.  These  services  are  continu- 
ous, 24  hours  per  day,  except  between  one  hour  after  sunrise  and 
one  hour  before  sunset  on  Sundays.  The  lamps  connected,  16  c.  p., 
equivalent,  approximate,  7,495.  The  H.  P.  capacity  of  motors  con- 
nected is  598. 

I  55.     Number  of  lamps  of  each  style. 
I  56.     Price  per  year  of  each  style. 

Allegheny.  At  February  28,  1905,  there  were  1,499  arc  lamps 
in  service;  9,032  sixteen  candle  power  and  658  thirty-two  candle 
power  incandescent  lamps;  and  31  enclosed  are  lamps.  The  aver- 
age number  of  arc  lamps  in  use  throughout  the  year  was  1,486. 

Chicago,  (a)  At  December  31,  1905,  the  number  of  arc 
lamps  lighted  by  the  Commonwealth  Electric  Company  was  523. 
Price,  $103  per  lamp  per  annum. 

(6)  The  Commonwealth  Electric  Company  also  lighted  during 
January,  February  and  March,  25  lamps.  Price  Ic.  per  lamp 
hour,  less  discount  of  82  per  cent,  in  10  days. 

(c)  The  Chicago  Suburban  Water  and  Light  Company  lighted 
128  arc  lamps  from  January  1  to  June  15,  and  130  from  June  15 
to  October  1.    Price,  $102.60  per  lamp  per  annum. 

(d)  The  Commonwealth  Electric  Company  also  supplied  cur- 
rent through  the  municipal  station  (E.  A.  Waller  plant)  from  June 
27  to  December  31.  The  number  of  lamps  thus  supplied  at  Decem- 
ber 31  was  211.  The  price  was  $103  per  lajnp  per  annum,  less  al- 
lowance of  $17  per  lamp  for  carbons,  trimming,  maintenance  and 
repairs,  which  expense  is  incurred  by  the  electric  light  bureau. 

Detroit.  Arc  lamps,  3,005;  incandescent,  14,696;  constant 
potential  arcs,  17. 

South  Norwallc.     Street  Lighting.     10,9  street  ares. 

Bridge  Lighting.     20  lamps  of  8  c.  p.  per  lamp. 

Commercial  Lighting.  1  arc  on  street  service;  70  commercial 
arcs.     6,739  equivalent  16  c.  p.  incandescent. 

Street  lamps,  $60  per  year.  At  the  time  this  price  was  fixed 
it  was  regarded  as  the  approximate  cost  to  the  electrical  works.  All 
others  metered  except  public  departments  and  a  few  other  excep- 
tions. 

I  57.     Did  these  prices  include  renewals  and  repairs? 

Allegheny  J  Detroit.    

Chicago.    Yes,  in  the  case  of  a,  h  and  c^  questions  I  55  and  56. 

South  Norwallc.     Yes. 
I  58.     Were  there  any  other  charges  for  ptiblic  lighting? 

Allegheny.  Yes.  There  were  20  gas*. lamps  in  service,  the 
total  cost  of  which  was  $709.31. 
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Chicago,  South  Norwalh.     No. 

Detroit.     

1  59.     Did  the  municipality  own  the  lamp  posts? 

Allegheny.     Yes. 

Chicago.  Yes,  except  in  the  ease  of  the  contracts,  where  the 
lamps  were  owned  and  lighted  by  the  Commonwealth  Electric 
Company  and  the  Chicago  Suburban  Water  and  Light  Company, 
(a,  6  and  c,  Qs.  I  55,  56.) 

Note. — Number  of  arc  lamps  at  Deceiliber  31,  1905,  and  the 
average  number  throughout  the  year. 

AEO  LAMPS  IN  USE  AT  DEOEMBEE  31,  1905. 

{a)  Owned  and  operated  by  the  city: 

Street  arc  lamps 6,357 

Arc  lamps  at  electric  light  plants 47 

Arc  lamps  at  pumping  stations 70 

Arc  lamps  at  fire  dep't  engine  houses 31 

6,495 
(6)    Owned  by  city;   current  supplied  by   Common- 
wealth Electric  company  through  municipal  station  (E.  A. 
Waller  plant)  at  $103  per  lamp  per  annum,  less  allowance  of 
$17  per  lamp  for  trimming,  maintenance  and  repairs,  which 

is  done  by  the  electric  light  bureau 211 

(c)  Street  arc  lamps  owned  and  current  supplied  by  the 
Commonwealth  Electric  Company  at  $103  per  lamp  per  an- 
num        506 

(1/3  joint)  $103  per  lamp  per  annum 13 

(^  joint)  $103  per  lamp  per  annum 3 

533 
Average  number  of  arc  lamps  in  use  throughout  the  year. 

(a)  Owned  and  operated  by  the  city,  5,743;  lamp  hours,  23,- 
058,367. 

(6)  Owned  by  city  current  supplied  by  Commonwealth  Elec- 
tric Co.,  109 ;  lamp  hours,  435,319. 

(c)  Eented  lamps,  643. 

Note.     All  nominal  3,000  c.  p. 

Detroit.  The  public  lighting  commission  owns  the  lamp  posts 
with  the  exception  of  43,  which  are  rented  from  the  Detroit  United 
Street  Eailway  Company  at  $1  each  per  year. 

They  are  known  as : 

Single  trolley  poles,  33. 

Double  trolley  poles,  31. 

South  Norwalh.     Yes. 

J— CAPITAL   STOCK   AND   BONDS. 
J  1.     As  of  date  (end  of  last  fiscal  year). 

Allegheny.     February  28,  1905. 

Chicago.     December  31,  1905. 
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Detroit.     June  30,  1905. 

South  Norwalk.     January  1,  1906. 
J  3-10.     All  of  the  four  plants  under  consideration  being  munici- 
pal plants,  questions  J  2  to  10  inclusive,  relating  to  stock 
issues,  do  not  apply. 
J  11.     Amount  of  bonds  authorized  by  cha*rter  or  statute. 

Allegheny.  Under  an  act  entitled  "Commonwealth  of  Penn- 
sylvania, 1901,"  bonds  may  be  issued  to  an  amount  not  exceeding 
two  per  cent,  of  taxable  property,  and,  with  the  consent  of  the  peo- 
ple, seven  per  cent. 

Chicago.  Under  the  "Statutes  of  the  State  of  Illinois,"  con- 
stitution of  1870,  Art.  9,  See.  13,  "No  .county,  city,  township, 
school  district,  or  other  municipal  corporation  shall  be  allowed  to 
become  indebted  in  any  manner  or  any  purpose  to  an  amount, 
iacludiug  existing  indebtedness,  iu  the  aggregate  exceeding  five 
per  centum  of  the  value  of  the  taxable  property  therein,  to  be  ascer- 
tained by  the  last  assessment  for  state  and  county  taxes  previous 
to  the  incurring  of  such  indebtedness.  Any  county,  city,  town- 
ship, school  district,  or  other  municipal  corporation  incurring  any 
iudebtedness  as  aforesaid  shall,  before  or  at  the  time  of  doing  so, 
provide  for  the  collection  of  a  direct  annual  tax  sufficient  to  pay  the 
interest  on  such  debt  as  it  falls  due,  and  also  to  pay  and  discharge 
the  principal  thereof  within  twenty  years  from  the  time  of  con- 
tracting the  same." 

Detroit.     $800,000,  authorized  by  act  of  the  legislature. 

South  Norwalk.  According  to  the  city  charter  the  debt  limit 
of  the  city  shall  not  exceed  five  per  cent,  of  the  assessable  valuation 
of  assessable  property,  except  that  this  provision  does  not  apply  to 
the  mimicipal  water  works. 

J  13.     Amoimt  of  bonds  authorized  by  municipality  or  vote  of 
company. 
Allegheny.     The  following  are  the  dates  of  the  passing  of  each 
ordinance  and  the  amounts  authorized: 

March  6,  1891 .* $160,000 

May  33,  1893 100,000 

January  4,  1901,  and  amendment 100,000 

July  31,  1904 40,000 


$400,000 
Chicago.  No  bonds  were  ever  issued  specifically  for  the  elec- 
tric light  bureau.  Part  of  the  issue  of  $3j000,000  of  permanent 
improvement  bonds  have,  however,  been  used  for  extension  and 
construction  of  the  system.  These  bonds  were  issued  under  au- 
thority of  an  ordinance  of  July  18,  1904,  are  dated  July  1,  1904, 
and  bear  interest  at  four  per  cent,  per  annum.  They  are  being 
paid  off  on  the  amortization  plan,  $168,000  maturing  every  year 
from  January  1,  1907,  to  January  1,  1923,  the  balance,  $144,000, 
falling  due  on  January  1,  1924.    They  were  issued  for  the  purpose 
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of  providing  funds  for  making  permanent  improvements  to  the 
city. 

The  following  statement  shows  the  amount  of  these  bonds 
expended  on  account  of  the  electric  light  bijreau  to  December  31, 
1905: 

1904,  *  "Removing  poles  and  wires  on  streets  to  be 

improved" $7,843  70 

"Extraordinary    expense,    extending    electric 

light    system" 73,662  84 

1905,  *"Eemoving  poles  and  wires  on  streets  to  be 

improved" 56,841  16 

"Extraordinary    expense,    extending:    electric 

light    system" 257,036  83 

Total $395,384  53 

Detroit.     $650,000. 
South  Norwalk.     $42,500. 

J  13.     Amount  of  bonds  issued. 

Allegheny t$400,000  00 

Detroit    650,000  00 

South  Norwalh 42,500  00 

Chicago.     For  J  13,  14,  15,  16,  17,  18.    

J  14.     Amount  of  bonds  paid. 

Allegheny   $9,000  00 

Detroit  and  South  NarwaTk 

J  15.     Amount  of  bonds  outstanding. 

Allegheny  $391,000  00 

Detroit  • -. . . .      650,000  00 

South  Norwalk , 42,500  00 


*The  cost  of  construction  of  underground  work  is  ctiarged  to  this 
account,  but  owing  to  all  underground  work  being  utilized  for  police 
and  fire  alarm  telegraph  as  well  as  for  electric  light  wires,  and  no 
separate  accounts  carried  on  the  books,  these  figures  have  been  esti- 
mated. No  interest  has  been  charged  against  the  bureau  for  any  portion 
of  the  bond  issue. 
fSee  also  J.  18. 
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ELECTRICITY     FINANCE.  833 

J  17.     Explain  how  each  issue  of  bonds  w&s  disposed  of,  whether 
private  sale,  public  auction,  bond  dividend,  etc. 
Allegheny.     (As  designated  in  J  16.) 
(a)   Private  sale — advertisement. 
(h)   Private  sale — advertisement. 

(c)  Advertisement. 

(d)  Advertisement. 

(e)  Sold  to  sinking  fund  commission. 

Detroit.  The  issue  of  $600,000  was  disposed  of  by  public  auc- 
tion, the  bonds  beiiig  advertised  for  sale.  The  charter  directs 
that  bonds  are  not  to  be  sold  under  par  value,  but  when  the  pro- 
posals were  opened  on  June  13,  1893,  none  of  the  tenders  were  for 
par  value,  and  therefore  no  sale  took  place,  at  that  time.  On  De- 
cember 22,  1893,  new.  bids  were  received,  and  the  bonds  ordered 
sold  on  the  following  day  at  the  premium  of  $3'i',540  for  the  entire 
issue  of  $600,000,  the  issue  being  dated  August  15,  1893.  On 
February  27,  1894,  the  city  treasurer  reported  a  delivery  of  the 
bonds  to  the  successful  bidder. 

The  issue  of  $50,000  was  also  disposed  of  by  public  auction, 
on  July  14,  1896,  at  a  premium  (including  interest,  $38.35)  of 
$5,077.85. 

South  NorwalTc.    Public  sale. 
J  18.     State  amount  and  character  of  other  funded  debts,  if  any. 

Allegheny.  Temporary  loan  bonds  issued  January  1,  1904, 
particulars  as  follows: 

The  issue  of  $41,000  temporary  loan  bonds  is  part  of  an  issue 
of  $84,000  authorized  by  ordinance  dated  December  17,  1903,  to 
meet  deficiencies  in  appropriations,  i.  e.. 

Bureau  of  public  lighting,  Item  5 $20,000 

Bureau  of  public  lighting.  Item  3 21,000 

Bureau  of  water.  Item  4 43,000 

$84,000 
These  bonds  are  payable  as  follows : 

January  1,  1905 $16,000 

January  1,  1906 : 16,000 

January  1,  1907 16,000 

January  1,  1908 16,000 

January  1,  1909 20,000 

$84,000 
Pace  value,  $1,000  or  multiples;  amount  received,  $41,000; 

rate  of  interest,  4  per  cent. ;  security,  assessinents ;  payable  in  U.  S. 

currency. 

Detroit.     None. 

South  NorwalTc.     Notes:  $31,000,  as  under-: 
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Original  Date  of 
Issue.* 

(a)  1900   

(b)  1903   


Amount 

When   Due. 

Face  Value. 

Received. 

April  19,  1906 

$5,000 

$3,000 

April  19,  1906 

4,000 

4,000 

March  11,  1906... 

2,000 

2,000 

March  28,  1906.... 

3,000 

3,000 

Feb.  23,  1906 

3,000 

3,000 

March  23,  1906 

4,000 

4,000 

Feb.  10,  1006 

10,000 

10,000 

(c)   1905    

$31,000  $31,000 

J  19.  If  funds  have  been  secured  from  any  other  sources  for  the 
construction  and  extension  of  plant,  give  amounts,  dates 
and  sources  fully. 

Allegheny.  Payments  on  account  of  the  construction  and  ex- 
tension of  the  plant  have  also  been  met  from  annual  appropria- 
tions. 

Ohicago.  In  consideration  of  privileges  granted  to  certain 
street  railway  companies  by  the  city  of  Chicago,  including  the 
right  to  operate  their  cars  by  electricity  on  the  overhead  trolley 
system  on  certain  specified  streets,  the  companies  agreed  to  pay 
to  the  city  the  amounts  shown  on  page  835. 

Detroit.     Funds  have  not  been  secured  from  any  other  sources. 

South  Norwalh.  Funds  have  not  been  secured  from  any  other 
sources  except  for  miscellaneous  extensions  made  from  current 
revenue. 

J  20.  What  provisions  have  been  made  for  payment  of  liabilities 
when  due? 

Allegheny.  There  are  sinking  fund  provisions  for  payment 
of  bond  issues  a,  b,  and  c,  by  annual  assessments  (See  J  16),  and 
annual  appropriations  by  the  council  of  the  city  for  payment  of 
other  liabilities. 

Chicago.     Appropriations  are  made  from  year  to  year. 

Detroit.  The  resources  of  the  sinking  fund  of  the  city  of  De- 
troit, amounting  to  $2,359,733.66,  include  $25,000  of  public  light- 
ing bonds. 

South  Norwalh.  The  notes  are  being  gradually  paid  oif  from 
surplus  funds. 

J  21.  What  provisions  have  been  made  fpr  payment  of  interest 
on  bonds? 

Allegheny.  For  payment  of  interest  on  bonds  there  is  assessed 
an  annual  tax  on  all  property  of  the  city  made  taxable  by  law. 

Chicago.     

Detroit.  Amount  required  for  interest  on  bonds  is  raised  by 
general  taxation. 

South  Norwalh.  The  current  revenue  is  depended  upon  to 
meet  interest  charges. 

*  These  notes  are  renewed  from  time  to  timte  until  paid ;  bore  5  per 
cent,  interest ;  were  secured  by  the  credit  of  the  city,  and  payable  in 
United  States  currency. 
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K— ASSETS. 
Allegheny. 
K     1.     As  of  date  (end  of  last  fiscal  year).     February  28,  1905. 

3.     Cash  on  hand.     (Bond  issues  unexpended) .  $30,473  71 

3.  Notes  receivable 

4.  Sundry  accounts  due 

5.  Investments   (giving  particulars) 

6.  Patent  rights 

7.  Office  furniture , 200  00 

8.  Land — 

(a)   Now  used  for  electric 
lighting  purposes (B)  $10,000 

(6)    JJot  used  for  electric 

lighting  purposes 

10,000  00 

9.  Buildings    (E)  31,500  00 

10.  Steam  plant , 76,465  72 

11.  Water  power  plant 

12.  Electric  plant 57,700  40 

13.  Lines — 

(a)   Overhead $50,104  82 

(&)  TJnderground ...... 

50,104  82 


14.  "rransformers  4,650  00 

15.  Meters    285  60 

16.  Services    

17.  Lamps    (arc) 27,320  39 

18.  Other  permanent  works   (teams,  tools  and 

other  accessories) 630  00 

19.  Fuel  on  hand 

20.  Carbons  on  hand 

21.  Arc  lamps  on  hand i. 

22.  Incandescent  lamps  on  hand 

23.  Globes  and  other  electric  fixtures  on  hand. .  

24.  Motors  on  hand ...... 

25.  Miscellaneous  supplies  on  hand 

26.  Sinking  funds : 

Amount  as  per  contra $108,466  49 

Electric  light  plant  bonds; 
amount  of  fire  loss  recov- 
ered held  by  sinking  fund 
commission    4  482  82 

nr.      /^.,  ,  '- 112,949  31 

27.  Other  current  assets 

28.  Other  capital  assets ...... 

28a.  Deficit    ,,....'.'      157,177  86 


29.     Total   assets *5^g  ^gij/  g j 


ELECTRICITY    FINANCE.  837 

Value  of  the  fixed  assets  at  Feb.  2,8,  1905, 

as  shown  by  the  books $529,934  83 

Value  of  the  fixed  assets  at  Peb.  38,  1905, 

as   appraised 358,856  93 


Difference    $271,067  90 


Chicago. 
K     1.     As  of  date  (end  of  last  fiscal  year),  December  31,  1905. 
3.     Cash  on  hand 

3.  Notes  receivable  

4.  Sundry  accounts  due $5,740  00 

5.  Investments    (giving  particulars) . , 

6.  Patent  rights 

7.  Office  furniture 500  00 

8.  Land — 

(a)    Now  used  for  electric 
lighting  purposes $49,501  84 

(&)    Not  used  for  electric 

lighting  purposes 

49,501  84 

9.  Buildings  88,793  98 

10.  Steam   plant 213,740  77 

11.  Water  power  plant 

13.     Electric  plant 69,687  45 

13.     Lines — 

(a)   Overhead   $148,435  35 

(&)  Underground 613,913  86 


763,339  11 


14.  Transformers    (included  elsewhere) 

15.  Meters   (included  elsewhere) 

16.  Services 

17.  Lamps  (arc  lamps  in  use  and  on  hand) ....        95,358  75 

18.  Other  permanent  works   (teams,  tools  and 

other  accessories 3,160  00 

19.  Fuel  on  hand 331  33 

20.  Carbons  on  hand 4,911  15 

21.  Arc  lamps  on  hand  (See  K  17) 

23.     Incandescent  lamps  on  hand 

23.  Globes  on   hand 450  00 

24.  Motors  on  hand 

25.  Miscellaneous      supplies      on 

hand,     construction     mate- 
rial          $32,635  38 

Miscellaneous    operating    sup- 
plies      700  00 

33,335  28 
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26.     Sinking    fund 

37.     Other  current  assets.     Funds  hel(J  by  city 

against  "special  deposits"  unexpended. . .  $34,319  74 

28.  Other  capital  assets ; "• 

29.  Total  assets $1,362,059  40 

Value  of  fixed  assets  as  shown  by  the  books 

at  Dec.  31,  1905 , *$1,987,169  57 

Value  of  fixed  assets  as  appraised  Dee.  31, 

1905, 1,283,071  90 


Difl'erence    -. $704,097  67 


K     1.     As  of  date  (end  of  last  fiscal  year):    June  30,  1905.' 

2.  Cash  on  hand $35,079  94 

3.  ISTotes  receivable   

4.  Sundry  accounts  due 5,368  49 

5.  Investments    (giving  particulars) 

6.  Eight  to  track  built  at  expense  of,  but  not 

owned  by  city 5,124  08 

•      7.     OflSce  furniture  ....,., 300  00 

8.     Land — 

(a)    Now  used  for  electric 

lighting  purposes $63,125  00 

(&)    Not  used   for   electric 
lighting  purposes 


63,125  00 

9.     Buildings  and  wharf. ; 79,755  70 

10.  Steam  plant    83,953  48 

11.  Water  power  plant 

12.  Electric  plant   37,181  84 

13.  Lines — 

(ft)    Overhead    $212,148  27 

(6)  Underground 197,060  04 


409,208  31 


14.  Transformers :    Station $8,621  55 

Line  transformers 6,664  64 

15,286  19 

15.  Meters    , 2,501  10 

16.  Services 

17.  Lamps :   arc $5t),628  71 

Incandescent    1,836  34 


: 52,464  95 

18.  Other  permanent  works 8,250  73 

19.  Fuel  on  hand t 481  30 


*  This  figure  includes  the  cost  of  undergrojmd  construction  work,  a 
portion  of  which  should  properly  be  chargeable  to  the  police  and  Are 
alarm  telegraph  bureau.     (See  answer  to  J  12:) 
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20.  Carbons  on  hand $2,350  67 

21.  Arc  lamps  on  hand 

23.     Incandescent  lamps  on  hand 433  07 

23.  Globes  and  other  electric  fixtures  on  hand.  .  2,212  03 

24.  Motors  on  hand 

35.     Miscellaneous    supplies    on    hand 

Oils    $21  74 

Waste   3  57 

Dynamo   brushes 62  40 

Estimated  stock  in  storeroom. . .  900  00 


987  71 


26.  Sinking  fund    

27.  Other  current  assets. 
38.     Other  capital  assets. . 


29.     Total  assets .■ $804,064  59 


South  Norwallc. 
K     1.     As  of  date  (end  of  last  fiscal  year).    January  1,  1906. 

2.  Cash  on  hand $308  49 

3.  Fotes  receivable 

4.  Sundry  accounts  due 3,397  44 

5.  Investments    (giving  particulars) 

6.  Patent   rights    

7.  Office  furniture 150  00 

8.  Land — 

(a)  Now  used  for  electric  light- 
ing purposes $2,000  00 

(&)  Not  used  for  electric  light- 
ing purposes 

2,000  00 


9.     Buildings 5,750  00 

10.  Steam  plant    29,854  12 

11.  Water  power  plant 

12.  Electric  plant   14,791  34 

13.  Lines — 

(a)  Overhead    $16,344  85 

(b)  Submarine 574  77 

16,919  63 

14.  Transformers    « 

15.  Meters    8,793  30 

16.  Services  (included  under  lines  overhead) ...  

17.  Lamps       (arc,      $3,301.57;      incandescent, 

$859.68)     4,061  25 

18.  Other  permanent  works    (teams,   tools   and 

other  accessories) 430  00 

19.  Fuel  on  hand 173  35 

30.  Carbons  on  hand 23  40 

31.  Arc  lamps  on  hand 

33.     Incandescent  lamps  on  hand 129  50 
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23.  Globe  and  other  electric  fixtures  on  hand. . . .  $15  00 

24.  Motors  on  hand 

25.  Miscellaneous  supplies  on  hand 24  74 

26.  Sinking  fund _  

27.  Other  working  assets    (interest  and  insur- 

ance paid  in  advance) 433  00 

28.  Other  capital  assets 

29.  Total  assets  $87,242  45 


K  30.  Do  the  values  above  given  represent  the  original  cost  of 
the  present  assets,  their  present  market  value,  or  cost  of 
duplication  ? 

K  31.     If  none  of  these,  state  how  values  were  fixed. 
Allegheny. 
2.    Actual  value. 

7.  Estimated  present  market  value. 

8.  Estimated  present  market  value  as  stated  by  engineers. 

9.  10,  12,  13,  14,  15,  17  and  18.     "Present  cost  to  replace  less 
deductions  for  age  and  progress  of  art,"  as  appraised  by  engineers. 

26.  Actual  value  as  shown  by  the  books. 
Chicago. 

4.    Eealizable  value. 

7.  Estimated  present  market  value. 

8.  Estimated  present  market  value  as  stated  by  engineers. 

9.  10,  12,  13,  17,  18  and  25.     "Present  cost  to  replace  less 
deductions  for  age  and  progress  of  art,"  as  appraised  by  engineers. 

19,  20  and  23.     Cost  value. 

37.     Actual  value. 

Detroit. 

2.     Actual  value. 

4.     Eealizable  value. 

6.  Estimated  value  as  stated  by  engineers. 

7.  Estimated  present  market  value. 

8.  Estimated  present  market  value  as  stated  by  engineers, 

9.  10,  12,  13,  14,  15,  17  and  18.     "Present  cost  to  replace,  less 
deductions  for  age  and  progress  of  art,"  as  iappraised  by  engineers. 

19,  20,  22,  23  and  25.     Cost  value. 
South  Norwalh. 
2.     Actual  valu,e. 
4.     Eealizable  value. 

7.  Present  market  value. 

8.  Estimated  present  market  value  as  stated  by  engineers. 

9.  10,  12,  13,  15,  17  and  18.     "Present  cost  to  replace,  less 
deductions  for  age  and  progress  of  art,"  as  appraised  by  engineers. 

19,  20,  22,  23  and  25.     Cost  value. 

27.  Value  as  a  "going  concern." 
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M— RECEIPTS. 
(Before  dealing  with  additional  items  detailed  in  answer  to 
Q.  I  38.). 

Allegheny.     This  schedule  for  Allegheny,  M  1-16  inclusive, 
indicates  no  receipts.  stmtli 

Chicago.         Detroit.        Norwalk. 
Ml.  For  year  ending Dee.  31,  '0&.  June  80,  '05.  Jan.  1,  '06. 

2.  Private     are     lights,     unme- 

tered *?66  00 

Lincoln  Park  Commis- 
sioners, 18  arc  lights  on 

streets  and  boulevards.        $1,105.92         .•• 

Pitts  burg,     Cincinnati, 

Chicago    &     St.     Louis 

Railroad  Co.,  rental  of 

seven  joint  electric  arc 

lamps,  at  $35 245  00         

Rental    of    3    individual 

electric    arc    lamps,    at 

$70  210  00         

Chicago    &    Northwestern 

Railroad   Co.,   same   as 

foregoing   455  00         

Northwestern    E  1  e  v  ated 

Railroad  Co.,  rental  of 

69  arc  lights  at  streets 

intersecting  under  their 

structure,    at   $70 4,830  00 

3.  Private      incandescent,      un- 

metered   

4.  Private  lighting,  metered ....         

5.  Public  arc  lights   (109  lamps, 

at  $60  per  lamp) 

6.  Public  incandescent  lights...  .         

7.  Public  power  

8.  Commercial  power  

9.  Electric  railway  power 

10.  Sale   of   current   other   than 

noted    

11.  Rents  of  meters 

12.  Rents  of  motors,  fixtures  and 

appliances    

12a.  Rents  of  track,  poles  and  con- 
duits             

13.  Net  profit  from   sale  of  fix- 

tures and  appliances ......         

14.  Penalties  on  delinquent  bills 

15.  Other  receii)ts — • 

Sale  of  old  material 1,562  06 

Sale  of  steam  for  heating 
railroad  cars  


16.  Total   receipts $8,407  98 


Work  done  for  other  depart- 
ments of  the  city 

Less  amounts  charged  city 
departments    


5,394' 57 

1,001  85 
18,213  06 

6,540  00 
698  28 

7,739  22 

3,249  31 

2,909  56 

13  30 

$11,553  44 

$34,271  71 

$1,524  61 

$1,524  61 

*  One  arc  light. 
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N— EXPENSES. 

(Before  dealing  with  additional  items'-  detailed  in  answer  to 
Q.  I  43.) 

Allegheny. 
N     1.     Fiscal  year  ended  February  28,  1905. 

Production. 

2.  Fuel    $28,903  93 

3.  Oil  and  waste 3,456  61 

4.  Water  for  boilers 

5.  Water  power  or  water  rights 

6.  Wages   and   salaries t 38,511  49 

7.  Maintenance,  repairs  and  renewals-^ 

(a)  Buildings  $1,451  97 

(&)    Steam  plant 7,984  90 

(c)  Water  power  plant 

(d)  Electric  plant 3,437  61 


12,874  48 

8.  General  expenses ., 450  04 

9.  Current  purchased   * 

10.  Total   production    : $73,195  55 

Distribution. 

11.  Wages  and  salaries — 

(a)  Street  arc  lamps $9,440  03 

(&)  Street  incandescent  lamps         

(c)   General  distribution 1,759  31 

$11,199  34 

13.     Expense  beyond  meter 

13.  Supplies,  tools  a^d.  appliances 677  63 

13a.  Carbons    6,335  03 

14.  Maintenance,  repairs  and  removals — 

(a)   Lines  overhead $1.0,434  81 

( & )  Lines  underground ....  

(Jl)  Primary  line  fixtures.  261  54 

(62)  Secondary  line  fixtures  330  35 

(c)  Transformers 875  08 

(d)  Meters    

(e)  Services    

(/)   Commercial  arc  lamps.  

(g)    Commercial    incandes- 
cent lamps 

(h)     Public     (street,    etc.) 
lamps    3,391  33 

(i)       Public      incandescent 
lamps   1,974  34 

(j)  Motors,  fixtures  and  ap- 
pliances rented 

^  1— ■        17,257  35 

15.  Miscellaneous    - 601  44 

Total    $36,060  78 

Deduct  fire  loss— supplies,  tools,  etc 7,447  63 

16.  Total  distribution $28,613  15 
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General. 

17:  Directors''  allowances  

18.  Salaries  of  officers,  committee,  commissioners  

19.  General  office  salaries $1,678  86 

20.  Eent  of  offices 

21.  Office  expenses    ' 328  65 

22.  Legal  expenses   

23.  Injuries,  damages  and  claims 

24.  Licenses  and  royalties 

25.  Insurance,  fire  and  boiler -. 973  22 

26.  Bad  debts    

27.  Ket  loss  on  sales  of  meters,   engines   and 

other  appliances 

28.  New  business — 

(a)  Advertising  and  soliciting. .  .... 

(&)  Appliances  and  fittings. ...  .... 


29.  Other  general  expenses 143  51 

30.  Total  general  expenses $3,123  24 

31.  Total  expenses $104,931  94 

Resume. 

Total  receipts 

,  Total  expenses    $104,931  94 

Balance  to  profit  and  loss $104,931  94 

Chicago,     n" — expenses. 

(Before  dealing  with  additional  items  detailed  in  answer  to 
Q.  I  43.) 

N     1.     Fiscal  year  ended  December  31,  1905. 

Production. 

2.  Fuel  $105,093  74 

3.  Oil   and   waste 4,211  76 

4.  Water  for  boilers 

5.  Water  power  or  water  rights 

6.  Wages  and  salaries 52,075  76 

7.  Maintenance,      repairs      and 

renewals : 

(a)   Buildings    $2,102  06 

(6)   Steam  plant 13,892  87 

(c)  Water  power  plant 

(d)  Electric  plant 3,268  38 

19,263  31 

8.  General  expenses 2,135  13 

9.  Current  purchased  8,874  06 

9a.  Rented  lights  64,881  14 


10.  Total  production $256,534  90 

Distribution. 

11.  Wages  and  salaries: 

(o)  Street  arc  lamps $55,228  23 

(6)  Street  incandescent 

lamps   

(o)   General  distribution. .  1,523  46 

$56,751  69 
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12.  Expense  beyond  meter 

13.  Supplies,  tools  and.  appliances 

iSa.  Carbons  $18,764  06 

14.  Maintenance,      repairs      and 

removals : 
(a)  Lines   overhead    (B). 

(See  note.)  $5,871  91 

(B)  Lines  underground 

(E).    (See  note.)...        18,108  24 

(c)  Transformers 

(d)  Meters 

(e)  Services    

if)  Commercial  arc  lamps        

(g)  Commercial  incandes- 
cent lamps 

(h)  Public     (street,    etc.) 

lamps    18,400  78 

(i)  Public  incandescent 

lamps   

(;■)  Motors,    fixtures,    ap- 
pliances   rented 

42,380  93 

15.  Miscellaneous      (includes     ground     rent, 

$1,250.00)    1,79048 


16.  Total  distribution $119,687  16 

General. 

17.  Directors'   allowances •. 

18.  Salaries   of  officers,   committee,    commis- 

sipners 

19.  General  office  salaries. $1,829  54 

20.  Rent  of  offices 

21.  Office  expenses  249  56 

22.  Legal  expenses -      

23.  InjT^ries,  damages,  claims 1,032  83 

24.  Licenses  and  royaltlps 

23.  Insurance — Fire,  boiler,  accident 

26.  Bad  debts   

27.  Net  loss  on  sales  of  meters,  engines  and 

other  appliances 

28.  New  business : 

(a)   Advertising  and  solicit- 
ing   

(b)  Appliances     and     fit- 
tings            . ;. 

29.  Other  general   expenses 63  25 


30.  Total  general  expense? 2,675  18 

31.  Total  expenses i  . ., $378,897  24 

Resume. 

Total  receipts  „^ $8,407  98 

Total  expenses 378,897  24 


Balance  to  profit  and  loss $370,489  26 


(General  note  to  "expenses.")  Administration  salaries  and 
expenses.  In  the  answer  to  Q.  I  23,  we  mention  that  one  account 
was  carried  on  the  books  for  the  administration  s&,laries  atld  ex- 
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penses  of  the  department.  As  proper  charges  against  the  bureau 
we  have  taken  25  per  cent,  of  the  salaries  sof  the  city  electrician 
and  clerks  employed  on  the  work  of  the  department,  and  $830, 
being  a  proportion  of  two  salaries  carried  on  the  payrolls  of  other 
bureaus,  and  25  per  cent,  of  the  expenses,  as  applicable  to  the  bu- 
reau. The  management  only  considers  15  per  cent  of  the  admin- 
istration salaries  and  expenses,  and  the  $820  mentioned  above; 
but  this  in  our  opinion  is  an  insufficient  charge. 
The  respective  charges  are  as  follows : 

Charged  by  management $2,789  55 

Charge  as  adjusted. ...'.' 3,727  57 

Difference   ■ $938  02 

(Note  to  IsT  14  fl  and  b.)  The  total  expenditure  under  these 
two  headings  {a — lines  overhead,  i — lines  underground)  has  been 
distributed  to  each  head  in  estimated  proportions.  ISTo  distinction 
was  made  on  the  books  of  the  bureau  between  overhead  and  imder- 
ground  work,  one  account  only  being  carried.  As  it  is  now  impos- 
eible  to  divide  the  payrolls  and  certain  sundry  items  of  material 
between  the  overhead  and  underground  work,  we  have  charged  75 
per  cent,  to  "underground  maintenance  and  repairs"  and  25  per 
cent,  to  "overhead  maintenance  and  repairs."  This  we  are  in- 
formed is  a  fair  distribution.  We  understand  that  throughout  the 
year  certain  material,  such  as  cable,  wire,  etc.,  which  had  been 
charged  to  construction  account,  was  used  for  the  purpose  of  main- 
tenance and  replacements,  and  no  transfer  made  from  the  con- 
struction account  to  the  operating  account.  At  our  request  a  state- 
ment was  prepared  by  the  store-keeper  from  the  daily  reports 
showing  the  total  amount  of  wages  and  material  used  in  mainte- 
nance, repairs  and  renewals.  The  amount  shown  by  his  statement 
was  $4,509.62  more  than  that  shown  by  the  books,  and  this  differ- 
ence we  have  charged  to  operating  account. 

Detroit,     n — expenses. 
(Before  dealing  with  additional  items,  detailed  in  answer  to 
Q.  I  43.) 

Nl.  Fiscal  year  ended  June  30,  1905. 
Production. 

2.  Fuel   $30,517  17 

3.  Oil  and  waste. . . 1,608  50 

4.  Water   for   boilers. 332  52 

5.  Water  power  or  water  rights 

6.  Wages  and  salaries 32,435  29 

7.  Maintenance,      repairs      and 

renewals : 
(a)  Buildings,    track    and 

dock   $1,747  07 

(6)   Steam  plant   4,176  02 

(c)  Water  power  plant 

(d)  Electric  plant  1,21144 

7,134  53 

8.  General  expense  880  02 

9.  Current    purchased    

10.  Total  production  expenses $72,908  03 
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Distribution. 

11.  Wages  and  salaries : 

(o)   Street   arc   lamps $13,893  69 

( 6 )   Street  Incandescent 

lamps    

(o)  General  distribution. .         3,199  90 

$17,093  59 

12.  Expense  beyond  meter ; 

13.  Supplies,  tools  and  appliances 1,358  65 

13a.  Carbons    7,308  94 

14.  Maintenance,      repairs      and 

removals : 

(o)  Lines  overhead } 

( 6 )   Lines  underground . ...  ] 

7,363  84 

(c)  Transformers 193  79 

(d)  Meters 

(e)  Services  412  57 

(f)  Commercial  arc  lamps         

(fir)  Commercial  incandes- 
cent lamps   

(ft)  Public     (street,    etc.) 

lamps    8,556  66 

(i)  Public  incandescent 

lamps    1,434  45 

(j)  Motors,  fixtures,  ap- 
pliances rented 

17,961  31 

15.  Miscellaneous   33  05 


16.  Total  distribution  expense $43,755  54 

General. 

17.  Directors'  allowances  

18.  Salary  of  secretary $1,649  92 

19.  General  office  salaries 1,935  15 

20.  Rent  of  offices 

21.  Office    expenses 747  54 

22.  Legal  expenses  

23.  Injuries,  damages  and  claims y        329  73 

24.  Licenses  and  royalties 

25.  Insurance,  boiler  125  00 

26.  Bad  debts   

27.  Net  loss  on  sales  of  meters,  engines  and 

other  appliances  ' 

28.  Nevf  business  : 

(a)  Advertising  and  so- 
liciting             

(&)  Appliances  and  fit- 
tings     


29.  Other  general  expenses 


30.  Total  general  expenses 4,787  34 


31.  Total  expenses  $121,450  91 


Resume. 

Total  receipts $11,553  44 

*  Total  expenses 121,450  91 


Balance  $109,897  47 
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South  Nonmlh.     n— tEXPENSES. 
(Before  dealing  with  additional  items  detailed  in  answer  to 
Q.  I  43.) 
Nl.  Fiscal  year  ended  January  1,  1906, 

Production, 

2.  Fuel   •. . . .  $6,934  18 

3.  Oil  and  waste 318  45 

4.  Water  for  boilers ,. ...         

5.  Water  power  or  water  rights 

6.  Wages  and  salaries , 4,589  05 

7.  Maintenance,      repairs      and 

renewals  : 

(o)   Buildings   $327  24 

(6)   Steam  plant 471  69 

(c)  Water  power  plant 

(d)  Electric  plant  148  73 

947  66 

8.  General  expense   , 115  65 

9.  Current  purchased  

10.  Total  production  expenses $12,904  99 

Distribution. 

11.  Wages  and  salaries: 

(o)  Street  are   lamps $415  00 

(B)  Street  incandescent 

lamps 5  00 

(c)  General  distribution. .  678  79 

$1,098  79 

12.  Expense  beyond  meter 

13.  Supplies,  tools  and  appliances 69  23 

13a.  Carbons   , 191  52 

14.  Maintenance,      repairs      and 

Removals : 

(a)  Lines  overhead $1,310  90 

(6)  Lines  underground  ...         

(c)  Transformers 

(d)  Meters    441  00 

(e)  Services  . .  .\. 395  38 

(f)  Commercial  arclannps  422  44 

(g)  Commercial   incandes- 

cent lamps  1,700  96 

(h)  Public    (street,    etc.) 

lamps    154  99 

(i)  Public  incandescent 

lamps 

(j)  Motors,  fixtures,  ap- 
pliances rented  ....         , 


15.  Miscellaneous 


4,425  67 


16.  Tota!l  distribution  expenses 5,785  21 

General. 

17.  Directors'  allowances 

18.  Salaries  of  officers,  committee  and  com- 

sioners ........ 

19.  General  office  salaries. .-. .' ■ . . . . .  $978  00  ■> 

20.  Bent  of  offices 

21.  Office  expenses 270  55 

^.  Legal  expenses 
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23. 
24. 
?5 

Injuries,  damages  and  claims 

Licenses  and  royalties 

Insurance  (fire  and  boiler) 

$6  00 
"296  "56 

^6 

Bad  debts 

27. 

Net  loss  on  sales  of  meters,  engines  and 
other  appliances. 

28. 

New  business: 

(o)  Advertising    and    so- 
liciting   

(6)  Appliances     and     fit- 
tings    

29. 

Other  general  expenses 

30. 

Total  general  expenses 

Total  expenses , . . 

Resume. 

- 

$1,551  05 

31. 

$20,241  25 

$34,271  71 

20,241  25 

Balance  to  profit  and  loss .... 

- 

$14,030  46 

Vol.  II.— 55. 
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Allegheny. 

Eeconciliation  of  the  expenditure  per  the  books  with  the  ex- 
penditure as  shown  by  the  commission's  schediile,  Section  0,  Ques- 
tion 7,  above. 

Year  Ended  February  28,  1905. 

Add  to 


Expendi- 
ture. 

Expenses  applicable  to  prior  period,  charged 

in  current  period  in  error,  now  corrected. .         

Expenses  applicable  to  current  period,  charged 
in  subsequent  period  in  error,  now  cor- 
rected           $1,835  83 

Amounts  paid  from  "  temporary  loan  bond 
issue "  properly  chargeable  to  expense 
account    4,167  91 

Construction  expense  charged  against  opera- 
tion, in  error,  now  corrected 

Amount  of  fire  loss  account  now 
written  off  to  profit  and  loss 
account     $8,945  91 

Less  amount  credited  to  operating 
account  on  account  of  tools, 
supplies,  etc.,  destroyed $7,447  63 


Deduct 
from 

Expendi- 
ture. 


$2,923  51 


225  00 


1,498  28 


$7,502  02        $3,148  51 


Summary. 

Expenditure  per  tlie  books $112,464  31 

Add  debit  adjustments,  as  above 7,502  02 

$119,966  33 

Less  credit  adjustments,  as  above 3,148  51 

Net   expenditure,   per  the  commission's   schedule. 

Sec.  O,  Q.  7 $116,817  82 


Chicago. 

Eeconciliation  of  the  net  expenditure  as  per  the  books  with 
the  net  expenditure  as  shown  by  the  commission's  schedule.  Section 
0,  Question  7,  above. 

Year  Ended  December  31,  1905. 


Inventories  of  coal,  carbons  and  globes,  Decem- 
ber 31,  1904,  not  shown  on  the  books  as  an 
asset  at  that  date  

Inventories  of  coal,  carbons  and  globes,  Decem- 
ber 31,  1905,  not  shown  on  the  books  as  an 
asset  at  that  date 

Liabilities  for  accounts  payable  December  31, 

1904,  not  shown  on  the  books  at  that  date.  . 
Liabilities  for  accounts  payable  December  31, 

1905,  not  shown  on  the  books  at  that  date. . 


Add  to 

from 

Net 

Net 

Expendi- 

Expendi 

ture. 

ture. 

$7,054  00 


14,578  60 


$5,592  48 
12,900  51 
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Deduct 

Add  to 

from 

Net 

Net 

Expendi- 

Expendi- 

ture. 

ture. 

Proportion  of  salaries  of  employes  of  the  de- 
partment of  electricity  not  charged  on  the 
books  against  the  bureau  of  electric  light- 
ing     

Proportion  of  administration  salaries  and  ex- 
penses, account  properly  chargeable  to  elec- 
tric light  bureau 

Amounts  charged  during  year  to  expense  ac- 
count, properly  applicable  to  other  bureaus 
and  to  prior  periods 

Amounts  charged  on  books  to  "extraordinary 
expense"  and  "special  deposit"  accounts, 
applicable  to  expense  account 

Amount  charged  on  books  to  expense  account 
properly  chargeable  to  special  deposit  ac- 
count    

Amounts  received  for  sale  of  power  during  cur- 
rent year  applicable  to  prior  period 


$820  00 


2,907  57 


18,539  72 


4,423  68 


L,419  21 


358  61 


$48,323  57    $20,270  81 


Summary. 

Net  expenditure,  per  books $344,684  50 

Add  debit  adjustments,  as  above 48,323  57 


Less  credit  adjustments,  as  above. 


$393,008  07 
20,270  81 


Net  expenditure,  per  Sec.  O,  Q.  7,  of  commission's 

schedule $372,737  26 

Detroit. 

Reconciliation  of  the  '^balance  of  expenses"  as  per  the  books, 
with  the  '^balance  of  expenses"  as  shown  by  the  commission's 
schedule,  Section  0,  Question  7,  above. 

Year  Ended  June  30,  1905. 

Deduct . 
Add  to  from 

Balance  of   Balance  of 
Expenses.    Expenses. 
Difference  between  cash  receipts,  as  per  the 
books,  and  the  revenue  applicable  to 
the  current  period,  relating  to  the  fol- 
lowing accounts : 
Rentals    of    track,     conduits 

and  poles  $1,904  12 

Incandescent   lighting 19S  32 


Amount  due  for  rental  of  poles  entered  on 
books  subsequent  to  June  30,  1905,  appli- 
cable to  current  period 

Balance  of  inspection  department  account  for 
current  period,  now  eliminated  from  the 
electric  light  plant  accounts 


$42  00 


907  80 


$1,711  80 


$949  80       $1,711  80 
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Summary. 

Net  expenditure,  per  the  books ; $110,633  79 

Add  debit  adjustments,  as  abore •. 949  80 

$111,583  59 

Less  credit  adjustments,  as  above 1,711  80 

Net   expenditure,   per   the   commission's   schedule. 

Sec.  O,  Q.  7 $109,871  79 


South  Norwalk. 

Eeconciliation  of  the  profit  as  per  the  books  with  the  profit 
as  shown  by  the  commission's  schedule,  Section  0,  Question  3, 
above. 


Year  Ended  January  1,  1906. 


Consumers'  accounts  for  December,  1905,  dealt 
with  as  net  on  which  the  dis- 
counts were  subsequently  forfeited,  as 
follows : 

Private  lighting,  metered $10  43 

Commercial  power,  metered. ...  9  91 

Expenses  applicable  to  prior  period,  charged 
in  current  period  in  error,  now  corrected. . 

Expenses  applicable  to  current  period,  charged 
in  subsequent  period  in  error,  now  cor- 
rected   

Inventories  of  supplies  not  on  books : 

January  1,  1905 

January  1,  1906 

Boiler  insurance  charged  in  prior  period,  appli- 
cable to  current  period 

Construction  expense  charged  against  opera- 
tions in  error,  now  corrected 


Deduct 

from 

Profit. 


Add 

to 

Profit. 


62  18 

$159  62 

418  47 

"363  89 

62  50 

25  00 

$640  59 

$471  41 

Simimary. 

Profit  from  operations  before  dealing  with  interest,  as  per 

the  books,  year  ended  January  1,  1906 $14,199  64 

Add  credit  adjustments,  as  above 471  41 

$14,671  05 
Deduct  debit  adjustments,  as  above 640  59 

Profit  from  operations  before  dealing  with  interest, 
as  adjusted,  year  ended  January  1,  1906,  per 
commission's  schedule.  Section  O,  Question  3 . .      $14,030  46 
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Allegheny. 

PROFIT  AND   LOSS   ACCOUNT. 

Per  Sections  M,  IST  and  0  of  the  commission's  schedule,  in- 
cluding entries  detailed  in  answers  to  I  28  and  I  43. 

Year  Ended  February  28,  1905. 

Per 
K.  W.  H. 
Generated 
Revenue.  Atnotmt.  (Output 

3,972,959 
K.W.E.). 
( Cents. ) 


Income  from  scrap  sold 

Balance,  being  excess  of  expenditure. . . 


$852  78 
159,786  04 

$160,638  82 


Production — 

Fuel    $28,902  93 

Oil  and  waste 2,456  61 

Water  for  boilers 3,000  00 

Wages  and  salaries 28,511  49 

Maintenance,    repairs    and 
renewals : 

(a)  Buildings  $1,451  97 

(6)  Steam  plant 7,984  90 

(c)  Electric  plant 3,437  61 

12,874  48 

General    expense 450  04 

Total  production  expenses.      $76,195  55 

Distribution — 
Wages  and  salaries : 

(a)   Street  arc  lamps $9,440  03 

(6)  General  distribution.     1,759  31 

$11,199  34 

Supplies,  tools  and  appliances (377  63 

Carbons   6,325  02 

Maintenance,    repairs    and 

renewals : 

(o)   Lines   overhead $10,424  81 

(6)  Primary  line  fixtures        261  54 

(c)  Secondary    line    fix- 

tures          330  25 

(d)  Transformers  875  08 

(e)  Public    (street,    etc.) 

lamps    3,391  33 

(f)  Public     incandescent 

lamps  1,974  34 

— 17,257  35 

Miscellaneous  1,201  44 

Total   $36,660  78 

Deduct  fire  loss  (supplies,  tools,  etc.).  7,447  63 

Total    distribution    ,  $29,213  15 


04 
20 
08 


24 
04 


26 
01 

01 
02 

08 

05 


73 

06 
08 
72 


32 
01 


1  92 


2S 
02 
16 


43 
03 


92 
19 

73 
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Per 
K.  W.  H. 

Expenses.  Amount.  Generated. 

General—  {Cents.) 

General   office   salaries $2,678  86  07 

Office    expenses    528  65  01 

Insurance    (Are   and   boiler) 972  22  02 

Other  general  expenses 143  51  01 


Total  general  expenses $4,323  24  11 


Total  expenses,  representing  cost  of 
operations  before  dealing  with  inter- 
est and  the  following  additional  ex- 
penses        $109,731  94  2  76 

Add  additional  expenses : 

Taxes   $9,02100  $0  22 

Depreciation    30,000  00  76 


Total  additional  expenses 39,021  00  98 


Total  cost  of  operations  before  charg- 
ing interest   $148,752  94  3  74 

Profit  and  loss  account,  per  commis- 
sion's Schedule  O,  Questions  19, 
20  and  20a  11,885  88  


$160,638  82 


Note.  In  arriving  at  the  above  costs  we  have  not  included 
as  a  part  of  the  cost  of  operations  any  charge,  either  for  rent  of 
the  plant,  interest  on  bonds,  or  for  interest  on  the  capital  invested. 
The  interest  on  the  capital  invested,  based  on  the  appraised  value 
at  February  28,  1905,  at  3.927  per  cent.,  being  the  average  of  the 
interest  rates  paid  by  the  city  on  all  bonds,  would  amount  to  .36 
cents  per  K.  tv.  hour,  making  a  total  cost  of  4  cents  per  K.  "W. 
hour.  Calculating  the  iaterest  on  the  capital  invested  represented 
by  the  book  value  of  the  fixed  assets,  the  cosjt  per  K.  "W.  hour  would 
be  .53  cents,  or  a  total  cost  of'4.26  cents  per  K.  W.  hour.  We 
are  not,  however,  satisfied  as  to  the  accuracy  of  the  amounts  shown 
on  the  books  representing  the  cost  of  constrijction  and  extensions. 

Chicago. 
PROFIT   AND   LOSS   ACCOUNT. 

Per  commission's  schedule  sections  M,  N"  and  0,  including 
entries  detailed  in  answers  to  questions  I  28  and  I  43. 
Fiscal  Tear  Ended  December  81,  1905. 
Revenue. 
Aa  per  Section  M,  Question  16,  of  commission's  schedule. . . .       $8,407  98 
Rental  of  building  at  No.  1  plant  used  by  water  department  660  00 


Total  revenue   $9,067  98 

Balance,  being  excess  of  expenditure 559,697  02 

$568,765  00 
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Expenses, 

^'"^F^rr. ?102.669  50 

Oil  and  waste i _4'211  ^6 

Water  for  boilers ■■ nor^  to 

Wages  and  salaries 52,075  7b 

Maintenance,  repairs  and  renewals : 

(a)  Buildings  $2,102  06 

(6)   Steam  plant  13,892  87 

(c)   Electric  plant   3,268  38 

^ ■        19,263  31 

General  expense  4,053  13 

Current  purchased  8,874  06 

Rented  lights   , 64,881  14 

Total  production   ^ $315,668  66 

Distribution — 

Wages  and  salaries: 

(o)  Street  arc  lamps $55,228  23 

(6)  General  distribution 1,523  46 

$56,751  69 

Carbons    18,764  06 

Maintenance,  repairs  and  re- 
movals : 
(a)  Lines  overhead  (E) .        $5,871  91 
(6)  Lines  underground 

(B)    18,108  24 

(c)  Public    (street,   etc.) 

lamps 18,400  78 


42,380  93 
Mlscrtlaneous  1,790  48 


Total  distribution    $119,687  16 


General- 
General  office  salaries $4,829  54 

Rent  of  offices 1,500  00 

Office  expenses  249  56 

Legal  expenses  500  00 

Injuries,  damages  and  claims 1,032  83 

Insurance  (fire  and  boiler) 4,481  00 

Other  general  expenses 63  25 


Total  general  expenses 12,656  18 


Cost,  before  dealing  with  additional  expenses $448,012  00 

Add  additional  expenses : 

Taxes   $18,505  00 

Depreciation  100,000  00 


Total  additional  expenses , 118,505  00 


Total  cost  of  operation,  before  charging  interest  $566,517  00 
Profit  and  loss  account,  Section  O,  Question  20.         2,248  00 


$568,765  00 


Note.     The  cost  per  arc  lamp  on  this  hasis,  excluding  the 
cost  for  rented  lights  and  current  purchased,  and  after  deducting 
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'the  cost  of  maintaining  the  lamps,  the  current  for  ■which  is  sup- 
plied by  the  Commonwealth  Electric  Company,  is  $85.49  per  an- 
num. 

Taking  now  the  total  average  number  of  lamps  owned  by  the 
city  (5,852)  as  the  basis  of  calculation,  and  inchiding  in  the  cost  of 
operation  the  charge  for  current  supplied  by  the  Commonwealth 
Electric  Company  through  the  municipal  station,  the  cost  per  arc 
lamp  per  annum  is  $85.73. 

In  arriving  at  the  above  costs  we  have  not  included  as  a  part 
of  the  cost  of  operation  any  charge,  either  for  rent  of  the  plant 
or  for  interest  on  the  capital  invested.  The  interest  on  the  capital 
invested,  based  on  the  appraised  value  at  December  31,  1905,  at 
3.96  per  cent.,  being  the  average  of  the  interest  rates  paid  by  the 
city  on  all  bonds,  would  amount  to  $9.11  and  $8.94  per  arc  lamp 
per  annum  respectively  in  the  cases  above  mentioned.  Calculating 
the  interest  on  the  capital  invested  represented  by  the  book  value 
of  the  fixed  assets,  the  cost  per  arc  lamp  per  annum  would  be 
$13.70  and  $13.44  respectively. 

We  are  not,  however,  satisfied  as  to  the  accuracy  of  the 
amounts  shown  on  the  books  representing  the  cost  of  construction 
and  extensions. 

Detroit. 

PROFIT  AND   LOSS   ACCOUNT. 

Per  sections  M,  W  and  0  of  the  commission's  schedule,  in- 
cluding entries  detailed  in  answers  to  questions  I  28  and  I  43. 

Fiscal  Tear  Ending  June  30;  1905. 

Per 
E.  W.  B. 
Generated 
Revenue.  Amount.  {Output 

5,884,541 
K.W.H.). 
(Cents.) 
As  per  Section  M,  Question  16,  of  com- 
mission's schedule $11,553  44  

Interest,  per  Section  O,  Question  4 25  68  

Rental  of  privileges  for  stringing  wires.  485  40  .... 


$12,064  52 
Balance,  being  excess  of  expenditure. . .      182,300  39 


$194,364  91 

Expenses, 
Production — 

Fuel    $30,517  17  0  518 

Oil  and  waste 1,608  50  027 

Water  for  boilers 332  52  005 

Wages  and  salaries 32,435  29  551 

Maintenance,  repairs  and 
renewals : 
(a)  Buildings,    track 

and  dock $1,747  07  0  030 

(6)  Steam  plant  ....      4,176  02  071 
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IHxpenses. 

Amount. 

( 

Per 
K.  W.  H. 

Generated 
(Gerlts.) 

( 

7)  Water  powe 

plant  

I)  Electric  plant   . 

al  expenses 

Total  productioi 

jn— 

3  and  salaries: 
i)   Street  arc  lamp 
!))  Street    Ineandes 

cent  lamps  . . . 
3)  General  distribi 

tion 

les,  tools  and  appli 

us   

enance,   repairs 
and  removals : 

Lines  overhead. . 

Lines  under- 
ground ;    that 
is,  lines,  cables, 
conduits,     tow- 
ers  and   lamp- 
posts    

Transformers  . . . 

Meters   

Services  

Commercial  arc 
lamps   

Com  mercial  in- 
candescent 
lamps   

Public   (street, 
etc. )   lamps .... 

Public    Incandes- 
cent lamps  . . . 

Motors,    fixtures, 
appliances  rent- 
ed   

laneous   

r 

$7,134  53 
880  02 

o'oii 

(0 

.    11,211 

44 

0  122 

Gener 

1  expense 
3.  $13,893 

5- 

s. . 

0  236 
054 

0  129 

003 
'667 

146 
024 

015 

$72,908  03 

1  238 

Distributi 

Wage 

( 

( 

69 

$17,093  59 
1,358  65 
7,308  94 

18,W3  71 
298  65 

« 

.      3,199 

90 

0  290 

Suppl 

ances . . . 

023 

Carbo 
MaInt 

(a) 
(6) 

(c) 
(d) 

■    $7,556  24 
193  79 

124 

(e) 

412 

57 

(ff) 

(h) 
(i) 
(/) 

8,556  66 
1,434  45 

309 
005 

Miscel 

Total  distribution  expenses.     $44,213  54 


0  751 


General — 

Salary  of  secretary 

General  office  salaries 

Office  expenses  

Legal  expenses 

Injuries,  damages  and  claims. 

Licenses  and  royalties 

Insurance  (fire  and  boiler)... 
Bad  debts  


$1,649  92 

0  028 

1,935  15 

033 

747  54 

013 

150  00 

003 

^29  73 

006 

1,933  00 


033 


Total  general  expenses. 


1,745  34 


0  116 
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850 


Expenses.  Amount. 

Total  expenses,  representing  cost  of 
operations  before  dealing  with 
interest  and  the  following  addi- 
tional  expenses $123,866  91 

Add  additional  expenses : 

Taxes $10,498  00 

Depreciation  60,000  00 

Total  additional  expenses. .       70,498  00 

Total  cost  of  operation  be- 
fore charging  interest.    $194,SG4  91 


Per 
K.  W.  H. 

Generated. 
( Gents. ) 


0  178 

1  020 


105 


1  198 


3  303 


South  Norwalk. 

PROFIT   AND  LOSS  ACCOUNT. 

Per  sections  M,  K  and  0  of  commmission's  schedule,  includ- 
ing entries  detailed  in  answers  to  questions  I  38  and  I  43. 


Year  Ended  January  1,  1906. 


Revenue. 


Amount. 


As  per  Section  M,  Question  16,  of  com- 
mission's schedule $34,271  71 

Rent  of  fire  alarm  quarters 144  00 

Rental  of  privileges  for  stringing  wires.  1,000  00 

Total  revenue   $35,il5  71 

Production — 

Fuel    $6,934  18 

Water  for  boilers 350  00 

Oil  and  waste 318  45 

Wages  and  salaries 4,589  05 

Maintenance,  repairs  and 
renewals : 

(a)  Buildings $327  24 

(B)   Steam  plant 47169 

(c)  Electric  plant. . .        148  73 

947  66 

General  expenses  115  65 

Total  production  expenses.      $13,254  99 

Distribution — 

Wages  and  salaries : 

Street  arc  lamps $415  00 

Street  incandescent  lamps  5  00 

General  distribution   678  79 

$1,098  79 

Supplies,  tools  and  appliances 69  23 

Carbons  191  52 


Per 

K.  W.  H. 

Generated 

[Output 

734,644 

K.W.H.). 

(Gents.) 

4  66 
02 
14 


4  82 

0  94 

05 

04 

62 

0  04 

06 

03 

13 

02 

1  so 


0  06 
"69 


0  15 
01 
03 
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Per 
K.  W.  E. 

Am'ount.  Oenerated. 

(Gents.) 
Maintenance,  repairs  and 
removals : 
(a)  Lines  overhead.    $1,310  90  0  18 

(B)  Meters  44100  06 

(c)  Services  395  38  06 

(d)  Commercial    arc 

lamps    422  44  06 

(e)  Com  mercial  in- 

candescent 

lamps    1,700  96  23 

(f)  Public       (street, 

etc.)   lamps....         154  99  02 

4,425  67    0  60 

Total  distribution  expenses....        $5,785  21  0  79 

General — 

General  office  salaries...  $978  00                              0  13 

Office  expenses  400  55                                 05 

Injuries,     damages      and 

claims    6  00 

Insurance,  fire  and  boiler.  296  50                                 05 

Total  general  expenses $1,681  05  0  23 

Cost  before  dealing  vcith  additional 

expenses  $20,721  25  2  82 

Add  additional  expenses: 

Taxes    $968  50  0  13 

Depreciation    7,000  00  95 

Total  additional  expenses 7,968  50  108 

Total  cost  of  operation $28,689  75  3  90 

Profit    from    operations    before 
charging  interest 6,725  96  92 

$35,415  71  4  82 

Eeeonciliation  of  surplus  aecount  as  per  the  books  with  the 
surplus  account  as  per  the  commission's  schedule,  Section  L,  Ques- 
tion 13,  and  Section  0,  Question  31,  as  at  .January  1,  1906. 

Deduct  from     Add  to 
Surplus.       Surplus. 
Amount  necessary  to  reduce  the  book  value  of 
the  fixed  assets  to  the  appraised  value  ks 
ascertained  by  the  engineers: 

Book  value $116,944  90 

Appraised  value 82,739  63 

Difference    $34,805  27 

Invoices  entered  on  the  books  subsequent  to 
January  1,  1906,  applicable  to  period  prior 
to  that  date 159  62 

Interest  accrued  January  1,  1906,  entered  upon 

books  subsequent  thereto 500  00 
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Deduct  from     Add  to 
Surplus.       Surplus. 
Interest  paid  in  advance  January  1,  1906,  entered 

in  the  books  prior  tliereto $313  00 

Construction  expense  cliarged  against  operations, 

in  error  , .  25  00 

Fire  and  boiler  insurance  unexpired  January  1, 

1906,  not  dealt  with  on  the  books  as  an  asset.  120  00 

Discounts  to  consumers  entered  on  the  books  in 

1905,  forfeited  as  at  January  1,  1906 20  34 


$34,864  89      ,$478  34 


Summary. 

Surplus  as  per  the  books  January  1,  1906 $35,216  74 

Add  credit  adjustments  as  above , 478  34 

$35,695  08 

Deduct  debit  adjustments  as  above 34,864  89 

Surplus  as  adjusted  January  1,  1906,  per  the  commission's 

schedule  Sec.  L,  Q.  18,  and  Sec.  O,  Q.  21. . . , $830  19 


Detroit. 

Copy  of  Agreement  between  the  Public  Lighting  Commission  and 
the  Wayne  County  Board  of  Auditors. 

Memorandum  of  agreement  made  this  31st  day  of  June,  A.  D. 
1901,  between  the  Public  Lighting  commission  of  the  city  of  De- 
troit, Michigan,  party  of  the  first  part,  and  the  Board  of  Auditors 
of  Wayne  county,  Michigan,  party  of  the  second  part; 

Witnesseth:  The  said  party  of  the  first  part  agrees  to  furnish 
electric  current  and  lamp  renewals  beginning  July  1,  19U1,  up  to 
January  1,  1903,  to  the  county  building  and  county  jail,  for  three 
and  three-quarter  cents  per  kilowatt  hour,  and  to  do  all  the  nec- 
essary wiring  in  the  streets  to  accomplish  this  end,  and  render  bills 
monthly  for  all  current  used. 

The  said  second  party  agrees  to  equip  the  said  buildings  for 
this  purpose,  and  supply  the  original  set  of  lamps  deemed  neces- 
sary by  them  to  properly  light  said  buildings,  and  pay  monthly  for 
current  furnished. 

In  witness  whereof,  the  said  parties  h'ave  hereunto  set  their 
hands  the  day  and  year  above  written. 

PUBLIC  LIGHTING  COMMISSION", 

By  David  W.  Simons,  President. 
Peakk  P.  Bowler,  Secretary. 

WAYNE  COUNTY  BOAED  OF  AUDITOES, 

By  Hugh  J.  ScutLEN,  President. 
Theo.  H.  Christian,  Secretary. 
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Copy  of  Agreement  between  the  Public  Lighting  Commission  and 
the  Detroit  Boat  Club. 

Detroit,  April  22,  1899. 

It  is  hereby  agreed  by  and  between  the  Public  Lighting  com- 
mission of  the  city  of  Detroit  and  the  Detroit  Boat  club,  also  of 
Detroit,  as  follows: 

The  Detroit  Boat  club  shall  at  their  own  expense  lay  the  nec- 
essary conduits  and  cables  to  connect  the  public  lighting  mains  on 
Belle  Isle  park  with  the  Detroit  Boat  club  house,  also  on  Belle  Isle 
park,  the  work  to  be  done  imder  the  rules  of  the  park  and  boulevard 
commission,  and  under  the  supervision  of  the  "city  electrician. 

That  such  conduits  and  cables  shall  become  the  property  of 
the  Public  Lighting  commission  at  any  time  on  the  payment  of  the 
cost  less  a  discount  at  the  rate  of  fifteen  per  cent.  p.  a.  for  the  time 
used. 

That  the  Public  Lighting  commission  shall  supply  the  De- 
troit Boat  club  house  with  electric  current  ioj  incandescent  light- 
ing as  long  as  said  commission  supplies  current  for  the  lighting 
of  public  buildings  on  the  Belle  Isle  park. 

That  the  Detroit  Boat  club  shall  pay  to  the  Public  Lighting 
commission  in  monthly  installments  for  the  electric  current  used 
at  the  rate  of  not  to  exceed  six  cents  per  kilowatt  hour  while  the 
conduits  and  cables  are  the  property  of  the  Detroit  Boat  club,  and 
at  the  rate  of  not  to  exceed  eight  cents  per  kilowatt  hour  when  the 
conduits  and  cables  are  owned  by  the  Public  Lighting  commission. 

That  the  cost  of  repairs  to  the  conduits  and  cables  and  of  lamp 
renewals  be  borne  by  the  Public  Ligthing  commission,  and  the 
cost  of  repairs  to  the  club  house  wiring  shall  be  borne  by  the  De- 
troit Boat  club. 

Subscribed  to  in  duplicate  by  the  Public  Lighting  commis- 
sion and  the  Detroit  Boat  club  by  their  respective  executive  officers 
the  day  and  year  first  above  written. 

PUBLIC  LIGHTING  COMMISSIOIN, 
By  A.  H.  EiTTEE/  President, 
Feed  Staeeing,  Secretary. 

DETROIT  BOAT  CLUB, 

By  Haebt  L.  Pierson,  President. 
Geoege  B.  Sh^bht,  Secretary. 

Copy  of  Agreement  between  the  Public  Lighting  Commission  and 
the  Detroit  Yacht  Club. 

It  is  agreed  by  and  between  the  Public  Lighting  commission 
and  the  Detroit  Yacht  club,  both  of  the  city  of  Detroit,  Michigan, 
as  follows : 

The  Public  Lighting  commission  hereby  agrees  to  furnish  in- 
candescent lighting  to  the  club  house  of  the  Detroit  Yacht  club  on 
Belle  Isle  park. 

The  Detroit  Yacht  club  hereby  agrees  to  pay  to  the  Public 
Lighting  commission  for  such  electric  lighting  furnished  the  sum 
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of  eight  (8)  cents  for  each  kilowatt  hour  of  current  furnished; 
bills  to  be  rendered  monthly  to  the  Detroit  Yacht  club  by  the  Pub- 
lic lighting  commission. 

This  agreement  is  to  remain  in  force  until  terminated,  and 
may  be  terminated  at  any  time  by  either  party  to  same  by  written 
notice. 

Dated  at  Detroit  this  25th  day  of  May,  1900. 

THE  PUBLIC  LIGHTING  COMMISSION, 
By  P.  F.  Ingram,  President. 
H.  S.  GuEEiN,  Secretary. 

THE  DETEOIT  YACHT  CLTIB, 

By  Wm.  D.  C.  Moebs,  Commodore. 
J.  K.  Mooee,  Seere'tary. 

List  of  rates  for  contacts  on  poles,  usq  of  track  and  conduit.^. 
Rates  for  contacts  on  poles;  {given  or  received) . 

Contacts. 

To  No.  0  inclusive ; . .     10c.  per  pin 

Prom  No.  00  to  No.  000  inclusive 15c.  per  pin 

Cross  Arms. 

1  10  pin  cross  arm  or  less 40c. 

3  to  4  10  pin  cross  arms 30c.  per  cross  arm 

5  or  more  10  pin  cross  arms 20c.  per  cross  arm 

Eentals. 

Use  of  track: 
Per  car    50c. 

Use  of  conduits : 

Edison  Illuminating  company — 

January  1  to  December  31,  1904 $856  79 

January  1  to  December  31,  1905 $488  71 

Cooperative  Telephone  company — 

January  1  to  December  31,  1904 $405  80 

January  1  to  December  31,  1905 -. $610  41 

REPORT     ON     THE     FINANCIAL     AFFAIRS     OF     THE     MUNICIPAL 

ELECTRIC    LIGHT   PLANT,    CHICAGO,    ILL— 1887    TO    1905, 

BY    MAEWICK,    MITCHELL    &   CO. 

New  York,  April  30,  1907. 
Professor  Feank  J.  Goodnow,  Chairman, 

Sub-committee  of   Commission  on  Municipal  Ownership 
and   Operation, 

281  Fourth  Avenue,  New  York. 
Dear  Sir — In  accordance  with  your  instructions  we  have  made 
an  investigation  into  the  financial  affairs  of  the  electric  light  plant 
of  the  city  of  Chicago,  for  the  period  from!  the  year  1887  to  De- 
cember 31,  1905,  with  the  object  of  determining  the  capital  ex- 
penditure and  cost  of  operations,  and  a  cbmparison  between  the 
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cost  of  operations  and  the  cost  to  the  city  had  the  lamps  been 
rented. 

We  now  submit  our  report  thereon,  together  with  the  follow- 
ing exhibits: 

Exhibit  "A,"  balance  sheet  as  at  December  31,  1905. 

Exhibit  "B,"  cost  of  land,  construction  and  equipment  of  the 
plants,  and  extension  of  the  system  from  the  year  1887  to  Decem- 
ber 31,  1905. 

Exhibit  "C,"  revenue  and  expenditures  from  the  year  1888  to 
December  31,  1905,  including  estimated  charges  not  dealt  with  on 
the  books. 

Exhibit  "D,"  expenditures  on  account  of  rented  lights  and 
current  purchased  from  the  year  1889  to  December  31,  1905. 

Exhibit  "E,"  comparative  statement  showing  the  cost  of  oper- 
ation from  the  year  1888  to  December  31,  1905,  and  the  probable 
cost  to  the  city  had  the  arc  lamps  been  rented. 

Exhibit  "F,"  simple  interest  at  4  per  ce-nt.  per  annum  on  cost 
of  construction,  operations  less  depreciation  and  probable  cost  if 
rented,  from  1888  to  December  31,  1905. 

Exhibit  "G,"  compound  interest  at  4  per  cent,  per 'annum  on 
cost  of  construction,  operations  less  depreciation,  and  probable 
cost  if  rented,  from  the  year  1888  to  December  31,  1905. 

Exhibit  "H,"  comparative  statement  showing  cost  of  construc- 
tion, operations,  and  probable  cost  if  rented,  including  simple  and 
compound  interest,  from  the  year  1888  to  December  31,  1905. 

Exhibit  "I,"  estimated  consumption  of  city  water  in  plants, 
years  1888  to  1904  inclusive. 

Balance  Sheet. 
The  following  is  a  condensed  general  balance  sheet  of  the 
Municipal  Electric  Lighting  Bureau  of  the  city  as  at  December 
31,  1905,  based  on  an  appraisal  of  the  plant  made  by  the  Engi- 
neers, Messrs.  Stebbins  and  Phelps: 
Astets: 
Fixed: 

Land  $49,501.84 

Construction  and  equipment  of  plants  and 

extension  of  system 1,266,205.34 

Current : 

Sundry  accounts  due 5,740.00 

Funds  held  by   city   against   "special   de- 
posits" unexpended   34,319.74 

Operating  stocks  on  hand 6,292.48 

Total  assets   $1,362,059.40 

IJidbilities  : 
Current : 

Unpaid  bills    $32,494.45 

Special  deposits  for  extension  of  system. . .         34,319.74 
Surplus    1,295,245.21 

Total  Liabilities    $1,362,059.40 
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Cost  of  Land,  Construction  of  Plants  and  Extension  of  System. 

We  submit  in  Exhibit  "B"  a  summary  ©f  the  expenditures  on 
account  of  the  construction  and  equipment  of  the  plants  and  exten- 
eiou  of  the  system  from  1887,  the  year  in  which  municipal  electric 
lighting  was  first  introduced  in  the  city  of  Chicago,  to  December 
31,  1905.  To  the  amount  expended  as  shown  by  the  records  of  the 
city  we  have  added  the  sum  of  $1,000  per  annum  from  1888  to 
1904,  inclusive,  as  an  estimated  proportionate  charge  for  superin- 
tendence of  construction  and  salaries  entered  on  payrolls  other 
than  those  of  the  Ele.ctric  Light  Department. 

In  the  latter  part  of  the  pear  1893  the  plant  located  at  Throop 
street  was  sold  to  the  Metropolitan  Elevated  Eailroad  Company  for 
$100,000,  together  with  seven  lots  valued  at  $30,000.  The  plant, 
however,  was  occupied  and  operated  by  the  department  free  of 
rental  until  the  year  1896. 

We  have  deducted  the  sum  of  $103,890.28  from  the  cost  of 
construction,  representing  the  value  of  the  Throop  street  plant 
sold. 

In  1899  the  electric  lighting  equipment  of  the  West  Park 
Board  was  transferred  to  the  department,  ■  although  we  understand 
no  legal  transfer  was  made  or  payment  made  therefor.  The  equip- 
ment consisted  of  203  lamps  and  the  necessary  circuits,  conduits 
and  posts.  After  consultation  with  the  city  electrician  we  put  an 
estimated  value  of  $50,000  on  the  equipment,  which  amount  we 
have  charged  to  the  cost  of  construction  of  the  plants. 

The  capital  expenditure  may  be  briefly  summarized  as  follows : 
Cost  of  construction  and  equipment  of 

the  plants  and  extension  of  the  system.  $3,888,665.77 

Land  79,340.74 

Total  capital  expenditure 2,368,006.51 

Prom  which  deduct: 

Estimated  value  of  Throop  street  plant 

and  land  sold  in  1893 $103,890.28 

Depreciation  (being  amount  necessary  to 
reduce  the  book  value  of  the  plant  to 
the  appraised  value  stated  by  the  en- 
gineers)       941,610.65 

Depreciation  in  value  of  land 6,798.40 

1,052,299.33 

Appraised  value  as  at  December  31,  1905. .  $1,315,707.18 
The  difference  between  the  book  value  of  the  plant,  exclusive 
of  land,  and  the  appraised  value  as  ascertained  by  the  engineers, 
Messrs.  Stebbins  and  Phelps,  after  allowing  for  the  value  of  the 
Throop  street  plant  which  was  sold  in  1893,  is  $941,610.65,  and 
this  amount  we  have  charged  to  the  operations  of  the  plant  as 
depreciation.  This  charge  for  depreciation  amounts  to  7.39  per 
cent,  per  annum  of  the  cost  of  construction,  exclusive  of  land,  cal- 
culated on  the  reducing  annual  values.  The  amount  included  as 
Vol.  II.— 56. 
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depreciation  and  charged  to  the  operations  of  the  plant  in  1905, 
viz.,  $100,000,  is  the  estimated  depreciation  for  that  year  as  stated 
by  the  engineers. 

In  that  year  we  have  charged  the  sum  of  $6,798.40  to  profit 
and  loss  account,  being  the  amount  necessary  to  reduce  the  book 
value  of  the  land  to  the  appraised  value  as  ascertained  by  the  engi- 
neers. We  have  not,  however,  considered  the  depreciation  in  the 
value  of  land,  as  a  charge  against  the  operations  of  the  plant. 

During  the  years  1903,  1903,  1904  and  1905  the  cost  of  con- 
istruction  of  underground  work  was  charged  to  the  Electric  Light 
Department  on  the  books,  although  a  proporfion  of  this  is  properly 
japplicable  to  the  Police  and  Fire  Alarm  Telegraph  Bureau,  the  con- 
duits being  utilized  for  the  wires  of  that  bureau,  as  well  as  for  those 
-of  the  Electric  Light  Department.  We  have,  however,  accepted  the 
estimates  prepared  by  the  department  as  to  the  amount  properly 
■chargeable  to  the  Police  and  Fire  Alarm  Telegraph  Bureau,  which 
we  have  deducted  from  the  cost  of  construction. 

Cost  of  Operations. 

We  submit  in  Exhibit  "C"  a  detailed  statement  of  the  cost  of 
•operations  from  the  year  1888  to  December  31,  1905,  including 
depreciation  and  other  estimated  charges  not  dealt  with  on  the 
books  of  the  city.  The  following  is  a  summary  of  the  cost  of  oper- 
ations, the  average  number  of  lamps  operatbd  and  the  cost  per  arc 
lamp  per  annum: 

Cost  per  Arc  Lamp 
Per  Annum. 


Cost  of 
Operations 
(Exclusive  of 

Year.  Interest). 

1888   $16,7.^2  29 

1889   59,304  61 

1890   116,824  79 

1891   173,4.34  33 

1892  176,305  24 

1893  183,081  00 

1894  175,589  10 

1895  185,772  52 

1896  188,441  07 

1897  174,560  91 

1898  187,393  73 

1890  246,051  06 

1900  355,629  32 

1901  366,763  85 

1902  362,177  93 

1903  379,283  15 

1904  390,144  44 

1905  491,006  52 

Total    cost    of 

Operations..  $4,228,555  86 


Including 
Compound 
Interest  at 
4  Per  Gent. 

Average 

Per 

number 

Exclu- 

Annum on 

of  Arc, 

sive  of 

Capital 

Lampk- 

Interest. 

Invested. 

192 

$87  15 

$101  83 

297 

199  68 

238  33 

900 

129  61 

155  19 

993 

174  76 

207  28 

1,102 

160  04 

192  17 

1,112 

164  64 

196  97 

1.108 

158  47 

194  06 

1,116 

166  46 

205  86 

1,254 

160  27 

188  39 

1,438 

121  39 

156  99 

1,710 

109  00 

142  76 

2,893 

85  32 

109  04 

3,867 

91  96 

112  53 

4.305 

85  19 

101  24 

4.50S 

80  34 

09  28 

4,827 

78  57 

98  78 

5,034 

77  50 

106  45 

5,743 

85  49 

100  06 

42.399 


$99  73 


$124  32 
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It  will  be  noticed  from  the  above  figures  that  the  average  cost 
per  arc  lamp  per  annum,  based  on  the  total  cost  of  operations 
throughout  the  period,  and  excluding  the  cost  of  rented  lights  and 
current  purchased,  is  $99.73,  exclusive  of  interest.  Including  com- 
pound interest  on  the  capital  invested  in  construction  and  equipment 
of  the  plants  and  extension  of  the  system  the  average  cost  is  $134.32 
per  arc  lamp.  The  respective  costs  in  the*  year  1905  were  $85.49 
and  $100.06. 

No  allowance  has  been  made  for  the  inventory  values  of  stock 
on  hand  at  the  close  of  each  year,  except  in  1904  and  1905,  when 
the  amounts  were  known. 

In  order  to  determine  the  true  results  of  the  operations  of  the 
plant,  it  was  necessary  to  include  in  the  above  figures  certain 
items  not  dealt  with  on  the  books.  We  will  now  briefly  describe 
the  method  adopted  in  arriving  at  these  estimates. 

Taxes.  The  estimated  figure  for  taxes  in  each  year  is  based 
on  a  one-fifth  valuation  of  the  real  and  personal  property  at  the 
average  of  the  rates  levied  during  each  year  in  the  several  districts 
of  the  city,  for  State,  county  and  city  purposes. 

Depreciation.  As  already  mentioned,  we  calculated  the  de- 
preciation at  7.39  per  cent,  per  annum  on  the  cost  of  construction 
and  extensions,  excluding  land,  this  being  the  rate  necessary  to 
reduce  the  book  value  to  the  appraised  value  as  stated  by  the  engi- 
neers. 

Insurance.  We  have  not  included  in  the  accounts  any  charge 
for  accident  insurance,  this  being  considered  a  prohibited  risk. 

The  amounts  included  for  fire  and  boiler  insurance  in  1905 
are  based  at  1  per  cent,  and  l-]-  per  cent,  respectively  on  the  ap- 
praised values,  the  rates  being  obtained  frojn  insurance  companies. 
In  the  other  years,  owing  to  the  values  of  the  buildings  and  machin- 
ery not  being  obtainable,  we  based  our  estimates  on  the  1905  fig- 
ure, and  on  what  appeared  to  us  to  be  a  consistent  and  reasonable 
charge  under  this  head. 

Water.  The  water  consumption  in  1905  was  estimated  by  the 
engineers,  Messrs.  Stebbins  and  Phelps,  at  not  less  than  1,400,000,- 
0(5o  gallons  for  both  feed  and  condensing  purposes,  which,  at  city 
water  rates,  amounts  to  $59,640. 

The  estimated  water  consumption  and  the  cost  of  same  for  the 

.  years  from  1888  to  1904  inclusive  is  shown  on  Exhibit  "I."    These 

.  estimates  of  consumption  have  been  based  en  information  supplied 

by  Mr.  Wm.  Carroll,  city  electrician,  showing  the  results   (1)   of 

.  a  pitometer  test  made  at  the  Halsted  street  station  in  ISTovember, 

1906,  by  Mr.  John  Ericson,  city  engineer^  and  (2)  of  a  test' of  the 

engines  located  in  the  three  stations  using  city  water,  made  about 

the  same  time  by  Mr.  Martin  C.  Schwab,  consulting  electrical  engi- 

neer.- 

While  we  have  included  the  above  charges  at  regular  city  water 
,  rates,  the   following  table  shows  the  comparison  between  these 
charges  and  the  charges  when  based  on  thg :  actual  cost  (exclusive 
,  of  interest)  in  1905  to  the  water  departmant:- 
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^Based  on 

At  City  Cost  in  1905  to 

Year  Water  Rates.  the  Water  Dept. 

1888 $223.92  $51.47 

1889 334.72  79.62 

1890 903.60  241.27 

1891 992.88  255.30 

1893 1,097.52  295.42 

1893 1,107.12  298.10 

1894 890.16  237.53 

1895 906.88  239.40 

1896 4,791.28  1,326.91 

1897 5,167.44  1,463.47 

1898 8,398.48  2,628.26 

1899 13,198.16  5,561.86 

1900 17,950.64  7,434.22 

1901 22,929.20  10,773.24 

1902 33,838.00  11,280.81 

1903 35,265.20  13,077.90 

1904 26,193.20  12,596.19 

1905 59,640.00  31,276.00 


$313,818.40  $98,115.86 

Rental  of  Lands  and  Buildings.  Since  the  year  1894,  the  de- 
partment has  paid  a  ground  rent  of  $2,500  per  annum  for  ground 
situated  at  South  Halsted  street,  and  used  as  a  store  yard.  As 
the  yard  is  also  used  in  connection  with  the  Police  and  Fire^Alarm 
Telegraph  Bureau,  we  have  only  charged  50  per  cent,  of  the  an- 
nual rent  against  the  operations  of  the  Electric  Light  Bureau. 
We  have  also  included  in  the  accounts  the  estimated  ground  rentals 
of  land  belonging  to  the  city,  but  not  to  the  Electric  Light  Bu- 
reau, occupied  by  plants  at  Indiana  avenue,  Chicago  avenue  and 
FuUerton  avenue.  These  estimates  we  have  taken  at  4  per  cent, 
on  the  values  as  appraised  by  the  city  real  estate  expert.  During 
the  years  1888  to  1891,  we  have  charged  $1,000  per  annum  as 
rental  of  the  buildings  then  occupied  by  the  department,  while  from 
1893  to  1896  we  have  included  the  sum  of  $10,389  per  annum  as 
estimated  rental  of  the  Throop  street  plant,  sold  to  the  Metropolitan 
Elevated  Eailroad  Company  in  1893,  but  occupied  by  the  depart- 
ment free  of  charge  until  1896.  We  have  assumed  in  this  case  10 
per  cent,  of  the  capital  invested  as  a  fair  arfnual  rental.  We  have 
also  allowed  the  department  credit  for  estimated  rental  of  build- 
ing at  Indiana  avenue  used  by  the  Water  Works  Department  as  a 
repair  shop  during  1905  at  the  rate  of  4  per  cent,  per  annum  on 
the  estimated  value,  viz.,  $660. 

Rent  of  Premises  in  City  Rail.  Ftovo.  1888  to  1897  inclusive, 
we  have  made  an  estimated  charge  of  $500  per  annum  for  rent  of 
premises  in  the  City  Hall,  which  we  have  increased  in  1898  to 
$1,000,  and  in  1901  to  $1,500  per  annum. 

Proportion  of  Salaries  of  Other  City  Departments  Properly 
Chargeable  Against  the  Electric  Light  Bureau.    We  have  made  an 
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estimated  charge  of  $2,000  per  annum  for  office  and  other  salaries 
not  charged  to  the  department  from  the  year  1888  to  1897  inclu- 
sive. Prom  1898,  the  year  in  which  the  Department  of  Electricity 
was  formed,  to  1900,  we  have  charged  $3,500  in  addition  to  25  per 
cent,  of  the  salaries  of  the  superintendent,  chief  clerk  and  book- 
keeper. From  the  year  1901  we  have  increased  the  estimate  to 
$3,500.  These  estimsttes  are  intended  to  cover  the  proportion  of 
salaries  paid  to  the  city  treasurer,  comptroller,  auditor  and  stafEs 
properly  applicable  to  the  Electric  light  Bureau.  As  a  propor- 
tion of  the  salaries  and  expenses  of  the  Law  Department  of  the  city, 
we  have  charged  the  sum  of  $500  per  annum. 

Privilege  of  Stringing  Wires  on  Poles  of  Private  Companies. 
The  Electric  Light  Department  has  the  privilege  of  stringing  its 
wires  on  the  poles  of  the  following  companies,  for  which  no  charge 
is  made: 

Chicago  Telephone  Company. 

Postal  Telegraph  Company. 

Western  Union  Telegraph  Company. 

Commonwealth  Electric  Company. 

Chicago  City  Eailway. 

Chicago  Union  Traction  Company. 

This  privilege,  however,  is  offset  by  the  corresponding  privi- 
lege these  companies  have  of  stringing  their  wires  on  city  poles. 
We  have  been  unable  to  obtain  any  figures  as  to  the  relative  values 
of  these  privileges. 

Steam  Heat  Supply.  During  the  years  1903,  1904  and  1905 
the  department  supplied  steam  heat  to  the  Police  and  Eire  Alarm 
Office  at  Wentworth  avenue.  It  is  estimated  by  the  management 
that  the  increased  consumption  of  coal  on  this  account  would  ap- 
proximate $3,500  per  annum.  We  have  accordingly  credited  the 
value  of  this  service  to  the  fuel  account  in  these  years. 

Work  Done  hy  Other  Departments.  In  analyzing  the  expenses 
we  have  found  several  payments  made  to  the  Department  of  Pub- 
lic Works  on  account  of  work  performed  by  them.  We  do  not 
believe  that  in  every  instance  a  charge  was  made,  more  especially 
in  the  early  years.  The  superintendent  of  the  bureau  informs  us, 
however,  that  any  such  charge  would  be  very  small  and  would  be 
practically  offset  by  a  corresponding  credit  to  the  operating  ac- 
count on  account  of  work  performed  by  his  men  for  that  depart- 
ment. 

Outages.  We  are  informed  by  the  superintendent  that  for- 
merly no  attempt  was  made  to  keep,  proper  records  of  outages,  al- 
though the  bureau  now  keeps  such  records.  He  states  that  outages 
are  not  frequent  and  that  it  may  be  assumed  that  over  the  entire 
period  the  outages  have  been  normal  for  a  plant  of  this  description 
operating  series  arc  lamps. 

Rented  Lights  and  Current  Purchased. 
We  submit  in  Exhibit  "D"  details  of  the  amount  expended 
from  1890  to  December  31,  1905,  on  rented  lights  and  current  pur- 
chased, the  average  number  of  lamps  rented,  and  the  average  cost 
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per  lamp  per  annum.    In  arriving  at  the  cost  per  lamp  per  annum' 
we  excluded  the  amount  expended  on  lamps  jointly  rented  and  the 
amount  expended  on  current  purchased.    The  following  is  a  brief 
summary  of  the  number  of  lamps  rented  outright  and  the  average 
cost  per  lamp : 

Average  Num-  Average  Cost  per 

Tear.  ber  of  Lamps.  Lamp  per  Annum. 

1890 93  $177.95 

1891.: 166  174.33 

1893 174  174.63 

1893 184  155.63 

1894 203  137.38 

1895 534  103.38 

1896 480  113.38 

1897 493  113.33 

1898 615  109.10 

1899..- 539  103.38 

1900 665  103.84 

1901 671  101.58 

1903 600  103.66 

1903 611  103.83 

1904 656  103.93 

1905 643  103.53 

It  will  be  observed  that  the  average  cost  per  rented  lamp  varied 
from  $177.95  per  annum  in  the  year  1890  to  $103.53  per  annum 
in  1905.  It  will  also  be  noticed  that  the  average  cost  in  1895  is 
somewhat  lower  than  in  succeeding  years.  This  is  due  to  the  fact 
that  towards  the  close  of  that  year  considerable  competition  was 
evidenced  and  finally  contracts  were  entered  into  with  the  Hyde 
Park  Electric  Light  and  Power  Company  for  rented  lamps  at  $84 
per  annum  and  with  the  Mutual  Electric  Light  and  Power  Com- 
pany at  $83  per  annum,  while  the  Chicago  Edison  and  the  Peo- 
ple's Light  and  Power  Company  were  charging  $137.50.  The 
average  cost  per  rented  lamp  in  1905  was  $103.53. 

Comparison  Between  Cost  of  Operations  and  Cost  to  the  City  Had  the 
Lamps  Been  Rented. 

In  Exhibit  "E"  we  submit  details  of  the  cost  of  operations  and 
a  comparison  with  the  probable  cost  to  the  city  had  the  same  num- 
ber of  lamps  been  rented.  In  examining  this  statement  it  should 
be  noticed  that  the  cost  of  operations  includes  all  estimated  charges 
such  as  a  private  corporation  would  have  to  pay,  e.  g.,  taxes,, 
water,  insurance,  etc.,  while  the  cost  to  the  city,  had  the  lamps  been 
rented,  is  based  on  the  average  cost  of  rested  lights  in  the  pa^t 
and  not  on  the  rates  charged  by  any  one  private  corporation.  In 
arriving  at  the  figures  in  the  column  headed  "Probable  cost  if- 
rented,"  we  applied  the  average  cost  of  lamps  rented  outright  on 
the  average  number  of  lamps  operated  by  the  city  regardless  of 
whether  operated  on  overhead  or  underground  circuits.  Our  in- 
formation regarding  the  number  of  lamps  rented  and  cost  per 


ELECTRICITY     FINANCE.  871 

lamp  rented  was  obtained  from  the  vouchers.  In  some  cases  the 
information  there  given  was  very  meagre  and  no  indication  was 
given  as  to  whether  the  rented  lamps  were  operated  on  overhead  or 
imderground  circuits.  We  consequently  did  not  feel  Justified  in 
attempting  to  make  the  distinction,  as  the  prices  varied  to  such 
an  extent  and  as  in  former  years  overhead  lamps  were  rented  for 
more  than  those  operated  on  underground  circuits,  while  to-day 
the  reverse  is  the  case. 

We  have  also  submitted  an  estimate  made  by  the  bureau  of 
the  probable  cost  of  renting  lamps,  taken  from  the  annual  report 
of  the  bureau.  This  estimate  is  based  on  tjie  assumption  that  the 
private  companies  would  charge  $137.50  per  annum  for  lamps  on 
underground  circuits,  while  they  only  charged  $103  for  those  oper- 
ated on  overhead  circuits.  This  rate  of  $137.50  was  charged  by 
them  during  1898,  the  last  year  in  which  they  were  called  upon 
to  light  lamps  on  underground  circuits.  In  the  later  years  one- 
third  of  the  lamps  operated  by  the  city  were  on  underground  cir- 
cuits. 

The  following  is  a  brief  summary  of  the  results  shown  ia 
Exhibit  "E" : 
Total  cost  of  operations,  exclusive  of  interest,  from 

1888'  to  December  31,  1905 $4,228,555.86 

Total  probable  cost  to  the  city  had  the  arc  lamps 
been  rented,  from  1888  to  December  31,  1905 
(based  on  the  average  cost  per  lamp  paid  in  the 
past  for  rented  lights,  irrespective  of  whether 
operated  on  overhead  or  underground  circuits) .  $4,744,550.20 
Total  probable  cost  to  the  city  had  the  arc  lamps 
been  rented,  from  1888  to  December  31,  1905 
(based  on  estimate  made  by  the  Department  of 
Electricity,  assuming  $137.50  as  the  rate  charged 
by  the  companies  since  1898  for  lamps  operated 
on  underground  circuits) $5,332,113.00 

The  foregoing  figures  under  this  head  do  not  include  interest 
on  the  capital  invested  for  the  construction  of  plant  and  equipment, 
or  on  expenditures  for  operations  and  ass.umed  expenditures  for 
rental.  The  current  rate  of  interest  on  the  principal  bonds  of  the 
city  of  Chicago  is  4  per  cent,  per  annum.  Assuming  that  rate  for 
the  present  purposes  and  applying  it  to  the  cost  of  construction 
as  well  as  to  the  cost  of  operations  and  the  "Probable  Cost  if 
Eented/'  the  following  is  the  result : 

Amount  Amount 
with  Sim-          with  Com- 
ph  Interest,    pound  Interest. 
Cost  of  construction,  as  per  Ex- 
hibit "B" $2,264,116.23     $2,264,116.23 

Cost  of  operations  as  per  Exhibit  "C"     4,228,555.86      4,228,555.86 

$6,492,672.09     $6,492,672.09 
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Less : 
Depreciation  of  plants,  included 
in  cost  of  operations,  as  per 
Exhibit   "B' 941,610.65  941,610.65 

$5,551,061.44     $5,551,061.44 
Interest  on  cost  of  construction 
and  operations  less  deprecia- 
tion,  as   per  Exhibits   "W 
and  "G" 1,635,480.37       2,034,008.52 

$7,18e),541.81     $7,585,069.96 
Less  appraised  value  of  plant,  De- 
cember 31,  1905 1,315,707.18       1,315,707.18 

Total $5,870,834.63       $6,269,362.78 

Probable  cost  if  rented,  as  per  Ex- 
hibit "E" $4,744,550.20     $4,744,550.20 

Interest  thereon,   as   per   Exhibits 

"F"  and  "G" 1,133,299.18       1,359,890.63 

Total $5,877,849.38     $6,104,440.82 

Probable  cost  if  rented,  estimated 
by  the  department,  as  per  Ex- 
hibit "E." $5,332,113.00     $5,332,113.00 

Interest   thereon,    as   per    Exhibits 

"F"  and  "G" 1,249,155.45       1,491,041.73 

Total $6,581,263.45     $6,823,154.73 

Using  simple  interest  and  comparing  the  net  cost  to  the  city, 
$5,870,834.63,  as  above,  with  the  probable  cost  if  rented,  $5,877,- 
849.28,  which  figure  has  been  determined  as  already  explained,  the 
estimated  gain  to  the  city  is  $7,014.75.  Further,  a  comparison  of 
the  cost  to  the  city  with  the  probable  cost  if  rented  as  estimated 
by  the  department  as  above,  shows  an  estimated  saving  to  the  city 
of  $710,433.83. 

Using  compound  interest  and  comparing  the  net  cost  to  the 
city,  $6,269,363.78,  as  above,  with  the  probftble  cost  if  rented, 
$6,104,440.83,  the  estimated  loss  to  the  city  is  $164,921.96.  A 
comparison  of  the  cost  to  the  city  with  the  probable  cost  if  rented 
as  estimated  by  the  department  as  above  shows  an  estimated  saving 
to  the  city  of  '$553,791.95. 

Of  course,  it  is  impossible  to  say  whether  the  companies  would 
have  conceded  lower  rates  had  the  city  entered  into  contracts  for 
the  entire  lighting  of  the  city,  or  whether  in  view  of  the  withdrawal 
of  competition  by  the  city,  higher  rates  might  have  been  demanded. 

General. 

In  the  early  years  of  the  plant  no  distinction  was  made  on  the 
books  throughout  the  year  between  the  expenditure  on  account  of 
construction  and  operation  of  the  plant.  We  consequently  experi- 
enced great  difficulty  in  arriving  at  a  correct  distribution.  The 
figures  submitted,  however,  may  be  taken  as  substantially  correct. 
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Prior  to  the  year  1898  the  Electric  Light  Bureau  was  embraced 
by  the  Department  of  Public  Works  and  expenditures  on  its  ac- 
count were  charged  to  various  funds,  stich  as  Fire  Department, 
Police,  Street  Lamp  and  Department  of  Public  Works.  This  also 
tended  to  increase  the  difficulty  of  obtaining  accurate  information 
as  to  the  total  expenditures  during  these  years. 

In  1898,  however,  in  accordance  with  a  Council  order  passed 
on  January  24  of  that  year,  a  Department  of  Electricity  was  estab- 
lished and  thereafter  distinction  was  made  on  the  books  between 
construction  and  operating  expenses. 
Yours  truly, 

Maewick,  Mitchell  &  Co.,  C.  A. 

■    EXHIBIT  "A." 
City  op  Chicago,  Electric  Light  Bureau. 
Balance  Sheet  as  at  December  31,  1905. 
Assets. 

Office    Furniture $500  00 

Land    49,501  84 

Buildings    88,703  98 

Steam   Plant 213,740  77 

Electric   Plant 69,687  45 

Lines : 

Overhead    $148,425  25 

Underground    618,913  86 

762,339  11 

Lamps    95,358  75 

Teams,  tools  and  other  accessories 3,150  00 

Construction  material   on  hand 32,635  28 

Total  Fixed  Assets *$]  ,315,707  18 

Stock  on  hand: 

Fuel    $231  33 

Carbons    4,911  15 

Globes    450  00 

Miscellaneous     operat- 
ing supplies 700  00 


6,292  48 
Funds   held    by    City    against    "  Special 

Deposits  "  unexpended 34,319  74 

Sundry   Accounts   due 5,740  00 

Total  Current  Assets 46,352  22 


LiaMlities. 

Unpaid    Bills $32,494  45 

Special  Deposits : 

(1)  For    extension    of 

electric  light  system.      $25,317  10 

(2)  For  extending  and 
maintaining  Electric 
Arc  Lamps  along 
Right  of  Way  of 
Chicago  City  Rail- 
way  Company 9,002  64 


$1,362,059  40 


34,319  74 


Total  Current  Liabilities $66,814  19 

Surplus  1 1,295,245  21 

,     $1,362,059  40 


*  Based  on  Appraisal  made  by  Engineers  Stebbins  &  Phelps. 
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Revenue: 

Sundry    Consumers 

Miscellaneous   Receipt? 


Total   Revenue 


Expenses: 

Production ; 

Fuel  

Oil   and  Waste 

Water    

Wages  and   Salaries 

Maintenance,  Repairs  and  Renewals; 

a  Building    

b  Steam    Plant    

c  Electric   Plant    

General    IBxpcnses    (Including    Rental 

o£  Plant  and  Ground) 


Total   Production 


Distribution: 

Wages  and  Salaries: 

a  Street   Arc    Lamps 

b  General  Distribution   

Supplies,  Tools  and  Appliances 

Carbons    

Maintenance,  Repairs  and  Renewals: 

a  Lines  Overhead  and  Underground 

b  Public,   Street,  etc.,   Lamps 

Miscellaneous      (Including      Rent      of 

Ground)    


Total  Distribution 


General : 

Office    Salaries    

Office   Expenses    

Injuries,    Damages  and  Claims. 

Legal    Expense,    B 

Office  Rent,  E 

Other  General  Expenses 

Add: 

Taxes,   E    

Insurance,   E    

Depreciation,    E    


Total  General  

TjQtal   Expenses 
Deduct:   Power  Sold 


Total  Cost  of  Operations  before  dealing  with 
Interest   


Average  Number  of  Arc  Lamps 

Cost  per  Arc  Lamp  (Exclusive  of  Interest) . . 

Balance     being     excess     of     Expenses     over 
Revenue    

Profit  and  Loss  Account: 
Debits: 

Depreciation    of    Land 

Current  Purchased    

Rented    Lights    

Other   Purposes   


Total    Debits 


EXHIBIT 

EEVBNUE  AND 
(Jncluding  amounts  not 


1888. 


From  the  Year  1888 

1889.      1890. 
1 


?3,507  81 

469-26 

223  92 

3,659  22 


682  OS 
3  62 


1,084  25 


$8,926  73 
948  44 
324  72 

13,283  48 

283  41 

2,065  20 

595  05 

1,467  04 


$18,667  05  4 

1,111  29  5 

903  60  6 

27,874  34  7 

S90  25  S 

2,280  07  9 

5,128  04  10 

2,601  21  11 


$9,630  16   $27,884  07   $59,455  85  J2 


$32  81 

'256' si 
632  00 

524  85 
787  72 

34  70 


$5,445  79 

31  50 

323  96 

3,089  43 

1,172  77 
2,074  83 

696  26 


$8,095  80  13 

726  00  14 

697  49  15 

4,557  13  16 

557  36  17 

1,481  94  18 

194  74  19 


$2,268  89   $12,834  54   $16,310  46  20 


$2,000  00 


500  "00 
500  00 


1,521  63 
170  00 
141  61 


$2,000  00 
50  05 


500  00 
50O  00 
348  42 

4,793  38 

280  00 

10,114  15 


$2,000  00 
201  84 
3  50 
500  OO 
500  00 
173  20 


21 

22 
23 
24 
25 
26 


8,320  53  27 

860  00  28 

2S,499  41  29 


$4,833  24   $18,! 


00 


$41,058  48  30 


$16,732  29   $59,304  61 


$116,824  79  31 
32 


i,732  29   $59,304  61  $116,824  79  33 


192 
$87  15 


297 
$199  68 


900  34 
$129  61  35 


6,732  29   $59,304  61  $116,824  79  36 


$190  00 


37 

38 

$18,610  89  39 

352  50  40 


$190  00       $18,963  39    41 


$16,732  ,29 


Total    

From  which  Deduct: 

Profit  on  Sale  of  Plant  at  Throop  Street. 

Balance  being  Net  Expenditure $16,732  29       $59,494  61     $135,788  18    44 


$59,494  61     $135,788  18    42 
43 
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"0." 

EXPENDITUEES 
dealt  with  on  the  books) 
to  December  31,  1905. 

1891.       189X      1893.      1894.      1895.      1896.       1897. 

1    

2  $1,158  33     ?822  97 $836  83      $66  89 


$1,168  33    $822  97     $835  83      $66  80 


4  $33,694  26  $30,378  86  $28,471  63  $33,416  08  $30,681  19  $26,267  35  $29,064  32 

5  1,941  86  1,766  39  1.421  75  1,791  91  2,087  38  1,949  93  1,619  82 

6  992  88  1,097  62  1,107  12  -  890  16  906  88  4,791  28  6,167  44 

7  39,136  09  40,506  42  37,235  55  33,950  91  41,693  78  40,624  22  34,088  59 

8  653  91  867  17  405  64  1,902  89  162  82  619  44  615  2g 

9  6,913  23  4,383  41  2,674  76  4,6U  36  3,889  11  4,196  18  4,007  88 

10  3,114  40  3,417  49  2,791  29  1,920  95  1,279  98  2,776  32  4,792  07 

11  3,251  42  1,872  14  11,926  92  11,749  74  11,686  94  12,090  24  1,945  46 


12   $89,698  05   $84,279  39   $85,934  55   $90,234  00   $92^388  08   $93,214  96   $81,300  86 


13  $12,608  00  $12,636  76  $13,313  21  $13,382  43  $13,845  96  $15,688  59  $13,918  15 

14  3,451  00  4,968  21  6,475  15  6,754  37  2,546  54  1,793  00  2,590  21 

15  178  38     1,312  36  605  46  658  65  568  85  860  52 

16  6,018  75  4,804  30  10,715  60  1,732  80  5,204  14  11,112  54  1,081  25 

17  246  40  182  22  2,761  25  466  79  3,733  26  1,023  55  4,743  68 

18  705  88  1,210  05  2,962  11  2,805  29  3,929  57  822  60  5,204  61 

19  440  27  170  40  1,274  65  514  19  1,227  28  1,524  27  2,096  28 


20   $23,648  68   $23,971  94   $37,804  33   $26,251  33   $31,145  30   $32,433  40   $30,494  60 


21  $2,000  00  $2,000  00  $2,000  00  $2,000  00  $2,000  00  $2,000  00  $2,000  00 

22  267  98  161  20  115  18  140  20  78  62  271  58  160  57 

23  49  60  114  15  9  35 

24  500  00  500  00  600  00  500  00  ;600  00  500  00  600  00 

25  500  00  500  00  500  00  500  00  500  00  50«  OO  500  00 

26  398  80  301  09  192  77  48  21  246  08    192  99 

27  9,143  80  9,045  99  8,162  54  8,943  15  11,664  15  10,377  63  11,335  26 

28  1,700  00  1,700  00  1,130  00  2,120  00  2,120  00  2,120  00  2,120  OO 

29  45,577  02  53,915  63  46,692  13  44,852  21  45,130  39  46,909  35  45,967  28 


30  $60,087  60   $68,113  91   $59,342  12   $59,103  77   $62,239  14   $62,792  71   $62,765  45 


31  $173,434  33  .  $176,365  24  $183,081  00   $175,589  10  $185,772  52   $188,441  07  $174,560  91 

32    


33  $173,434  33   $176,365  24  $183,081  00  $175,589  10   $186,772  52  $188,441  07  $174,560  91 


34  993       1,102       1,112       1,108       1,116       1,254       1,438 

35  $174  76     $160  04     $164  64     $158  47     $166  46     $160  27     $121  39 


36  $172,276  00  $176,365  24  $182,258  03  $175,589  10  $185,772  62  $187,605  24  $174,494  11 


S7     

38 

39  $36,i3'88s'   $3i,'585"24   $29,376  68   $28,'5i3'i6   $55,'234'4S   $55!6i6'89   $66,362'47 

40 11100    1,657  06      ;622  51      303  15       9  00 


41  $30,138  88   $31,696  24   $29,370  68   $30,170  22   $56^56  99   $55,319  04   $66,311  47 


42  $202,414  88  $208,061  48  $211,628  71  $205,759  32  $241,629  51  $242,924  28  $230,805  58 

43    26,109  72     


44  $202,414  88   $181,951  76  $211,628  71  $205,759  32   $241,629  51  $242,924  28  $230,805  68 
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1898.               1899. 
Rerenue:  ., 

Sundry  Consumers  "iak'nn         » 


Miscellaneous   Receipts    ^^^  ^ 

Total    Revenue    •  $96  00 


Sixpences: 

Production:                                    ,30,618  «  ii3.m  El  4 

Oil  and  "waste 1,904  57  2,467  95  5 

Wages   and   Salaries , 26,290  68  29,046  46  7 

Maintenance,  Repairs  and  Renewals:  ,„„„.,, 

a  Buildings "•  28*29  692  64  8 

b  Steam    Plant    •••  7,853  78  7,035  00  9 

c  Electric   Plant    •■  926  84  4,135  50  10 

General  BxpeuseB  (Including  Rental  of  Plant  and  

Ground) 2,130  37  1,675  27  11 

Total  Production   »77,407  45  fl01,663  65  12 


Distribution: 

Wages  and  Salaries: 

a  Street  Arc  Lamps .'..  ?17,162  53  $28,849  99  13 

b  General   Distribution 2,57139  2,690  52  14 

Supplies,   Tools  and  Appliances 192  52  842  62  15 

Carbons 4,646  96  9,853  48  16 

Maintenance,  Repairs  and  Renewals: 

a  Lines  Overhead  and  Underground 9,707  95  14,925  39  17 

b  Public,  Street,  etc..  Lamps 6,743  39  9,032  92  18 

Miscellaneous  (Including  Rent  of  Ground) 1,684  06  1,386  90  19 

Total    Distribution    J..  $42,608  80  $67,608  82  20 


Office   Salaries    '. .  $3,503  80  $3,598  15  21 

Office    Expenses    252  15  199  98  22 

Injuries,    Damages   and   Claims 30  00  47  60  23 

Legal   Expense,   E „.  500  00  500  00  24 

Office  Rent,   B 1,000  00  1,000  00  25 

Other   General   Expenses 488  59  364  27  26 

Add: 

Taxes,    E 13,466  15  11,734  44  27 

Insurance,    E 2,630  00  3,560  00  28 

Depreciation,  E 45,606  79  55,775  25  29 

Total  General   $67,377  48  $76,779  69  30 


Total    Expenses    $187,393  73     $246,(B1  06    31 

Deduct;  Power  Sold  32 


Total  Cost  of  Operations  Before  Dealing  with  Interest-..     $187,393  73     $246,061  06    33 


Average  Number  of  Arc  Lamps 1,710  2,893    34 

Cost  per  Arc  Lamp  (Exclusive  of  Interest) , .  $109  00  $85  32    35 


Balance  being  excess  of  Expenses  over  Revenue .,     $187,297  73     $246,061  06    36 


Profit  and  Loss  Account: 
Debits: 

Depreciation   of  Land 37 

Current  Purchased $379  52  38 

Rented   Lights    t.  $56,785  14  55,22186  39 

Other  Purposes   627  39  860  00  40 


Total  Debits $57,412  53       $55,95138    41 


Total    $244,710  26     $302,002  44    42 

From  which  Deduct: 

Profit  on  Sale  of  Plant  at  Throop  Street ;. .  43 


Balance    being    Net    Expenditure *..      $244,710  26     $302,002  44    44 


•After  deducting  cost  of  maintaining  lamps,  current  for  which  was  supplied 


1900. 

1  $2,521  68 

2  802  56 
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1901. 

$2,275  92 
165  94 


1902. 
$6,513  01 


1903. 

$6,334  26 
392  42 


1904. 

$6,846  92 
2,159  78 


1905. 

$6,846  92 
2,222  06 


877 
Total. 

$31,836  71 
8,722  69 


$3,324  24         $2,441  86         $6,513  01         $7,226  68         $91005  70         $9,067  98       $40,659  40 


4 
5 
6 

7 

$86,276  31 

3,209  36 

17,950  64 

42,254  99 

$80,064  16 

3,657  56 

22,929  20 

38,153  87 

$79,805  37 

3,155  90 

23,838  00 

39,479  48 

$88,435  28 

3,300  40 

25,266  20 

42,299  29 

$94,846  66 

3,116  17 

26,193  20 

46,127  64 

$102,669  60 

4,211  76 

69,640  00 

52,075  76 

$849,212  66 

40,111  70 

213,818  40 

626,780  67 

8 

9 

10 

1,505  73 
9,948  27 
5.257  99 

1,308  57 

8,951  02 

11,405  97 

656  61 
9,551  98 
4,236  05 

202  03 

10,253  64 

.  3,430  63 

632  29 

11,663  78 

4,169  00 

2,102  06 
13,892  87 
8,268  38 

13,684  93 

114,753  61 

62,649  57 

11 


2,164  14 


1,917  65 


2,117  87 


1,526  09 


1,648  11 


4,053  13         76,797  99 


12    $168,567  43     $168,387  99     $162,841  26     $174,712  66     $188^296  75     $241,913  46  $1,997,809  42 


13  $36,367  94  $41,625  64  $43,256  65 

14  ■   3,158  00  4,441  70  2,982  14 

15  511  31  985  23  1,674  19 

16  18,681  40  21.114  85  22,280  09 


$49,751  64 

1.976  44 

1.843  96 

18,170  92 

16,706  03 

16,277  37 

1,419  76 


17  11,642  51  14,528  58  18,277  21 

18  17,453  36  14,122  69  10,072  10 

19  1,630  56  1,637  32  1,260  00 

20  $89,445  08  $98,355  91  $99,792  38     $106,146  12     $103,939  40     $117,931  88     $962,991  86 


$50,112  67 

1,731  66 

1,250  60 

15,485  06 

17,916  06 

15,882  39 

li661  07 


•$64,391  89  $430,386  45 

1,623  46  49,4U  18 

12,762  81 

•18,492  46  177,673  15 


23,980  15 

•17,753  45 

1,790  48 


143,102  91 

129,322  17 

20,333  19 


21 
22 
23 
24 
25 
26 


$3,706  66 

627  17 

25  00 

500  00 

1,000  00 

225  71 


$4,379  50 

83  SO 

86  80 

600  00 

1,600  00 

563  49 


$4,384  40 

106  06 

55  00 

500  CO 

1,500  00 

1,585  00 


11.976  43    11,444  03 

4,090  00     4,100  00 

76,860  93    77,963  06 


27  17,766  20 

28  4,080  00 

29  69,686  07 


30   $97,616  81  $100,019  95   $101,636  54 


31  $355,629  32  $366,763  85  $364,270  18 

32    2,092  25 


$4,375  00 
414  14 

"566 '66 

1,500  00 
579  21 

12,122  13 

4,100  00 

74,833  99 


$4,722  82 

191  33 

36  00 

500  00 

1,500  00 

334  22 

13,319  76 

4:100  00 

73,«0e  16 


$4,829  54 

249  56 

1,032  83 

500  00 

1,500  00 

63  26 


$53,499  87 
3,560  30 
1,487  73 
9.000  00 
15,500  00 
6,096  30 


18,505  00   193,642  20 

4,481  00    46,461  00 

100  000  00   941,610  43 


8,424  47   $97,908  29   $131,161  18  $1,269,846  83 


$379,283  15  $390,144  44 


$491,006  6£  $4,230,643  U 
2,092  25 


33  $356,629  32  $366,763  85  $362,177  93  $379,283  16  $390yl44  44  $491,006  62  $4,228,555  86 


34 
35 


3,867 
$91  96 


4,306 
$85  19 


$352,306  08  $364,321  I 


4,508 
$80  34 


4,827 
$78  67 


5,034 
$77  60 


5,743 
$86  49 


42,399 
$99  73 


$365,664  92  $372,066  47  $381,138  74  $481,938  64  $4,187,996  46 


37    

38  $1,126  48 

39  69,016  81 

40    


$68,794  60 
1,092  43 


$62,233  98   $64,863  11   $69,389  94 


$6,798  40  $6,798  40 

8,874  06  10,380  06 

64,881  14  816,137  17 

2,248  00  7,373  04 


41   $70,142  29   $69,886  93   $62,233  98   $64,863  U   $69,389  94   $82,801  60  $840,688  67 


42  $422,447  37  $434,208  92  $417,893  90  $436,909  58  $450,528  68  $664,740  14  $5,028,685  13 

43    26,109  72 


44  $422,447  37  $434,208  92  $417,898  90  $436^909  58  $460,528  1 


$564,740  14  $5,002,576  41 


b7  the  Commonwealtli  Electric  Company. 
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EXPIIBIT  "F." 

SIMPLE  INTEREST  AT  4  PER  CENT  PER  ANNUM   ON  COST 

CONSTflUCTION,   OPERATIONS   LESS   DEPRECIATION, 

AND  PROBABLE  COST  IF  RENTED. 

From    the   Year   1888   to   December   31,   1905. 


OF 


On  Prol)- 

aUe  Cost 

On  Cost  of 

if  Rented 

Operations 

On  Proh- 

as  per 

On  Cost  of 

(Exclusive  of 

aiie  Cost  if 

Estimate  of 

Year. 

Construction. 

Depreciation). 

Rented. 

Department. 

1888... 

$2,816  73 

$331  82 

'  $683  32 

$768  00 

188U . . . 

11,364  96 

1,647  45 

2,423  66 

2,634  90 

1800... 

22,441  GO 

4,397  72 

6,683  78 

6,883  80 

i8yi.,. 

30,801  66 

8,721  38 

13,349  06 

13,509  30 

1892... 

32,632  48 

13,727  56 

20,660  12 

20,841  80 

1893 .  .  . 

31,750  44 

18,904  34 

27,969  94 

28,173  80 

.1894... 

33,788  16 

24,246  83 

54,475  26 

34,695  80 

1895... 

36,754  58 

29,674  40 

39,827  08 

40,811  80 

189G... 

38,819  16 

35,317  86 

44,975  58 

47,329  30 

1897... 

40,296  90 

40,720  57 

51,073  12 

54,732  30 

1898... 

44,783  35 

46,130  40 

58,060  86 

63,212  50 

1899... 

53,352  72 

52,773  65 

67,767  86 

74,850  90 

1900... 

61,565  7S 

62,298  01 

81,697  28 

91,124  00 

1901 . . . 

66,736  56 

73,815  20 

98,396  94 

110,362  96 

1902... 

69,537  42 

85,297  70 

ll6,398  82 

130,938  26 

1903... 

71,529  32 

97,071  00 

135,580  88 

152,6.33  73 

1904... 

74,636  52 

100,498  78 

155,869  10 

175,463  15 

1905... 

83,639  68 

123,657  68 

177,406  52 

200,189  15 

$807,248  02 

$828,232  35 

$1,133,299  18 

$1,249,155  45 

EXHIBIT  "G." 

COMPOUND  INTEREST  AT  4  PER  CENT.  PER  ANNUM  ON  COST 

OP  CONSTRUCTION  OPERATIONS  LESS  DEPRECATION, 

AND  PROBABLE  COST  IF  RENTED. 

From   the   Year   1888   to   December   31,   1905. 

On  Prov- 
able Cost 
of  Rented 
Service  as  per 
Estimate  of 
Department. 
$768  00 
2,665  62 
7,021  12 
13,927  50 
21,817  08 
30,021  76 
37,744  64 
45,370  44 
53,702  74 
63,253  86 
74,264  18 
88,873  18 
108,701  20 
132,288  20 
158,155  02 
186,176  69 
216,453  19 
249.837  31 


Year. 

1888.. 

1889.. 

1890., 

1891.. 

1892.. 

1893.. 

1894.. 

1895.. 

1896.. 

1897.. 

1898.. 

1899. . 

1900.. 

1901.. 

1902.. 

1903.. 

1904.. 

1905.. 


On  Cost  of 
Construction. 
$2,818  25 
11,477  58 
23,013  44 
32,294  02 
35,416  60 
35,951  24 
39,427  00 
43,970  50 
47,793  88 
51,183  38 
57,717  19 
68,595  24 
79,552  10 
87,904  96 
94,222  02 
99,982  80 
107.089  32 
120,366  04 


On  Cost  of 

Operations 

(Exclusive  of 

Depreciation). 

$331  82 

1,660  72 

4,477  42 

8,980  18 

14,345  56 

20,096  16 

26,242  50 

32,719  77 

39,672  02 

46,661  61 

53,937  90 

62,738  67 

74,772  57 

89.280  68 

104,3,34  40 

120,281  08 

137.,520  10 

157.179  80 


On  Proh- 

aMe  Cost  of 

Rented  Service. 

$683  32 

2,450  98 

6,809  14 

13,746  78 

21,607  72 

29,781  86 

37;478  46 

44,329  40 

5i,251  06 

59,398  64 

68,762  34 

81.219  86 

98.398  04 

119.033  62 

141,796  86 

166.650  80 

193.605  06 

222,SS6  68 


$1,038,775  56        $995,232  96        $1,359,890  62        $1,491,041  73 
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EXHIBIT  H  — COMPAKATIVB  STATEMENT  SHOWING  THE  COST  OF 
CONSTRUCTION  OPERATIONS^  AND  PROBABLE  COST  IF  RENTED, 
INCLUDING  SIMPLE  AND  COMPOUND  INTEREST.      PrOIIl  the  Year 

1888  to  December  31,  1905. 
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NATIONAL    CIVIC     FEDERATION. 


ESHIBIT     "l" — ESTIMATED     CONSUMPTION'    OE     CITY     WATEE     IN 
CHICAGO  MUNICIPAL  ELECTRIC  LIGHTING  PLANTS.      Years  1888 

to  1904,  InclusiTe. 
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LABOR  AND  POLITICS 

United   States    Water,  Gas    and    Electricity    Works 

(Answers    to    Questions    in    Schedule    II) 


By  JOHN  R.  COMMONS  and  J.  W.  SULLIVAN 


Note. — Some  of  the  questions  included  in  Schedule  II.  have 
required  a  large  amount  of  investigation  iii  order  to  discover  the 
actual  situation  and  to  reconcile  conflicting  claims.  Consequently 
the  brief  answers  submitted  below  are  not  adequate  and  they  should 
be  supplemented  by  the  text  of  the  reports  on  pages  136-158,  490- 
636,  and  749-758  of  this  volume.  This  applies  especially  to  the  fol- 
lowing: Chapter  E,  Organization,  Questions  22,  33,  24,  37,  35, 
36,  38,  39;  Chapter  F,  Political  Conditions,  Question  5. 

Consult  the  foregoing  reports  for  answers  to  the  following 
questions : 

E  4.    Do  political  considerations  influence  selection? 
Is  the  board  bi-partisan  or  non-partisan? 
Do  political  considerations  influence   appointment  or  re- 
moval ? 
How  are  the  subordinate  officials  and  employees  selected  ? 
How  and  by  whom  are  they  discharged  ? 
Have  the  votes  of  employees  affected  city  elections? 
Have  they  used  political  power  to   secure  higher  wages, 

fewer  hours,  etc.  ? 
Have  candidates  for  office  promised  higher  wages,  better 

hours,  etc.,  for  employees? 
Are  employees  active  in  party  work? 
Are  they  expected  or  required  to  pay  political  assessments  ? 
What  evidence  is  there  of  the  influence  of  private  com- 
panies upon  the  nomination  and  election  of  members  of 
the  franchise  granting  and  francl|ise  controlling  authori- 
ties? 

E— ORGANIZATION. 

<5uestion  1.     What  is  the  supreme  governing  body  of  the  service, 
whether  city  council,  board,  commission,  board  of  di- 
rectors, etc.? 
South  Norwallc,  Conn.     (Electric  light  and  power.)    Board  of 

Electrical  Commissioners. 


E 

5. 

E 

35. 

E 

33. 

E 

34. 

P 

5. 

P 

6. 

P 

7. 

F 

8. 

F 

9. 

P 

10. 
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Syracuse,  N.  Y.     (Water.)     Commissioner  of  Public  Woxks. 

Allegheny,  Perm.  (Electric  lighting.)  City  council,  through 
three  joint  committees,  Finance,  Public  Works  and  a  sub-committee 
of  the  latter  on  lighting. 

Wheeling,  W.  Ya.  (Gas.)  City  council  (first  branch,  sixteen 
members,  elected  for  four  years ;  second  branch,  twenty-eight  mem- 
bers, elected  for  two  years) ;  it  acts  in  regard  to  financial  details 
through  a  Board  of  Gas  Trustees. 

Cleveland,  Ohio.     (Water.)     Board  of  Public  Service. 

Detroit,  Mich.  (Electric  lighting.)  Public  Lighting  Com- 
mission. 

Chicago,  III.  (Water.)  City  council,  through  the  Commis- 
sioner of  Public  Works,  who  is  the  superior  of  the  city  engineer 
(Engineer  in  charge  of  division  of  water  supply  and  the  Superin- 
tendent of  Water.)  The  latter  official  is  the  head  of  the  Assessor's 
office,  Inspector's  Division,  Bureau  of  Water  Eate  Collection,  and 
the  meter  rates,  shut-off  and  meter  mechanical  sub-departments. 

(Electric  lighting.)  City  Council,  through  the  City  Elec- 
trician, head  of  the  Department  of  Electricity,  which  operates  the 
Bureau  of  Gas  Lighting,  Bureau  of  Alarm  Telegraph,  Bureau  of 
Police  Telegraph,  Bureau  of  Electrical  Inspection,  Bureau  of  Auto- 
mobile Eegistry,  the  Bureau  of  Electrical  Construction  and  the 
Bureau  of  Municipal  Lighting. 

Richmond,  Ya.  City  council  composed  of  two  bodies,  alder- 
men and  council  men.  A  joint  committee  ©f  eleven  aldermen  and 
councillors  administers  the  gas  works,  under  direction  of  the  two 
legislative  bodies.  The  council  elects  the  superintendent  in  joint 
session,  but  the  joint  committee  appoints  the  clerk  who  has  charge 
of  the  commercial  side.  Mayor  elected  by  people. 
Question  3.     Number  of  members. 

South  Norwalk.     Three. 

Syracuse.     One. 

Allegheny.  Finance,  sixteen,  Sub-committee  on  Lighting,  six. 
Public  Works,  twenty-two. 

Wheeling.     Three,  in  the  Board. 

Cleveland.     Three. 

Detroit.     Six. 

Chicago.  City  council  has  seventy  members  (two  aldermen 
to  each  ward). 

Richmond.  Twenty-one  aldermen,  thirty-five  councUmen, 
joitit  committee  eleven. 

Question  3.     Method  of  selection  of  members,  including  nomina- 
tions and  election. 

South  Norwalk.     By  city  council. 

Syracuse.     Appointed  by  the  mayor. 

Allegheny.  Members  of  joint  committees  appointed  by  presi- 
dents of  two  chambers. 

Wheeling.  Board  chosen  in  political  caucuses  of  council 
members,  then  voted  as  in  council. 

Cleveland.     Elected  at  the  polls  every  two  years. 
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Detroit.     Appointed  by  the  mayor. 

Chicago.    City  council.     Party  nominations  and  election  at 
the  polls. 

Richmond.     White   primaries,   eliminate   all   negroes   and   as 
many  poor  whites  as  neglect  to  pay  poll  and  road  tax  of  $1.50 
a  year. 
Question  6.     Term. 

South  Norwalk.     Three  years ;  one  chosen  by  council  annually. 

Syracuse.     Commissioner,  two  years. 

Allegheny.     Select    councilmen,    four    years,    common,    two 
years. 

Wheeling.     Board,  two  years. 

Cleveland.    Two  years. 

Detroit.     Six  years. 

Chicago.     Two  years;  one-half  elected  each  year. 

Richmond.     Aldermen,    four    years,    councilmen,    two    years, 
mayor,  two  years. 
Question.     I)o  all  retire  at  the  same  time? 

South  NorwalJc.     One  each  year. 

Syracuse.     One  man. 

Allegheny.     Select  councilmen,  four  years,  common,  two  years. 

Wheeling.     Board,  yes. 

Cleveland.     Yes. 

Detroit.     One  each  year. 

Chicago.     City  council,  one-half  each  year. 

Richmond.     Ro. 
Question  8.     State  salaries  or  allowances  for  services  in  connection 
with  the  service. 

South  Norwalk.    The  ordinances  authorize  compensation,  but 
none  has  been  given. 

Syracuse.     Commissioner,  $4,000. 

Allegheny.     ISTo  salaries,  to  councilmen  or  committeemen. 

Wheeling.    Board  members,  $100  a  year,  couneUmen  draw 
no  salary. 

Cleveland.     $5,000,  not  charged  to  water  works,  but  to  gen- 
eral fund. 

Detroit.     N"©  salaries;  no  perquisites. 

Chicago.     Councilmen,  $1,500  per  year. 

Richmond.     Unsalaried. 
Question  9.     May  they  also  hold  other  public  office? 

South  Norwalk.     IsTo  other  municipal  office;  may  hold  state 
or  national. 

All  others,  no. 
Question  10.     Do  they  always,  generally,  exceptionally,  or  never? 

South  Norwalk.     See  reply  to  number  9. 

All  others,  no. 
Question  11.     May  they  also  conduct  private  business? 

Yes,  all. 
Question  12.     What  has  been  the  custom? 

South  Norwalk.     Business  or  an  engineer  have  been  the  com- 
missioners. 
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Syracuse.    Present  commissioner  does  not. 

Others,  yes. 
Question  13.     How  often  does  governing  bodies  meet? 

South  Norwalh.     Weekly;  Saturday  afternoons. 

Syracuse.     One  man. 

Allegheny.  Eegular  meetings  monthly;  special  meetings  may 
be  called. 

Wheeling.     Trustees  meet  twice  a  mohth;  15th  and  last  day. 

Cleveland.     Once  a  week. 

Detroit.  Eegular  meeting  once  a  month;  special  meeting  on 
call. 

Chicago.  Council  meets  weekly,  except  during  summer  vaca- 
tion. (Electric  lighting.)  "City  council  does  not  interfere  with 
the  department  of  electricity,  except  in  making  the  annual  appro- 
priations and  big  contracts." — City  Electrician. 

Richmond.      ? 
Question  14.     Have  they  a  technical  knowledge  of  the  service? 

South  Norwalh.     None. 

Syracuse.     Commissioner  has  none. 

Allegheny.     No. 

Wheeling.    No. 

Cleveland.     No;  two  are  business  men';  one  professional. 

Detroit.     Not  of  electricity. 

Chicago.     Councilmen,  no. 

Richmond.     No. 
Question  15.     What  is  the  scope  of  the  authority  vested  in  this 
body? 

South  Norwalh.  Almost  absolute;  subject  to  council  or  vote 
of  the  citizens  on  appropriations  or  extensive  enlargements. 

Syracuse.     Full. 

Allegheny.  Divided  authority;  Director  of  public  works  and 
Superintendent  make  recommendations  to  committee  on  finance 
and  to  sub-committee  on  lighting  and  public  works  committee; 
then  council  is  reached. 

Wheeling.     Trustees  sign  pay  rolls  and  bill-checks. 

Cleveland.     Control. 

Detroit.  General  supervision  and  management;  the  commis- 
sion is  sub-divided  into  committees — executive,  Auditory,  supplies. 

Chicago.  Make  appropriations  and  pass  ordinances  regulating 
the  service ;  forty-seven  votes  carry  a  proposal  over  the  mayor's  veto. 

(Electric  lighting.)  "  The  entire  management  is  in  the  hands 
of  the  City  Electrician.  He  gets  the  apprpval  of  the  mayor  and 
the  common  council  when  necessary." — City  Electrician. 

Richmond.     Committee  reports  to  council  and  is  governed  by 
latter. 
Question  16.     Is  it  fully  exercised  in  practice  ? 

South  Norwalh.     Yes. 

Syracuse.     It  is ;  in  all  particulars. 

Allegheny.     The  mayor  is  really  final  authority. 

Wheeling.  Trustees'  actual  authority  is  small-— is  practically 
only  an  auditing  body. 


LABOR    AND     POLITICS— SUPPLEMENT.  889 

Cleveland.    Yes. 

Detroit.     "Yes;  with  constant  supervision." — Secretary. 

Chicago.     Water,  yes. 

Richmond.     (Electric  lighting.)     See  15. 
Question  17.     If  there  is  any  intermediate  person  or  body  between 
the  supreme  governing  body  as  above  described  and  the 
chief  executive  officer,  give  its  constitution,  organization, 
functions,  etc. 

South  Norwalh.    None. 

Syracuse.     None. 

Allegheny.     "City  council  supreme." — Gray. 

"  Next  below  the  mayor  is  the  Director  of  Public  Works,  who 
makes  all  the  appointments;  next  is  the  Superintendent,  who  is  a 
politician." — ^Williams. 

Wheeling.  Board  of  Gas  Trustees  is  intermediate,  conflicting 
authority. 

Cleveland.     None. 

Detroit.     None. 

Chicago.  Water  committee  is  merely  an  advisory  body,  re- 
porting to  council;  Finance  committee  reports  appropriations. 

(Electric  lighting.)     No. 

Richmond.     Council  and  joint  committee  as  above. 
Question  18.     What  is  the  official  title  of  the  chief  executive  officer  ■ 

(or  officers,  if  more  than  one  of  equal  rank)  ? 
Question  19.     Is  the  head  of  the  engineering  service  subordinate 
to  the  chief  executive  officer,  co-ordinate  with  him  or 
united  in  one  man? 
Question  30.     Is  the  head  of  the  engineering  service  an  engineer 

by  profession? 
Question  21.     Is  the  chief  executive  offic^f  an  engineer  by  pro- 
fession ? 

South  Norwalh.  General  Superiutendent  and  city  electrical 
engineer  (one  man)  an  engineer  by  profession. 

Syracuse.  Commissioner  of  Public  Works.  The  superintendent 
is  ostensibly  in  charge  of  engineering  work,  but  this  iS  actually 
conducted  by  the  Chief  Inspector,  who  is  a  civil  engineer. 

Allegheny.  Of  the  Bureau,  Director  of  Public  Works  is  the 
chief ;  Superintendent  is  subordinate  to  him ;  "  The  superintendent 
is  a  practical  man." — Gray.  "  At  present  there  is  no  electrical  en- 
gineer at  the  works." — Williams. 

Wheeling.  Superintendent  at  Gas  Works;  Secretary,  in  office; 
the  superintendent  is  not  a  graduated  engineer. 

Cleveland.  Superintendent  of  Division  of  Water;  he  is  in 
full  charge,  but  the  first  Assistant  Engineer*  does  most  of  the  prac- 
tical work,  and  is  an  engineer  by  profession. 

Detroit.  City  electrician  and  general  superintendent  (one 
man)  ;  was  formerly  a  stationary  engineer. 

Chicago.  (Water)  Commissioners  of  Public  Works,  in  gen- 
eral charge,  is  not  an  engineer ;  the  city  engineer  and  the  engineer 
in  charge  of  the  water  division  are  professional  engineers. 
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(Electric  lighting.)  City  Electrician  has  been  in  the  electrical 
branch  of  the  city  service  thirty-three  years  as  lineman,  batteryman, 
repairer,  assistant  operator,  operator  of  fire  alarm  telegraph,  super- 
intendent of  construction,  twenty  years  and  city  electrician ;  claims 
direct  responsibility  to  the  council ;  makes  a*  separate  report  for  the 
department  of  electricity  to  the  mayor. 

Richmond.  Superintendent  has  charge  of  physical  plant;  Bill 
clerk  of  commercial  department. 

Question  22.  Does  the  supreme  governing  body  actually  determine 
the  administration  of  the  service  or  does  it  simply  ratify 
the  suggestions  of  the  executive  officer? 

South  NorwalJc.  Board  has  full  powerj  but  works  in  co-opera- 
tion with  general  superintendent, 

Syracuse.  Commissioner  determines  the  administration  under 
the  annual  appropriation  of  the  Board  of  Estimate  and  Apportion- 
ment; decides  on  salaries;  is  a  member  of  the  Board  of  Contract 
and  Supply. 

Allegheny.     Usually  ratify. 

Wheeling.  Board  of  Trustees  does  as  much  as  the  superin- 
tendent suggests;  superintendent  responsible  for  works,  secretary 
for  ofEce. 

Cleveland.     Board  ratifies  recommendations  of  sunerintendent. 

Detroit.  City  Electrician  submits  proposals  to  commission  for 
decision. 

Chicago.  (Water.)  Eecommendation^  of  commissioner  are 
usually  ratified. 

(Electric  lighting.)     Ratifies. 

Richmond.  Controls.  Superintendent's  recommendations  sel- 
dom ratified. 

Question  23.  How  is  the  chief  executive  officer  (or  officers,  if  more 
than  one  of  equal  rank)  selected? 

South  Norwalk.    By  the  Electrical  Commissioners. 

Syracuse.     By  the  Mayor. 

Allegheny.  Superintendent  is  selected  by  the  Director  of  Pub- 
lic Works,  subordinate  to  the  Mayor. 

Wheeling.     By  Board  of  Gas  Trustees. 

Cleveland.  Prest.  law  is,  by  the  board ;  but  the  superiateudent 
was  in  office  at  the  time  of  the  creation  of  the  board  by  a  new 
charter. 

Detroit.     Commission  appoints  City  Electrician. 

Chicago.  (Water.)  Commissioner  nominated  by  the  Mayor 
and  confirmed  by  the  council. 

(Electric  Lightmg.)  Advanced  through  all  the  grades;  ap- 
pointed to  present  position  by  Mayor,  with  the  concurrence  of  coun- 
cil. 

Richmond.     Superintendent  elected  annually  by  joint  session 
of  aldermen  and  councilmen. 
Question  24.     How  is  he  removed  or  discharged? 

South  Norwallc.     By  the  Electrical  Commissioners. 

Syracuse.     By  the  JIayor,  under  charter  regulations. 
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Allegheny.  By  Director  of  Public  Works  on  change  of  admin- 
istration. 

Wheeling.  Change  of  political  adminigtration,  or  neglect  of 
duties. 

Cleveland.    By  the  Board. 

Detroit.    By  the  commission. 

Chicago.    By  Mayor,  with  consent  of  two-thirds  of  the  council. 

Richmond.     Same. 
Question  36.     What  is  his  term  of  office  ? 

South  NorwalTc.     Indefinite. 

Syracuse.     Two  years ;  "unless  removed"  (charter). 

Allegheny.     Not  ascertained. 

Wheeling.     Two  years,  unless  sooner  removed. 

Cleveland.     On  good  behavior. 

Detroit.     One  year. 

Chicago.  (Water.)  Engineer  in  charge  subject  to  Mayor  and 
council. 

(Electric  lighting.)     City  Electrician,  two  years. 

Richmond.     One  year. 
Question  87.     Has  he  changed  with  each  change  in  the  city  ad- 
ministration ? 

South  NorwaTk.     Never  been  a  change. 

Syracuse.  Commissioner  and  Superintendent  change  with 
party  change. 

Allegheny.  Predecessor  was  in  office  from  the  beginning  of 
the  plant ;  present  superintendent,  four  years.  Same  political  party 
has  been  in  power. 

Wheeling.  Subject  to  change  with  change  of  party  adminis- 
tration. 

Cleveland.     No. 

Detroit.     No. 

Chicago.     (Water.)     Yes;  with  change  of  politics. 

(Electric  lighting.)  Since  the  public  system  was  started  there 
have  been  three  heads. 

Richmond.     No. 
Question  28.    How  long  has  the  present  incumbent  served  ? 

NorwaTk.  Bx-officio,  five  years;  1892  to  1897;  directly,  nine 
years,  1897  to  1906. 

Syracuse.     Five  years;  continuous  party  administrations. 

Allegheny.     Pour  years. 

Wheeling.  Superintendent,  twelve  years ;  party  continuous  in 
office;  secretary,  two  years. 

Cleveland.     Pive  years. 

Detroit.     Six  years. 

Chicago.     (Water.)  Since  May  1,  1906. 

(Electric  lighting.)     Since  May,  1905. 

Richmond.     Twelve  years;  29  in  the  vorks. 
Question  29.     Does  he  devote  all  of  his  time  to  the  business  ? 

South  NorwalTc.     Yes,  since  1897. 

Syracuse.  Yes;  to  the  administration  of  the  Department  of 
Public  Works. 
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Allegheny.    "Sure." — Gray. 

"No ;  has  just  returned  from  a  two  montlis'  vacation  abroad." — 
Williams. 

Wheeling.     Yes. 

Cleveland.  By  special  action  of  the  board  the  superintendent 
is  permitted  to  act  as  expert  for  other  cities  at  times  and  to  inves- 
iigate  municipal  questions  elsewhere,  his  salary  beiag  deducted 
^ro  rata. 

Detroit.     Yes. 

Chicago.    Yes ;  between  nine  and  five  o'clock,  work  days. 

Richmond.     Yes. 
Question  30.    Wliat  was  his  annual  salary  or  pay  for  last  fiscal 
year? 

South  Norwalk.  $2,000,  to  January  ,1,  1906;  present  year, 
$3,300. 

Syracuse.  $4,000  (Director  of  Public  Works) ;  $3,600,  su- 
perintendent. 

Allegheny.  Superintendent,  $3,500;  Director  of  Public 
Works,  $5,000. 

Wheeling.  Superintendent,  $1,800;  has  been  for  twenty 
years.    Secretary,  $1,400. 

Cleveland.  $4,000;  when  absent  on  other  business  a  propor- 
tionate deduction  is  made. 

Detroit.     $3,000. 

Chicago.  (Water.)  Commissioner  of  Public  Works,  $6,000; 
City  Engineer,  $5,000;  Engineer  in  charge  of  Water  Division, 
$5,000. 

(Electric  lighting.)     City  Electrician,  $5,000. 

Richmond.     $3,000. 
Question  31.     Give  titles  and  annual  salaries  of  the  ten  highest 
paid  subordinates  of  the  chief  executive  officer  for  the  last 
fiscal  year. 

South  Norwalk.     See  South  Norwalk  schedule,  page  six. 

Syracuse.     See  Syracuse  schedule,  page  six. 

Allegheny.     See  Allegheny  schedule,  page  six. 

Wheeling.     See  Wheeling  schedule,  page  six. 

Cleveland.     See  Cleveland  schedule,  page  six. 

Detroit.     Sec  Detroit  schedule,  page  six. 

Chicago.     See  Chicago  Water  schedule,,  page  six. 

For  Electric  Lighting  see  Electric  Lighting  schedule,  page  five. 

Richmond. 
Question  32.     Give  number  of  salaried  officers  during  last  fiscal 
year. 

South  Norwalk.     Total,  four ;  average,  four 

Syracuse.     Total,  thirty-seven;  averagCj  thirty-seven. 

Allegheny.     See  Question  31;  table. 

Wheeling.     Superintendent,  Inspector,  Secretarv 

Cleveland.     (?)  ^         ^  j 

Detroit.     Fifteen. 
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Chicago.  (Water.)  Dmsion  of  Watef  Supply  (Public  Works 
Department) ;  Bureau  of  Water  Conunissioners,  Collectors,  Inspec- 
tors, etc.,  281  (Sept.  1,  1906). 

(Electric  lighting.)  Begularly  on  Electric  Lighting  Works, 
average  1905,  140 ;  part  time  on  Electric  Lighting  Works  and  part 
time  on  other  department  work,  average  1905,  250;  officials  and 
clerks,  part  time  on  Electric  Light  work,  five  for  seven  months,  six 
for  five  months. 

BicJimond.     Superintendent,  Bill  clerk,  eight  deputy  inspec- 
tors. 
Question  35.     What  positions  are  filled  for  definite  terms? 

South  Norwalh.     None;  except  Board  members. 

Syracuse.     No  definite  term. 

Allegheny.     Not  ascertained. 

Wheeling.     Some  at  the  works  are  winter  hands  only. 

Cleveland.    None. 

Detroit.     City  Electrician;  Secretary. 

Chicago.     Civil  Service  rules ;  indefinite  terms. 

Richmond.     None  in  subordinate  service. 
Question  36.     Who  decides  when  and  how  many  men  are  to  be 
employed  ? 

South  Norwalh.  General  Superintendent,  subject  to  the 
Board. 

Syracuse.  Commissioner;  Chief  Inspector  makes  recommen- 
dation as  to  num.ber. 

Allegheny.     Superintendent. 

Wheeling.     Superintendent,  employees  and  council. 

Cleveland.  Superintendent ;  subject  tff  Board  as  to  the  maxi- 
mum number  of  men  to  be  employed  in  certain  permanent  posi- 
tions ;  no  limit  as  to  wage  workers. 

Detroit.  City  Electrician;  consults  the  Commission  Execu- 
tive Committee. 

Chicago.     (Water.)     Heads  of  department  bureaus. 

(Electric  lighting.)  City  Electrician;  approval  of  Mayor 
and  Council. 

Richmond.     Superintendent. 
Question  37.    What  is  the  usual  length  of  service? 

South  Norwalh.     "Good  men  as  long  a&  they  want  to  stay." 

Syracuse.     Construction  force,  the  season  office  staff,  year. 

Allegheny.     Not  ascertained. 

Wheeling.     No  stipulated  term. 

Cleveland.  No  changes  during  the  la^  five  years,  except  for 
good  cause;  very  few  changes  previously  in  the  few  high  test  posi- 
tions, except  for  good  cause. 

Detroit.  "Sixty  to  sixty-five  per  cent,  of  the  employees  have 
been  on  the  pay-rolls  for  ten  years." — Secre'tary. 

Chicago.    No  record. 

Richmond.     Permanent — very  little  change  in  force. 
Question  38.     What  is  the  system  of  promotion? 

South  Norwalh.     Merit;  works  employees  preferred. 
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Syracuse.    For  office  men,  recommendation  by  Commissioner. 

Allegheny.     Is  left  to  Superintendent.. 

Wheeling.    ISTo  promotions;  little  skilled  labor. 

Cleveland.     According  to  merit. 

Detroit.     By  Superintendent  and  Conimission. 

Chicago.  From  lower  to  higher  grades,  by  civil  service  ex- 
amination; merit  and  seniority. 

Richmond.    Will  of  Superintendent. 
Question  39.    What  considerations  determiae  (a)   Selection,  (&) 
Dismissal  ? 

South  Norwalh.  (a)  "Qualifications;  character;  mental  and 
physical  capacity." 

(&)  Bad  character;  inefficiency. 

Syracuse,     (a)  Judgment  of  Commissioner. 

(6)  Judgment  of  Commissioner. 

Allegheny.     Partly  political,  see  text. 

Wheeling,     (a)  "Political  influence." 

(&)  "Political  influence." 

Cleveland,  (a) Character  of  work  under  previous  employers; 
tests  imposed  by  the  Superintendent;  impressions  made  at  inter- 
views and  short  trial. 

(■&)  Character  of  work  done;  a  man's  habits. 

Detroit,     (a)   "Fitness";  (&) "Unfitness." 

Chicago,  (a)  Ability  to  pass  civil  service  examination  and 
to  prove  qualifications  in  six  months  probation. 

(b)  Inability  to  perform  duties;  first  six  months,  head  of  de- 
partment has  decision. 

Richmond.    Judgment  of  Superintendent. 
Question  40.     Is  employment  restricted  to  citizens  ? 

South  Norwalh.     Citizens  given  first  consideration. 

Syracuse.     Civil  service  positions,  citii^ens. 

Allegheny.    ISTot  always;  supposed  to  be- 

Wheeling.     Yes. 

Cleveland.     Substantially  but  not  exclusively. 

Detroit.     Yes. 

Chicago.  Yes;  to  resident  of  the  state  for  one  year;  excep- 
tions possible. 

Richmond.     Citizens  and  whites. 
Question  41.     Are  there  any  age  restrictions? 

South  Norwalh.     No. 

Syracuse. 

Allegheny.     Must  be  of  age,  except  boys  learning  the  trade. 

Wheeling.     Have  to  be  a  voter  to  hold  a  political  job. 

Cleveland.     No. 

Detroit.  Must  be  of  age ;  only  one  youth  is  employed,  is  learn- 
ing the  electrical  trade. 

Chicago.  (Water.)  Only  boys  are  messengers  and  "water" 
boys  at  construction  work. 

(Electric  lighting.)     Must  be  of  age. 

Richmond.     No. 
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Question  42.     Are  residents  of  the  town  given  preference? 

South  Norwalk.     Yes;  all  things  equal. 

Syracuse.     Not  for  laborers. 

Allegheny.  Yes;  charter  requires  six  months'  residence  in 
the  city. 

Wheeling.     Yes. 

Cleveland.     Yes. 

Detroii.     Yes. 

Chicago.  Yes ;  must  be  residents  of  the  city  one  year,  except 
certain  skilled  classes. 

Richmond.     Yes. 
Question  43.     Are  positions  distributed  among  the  needy? 

South  NorivalJc.  In  case  of  vacancy  a  capable,  deserviag, 
needy  man  is  given  a  chance  over  others. 

Syracuse.     No  policy  in  that  respect. 

Allegheny.     No  policy  in  that  respect.- 

Wheeling.     No  policy  in  that  respect. 

Cleveland.     No. 

Detroit.     No. 

Chicago.     Civil  service  rules  govern. 

Richmond.     No. 

F— POLITICAL  CONDITIONS. 

Question  1.     What  are  the  conditions  of  municipal  suffrage? 

South  Norwalk,  Conn.  (Electricity.)  "Unmolested  function 
of  American  citizenship." 

Syracuse,  N.  T.  (Water.)  New  York  state  law:  One  year 
in  the  state,  four  months  in  the  county,  ninety  days  in  the  election 
district. 

Allegheny,  Penn.  (Electric  lighting.^  Pennsylvania  state 
law:  One  year  in  the  state;  six  months  in  the  city;  sixty  days  in 
the  district;  county  tax  (in  1905,  90  cents) ;  road  tax  (34  cents) 
for  Superintendent;  laboring  man,  33  cents. 

Wheeling,  W.  Va.  (Q-as.)  West  Virginia  state  law:  One 
jear  in  the  state;  sixty  days  in  the  county;  one  year  in  the  city, 
unless  a  property  owner;  residents  of  the  county  ovmiag  property 
in  the  city  have  a  vote  in  the  city. 

Cleveland,  Ohio.  (Water.)  Ohio  state  law:  One  year  in  the 
■state;  (?)  thirty  days  in  the  county;  ( ?)  twenty  days  in  the  dis- 
trict. 

Detroit,  Mich.  (Electric  lighting.)  State  law  of  Michigan: 
One  year  in  the  state ;  three  months  in  the  county ;  ten  days  in  the 
ward. 

Chicago,  III.  (Water;  Electric  lighting.)  Illinois  state  law: 
One  year  in  the  state;  six  months  in  the  coimty;  ninety  days  in 
the  city;  thirty  days  in  the  precinct. 

Richmond,  Va.     White  primaries.     See  E  3. 
Question  2.     Give  the  number  of  votes  cast  at  the  last  city  elec- 
tion and  date  of  election. 

South  NortvalTc.  Number  of  votes,  938;  date  of  election, 
October  2,  1906. 
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Syracuse.     1903,  26,818;  1905,  26,302;  1905,  November  20. 

Allegheny.     18,414,  JSTovember,  1905. 

Wheeling.  "Vote  runs  from  10,000  to  11,000."— City  official. 
Last  municipal  election  January  26. 

Cleveland.     November  7,  1905,  74,830. 

Detroit.     November  8,  1904,  60,115. 

Chicago.     November  8,  1904,  359,983  for  governor. 

Richmond.     Primaries  and  not  electioiis  decide. 
Question  3.     How  many  of  the  employees  are  voters  ? 

South  Norwalh.     All  who  are  of  age. 

Syracuse.     All  the  staff;  the  Italian  laborers  usually  are  also. 

Allegheny.     All. 

Wheeling.     All. 

Cleveland.     Superintendent  does  not  Know. 

Detroit.     All. 

Chicago.     Fully  niaety-nine  per  cent,  of  the  employees. 

Bichmond.     All. 
Question  4.     If  any  employees  hold  city  office,  state  how  many  and 
what  position. 

South  Norwalh.  General  Superintendent  is  City  Electrician 
and  Chief  of  the  Fire  Department;  Clerk  is  Secretary  of  the  Fire 
Department;  a  few  of  the  men  are  members  of  the  Fire  Depart- 
ment. 

Syracuse.  None  after  positions  to  knowledge  of  Superintend- 
ent. 

Allegheny.     None. 

Wheeling,  Cleveland,  Detroit,  Chicago.     Not  known. 

Bichmond.    None. 
Question  11.     To  whom  has  free  service  been  given? 

South  Norwalh.  To  no  individual;  a  few  hours  sometimes 
contributed  to  church  work  or  fairs  for  public  good. 

Syracuse.     No  free  service  to  individuals. 

Allegheny.     See  text. 

Wheeling.  Municipal  buildings,  hospitals,  etc.,  by  ordinance; 
no  iadividuals. 

Cleveland.  The  city  departments;  the  state  law  requires  a 
certain  minimum  amount  to  charity,  hospita;ls  and  schools.  None 
to  individuals. 

Detroit.     Public  lighting  act  makes  provision. 

Chicago. ^  (Water.)  Other  city  departments;  religious,  char- 
itable, educational  and  military  institutions  not  engaged  in  makiag 
profits. 

(Electric  lighting.)  Streets;  some  of  the  water  works  sta- 
tions; some  of  the  fire  department  engine  houses. 

Richmond.  Virginia  Mechanic's  Institute ;  Park  Place  Church 
Clock. 

South  Norwalh.     No  free  service  to  individuals. 

Syracuse.     No  free  service  to  individuals. 

Allegheny.     No  (legal)  free  service  to  individuals. 
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Wheeling.  No  free  service  to  individuals;  attempt  of. city 
solicitor  to  ignore  his  bill  frustrated  by  secretary. 

Cleveland.     No  free  service  to  individuals. 

Detroit.  No  free  service  to  individuals  (except  possibly  as 
noted  in  question  11). 

Chicago  (Water). 

Question  12.    Has  the  privilege  of  free  service  been  considered  an 
inherent  right  in  connection  with  holding  office  and  has 
it  been  granted  voluntarily  immediately  upon  taking  of- 
fice, or  has  it  been  made  the  subject  of  special  request  on 
the  part  of  the  ofiice  holder? 
No  free  service  to  individuals. 
Question  13.     After  the  person  enjoying  the  free  service  has  left 
the   ofiice   through   the  holding   of  vrhich  he   has   been- 
granted  free  service,  has  the  privilege  still  continued? 
No  free  service  to  individuals. 
^Question  14.     Who  has  had  authority  to  grant  free  service  ? 

Ordinance  of  City  Council;  assessor  eseeutes  ordinance. 
Question  15.    What  have  been  the  rules  in  regard  to  free  service? 

See  ordinance  (Maury)    (Sec.  340;  Cbde). 
Question  16.     Have  they  been  rigidly  adhered  to  ? 

The  department  head  says  yes. 
Question  17.    What  was  the  number  of  people  enjoying  free  ser- 
vice last  year?    Question  18.    Is  the  number  increasing 
or  decreasing? 
No  replies  obtainable. 
Question  19.     What  was  the  total  amount  of  free  service  last  year? 
$138,043.56  (Charitable,  $47,841.94;  municipal,  $90,301.63). 
Question  30.     Has  any  attempt  been  made  to  make  confidential 
any  of  the  features  relating  to  free  service,  or  has  it  gen- 
erally been  understood? 
No  reply. 
Question  31.     Is  there  any  tendency  to  abuse  the  privilege  of  free 
service  ? 
'^ery  often;  people  want  water  when  not  entitled  to  it." — 
Assessor's  ofiice. 

Question  33.     Has  anything  been  done  in  case  the  privilege  of 
free  service  has  been  found  to  be  abused? 
Free  service  taken  away. 

(Electric  lighting.)     No  free  service  to  individuals. 
Bichmond.     Not  ascertained. 

City  of  Chicago — Water  Department. 

(All  eight  hours.) 

Wages  Per 

Occupation.  No.  Day.  Month,. 

City   Engineer j . . .  1  $416  60 

Assistant   Engineer i . . .  1  ....  250  00 

Superintendent   • .. .  1  •  . . . .  316  67 

Assistant  Superintendent  , . .  1  . .  175  00 

Chief  Engineers  (at  stations) ; . . .  8  208  33 

Vol.  II.— 58. 


898 


NATIONAL     CIVIC     FEDERATION. 


Occupation.  No. 

IMechanlcal   Engineer    i. . . .  1 

Mechanical  Engineers   ,► . . .  26 

Mecliauical  Engineer  1 

Mechanical  Engineers 9 

Mechanical  Engineer  .-. .  .  1 

JBoiler  Washers   T 

Boiler  Washer  •.  ■  ■ .  1 

Boiler  Washers   *.  . . .  o 

(Firemeu   ,...  21 

Firemen    57 

Oilers 83 

'Oilers 0 

■Chief  of  Steam  Fitters 1 

.Steam  Fitters  •.  . .  .  S 

Steam  Fitter  1 

;S'team  Fitter 1 

Steam  Fitter's  Helpers 6 

•Coal  Passers 37 

Well   Tenders    -i 

Superintendent  of   Shops » . . .  1 

Superintendent  of  Pipe  Yards i . . .  1 

Metal  Chemists   , . .  2 

Metal  Chemist 1 

Mason  Inspectors 6 

Masons 9 

Mason 1 

Brass  Moulders   2 

Meter  Tester   1 

■Cement  Tester  1 

Valve  Tester    1 

Blacksmiths    6 

Blacksmith's   Helpers    2 

"Core-maker    1 

Hydrant  Builder   1 

Pattern-makers    3 

Machinists 40 

Machinist's  Helpers 5 

Tinners 3 

Tinner's  Helpers  3 

■Sheet  Metal  Workers 3 

Oarpenters    60 

Foreman    1 

Foremen    ; . . .  2 

Foremen    8 

foremen    ^ 2 

Foremen 3 

Foremen   12 

Tf oreman  1 

Foreman  1 

Assistant  Foreman  1 

Assistant  Foremen  26 

"Caulkers 97 

Laborers 991 

Laborers 20 

Laborers  3 

Tappers 20 

Kodmen    ,  ■  ■ .  13 

Tunnel  Superintendent   i . . .  1 

Tunnel  Miners   i « . .  2 


Wages  Per 
Day.     Month. 

$375  00 

135  00 

125  00 

100  00 

83  25 

90  00 

80  00 

75  00 

78  00 

75  00 

75  00 

65  00 

135  00 

$4  50       

4  2.5       

2  50       

2  50       

70  00 
63  00 
150  00 
135  00 
166  66 
125  00 
130  00 

125  66 


5  OO 


50 
50 
50 
20 
50 
70 
00 
50 
40 
50 
20 
00 
50 
00 
40 


00 
00 
80 
50 


00 

50 

66 


6  00 
3  60 


150  00 

135  00 

125  00 

75  00 


120  00 
112  50 


65  00 

i66'66 

83  33 
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OcGupaUon. 
Tunnel  Aliner's  Assistant.,. 

Diver    

DiTer's  Helpers    .*. , 

Chief  Clerli 

Clerics   

Clerks    

Clerk    

Clerks   

Clerks   

Clerks    

Auditor  ancl  Bookkeeper... 
Draughtsman 


7^0. 
1 
1 

2 
1 
2 
2 
1 
9 
2 


Wages  Per 
Day.     Month. 
2  50 


1 

1 

Draughtsmen 2 

4 

....? 7 

1 

■ 4 


Draughtsmen 

Draughtsmen    

Draughtsman    

General  Inspectors 
Sub-inspeetors    . . . . 

Inspectors    

Inspector    

Inspector 


Inspectors    i . . .  16  4  00 

Janitors 8  .... 

Laundress  and  Janltress 1       

Watchman    ,. . . .  1  2  00 

Watchman 1  . .  •  • 

Signal  Man   1  S  00 

Keepers    .■ . .  6       

Assistant  Keepers    6  .... 

Messenger 1  •  ■  •  • 

Chauffeur   >■  ■■  1      


No. 

1 

1 

8 
24 

8 

5 

2 

1 

S 

1 

1 

2 

1 

1 

1 
56 
24 

4 
5 
3 
23 
5 
3 


Chicago  Department  of  Electricity — Wages. 
(All  eight  hours.) 
Glass.  Year.  Month. 


Chief    Engineer    

Relieving  Engineer   

Operating   Engineers    

Firemen,  Oilers,  Daymen 

Water  Tenders  

Dynamo  Tenders   

Station  Repairers    

Armature  Winder   

Coal  Passers  

Laborer    

Laborer   

Laborers   

Brickmason    

Chief  Trimmer  

Chief  Trimmer's  Assistant  . . . 

Arc  Lamp  Trimmers 

Arc    Lamp   Trimmers    (6    mo. 

probation)    

Arc  Lamp  Repairers 

Circuit  Repairers   

Repairers    

Linemen    

Linemen    

Linemen    

Groundmen    


$2,500  00 


200  00 

100  00 

166  66 

125  00 

99  00 

90  00 

83  33 

80  00 

75  00 

150  00 

125  00 

112  50 

100  00 

90  00 

83  33 

123  00 

95  00 

117  00 

100  00 

83  33 


65  00 
20  00 

'65'66 

'9606 
75  50 
50  00 
83  33 


Day. 


?120  00 

•  1  t  • 

120  00 

83  00 

78  00 

93  00 

.... 

80  00 

$4  66 

65  06 

70  00 

65  00 

2  66 

5  00 

125  60 

.  >  .  > 

83  33 

.... 

83  33 

.... 

68  00 

93  00 

110  00 

.... 

90  00 

.  >  •  . 

3  40 

110  00 

.  •  •  • 

90  00 

*  t  t  . 

2  00 

900 
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Chicago  Edison  Co. — Hours. 

Station  Labor — 

Engineers   ^ 

Master  Mechanic  

IQlectrlcian    

Switchboard  Operators  

Boiler  Koom  Foremen 

Dynamo  Tenders  and  Wipers 

Boiler  Room  Laborers 

Firemen   

Water  Tenders   

Engine   Oilers    

Pressure  Boys   

Janitors    

Underground  Men — 

Foremen    

Inspectors    

Jointers    

Jointer's  Helpers    

Wagon  Drivers   

Laborers    

Watchmen    

Emergency  Men   

Wiremen — 

Foremen    

Foremen,  Assistants   

Wiremen    

Wiremen,  Helpers   

Material  Boys 

Inspectors 

Electric  Signs — 

Sign   Men    

Sign   Men,    Helpers 

Sign    Repairers    

Foremen   

Shops — 

Carpenters   

Machinists    

Armature  Winders    

Switchboard  Men   

Arc  Lamp  Repairers 

Foremen    

Are  Lamps — 

Trimmers    

Patrolmen    

Repairmen    

Lamp  Delivery — 

Drivers    

Lamp  Testers  

Supply  Department — 

Automobile  Drivers  

Order  Fillers    

Customers'  Repairs — 

Repair  Men    

Meter  Department — 

Readers    

Testers    

Testers,  Helpers   

Repairers    

Inspectors    


Per 

Per      Per 

Day. 

Week.  Month. 

S 

232 

8 

232 

8 

232 

8 

232 

8 

232 

8 

232 

10 

290 

8 

232 

8 

232 

9 

261 

8 

232 

10 

290 

9 

54 

9 

54 

9 

54 

9 

54 

9 

54 

9 

54 

144 

87 

9 

54 

8 

45 

8 

45 

8 

45 

8 

45 

8 

45 

8 

• 

194 

10 

60 

10 

60 

8 

48 

10 

60 

9 

50 

9 

50 

9 

50 

9 

50 

9 

50 

9 

50 

8 

216 

8 

56 

9 

« 

... 

8 

194 

8 

•• 

194 

84 

207 

84 

•• 

207 

9 

237 

84 

207 

84 

207 

84 

, , 

207 

84 
84 

•• 

207 
207 
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Sub-station  Labor — 

Operators    

Operators,  Apprentices   

Battery   Men    

Collectors    

Commonwealtli  Electric  Co.- 

Station  Labor — 

Engineers    

Master  Mechanic   

Chief  Electrician  

Switchboard  Operators  

General  Foremen   

Dynamo  Tenders   

Boiler  Room  Laborers 

Boiler   Room   Foremen 

Firemen    

Water  Tender    

Oilers    

Engine  Wipers    

Oil  Attendant  

Mechanics    

Janitors    

Watchmen  and  Storekeepers 

Miscellaneous    

Overhead  Men — 

Linemen    

Ground  Men  

Combination 

Stable  Men  

Sub-foremen    

Wiring  Department — 

Wiremen    

Wiremen,  Helpers   

Foremen    

Inspectors    

Are  Lamp  Department — 

Trimmers    and   Patrolmen 

Repair  Men    

Sign  Repairers    

Lamp  Changers   

Supply  Department — 

Automobile  Drivers  

Order  Fillers   

Incandescent  Lamps — 

Lamp  Room   Boys 

Customers'  Repairs — 

Trouble  Men    

Meter  Department — 

Readers    

Testers    

Inspectors    

Repair  Men   

Sub-station — 

Operators    

Operators,  Apprentices   

Battery  Men   

Pressure  Boys   

Collectors    


Per 

Per 

Per 

Day. 

Weelt. 

Month. 

10 

,  , 

294 

10 

,  , 

260 

10 

240 

8 

" 

194 

lurs. 
Per 

Per 

Per 

Day. 

Week. 

Month. 

8 

232 

8 

, , 

232 

8 

. . 

232 

8 

232 

8 

232 

8 

232 

10 

290 

8 

232 

8 

232 

8 

232 

8 

232 

8 

232 

8 

232 

9 

261 

10 

290 

10 

290 

10 

290 

8 

48 

' 

8 

48 

•   •   • 

8 

48 

10 

60 

8 

48 

... 

8 

45 

8 

45 

<  .  • 

8 

45 

8 

194 

8 

216 

9 

54 

»  *  t 

8 

48 

■  •  ■ 

9 

54 

... 

8* 

207 

8J 

•• 

207 

8 

194 

9 

..  '  • 

237 

8i 

.. 

207 

8* 

207 

8i 

207 

8i 

•• 

207 

10 

294 

10 

260 

10 

240 

10 

,  , 

240 

8 

.  . 

194 
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Detroit  Public  Lighting  Conunission. — ^Wages  and  Salaries. 
(All  eight  hours.) 


Executive 


Secretary    

General  STiperintendent  .  . 
Assistant  Superintendent 
Bookkeeper  and  Clerk . . . . 

Storekeeper    

Superintendent's  Clerk  . . . 

Draughtsman   

Janitor  


Inspection  Department — 

1  Inspector    

2  Inspectors,  each   . . 
1  Permit  Clerk  


K 

5*  a 

^  56 

s 

B  §■     . 

e    e      . 

N 

^(^H 

^^£ 

^^ 

^co^ 

sO 

'al.^ 

©I  ^ 

e 

^iftH 

^  aft^ 

•« 

« 

M 

$1,650  00 

2,000  00 

1,650  00 

1,050  00 

?20  00 

720  00 

900  00 

$i'75 

$1,050  00 

1,000  00 

.   >   .   . 

.   .  >   ■ 

900  00 

t   •   .  • 

•  •  .   • 

Station — 

1  Chief  Kngineer  

2  First  Engineers,,  each 

3  Second  Engineers,  each 

8  Firemen,  each  

2  Coal  Passers,  each 

7  Oilers,  each  

1  Handy  Man  

1  Chief  Electrician   

2  Operating  Electricians,  each. 

3  Switchtenders,  each   

9  Laborers,  each    

39 

Lighting — 

1  Head    Trimmer    

14  Trimmers,  each  .. 

3  Patrolmen,      with 

buggy,  each  . . . 

1  Patrolman,      with 

buggy    

1  Belle  Isle  Man 

2  Sub  Station  Men,  each 


horse      and 


horse      and 


$1,320  00 


2  50 

266 

1  90 

780  66 

■   (  <   ( 

1,080  00 

.   .   .   > 

2  75 

1  75 

$900  00 


900  00 


$2  25 
3  75 

2  66 


00 


1  75 


$3  75 


Maintenance  and  Construction — 

1  Steamfitter   , 

1  S'teamfitter's  Helper  , 

1  Lathcman   , 

2  Helpers,  each  

1  Blacksmith    

1  Blacksmith's  Helper  

1  Foreman  of  Lamp  Department. 

3  Helpers  in  Lamp  Room,  each . . 

2  Helpers  in  Lamp  Room,  each.. 


$3  25 


75 
00 
25 
75 
00 
00 
00 
75 
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Maintenance  and  Construction- 

1  Helper   in  Lamp   Room. 

*1  Helper  in  Lamp  Room . . 

1  Painter   

1  Helper   

1  Carpenter    

1  Line  Foreman   

2  Linemen,  eacli  

7  Linemen,  each   

1  Lineman   

1  Line  Helper 

3  Line  Helpers,  each 

1  Gronndman    

1  Conduit  Man   

1  Conduit  Helper 


1 

B 

ate  Per  Day 
and   6   Days 
Per  Week. 

P^ 

C^ 

M 

$1  50 
1  75 

2  50 

1  75 

2  50 

3  25 
3  00 
2  75 
2  50 
2  00 
1  75 

1  75 

2  25 
1  75 

36 

Total  employes,  109. 
♦Temporary. 


New  Haven  Water  Company. 


Maximum     Usual       Hours 


Occupation. 

Engineers  

Firemen    

Inspectors    

Meter  Readers   

Laborers  

Others  


Occupation.  Average 

Numier. 

Engineers  17 

Firemen    11 

Coal  Passers  7 

Inspectors    7 

Meter  Readers 2 

Street  Department 11 

Clerks   11 

Laborers  167 

*  Summer,     f  Winter. 


Average 
Numier. 

Wages 
Per  Day. 

Wages 
Per  Day. 

Per 
Week. 

5 

$3  50 

2  00 

3  00 
3  00 

1  50 

2  00 

mpany. 

$3  50 

2  00 

3  00 
3  00 

1  50 

2  00 

56—60 

5 

56—60 

4 

48 

2 

60 

70 

60 

..       16 

J  Water  Co 

Maximum 

Wages 
Per  Week. 

Minimum 

Wages 
Per  Week. 

Average 

Wages 

Per  Week. 

Hours 

Per 

Week. 

$20  83 
14  03 

14 '71 
14  71 
20  10 
18  26 

$18  75 

11  53 

11  53 

9  00 

13  84 

9  60 

5  50 

$17  94 

13  22 

ii'si 

14  27 
13  40 
10  51 

84 
84 
84 
60 
60 

Per  Hour. 
21J 

Per  Hour. 
15 

Per  Hour 
16J 

i60-t54 

90S 
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Cleveland  Water  Works^AU  8  Hours  Per  Day. 


Occupation. 

Engineer    

Engineer    

Engineers    

Engineers  

Oilers   

Firemen 

Coal  Passers 

Inspector  

Inspector  

Inspector   

Inspectors   

Meter  Readers 


"Number. 

1 

1 

6 

9 

7 
10 
10 

1 
1 
1 

.       13 

.       2T 


Day.     Hour. 


Laborers   357 


Calkers   

Installers 

Foremen   

Assistant  Foremen 

Tappers    

Assistant  Tappers 

Mason 

Mason's  Helper  

Water  Boys   

Teamsters  witli  Teams. 
Teamsters  with  Teams. 
Teamsters  with  Teams. 

Keepers   

Keepers'  Assistants  .... 

Watchmen    

Watchman   

Janitors  

Machinists   

Machinist   

Machinist  Helpers 

Blacksmith    

Blacksmith's  Helper  . . , 

Pipe  Fitter  

Pipe  Fitter's  Helper 

Carpenters   

Carpenters  

Plumber 

Water  Tenders 

Meter  Tester   

Store  Keeper  

Store  Keeper  

Messenger   

Electrician   

Night  Turnoff  Man 

Captain  of  Tug 


81 
66 
34 
6 
3 
4 
1 
1 
4 
6 
2 
24 
6 
5 
15 
1 
4 
4 
1 
8 
1 
1 
1 
1 
4 
2 
1 
3 
1 
1 
1 
1 
1 
1 
1 


$2 


25 


00 


2  00 
2  00 


2  80 
2  60 
2  00 
2  50 

2"56 

1  75 

2  50 
2  25 


22 
42 
35 
30 

27i 

22 

25 

27J 

37 

33 


60 

30 

10 

43| 

50 

37i 


22 

45 
50 
31 

43} 
33J 


Wages. 
$2,200  per  year 
1,500  per  year 
780  per  year 

660  per  year 


780  per  year 


720  per  year 


660  per  year 
660  per  year 


960  per  year 

720  per  year 

45  per  m'nth 

900  per  year 


GENERAL  HISTORY  AND  LEGISLATION 

Massachusetts    Electricity   Works 

(Schedule    I) 


By   ALTON   D.  ADAMS   and  CHARLES   F.  PRICHARD 


Municipalities — Chicopee,  Danvers,  Holyoke,  Marblehead, 
North  Attleboro,  Peabody,  Taunton,  Westfield. 

Companies — Abington  and  Eockland,  the  Electric  Light  and 
Power  Company;  Attleboro  Steam  and  Electric  Company;  Beverly 
Gas  and  Electric  Company;  Fitchburg  Gas  and  Electric  Light 
Company;  Gardner  Electric  Light  Company;  ISTorthampton  Elec- 
tric Lighting  Company;  Salem  Electric  Lightiag  Company;  Ux- 
bridge  and  N'orthbridge  Electric  Company. 

One  schedule  was  prepared  for  each  plant  by  Alton  D.  Adams, 
and  also  one  prepared  for  each  plant  by  C.  E.  Prichard,  except  that 
Mr.  Prichard  prepared  no  schedule  for  Uxbridge  and  Northbridge. 

Where  the  answers  of  the  two  iavestigators  are  identical,  they 
are  given  without  designations;  where  the  answers  differ,  they  are 
both  given,  and  signed  by  the  respective  initials  of  the  authors. — 
J.  H.  Gray. 

A— HISTORICAL  AND  GENERAL. 

A  1.     Date  when  this  establishment  be^an  to  sell  electricity  for 
light. 

Municipalities. 

Chicopee.  A.  On  May  38,  1896,  the  city  of  Chicopee  began 
to  operate  an  electric  plant  for  public  lightiug,  and  on  July  7, 1896, 
the  plant  started  a  load  of  incandescent  lamps  in  commercial  ser- 
vice (1896  Report,  50).  Under  a  decree  of  the  Court  Chicopee 
received  a  transfer  of  a  part  of  the  private  electric  plant  on  Jan- 
uflry  1,  1896,  but  the  private  corporation  continued  by  agreement 
to  operate  the  existing  electric  plant  until  the  city  started  the  new 
plant  on  May  28,  1896  (1896  Eeport,  50).  The  old  electric  station 
and  foundations  were  not  sold  to  the  city,  because  they  were  neither 
owned  nor  held  on  written  lease  by  the  private  company  (1895  Ee- 
port 53). 

P.     May  38,  1896. 

Danvers.  A-  Danvers  began  to  operate  an  electric  plant  for, 
street  lighting  on  January  3,  1889,  and  to  supply  light  to  private 
consumers  about  December,  1896  (1893  Eeport  21,  1896  Eeport 
51).    The  word  "report"  is  used  in  all  these  schedules  to  indicate 
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the  annual  reports  of  the  Gas  and  Electrie  Light  Commissioners. 
The  figures  before  the  word  "  report ''"  indicate  the  year,  ending 
June  30,  for  which  the  report  is  made,  and  the  figures  following 
the  word  "  report "  indicate  the  page  therein.  There  was  no  direct 
legislative  authority  for  the  erection  of  the  electric  plant  by  Danvers 
in  1889,  but  chapter  378  of  the  Acts  of  1891  granted  such  authority 
to  the  town  by  a  special  act,  and  also  empowered  the  town  to  supply 
light  and  power  to  its  inhabitants.  Meantime,  in  1889,  the  Gas  and 
Electric  Light  Commissioners  gave  the  gas  Company  in  Danvers  au- 
thority to  engage  in  electric  lighting,  but  the  gas  company  has  not 
put  in  an  electric  plant.  In  the  year  just  named  the  vote  of  Danvers 
in  town  meeting  was  194  to  7  in  favor  of  an  act  that  would  give 
the  town  authority  to  sell  electric  light  (18*89  Eeport  89). 

P.     Street,  1889;  commercial,  1896. 

Holyohe.  A.  In  1888  the  gas  commissioners  authorized  the 
Holyoke  Water  Power  Company  to  acquire  the  plant  of  the  Holyoke 
Electric  Light  and  Power  Company,  and  the  Holyoke  Water  Power 
Company  was  already  operating  the  gas  plant  in  Holyoke  (1888 
Eeport  76).  On  December  15,  1902,  the  ci-ty  of  Holyoke  accepted 
the  transfer  of  the  gas  and  electric  plants  of  the  Holyoke  Water 
Power  Company  under  a  decree  of  the  court  that  enforced  the  right 
of  that  company  to  sell  its  plant  (1902  Eeport  5).  Under  the  de- 
cree of  the  court  the  city  of  Holyoke  accepted  the  electric  plant  of 
the  Holyoke  Water  Power  Company  at  a  valuation  of  $329,870, 
together  with  the  obligation  to  pay  a  perpetual  water  rent  of  $18,000 
yearly  (1902  Eeport  80;  Eecord  of  Holyoke  Water  Power  Co.  v. 
Holyoke,  Vol.  XX.,  page  173). 

P.     1902. 

Marblehead.  A.  Marblehead  began  to  operate  its  municipal 
electric  plant  for  both  street  and  commercial  lighting  about  Janu- 
ary, 1895  (1894  Eeport  60). 

P.     February  15,  1895. 

North  Attlehoro.  A.  Street  lighting*  began  February  22, 
and  private  lighting  March  1,  1894,  and  on* the  following  June  30 
there  were  49  private  consumers  (1894  Eepqrt  63).  Early  in  1894 
the  plant  of  the  ITorth  Attleboro  Steam  and  Electric  Company  was 
damaged  by  fire  and  ceased  to  operate.  The*bondholders  foreclosed 
their  mortgage,  reconstructed  the  plant,  add  began  to  operate  it 
(1894  Eeport  46).  On  October  15,  1894,  this  plant  came  under 
the  control  of  a  trustee  in  the  interest  of  the  Attleboro  Steam  and 
Electric  Company,  a  corporation  subsequently  formed  for  the  pur- 
pose of  operating  it  (1894  Eeport  46,  1895  Eeport  4,  1896  Eeport 
30).  Stock  to  the  amount  of  $65,000  appears  to  have  been  issued 
by  this  last  named  company  for  the  reconstructed  plant,  subject 
to  a  $10,000  mortgage  (1894  Eeport  46).  After  North  Attleboro 
passed  the  necessary  votes  to  construct  a  n;unicipal  electric  plant 
in  March,  1893,  the  ISTorth  Attleboro  Steam  and  Electric  Company 
filed  a  schedule  of  its  property  with  the  town  clerk,  but  the  private 
=corporation  never  enforced  its  right  to  sell  its  plant  to  the  town, 
and  the  town  built  a  new  plant  (1893  Eeport  49). 

P.     March,  1894. 
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Peabody.  A.  Ou  Septejnber  .27,  1893,  the  town  plant  was 
started  for  street  lighting,  and  on  Kovember  10,  1893,  the  business 
of  commercial  lighting  was  begun  (1892  Eeport  25,  1893  Eeport 
51). 

P.     1892  for  street  lighting;  1894  for  commercial  lighting. 

Taunton.  A.  On  July  1,  1897,  the  Taunton  Electric  Light 
Company  sold  its  plant  to  the  city  of  Taunton.  Prior  to  this  time 
the  city  had  taken  the  necessary  votes  to  establish  an  electric  plant, 
and  the  electric  company  had  commenced  proceedings  to  force  the 
purchase  of  its  plant  by  the  city.  By  decree  of  the  court  Taunton 
paid  $125,000  for  the  electric  plant  of  the  company  (1897  Ee- 
port 52). 

P.     July  1,  1897. 

Westfield.  A.  By  contract  dated  September  16,  1887,  the 
Westfield  Gas  Light  Company  agreed  to  pay  $30,500  for  the  real 
and  personal  property  and  franchises  of  the  Westfield  Electric 
Light  Company,  contingent  upon  the  consent  of  the  gas  commis- 
sioners to  electric  lighting  by  the  gas  company,  and  this  consent 
was  granted  September  33,  1887  (1887  Eeport  68,  also  report  of 
hearing  before  the  gas  and  electric  light  commissioners) .  On  June 
1, 1899,  the  Westfield  Gas  Light  Company  and  the  town  of  Westfield 
reached  an  agreement  in  the  litigation  instituted  by  the  gas  com- 
pany to  compel  the  town  to  purchase  the  gas  and  electric  plants  of 
the  company,  and  the  town  took  these  plants  and  paid  about  $150,- 
000  for  them.  The  gas  company  then  went  out  of  business  (1899 
Eeport  4).  When  the  gas  company  bought  the  electric  plant  and 
franchise  in  1887  the  plant  included  two  arc  dynamos  of  30  lamp 
capacity  each,  and  one  50  lamp  arc  dynamo.  The  capital  stock 
of  the  electric  company  was  $35,000. 

P.     June  1,  1899. 

Companies. 

P.  Data  relating  to  companies  is  obtained  from  public  records 
and  from  inspection  of  the  properties. 

Alington  and  Rockland.  A.  Probably  in  1891.  P.  De- 
cember 34,  1891. 

Attlehoro.  A.  In  January,  1895,  the  Attleboro  Steam  and 
Electric  Company  took  possession  of  the  electric  plant  formerly 
belonging  to  the  North  Attleboro  Steam  and  Electric  Company 
and  which  had  been  held  by  a  trustee  for  the  former  company 
since  October  15,  1894.  Early  in  1894  the  plant  of  the  IsTorth 
Attleboro  Steam  and  Electric  Company  was  damaged  by  fire  and 
soon  after  passed  by  foreclosure  of  mortgage  into  the  hands  of 
the  bondholders.  On  October  36,  1894,  the  Attleboro  Steam  and 
Electric  Company  was  incorporated  to  purchase  the  electric  plant. 
The  Attleboro  Steam  and  Electric  Company  paid  $64,700  for  the 
plant,  subject  to  a  mortgage  of  $10,000.  An  appraisal  on  behalf 
of  the  State  Gas  and  Electric  Light  Commissioners  indicated  that 
the  value  of  the  plant  was  greater  than  $75,000  (1896  Eeport  30, 
also  record  of  hearing  before  the  gas  and  electric  light  commis- 
sioners on  issue  of  bonds) . 
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P.  1893.  Reorganization,  1894,  of  the  North  Attleboro  Steam 
and  Electric  Company  as  a  result  of  a  disastrous  fire.  The  assets 
of  the  former  company  were  bought  and  property  operated  by  a 
trustee  until  the  new  company  was  organized  and  authorized  to 
purchase  property  by  the  gas  and  electric  light  commission  as  re- 
quired by  law.  As  per  tenth  annual  report  of  the  Board  of  Gas 
and  Electric  Light  Commissioners,  $65,000  of  stock  was  paid  for 
all  assets  of  the  above,  subject  to  a  mortgage  of  $10,000. 

Beverly.  A.  (As  Mr.  Charles  E.  Prichard  is  one  of  the 
directors  of  the  Beverly  Company,  only  those  answers  that  could  be 
obtained  from  the  public  records  and  from  inspection  of  the  prop- 
erty are  given  for  the  Beverly  plant  in  any  of  the  schedules.) 

A.  During  the  year  1887.  On  June  15,  1888,  the  Massa- 
chusetts Gas  and  Electric  Light  Commissioners  granted  the  petition 
of  the  Beverly  Gas  Light  Company  for  the  right  to  engage  in  elec- 
tric lighting. '  The  gas  company  had  previously  agreed  to  purchase 
the  existing  electric  plant.  The  gas  company  bought  the  existing 
jelectric  plant,  and  the  Beverly  Electric  Light  Company  went  out 
of  the  business.  On  Jime  30,  1888,  the  capital  of  the  electric  com- 
pany was  $8,000,  and  its  unpaid  bills  amounted  to  $3,275.  On 
June  30,  1888,  the  stock  of  the  gas  company  was  $51,800,  and  the 
debts  $1,360.81;  but  on  the  corresponding  Jdate  of  1889  the  stock 
was  $61,800,  and  the  debts  were  $6,365.13  (1887  Eeport  59,  1888 
Eeport  73  and  76,  1888  Eeport  93,  1888  Eeport  151,  1899  Ee- 
port 121). 

P.     1887. 

Fitchlurg.  A.  Organized  1883.  The  Eitchburg  Gas  Com- 
pany was  authorized  to  purchase  the  electric  plant  of  the  Wachusett 
Electric  Light  Company  and  to  engage  in  electric  lighting  by  the 
board  of  gas  commissioners  on  November  26,  1889,  after  a  contract 
between  these  corporations  for  the  transfer  of  the  electric  plant. 
The  electric  light  company  had  a  capital  stock  of  $100,000,  and 
went  out  of  business  after  this  plant  was  sold  to  the  gas  company. 
During  the  year  of  the  transfer  the  capital  of  the  gas  company 
was  increased  $40,000  and  it  contracted  a  debt  of  $68,000 — ^prob- 
ably in  part  for  new  electric  and  power  equipment  (1887  Eeport 
61,  1889  Eeport  87,  1889  Eeport  138,  1890  Eeport  145). 

P.  1889.  A  corporation  originally  operated  by  Wachusett 
Electric  Light  Company  commencing  in  1^83,  which  was  bought 
out  by  the  present  company  by  purchasing  the  stock  of  the  "Wachu- 
sett company. 

Gardner.  A.  During  the  year  ending  June  30,  1889.  The 
Gardner  Electric  Light  Company,  a  corporation,  succeeded  the 
Gardner  Electric  Company  during  the  year  ending  June  30,  1893 
(1891  Eeport  153,  1892  Eeport  169). 

P.  October  1, 1891.  A  corporation  (November  3, 1891)  origi- 
nally the  Gardner  Electric  Company  from  1888  to  1891.  The 
Gardner  Electric  Light  Company  succeeded  the  above  company  in 
1891,  and  was  capitalized  at  $30,000,  the  stockholders  paying  into 
the  treasury  $150  per  share  for  their  stock. 
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Northampton.  A.  During  the  first  half  of  1886.  A  corpora- 
tion at  the  beginning.  The  grant  to  use  the  streets  appears  to  have 
been  made  to  the  Thomson-Houston  Electric  Company,  a  manu-- 
faeturer  of  electric  machinery,  and  after  the  plant  was  erected  the 
present  operating  company  was  formed  to  take.it  over  late  in  1886. 
Parties  representing  the  Schuyler  company,,  also  a  manufacturer, 
erected  a  plant  early  in  1886,  but  it  is  undefstood  that  the  >Schuyler 
company  was  induced  to  withdraw  after  a  fejv  months,  and  its  plant 
was  removed. 

P.  January,  1887.  A  private  corporation  from  the  begin- 
ning.   No  change. 

Salem.  A.  Before  June  1, 1883.  A  private  corporation  from 
the  beginning.    No  change  in  ownership. 

P.  1882.  Private  corporation  from  the  beginning,  with  no 
change  in  ownership. 

Uxbridge  and  Northiridge.     A.     Year  of  June  30,  1890.    A 
private  corporation  from  the  beginning,  with  no  change  in  owner- 
ship (1890  Eeport  204). 
A3.     If  it  is  a  municipal  plant,  was  current  being  supplied  by 

private  company  when  city  began  operation  ? 
A  3.     The  character  of  original  organization,  whether  individual, 

firm,  corporation,  municipal  or  'other  form. 
A  4.     Character  of  present  organization,  whether  individual,  firm, 

corporation,  municipal  or  other  form. 
A  5.     Date  and  character  of  all  changes  in  ownership  since  origin. 
A  6.     State  method  of  making  each  change. 
A  7.     State  terms  of  each  arrangement. 

Municipalities. 

Chicopee.  A.  The  city  purchased  plant  which  had  been  op'- 
erated  by  a  corporation.  Since  1887.  Municipal  operation  began 
May  28,  1896,  for  public  lighting  and  on  July  7,  1896,  for  com- 
mercial service.  The  plant  has  undergone  but  one  change,  from 
private  to  public  ownership.  This  was  by  votes  of  the  city  council 
November  23, 1891,  and  December  12, 1892.  The  city  paid  $27,000 
under  a  decree  of  the  court  for  the  part  of  the  old  electric  plant 
purchased  (1891  Report  23,  1892  Report  20,  1896  Eeport  50). 

P.  One  change,  from  private  to  public  ownership,  by  which 
the  city  paid  $27,000  for  the  property  of  the  company  under  votes 
of  the  city  council  of  November  23,  1891,  and  December  12, 
1892. 

Danvers.  A.  The  plant  has  been  a  public  one  from  the  be- 
ginning, as  explained  under  A  1. 

P.     No  change  in  ownership  from  the  beginning. 

Eolyoke.  A.  But  one  change  in  ownership  from  the  begin- 
ning as  explained  in  A  1. 

P.  But  one  change  in  ownership,  from  private  to  present 
municipal  ownership.  The  city  purchased  the  property  of  the  com- 
pany under  the  acts  of  1891,  and  amendments  thereto,  for  the  net 
sum  of  $802,766.93. 

Vol.  II.— 59. 
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Marblehead.     A.     No  change  in  ownership.     (See  A  1.) 

P.  Plant  originally  established  by  municipality;  no  change 
in  ownership. 

North  Attleboro.  A.  Answered  under  A  1.  P.  Municipal 
plant  from  the  beginning. 

Peabody.     A.     Municipal  from  the  beginning. 

P.  Present  plant  established  by  municipality;  part  of  the 
town  previously  served  by  private  company — the  Salem  Electric 
Jjighting  Company. 

Taunton.  A.  A  municipal  plant  at  present,  purchased  from 
private  companies.     (See  A  1.) 

P.  A  municipal  plant  purchased  by  the  city  for  $125,000 
cash  under  the  municipal  ownership  act  of  1891,  after  enabling 
votes  had  been  passed. 

Westfield.  A.  The  municipality  purchased  the  private  plant. 
(See  A  1.) 

P.  The  municipality  purchased  in  1899  the  gas  and  electric 
property  of  the  private  corporation  under  the  Municipal  Ownership 
Act  of  1891  and  amendments  thereto. 

Companies. 
There  has  been  no  change  in  the  form  of  ownership  of  any  one 
of  the  eight  companies  investigated,  except  that  the  Beverly  plant 
was  first  established  by  an  association  instead  of  a  corporation. 
(See  A  1). 
A  8.     State  fully  reasons  for  each  change  in  ownership. 

Municipalities. 

Chicopee.  A.  The  electric  company  probably  wished  to  avoid 
competition  with  a  municipal  plant,  and  hoped  to  get  a  large  price 
for  its  property. 

P.  Street  lighting  only  was  operated  by  the  Chicopee  Gas 
Company,  and  there  was  a  public  demand  for  commercial  electric 
lighting  which  the  gas  company  did  not  provide,  and  therefore 
animicipal  ovraiership  was  instituted.  The  gas  company  was  not 
"willing  to  develop  commercial  or  residential  lighting,  as  it  would 
compete  with  its  gas  business. 

Danvers.     

Holyohe.  A.  The  probable  motive  hi  the  Holyoke  Water 
Power  Company  in  forcing  the  city  to  purchase  its  gas  and  electric 
plants  was  to  avoid  municipal  competition  -and  to  obtain  a  large 
price  for  the  properties.  In  its  votes  the  city  expressed  the  intent 
to  establish  an  electric  plant,  but  suit  of  the  water  power  company 
forced  the  city  to  purchase  also  the  gas  plant. 

P.  The  business  was  being  carried  on  by  the  Holyoke  Water 
Power  Company,  whose  other  interests,  namely,  the  water  power 
privileges  of  the  canals  of  Holyoke,  were  so  great  they  did  not  pay  a 
great  deal  of  attention  to  the  gas  and  electric  business  and  the 
"natural  demand  for  extension  and  on  this  account  and  also  to  secure 
the  supposed  benefits  of  municipal  ownership,  the  plants  were 
taken  over. 
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MarbUhead.    ■ 

North  Attleboro.  A.  The  private  corporation  was  apparently 
bankrupt  at  the  time  the  mortgage  against  the  plant  was  foreclosed. 
No  change  as  to  the  municipal  plant.    P.    

Peabody.    

Taunton.  A.  Before  the  city  bought- the  plant  the  electric 
company  charged  5  cents  per  arc  lamp  hoUt^  or  15  1/10  cents  per 
K.  W.  H.  for  street  lighting,  and  the  desire'  for  a  lower  rate  moved 
the  city  to  obtain  a  municipal  plant  (189G  Eeport  158).  A  desire 
to  avoid  competition  with  the  municipal  electric  plant,  and  the 
opportunity  to  obtain  a  high  price  for  a  much  worn  and  depreciated 
electric  plant,  appear  to  have  been  among  the  important  causes  that 
induced  the  company  to  sell  its  plant. 

P.  The  reason  for  the  change  was  a  desire  for  municipal 
,  ownership,  as  public  sentiment  was  in  favor  of  it,  and  a  belief  that 
lower  rates  would  result. 

West-field.  A.  A  desire  to  do  away  with  competition  appears 
to  have  been  the  main  motive  for  the  combination  of  1887.  Both 
fear  of  municipal  competition,  and  a  desire  to  obtain  a  large  price 
for  its  property  probably  moved  the  gas  company  to  force  the  pur- 
chase of  its  plants  by  the  town  in  1899. 

P.  The  city  desired  to  engage  in  the  business,  and  therefore 
passed  the  enabling  votes. 

X 

Companies. 
Abington  and  BocMand. 


Attleboro.  A.  As  the  old  corporation  was  insolvent,  it  was 
obviously  convenient  to  form  a  new  corporation  to  own  and  operate 
the  plant. 

P.  Disastrous  fire  destroyed  the  entire  property  of  the  com- 
pany and  practically  bankrupted  the  old  concern,  the  bondholders 
taking  possession  of  the  property  of  the  company. 

Beverly.  A.  The  electric  company  was  hardly  paying  ex- 
penses, and  the  desire  of  both  the  gas  and  electric  interests  seems  to 
have  been  to  avoid  further  competition. 

P.    . 

Fitchburg.  A.  The  desire  of  the  gas  company  to  avoid  the 
electric  competition,  and  the  fact  that  the  electric  company  was 
not  doing  a  paying  business. 

P.     To  consolidate  the  electric  with  the  gas  business. 

Gardner.     A.     P.     The  reason  for  reorganizing 

was  because  the  original  company  had  a  large  indebtedness  in  ex- 
cess of  the  then  value  of  the  plant. 

Northampton.  A.  It  was  the  policy  of  the  Thomson-Houston 
Company  to  form  local  companies  to  operate  electric  plants  that 
it  had  installed  in  the  early  days  of  electric  lighting.  The  Schuyler 
plant  was  evidently  suppressed  to  avoid  competition. 

P.     

Salem.    


Uxbridge  and  Northbridge. 
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A  9.     Has  there  ever  been  municipal  ownership  and  private  opera- 
tion of  plant? 
All  changes  in  the  form  of  ownership  and  operation  have 

been  fully  explained  under  Question  A  1  to  A  8. 

A  10.     Is  the  general  sentiment  favorable:  or  unfavorable  to  the 
present  system  of  ownership  and  operation? 

Municipalities. 

Chicopee.  A.  Generally  favorable.  An  investigation  is  under 
■way  with  view  to  better  financial  results  from  the  plant. 

P.     Favorable. 

Danvers.  Favorable.  No  proposition  to  sell  the  plant  has 
ever  been  considered. 

P.  Citizens  appear  favorable,  although  an  investigating  com- 
mittee of  five  is  now  working  on  the  matter. 

Holyohe,  Marllehead,  Taunton,  Westfield.    Favorable. 

North  Attleboro.  A.  Favorable,  and  large  extensions  to  be 
made. 

P.    Favorable  as  municipal  ownership  is  now  adopted. 

Peabody.  A.  Favorable.  Some  desire  for  an  investigation  of, 
the  plant,  but  there  seems  to  be  little  or  no  probability  that  its  use 
will  be  discontinued. 

P.  Generally  favorable,  but  an  investigating  committee  is 
looking  into  the  matter. 

Companies. 

Mr.  Adams  answers  with  a  dash  in  each  case. 

Mr.  Prichard  answers  "  Favorable "  for  all  except  Attleboro 
and  Korthampton,  for  which  he  answers  "  Very  favorable." 
A  11.     What  is  the  attitude  of  the  press  ? 

Mr.  Adams  answers  "  Favorable "  for"  Danvers  and  Marble- 
head  ;  "  No  local  press  "  for  Peabody,  and  with  a  dash  in  all  other 
cases. 

Mr.  Prichard  answers  "  Favorable "  in  each  case  except  that 
for  Peabody  he  answers  "  Friendly." 
A  12.     State  current  objections  to  present  system. 

Municipalities. 

Chicopee.  A.  Some  lack  of  modern  fequipment  and  of  the 
more  efficient  types  of  equipment  for  the  work  of  the  plant. 

P.  Criticism  of  the  amount  of  net  earnings  from  operation. 
A  committee  of  seven  aldermen  and  the  ma^ior  is  appointed  by  the 
Board  of  Aldermen  to  investigate  the  operation  of  the  plant.  They 
will  report  shortly. 

Danvers.  A.  The  main  objection  appears  to  be  that  the  town 
has  not  thus  far  erected  a  plant  of  the  most  modem  and  efficient 
type,  and  that  the  capacity  is  too  small. 

P.     Plant  inefficient. 

Holyohe.  A.  The  city  was  forced  to  take  the  plant  at  a 
greatly  inflated  valuation,  and  the  depreciation  charge  fixed  by 
statute  on  this  valuation  operates  against  reductions  in  rates. 

P.     No  apparent  objections. 
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Marblehead.  A.  Lack  of  the  most  modern  and  efficient  equip- 
ment and  of  ample  capacity. 

P.     No  day  service  or  electric  power  service. 

North  Attleboro.  A.  Lack  of  capacity  and  of  the  most  mod- 
ern and  efficient  equipment,  but  contracts  have  been-  closed  for  a 
large  increase  of  capacity  with  efficient  apparatus. 

P.  Object  to  raising  (money)  by  taxation  for  investing  in 
extensions  and  improvements. 

Peabody.  A.  Lack  of  capacity  and  of  the  most  modern  and 
efficient  equipment. 

P.  The  raising  of  new  money  each  year  for  extensions  to 
meet  the  demands  of  the  business. 

Taunton.  A.  The  electric  plant  is  in  a  prosperous  condition, 
but  the  differences  between  rates  to  small  atid  those  to  large  con- 
sumers are  too  great.    P.     None. 

Westfield.  A.  Lack  of  ample  capacity  and  of  the  most' mod- 
em and  efficient  equipment.    P.     None. 

Companies. 

Ahington  and  Rochland.  A.  Doubtful  whether  rates  are  en- 
tirely fair  as  between  the  users  of  light  and  power. 

P.     Nothing  tangible. 

Attleboro.  A.  Too  much  difference  between  the  rates  to 
large  and  those  to  small  consumers.    P.     None. 

Beverly.  A.  Some  rate  discrimination  in  favor  of  large  con- 
sumers and  particularly  in  the  matter  of  electric  power.    P.     None. 

Fitchburg.  A.  The  high  rates  to  small  consumers  and  the 
discrimination  in  rates  between  large  and  small  consumers.  P. 
None. 

Gardner.     A.     .    P.    NonC; 

Northampton.  A.  Difference  between  rates  to  large  and 
email  consumers  too  great.    P.    None. 

Salem.  A.  Discrimination  in  favor  of  large  consumers.  P. 
None. 

Uxbridge  and  Northbridge.  A.  Very  doubtful  if  the  differ- 
ences in  rates  to  different  consumers  and  to  other  companies  are 
fair. 

A  13.     Do  the  citizens  take  an  active  interest  in  the  management 
of  the  plant? 

Municipalities. 

Chicopee.     A.     Yes,  as  to  rates  and  financial  results.    P.     Yes. 

Danvers.  A.  Much  interest  is  taken  in  the  financial  results 
of  operation.    P.    Considerable. 

Holyoke.  A.  Yes,  in  rates  for  service  ^nd  in  financial  results. 
P.     Not  in  the  management,  but  they  do  in  the  welfare. 

Marblehead.  A.  Most  interest  attaches  to  the  cost  of  service 
ahd  to  the  financial  results  of  operation.    P.    Indifferent. 

North  Attleboro.  A.  Yes,  as  to  rates  and  financial  results. 
P.    Yes. 
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Peabody.     A.     Yes,  as  to  rates  for  service  and  finanqial  results. 
P.     No. 

Taunton.     A.     Yes,  as  to  rates  and  financial  results. 
P.     No,  but  they  do  in  the  welfare  of  tlie  plant. 
Westfield:     A.     Yes,  as  to  rates  for  service  and  financial  re- 
sults. 

P.     Generally  interested. 

Companies. 
Mr.  Adams  indicates  in  each  case  that  the  interest  is  merely 
"  as  to  rates  and  quality  of  service." 

Mr.  Prichard  answers  "  No  "  for  all  companies. 
A  14.     Have  there  ever  been  competing  electric  lighting  companies 
in  the  city? 
Both  investigators  answer  "  No  "  in  each  case  except : 

Municipalities. 

Holyolce.  A.  If  any  competition  of  electric  lighting  com- 
panies ever  existed,  it  was  before  1887,  but  the  Holyoke  Water 
Power  Company  now  has  a  plant  for  the  distribution  of  electric 
power  in  not  less  than  100  H.  P.  xmits. 

North  Attleboro.  A.  There  appears  to  have  been  some  com- 
petition between  the  private  and  municipal  plants  after  the  latter 
was  built,  but  later  the  private  plant  confiiied  its  service  to  Attle- 
boro. If  there  was  competition  it  probably  applied  to  only  a  small 
part  of  the  town. 

Peabody.  A.  In  a  limited  area  the  Salem  Electric  Lighting 
Company  competes  with  the  municipal  plant. 

P.  Only  in  a  small  way  which  still  continues,  but  not  as  an 
aggressive  competitor.  ^ 

Taunton.  A.  The  Taunton  Electric  Lighting  Company  was 
organized  in  1882,  but  it  does  not  appear  from  the  records  of  the- 
gas  commissioners  that  any  other  electric  lighting  company  has 
operated  there. 

Companies. 

Attleboro.  A.  On  February  22,  1894,  the  town  of  North 
Attleboro  began  to  operate  an  electric  plant  and  the  private  electric 
plant  withdrew  its  service  from  the  town.  ' 

Northampton.    A.     Only  as  indicated  above.     (A  1  to  A  6. 
Gray.) 
A  15.     Are  there  competing  companies  now? 

Both  investigators  answer  "  No "  in  the  case  of  aU  plants,, 
public  and  private  except  as  follows: 

Holyolce.  A.  The  municipal  electric  plant  competes  with 
the  Holyoke  Water  Power  Coippany  in  the  sale  of  electric  power. 

Peabody.    See  A  14. 
A  16.     If  the  private  companies  have  consolidated,  give  date  and 
methods  briefly. 


GENERAL     HISTORY     AND     LEGISLATION.  919 

Municipalities. 
CJdcopee.     A.  and  P. 


Danvers.     A,     There  have  been  no  private  electric  companies. 

P.     None. 

Holyohe.  A.  In  1888  after  the  permission  of  the  Gas  and 
Electric  Light  Commissioners  had  been  obtained,  the  Holyoke 
Water  Power  Company  purchased  the  plant  and  franchises  of  the 
Holyoke  Electric  Light  and  Power  Company. 

P.     No  consolidation.  ' 

Marblehead,  North  Attleboro,  Peabody,  Taunton.  A.  and  P. 
No  consolidation. 

Westfield.     See  A  1. 

Companies. 

Abington  and  RocMand,  Attleboro.     A.     

P.     None. 

Beverly.  A.  Only  gas  and  electric  ebmpanies,  as  explained 
in  A  1.    P.  None. 

Fitchburg.  A.  Only  gas  and  electric  companies,  as  ex- 
plained in  A  1. 

P.  Bought  out  electric  lighting  company  about  1888.  See 
A  1. 

Gardner.     A.    P.    No. 

Northampton.  A.  It  is  probable  that  the  early  Schuyler 
plant  was  removed  upon  the  payment  of  soine  consideration  by  the 
Thomson-Houston  interests.    P.     No. 

Salem.    No  consolidations. 

Uxbridge  and  Northbridge.    '■ — 

A  17.     If  the  present  company  is  a  subsidiary  or  a  leased  company, 

(a)  Give  name  and  address  of  controlling  company;  or 

(b)  Lessor,  and 

(c)  Date  such  control  began,  or 

(d)  Date  of  lease. 

Municipalities.  < 

This  question  does  not  apply  to  municipalities. 

Companies. 
Abington  and  Rockland.     A.     The  company  is  now  understood 

to  be  under  the  control  of  the  Stone  and  "Webster  Company  of 

Boston. 

Attleboro,  Beverly  and  Gardner.     A.  and  P.    • 

Fitchburg.     A.    No  such  control.    P.    

Northampton.     A.     Was  not  a  subsidiary  company  on  June 

30,  1906,  but  has  since  become  so. 

P.     Not  a  subsidiary  or  controlled  company. 

Salem.     A.    Not  a  subsidiary  companj*-.    P.    — 

Uxbridge  and  Northbridge.     A.    

A  18.     Population  of  city  at  last  national  census. 

A  19.     Estimated  population  January  1,  1906. 

A  20.     Source  of  such  estimate. 


920 


NATIONAL     CIVIC     FEDERATION. 


Municipalities. 

Mr.  Adams'  answers  to  questions  19  and  20  are  based  on  the 
State  Census  of  1905 ;  and  Mr.  Prichard's  on  "  Local  Authority." 

A  18  A  19  A  20 

Chicopee    (A.)   39.1(17  20,191                      

(P.)   21,000  21,000                      

Danvers (A.)     8,542  9,063                      

(P.)     9,063  9,500                      

Holyoke (A.)  45,712  49,934                      

(P.)   49,934  52,000                      

Marblehead  ..(A.)  7,.5S2  7,209         

(P.)  7,209  7,500         

N.  Attleboro..(A.)  7,253  7,878         

(P.)  7.800  9.000         

Peabody  (A.)  11,523  13,098         

(P.)   13,098  14,000                      

(State  Census) 

Taunton ( A. )   31,036  30,967                      

(f*.)   30,967  32,000                      

Westfield (A.)   12,310  13,611                    

(P.)   13,300  14,000                      


Companies. 


A  18 

A  19 

A  20 

Abington  and 

(A.) 

4,489   (Fed.  Cen.) 

5,081 

(State  Cen. '05) 

Rockland  . . . 

(A.) 

5,327  (Fed.  Cen.) 

6,287 

(State  Cen.  '05) 

9,816 

11,368 

Abington  and 

Rockland  . . . 

(P.) 

11,368 

11,500 

Local  Authority 

Attleboro   . . . 

.(A.) 

11,335 

12,702 

12,702 
(S.  C.1905)* 

(P.) 

12,702 

15,000 

Local  Authority 

Beverly    

.(A.) 

13,884 

15,223 
(S.  C.1905)* 

(1*.) 

15,223 

17,000 

Local  Authority 

Fitchburg   . . 

.(A.) 

31,531 

33,021 
(S.  C.1905)* 

(i-.) 

33,021 

35,000 

Local  Authority 

Gardner   

.(A.) 

10,813 

12,012 
(S.  C.1905)* 

(K) 

(A.) 

12,012 

12,012 

Local  Authority 

Northampton 

18,643 

19,957 

(S.  C.1905)* 

(Jf.) 

19,957 

20,000 

Local  Authority 

Salem   

.(A.) 

35,956 

37,627 
(S.  C.1905)* 

(P.) 

37,627 

38,000 

Local  Authority 

tJxbridge   ... 

.(A.) 

3,599 

3,881 

Northbridge 

(A.) 

7,036 

'■■'"' 

7,400 

10,635 

11,281 

(State  Census  1905.) 

*  S.  C— state  Census. 
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A  21.     Are  there  gas  works  in  the  city  which  compete  with  elec- 
tricity ? 

Municipalities. 

"Yes"  for  all,  except: 

Holyohe.  A.  The  city  has  a  gas  and  an  electric  plant  and 
there  is  also  the  electric  plant  of  the  HolyOke  Water  Power  Com- 
pany. One  electric  plant  is  thus  private.  The  Holyoke  Water  Power 
Company  has  the  right  to  distribute  electric  energy  for  power  only 
in  units  of  not  less  than  100  H.  P.    P.    Yc*s. 

Peabody.     A.     Yes. 

P.     Not  in  city,  but  gas  competes  froni  Salem  company. 

West-field.  A.  The  town  owns  the  only  gas  and  electric  sys- 
tems within  its  limits.    P.     No. 

Companies. 

Abington  and  Roclcland.    No. 

Attleboro.     Yes. 

Beverly.  Gas  and  electric  works  owned  by  the  same  corpora- 
tion. 

Fitchburg.  Gas  and  electric  plants  owned  by  the  same  cor- 
poration. 

Gardner,  Northampton  and  Salem.    Y6s. 

Uxbridge  and  Northbridge.     A.     No. 
A  22.     Were  these  public  or  private? 

Municipalities. 
Both  answer  "  Private  "  in  each  case  fexcept : 
Holyohe.     A.     One  electric  plant  is  thus  private. 
P.     Public. 
West  field.     A.     Municipal.    P.     Publfc. 

Companies. 
Both  answer  "  Private "  in  each  case,  except  that  Abington 
and  Kockland,  and  Uxbridge  and  Northbridge  are  left  unanswered. 
A  33.     If  private,  were  they  owned  or  controlled  by  the  same  per- 
sons controlling  electric  works? 

Municipalities. 
Chicopee.     A.  No.     P.  Gas  plant  owned  by  private  company. 
Danvers.     No. 
Holyohe.     A.     The  gas  plant  is  owned  by  the  city. 

P.    

Marblehead.  A.  No.  P.  Gas  plant  owned  by  private  com- 
pany. 

North  A  ttleboro  and  Peabody.     No. 
Taunton.     A.  No.    P.  No,  by  others. 
West  field.    

Companies. 
Abington  and  Rochland. 


Attleboro.     A.  P.  No. 

Beverly  and  Fitchburg.     Yes. 
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Gardner  and  Northampton.     A.  P.  No. 

Salem.    No. 

TJxbridge  and  NortHbridge.     A.     

B— SUPERVISION  OF  MUNICIFALITIES. 

The  questions  under  Schedule  B  do  not  apply  to  private  plants. 

P.  For  answer  to  Schedule  B,  see  alse  Massachusetts  public 
statutes.  The  questions  relating  to  the  supervision  of  municipali- 
tieSj  supervision  of  private  companies  and  franchises  of  private 
companies  are  not  answered  in  detail.  These  matters  are  regulated 
by  the  laws  of  Massachusetts^  consequently  one  set  of  answers  will 
apply  in  all  the  cases.  It  was,  therefore,  agreed  there  could  be  no 
question  as  to  the  law  and  that  Mr.  Alton  D.  Adams,  who  has  had 
a  legal  training,  should  answer  these  questiohs  in  some  one  case  and 
this  answer  should  apply  in  all  the  cases. 
B  1.     Does  municipality  have  power — 

(a)  To  construct  its  own  electric  plant  when  there  is  no 

private  competing  plant  ?  Yes. 

(b)  To  construct  its  own  electric  plant  without  purchas- 

ing existing  private  plants.  ?    A.  Not  if  the  com- 
pany desires  to  sell  the  plant.    P.  No. 
(e)   To  condenm  private  plants  under  the  right  of  emi- 
nent domain?  No. 

(d)  To  purchase  private  plant?    A.  Only  when  the  com- 

pany desires  to  sell.    P.  Yes. 

(e)  To  operate  the  plant  when  constructed  or  acquired? 

Yes. 

(f)  To  condemn  property  for  additions  to  plant?     A. 

Doubtful.    P.  No. 
B  2.     How  was  the  power  conferred,  by — ; 

(a)  General  law  applicable  to  all  cities  of  the  state  ?    Yes. 

(b)  General  law  applicable  to  all  cities  in  a  class  ?       No. 

(c)  Special  act  applicable  to  this  city  alone  ?  No. 

(d)  Administrative  order?     ■ 

(e)  Other  methods  ?    

B  3.     Does  the  city  have  power  for  the  construction  or  acquisition 
of  electric  lighting  works  to  raise  money — 
(a)  By  taxation?    A.  Yes.     (b)  By  sale  of  bonds?    A. 
Yes.     (c)  By  other  methods ?     (State  what.)     A. 
Notes  or  scrip. 

B  4,  5,  7.    

B  6.  What  is  the  limitation  upon  the  city's  power  to  incur  debt 
for  municipal  electric  lighting  works?  A.  In  cities  2J 
per  cent,  and  in  towns  5  per  cent,  of  the  value  of  the 
property  within  its  limits,  according  to  the  last  preceding 
state  valuation,  is  the  limit  to  the  bonds  that  may  be 
issued  for  gas  and  electric  plants. 

B  8.  State  fully,  step  by  step,  the  procedure  which  must  be  fol- 
lowed and  the  requirements  whicli  must  be  met  before 
the  city  may  construct  or  acquire  a  plant.    Also  source  of 
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each  provision,  whether  state  constitution,  statute  or  ordi- 
nance.   Note  particularly  requirements  as  to  initiation  of 
proposal,  special  action  by  city  authorities  before  its  adop- 
tion, mayoralty  veto,  referendum,  publicity,  making  of 
appropriations,  bond  issues  and  approval  of  scheme  by 
courts  or  state  authorities. 
Schedule  B — Supervision  of  Municipalities — questions  8  to  40, 
inclusive,  Mr.  Adams  submits  the  subsequent  general  report  and 
does  not  answer  the  separate  questions  in  the  different  schedules. 

Mr.  Prichard  makes  the  reference  already  given  to  the  General 
Statutes  of  Massachusetts,  and  leaves  the  schedules  blank  except 
that  under  B  34  for  the  private  companies  Abington  and  Kock- 
land  and  Attleboro  he  states  that  the  board  of  gas  and  electric  light 
commissioners  have  supervision,  and  under  B  35  (What  have  been 
the  effects  of  this  supervision?),  except  for  Chicopee  "A  source  of 

annoyance  to  the  department,"  and  North  Attleboro,  " ," 

he  answers  by  the  word  "  beneficial " ;  and  when  under  B  36  (Does 
the  municipality  make  regular  reports  to  state  boards  or  commis- 
sions as  to  results  of  operation?)  he  answers  by  "Yes,"  and  under 
B  37  (Is  there  any  authority  not  connected  with  the  municipality 
itself  which  tests  the  current  and  character  of  the  service?)  he 
answers  by  "  No,"  and  B  38  (Are  the  results  of  such  examination 
public?)   he  answers  "No." 

GENERAL  REPORT  BY  ALTON  D.  ADAMS. 
Section  B,  8-40. 

Purchase,  construction  and  operation  of  all  municipal  gas  and 
electric  plants  in  Massachusetts  have  been  governed  by  the  general 
statutes  here  presented,  except  that  the  Danvers  plant  was  built 
before  the  act  of  1891,  and  a  special  act,  giving  validity  to  the 
doings  of  the  town  in  the  matter  was  subsequently  passed  (Chapter 
378,  Acts  of  1891).  This  act  is  not  the  same  on  all  points  as  to 
the  construction  and  operation  of  the  Danvers  plant  as  is  the  gen- 
eral statute. 

B  8.  Chapter  370  of  the  acts  of  1891  provided  that  no  city 
might  exercise  the  authority  to  construct  or  purchase  a  municipal 
plant  until  a  vote  to  that  effect  had  been  passed  by  two-thirds  of 
each  branch  of  the  city  council  and  received  the  approval  of  the 
mayor  in  each  of  two  consecutive  municipal  years,  and  had  there- 
after been  ratified  by  a  majority  of  the  voters  present  and  voting 
thereon  at  an  annual  municipal  election.  When  the  vote  of  the 
city  council  failed  to  secure  ratification  at  the  municipal  election, 
no  similar  vote  could  be  submitted  for  ratification  until  after  five 
years. 

Section  seven  of  chapter  454  of  the  acts  of  1893  provided  for 
the  submission  of  the  vote  of  the  city  council  to  the  voters  at  an 
annual  municipal  election,  without  the  approval  of  the  mayor,  pro- 
vided that  the  council  passed  its  vote,  in  the  usual  manner,  over 
the  veto  of  the  mayor,  or  the  mayor  failed  to  act  in  the  matter. 
By  the  last  named  section  the  period  that  must  expire  between  the 


924  NATIONAL     CIVIC     FEDERATION. 

failure  of  the  voters  at  the  municipal  election  to  ratify  the  vote  of 
the  city  council  and  the  submission  of  a  similar  vote  for  ratifica- 
tion was  reduced  to  three  years. 

In  1894,  chapter  432  of  that  year  reduced  the  period  between 
the  failure  to  ratify  the  vote  of  a  city  council  at  an  annual  munici- 
pal election  and  the  time  when  a  similar  vote  may  be  submitted  for 
ratification  to"  one  year.  Chapter  448  of  the  year  last  named  pro- 
vided that  the  vote  of  the  city  council  in  favor  of  a  municipal  plant 
might  be  ratified  by  a  majority  of  the  voters  present  and  voting  at 
a  special  municipal  election. 

Before  a  town  may  acquire  a  municipal  electric  plant  under 
chapter  370  of  1891,  a  vote  that  it  is  expediedt  to  obtain  such  a  plant 
must  have  been  passed  by  not  less  than  two-thirds  of  the  voters  pres- 
ent and  voting  at  each  of  the  two  legal  town  meetings  duly  called 
for  the  purpose.  The  second  of  these  meetings  must  be  held  at  an 
interval  of  not  less  than  two  nor  more  than  thirteen  months  after 
the  first,  and  the  votes  of  these  meetings  must  be  taken  by  written 
or  printed  ballot  and  by  use  of  the  check  list,  l^o  change  in  these 
requirements  relative  to  the  votes  of  towns  for  municipal  plants, 
as  laid  down  in  section  3  of  chapter  370  of  1891,  has  since  been 
made.  If  the  vote  for  a  municipal  plant  fails  to  pass  at  the  second 
of  the  two  town  meetings,  no  similar  vote  may  be  passed  before  the 
expiration  of  two  5'ears. 

(See  reply  to  question  B  19  as  to  bonds*.) 

B  9.  A  city  or  town  is  not  obliged  to  pay  taxes  or  fees  in 
regard  to  its  electric  plant  to  any  governmental  authority. 

B  10.  If  a  city  or  town  decides  by  the  votes  named  in  the 
reply  to  question  B  8  to  establish  an  electric  plant,  and  any  person 
or  corporation  is  engaged  in  the  manufacture  or  distribution  of 
electricity  for  light  in  the  city  or  town  at  the  time  of  the  first  vote, 
the  city  or  town  must  purchase  the  plant  of  such  person  or  corpora- 
tion within  its  limits,  if  the  person  or  corporation  elects  to  sell, 
under  section  12  of  chapter  370  of  the  acts  of  1891. 

The  city  or  town  must  purchase  both  a  gas  and  an  electric 
plant,  if  it  decides  to  establish  either  an  electric  plant  or  a  gas 
plant,  and  a  single  corporation  owns  both,  a  gas  and  an  electric 
plant  within  the  city  or  town,  and  elects  to  'sell.  While  the  obliga- 
tion of  the  city  or  town  is  to  purchase  only  the  plants  within  its 
limits,  damages  must  be  paid  by  the  city  or.  town  for  the  severance 
of  any  gas  or  electric  distributing  plant  that  lies  outside  of  its 
limits,  and  is  operated  from  the  electric  gejierating  plant  or  main 
gas  works  that  the  city  or  town  is  obliged  to  purchase,  under  the 
above  named  section. 

If  the  electric  or  gas  and  electric  plants  within  its  limits 
that  the  city  or  town  is  obliged  to  purchase  are  used  only  for  dis- 
tribution from  a  main  gas  worlcs  or  electric  generating  station  out- 
side the  limits  of  the  city  or  town,  no  damages  are  to  be  paid  for  the 
severance  of  the  distributing  equipments  from  the  generating  and 
manufacturing  plants.  The  price  to  be  paid  by  the  city  or  town  for 
either   a   manufacturing   or   distributing   plant  was   fixed   by  the 
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above  section  at  its  fair  market  value  for  tjie  purpose  of  its  use, 
but  no  portion  of  the  plant  was  to  be  estimated  at  less  than  its  fair 
marlcet  value  for  any  other  purpose. .  In  this  value  the  actual  earn- 
ings of  the  purchased  plant  at  the  time  of  the  final  vote,  of  the 
city  or  town  to  establish  a  plant  were  included  as  an  element,  but 
the  value  was  not  to  be  enhanced  by  future  earning  capacity  or 
good  will  or  exclusive  privileges  derived  from  rights  in  the  public 
streets. 

Section  5  of  chapter  4:54:  of  1893  amended  the  above  section 
13  of  chapter  370  of  1891  in  several  particulars.  The  provision 
of  the  earlier  chapter  that  included  the  actiial  earnings  of  a  plant 
at  the  time  of  the  final  vote  of  the  city  or  town  as  an  element  of 
the  value  of  the  plant  was  stricken  out.  Another  amendment  made 
the  liability  of  a  city  or  town  to  pay  damages  for  the  severance  of 
distributing  apparatus  outside  of  its  limits  from  a  main  gas  plant 
or  electric  generating  station  within  its  area  depend  upon  the  re- 
fusal or  neglect  of  the  city  or  town  to  purchase  such  outlying  plant. 
A  mistake  in  the  wording  of  the  last  named  amendment  was  cor- 
rected by  chapter  538  of  the  acts  of  1894.  Section  5  of  chapter 
454  of  1893  further  amended  the  act  of  1891  by  providing  that  no 
city  or  town  shall  be  obliged  to  buy  any  property  added  to  the 
plant  unnecessarily  after  the  passage  of  its  first  vote  to  establish 
such  a  plant,  nor  any  property  that  is  not  suitable  for  the  ordinary 
business  of  the  vendor  that  the  city  or  town  may  assume. 

By  chapter  255  of  1903,  locations  or  Similar  rights  derived 
from  private  persons  were  taken  from  the  list  of  items  that  were  to 
be  included  in  estimating  the  fair  market  value  of  a  plant  that  a 
city  or  town  is  obliged  to  purchase. 

By  section  1  of  chapter  454  of  1893,  a  city  or  town  that  comes 
under  the  above  obligation  to  buy  a  main  gas  works  or  electric 
generating  station  within  its  limits  is  given  the  right  at  its  elec- 
tion to  buy  any  distributing  apparatus  that  forms  a  part  of  such 
plants  in  the  adjoining  cities  or  towns.  This  right  arises  only 
where  no  other  private  company  is  engaged  in  the  same  sort  of 
lighting  business  in  the  adjoining  city  or  town,  and  is  subject  to 
the  provisions  that  govern  the  purchase  of  tlje  main  plant. 

Section  3  of  the  chapter  last  named .  requires  the  owner  of  a 
gas  or  electric  plant  in  a  city  or  town  that  has  passed  its  first  vote 
to  establish  such  a  plant  to  file  a  schedule  with  the  clerk  of  the 
city  or  town  on  request,  if  such  owner  desires  to  enforce  the  obli- 
gation of  the  city  or  town  to  purchase  the  plant.  This  schedule 
must  contain  a  detailed  statement  of  the  property  that  the  owner 
desires  to  sell  to  the  city  or  town,  with  the  proposed  terms  of  sale, 
and  must  be  filed  within  thirty  days  after  request  authorized  by 
the  council  and  made  by  the  mayor  in  a  city,  or  made  by  the  select- 
men in  a  town. 

If  any  of  the  property  that  the  city  or  town  would  have  the 
right  to  purchase,  after  its  owner  had  elected  to  enforce  the  obli- 
gation of  the  city  or  town,  is  located  in  an  adjoining  city  or  town, 
a  separate  schedule  of  such  property  must  be  filed  as  above.    After 
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the  filing  of  these  schedules,  the  property  covered  by  them  and 
other  property  used  therewith  is  subject  to  the  inspection  of  the 
mayor  of  the  city  or  the  selectmen  of  a  town  ^nd  of  their  authorized 
experts  at  all  reasonable  times. 

Section  4  of  chapter  454  of  1903  provides  that  the  city  or 
to'vvn  required  by  the  party  filing  the  schedule  to  make  the  pur- 
chase of  a  gas  or  electric  plant  may  decide  by  vote  at  any  time 
within  sixty  days  after  the  filing  of  the  schedule  whether  the  prop-" 
erty  in  the  adjoining  city  or  town  which  it  may  have  the  right  to 
purchase  shall  be  included  with  the  plant  concerning  which  the 
questions  of  purchase  are  to  be  decided.  This  vote  must  be  made 
by  the  council  in  the  case  of  a  city  or  by  the!  voters  at  a  duly  called 
meeting  in  the  case  of  a  town. 

If  the  vote  thus  taken  elects  to  includa  the  property  covered 
by  the  schedule  in  the  adjoining  city  or  town,  the  city  or  town 
thus  voting  shall  have  the  same  rights  and  be  under  the  same  ob- 
ligations to  buy  this  outlying  property  as  if  the  property  were 
within  its  limits.  This  vote  does  not  prejudice  the  right  of  the 
city  or  town  to  deny  its  obligation  to  purchase  any  property,  except 
on  the  ground  that  the  property  is  outside^  of  its  limits.  If  the 
city  or  town  required  to  purchase  the  plant  within  its  limits  does 
not  vote  within  sixty  days  from  the  filing  of  the  schedule  to  buy 
the  outlying  property,  its  rights  to  purchase  such  property  shall 
cease. 

Under  section  1  of  chapter  410  of  1905  the  owner  of  any 
plant  for  the  manufacture  or  distribution  of  gas  or  electricity  for 
light,  heat  or  power  in  a  city  or  town  that  has  passed  its  final  vote 
in  favor  of  a  municipal  plant,  as  required  by  statute,  who  desires 
to  sell  such  plant  to  the  city  or  town,  shall  within  sixty  days  after 
the  passage  of  this  final  vote  file  with  the  clerk  of  the  city  or  town 
a  conveyance  of  such  parts  of  the  plant  as  it  is  desired  to  sell,  to- 
gether with  a  schedule  of  these  parts,  and  a  statement  of  the  price 
desired. 

Upon  the  filing  of  this  conveyance,  tha  property  thereby  con- 
veyed shall  vest  in  the  city  or  town,  which  shall  be  entitled  to  the 
immediate  possession  and  use  of  this  property.  A  city  by  a  vote 
of  its  y  council,  and  a  town  by  a  vote  of  its  selectmen,  may  agree 
with  the  owner  upon  the  price  to  be  paid  for  the  plant  conveyed; 
but  such  agreement  is  not  binding  as  to  a  town  until  it  is  ratified 
by  the  majority  vote  of  a  town  meeting  called  for  action  thereon. 
If  the  city  or  town  does  not  agree  with  the  owner  as  to  such  price, 
or  notifies  him  within  thirty  days  after  the  filing  of  the  conveyance 
that  it  includes  property  that  ought  not  to  have  been  included,  or 
does  not  include  property  that  ought  to  have  been  included,  either 
party  may,  within  sixty  days  after  the  filing  of  the  conveyance, 
apply  to  the  supreme  court  for  the  county  in  which  the  city  or 
town  is  situated  for  the  appointment  of  cominissioners  to  determine 
what  property  ought  to  be  conveyed  and  its  value.  The  supreme 
court  shall  appoint  one  or  more  commissioners  to  decide  these  ques- 
tions, and  these  commissioners  shall  file  a  report  of  their  findings. 
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If  either  party  is  aggrieved  by  the  determinatiDn  of  the  com- 
missioners, such  party  may  file  objections  thereto  within  thirty 
days,  and  the  supreme  court  shall  thereupon  determine  the  ques- 
tions raised  by  the  petition  and  objections.  The  reasonable  charges 
of  the  commissioners  must  be  paid,  one-half  by  each  party,  which, 
together  with  any  expense  of  the  litigation  as  to  the  purchase  and 
valuation  of  the  plant  sold  to  the  city  or  town,  may  be  reckoned 
as  a  part  of  the  indebtedness  for  which  bonds  may  be  issued. 

The  foregoing  provisions  of  section  1  of  chapter  410  of  1905 
amended  section  13  of  chapter  370  of  1891.  Under  this  earlier 
section  the  owner  of  a  gas  or  electric  plant,  was  not  obliged  to  file 
a  schedule  of  the  property  that  he  wished  to  sell  with  the  clerk  of 
a  city  or  town  until  after  the  final  vote  that  fixed  the  obligation 
of  that  city  or  town  to  purchase  such  plant,  if  the  owner  wished 
to  sell.  Section  13  of  this  act  of  1891  also  permitted  the  commis- 
sioners appointed  by  the  supreme  court  to  fix  the  date  of  the  sale 
and  delivery  of  the  plant,  and  the  result  was  that  the  city  or  town 
got  no  plant  until  the  end  of  the  suit. 

Section  15  of  chapter  370  of  1891  provides  that  whenever  the 
existing  gas  or  electric  plant  in  a  city  or  town  shall  have  been 
purchased  by  the  city  or  town  under  that  act,  the  rights  of  the  for- 
mer owner  of  the  plant  to  manufacture  and  distribute  gas  or  elec- 
tricity in  the  city  or  town  shall  cease  from  the  date  of  the  pur- 
chase. 

B  12.  Any  city  or  town,  having  obtained  a  plant  for  the  pur- 
pose, as  provided  in  the  act,  may  generate  and  distribute  elec- 
tricity for  light  for  municipal  use  and  for  the  use  of  its  inhabitants, 
under  section  7  of  chapter  370  of  1891.  Chapter  454  of  1893, 
by  section  6,  authorized  a  city  or  town  to  continue  the  manufacture 
■or  distribution  of  electricity  for  heat  or  power  after  the  city  or 
town  had  acquired  a  plant  formerly  used  for  this  purpose.  By 
chapter  533  of  1894,  any  city  or  town  that  has  established  an  elec- 
tric plant  under  the  provisions  of  chapter  '370  of  1891,  may  fur- 
nish electricity  to  its  citizens  for  heating  and  power,  except  for 
operating  electric  cars.  Under  section  2  of  chapter  454  of  the  Acts 
of  1893,  after  a  city  or  town  has  acquired,  an  electric  generating 
station  within  its  own  limits,  and  a  distributing  plant  in  an  adjoin- 
ing city  or  town  that  has  been  used  for  the  supply  of  electrcity  for 
public  or  private  service  from  this  generating  station,  the  city  or 
town  that  has  acquired  these  generating  and  distributing  plants  may 
continue  to  supply  electricity  in  the  adjoining  city  or  town.  The 
city  or  town  that  acquired  the  plants  is  subject  to  the  same  rights 
and  obligations  as  to  franchises  in  the  adjoining  city  or  town  as 
was  the  company  that  sold  the  plants. 

B  13.  A  city  or  town  may  acquire  an  electric  generating  and 
distributing  plant  within  its  limits,  including  land,  water  power, 
machinery,  poles,  conduits, .  and  conductors,  under  section  1  of 
chapter  370  of  1891.  By  section  1  of  chapter  454  of  1893,  a  city 
or  town  that  has  purchased  an  electric  generating  plant  within  its 
limits  may,  under  certain  conditions,  purchase  distributing  appa- 
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ratus  in  an  adjoining  city  or  town  that  has  been  used  to  supply 
energy  from  the  purchased  plant. 

B  14.  A  city  or  town  owning  a  plant  for  the  manufacture 
or  distribution  of  electricity  may  reconstruct  or  enlarge  the  same 
by  authority  of  section  5  of  chapter  370  of  1891.  If  such  recon- 
struction or  extension  amounts  to  more  than  ordinary  maintenance 
and  repairs,  and  is  not  an  increase  of  distribution  appliances  for 
the  supply  of  new  consumers,  then  the  reconstruction  or  extension 
must  not  be  made  until  it  is  authorized  by  such  a  vote  as  is  neces- 
sary to  authorize  an  issue  of  bonds  to  acquire  an  electric  plant. 

B  15.  Section  10  of  chapter  370,  Acts  of  1891,  provided  that 
the  price  charged  for  electricity  by  a  city  or  town  shall  be  fixed, 
and  shall  not  be  changed  oftener  than  once  in  three  months.  Any 
change  in  price  shall  take  effect  on  the  first  day  of  a  month,  and 
shall  be  previously  published  in  a  newspaper  of  the  city  or  town, 
if  any  is  published  there.  By  section  7  of  this  same  chapter,  a  city 
or  town  that  obtains  an  electric  plant  under  it  is  authorized  to 
distribute  electric  energy  for  the  production  of  light,  but  nothing 
is  there  said  about  the  sale  of  electricity  for  power  and  heating.  In 
1893,  however,  section  6  of  chapter  454  of  that  year  provided  that 
when  a  city  or  town  acquired  an  electric  plant  that  had  been  used 
to  distribute  electricity  for  heat  or  power,  the  city  or  town  might 
continue  this  use.  Again,  in  1894,  chapter  533  of  that  year  author- 
ized any  city  or  town  that  had  established  an  electric  plant  imder 
chapter  370  of  1891  to  sell  electricity  for  heat  and  power  to  its 
citizens,  on  such  terms  as  might  be  agreed  upon,  subject  in  case  of 
disagreement  as  to  terms  to  an  appeal  to  the  gas  and  electric  light 
commissioners.  The  statutes  of  1893  and  1894,  just  named,  contain 
no  statements  that  limit  the  prices  to  be  charged  for  electricity  sold 
for  power  and  heating  by  the  provisions  of  section  10  of  chapter 
370,  in  1891.  This  section  10  further  provides  that  a  deposit  suf- 
ficient to  cover  the  electricity  to  be  consumed  by  any  taker  during 
three  months  in  advance  may  be  required;  and  that  the  supply 
may  be  shut  off  from  any  premises  until  all  sums  due  for  electricity 
furnished  thereon,  to  whomsoever  furnished,  are  paid.  After  three 
months  default  in  payment,  all  apparatus  belonging  to  the  city  or 
town  may  be  removed  from  the  premises  where  the  default  occurs, 
and  such  apparatus  shall  not  then  be  replaced  until  payment  of 
the  amount  due  for  electricity,  plus  the  expense  of  its  removal  and 
return.  Under  this  section  (10),  electricity  for  lighting  shall  not 
be  sold  by  a  city  or  town  at  less  than  cost,  except  with  the  written 
consent  of  the  gas  and  electric  light  commissioners.  Cost  of  elec- 
tricity is  defined  to  include  all  operating  expenses,  plus  interest  on 
the  net  investment  in  the  plant  made  by  the*  city  or  town,  less  any 
assessments  for  extensions  that  have  been  collected  from  consumers, 
at  the  rate  paid  on  the  bonds  issued  on  account  of  the  plant,  plus 
the  requirements  of  the  sinking  fimd  established  to  meet 'these 
bonds,  and  plus  depreciation  on  the  plant  at  the  rate  of  not  less 
than  five  per  cent,  per  annum  of  its  cost  and  losses.  Any  loss  ex- 
ceeding three  per  cent,  of  the  investment  in  the  plant  may  be 
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charged  in  different  years  at  not  more  than  three  per  cent,  per 
annum. 

The  price  charged  for  electric  lighting  shall  not  be  more  than 
enough  to  earn  a  profit  of  eight  per  cent,  per  annum  on  the  net 
investment  in  the  electric  plant  of  a  city  or  town  above  the  cost 
of  the  electric  energy,  as  just  defined.  In  fixing  this  cost,  the 
electricity  used  by  the  city  or  town  shall  be  charged  to  it  at  the 
cost  rate. 

Section  6  of  this  chapter  (370)  authorizes  a  city  or  town  to 
make  the  payment  of  the  cost  of  laying  and  maintaining  apparatus 
for  the  distribution  of  electricity  on  giveij  premises  a  condition 
precedent  to  the  supply  of  electricity  to  the  occupants  of  these 
premises. 

(B  15.)  Though  section  10  of  chapter  370  of  the  Acts  of  1891 
fixed  the  basis  of  minimum  rates  for  electric  lighting  by  a  municipal 
plant,  and  limited  the  profit  that  might  be  inade  above  this  basis, 
it  seems  to  have  made  no  effective  provision  for  the  enforcement  of 
the  rates  indicated.  If  a  city  or  town,  without  petitioning  the 
commissioners,  charged  higher  or  lower  rates  for  electric  lighting 
than  were  authorized  by  the  statute,  it  does  not  appear  that  the  com- 
missioners had  power  to  intervene,  under  the  act  of  1891.  Chapter 
436  of  1896,  however,  gave  the  supreme  and  superior  courts  juris- 
diction, on  application  of  the  gas  and  electric  light  commissioners, 
to  enforce  all  lawful  orders  of  these  commissioners  and  all  pro- 
visions of  law  respecting  municipalities  engaged  in  the  manufacture 
and  sale  of  electricity  for  lighting  by  equity  process.  No  action 
has  ever  been  brought  by  the  com^missioners  to  affect  the  electric 
lighting  rates  charged  by  a  city  or  town  under  this  act  of  1896. 
By  chapter  410,  section  7,  of  the  Acts  of  1905,  jurisdiction  is 
conferred  on  the  supreme  court  for  the  county  in  which  the  city  or 
town  is  located,  on  petition  of  the  gas  and  electric  light  commis- 
sioners or  of  twenty  taxable  inhabitants  of  the  city  or  town  to 
compel  the  city  or  town  to  fix  prices  on  the  basis  provided  for  in 
the  statutes,  as  indicated  above.  This  chapter  410  of  the  Acts  of 
1905  has  been  in  force  since  July  1  of  that  year,  but  no  decision 
has  been  recorded  under  its  section  7,  and  as  far  as  learned,  no 
action  has  been  brought. 

Under  the  chapter  and  sections  just  named,  the  gas  and  elec- 
tric light  commissioners  obviously  have  power  to  initiate  proceed- 
ings for  the  regulation  of  municipal  rates,  and  it  remains  to  be 
seen  whether  the  commissioners  will  construe  the  act  to  mean  that 
they  must  take  action  of  this  sort  when  the  statute  is  violated. 

It  may  be  noted  in  this  connection  that  the  gas  and  electric 
light  commissioners  have  no  authority  to  initiate  proceedings  to 
regulate  the  rates  charged  by  gas  and  electrifc  companies. 

B  16.  Section  7  of  chapter  370  of  1891  provides  that  a  city 
or  tovm  having  obtained  an  electric  plant  may  supply  electric  light 
under  ^uch  regulations  as  it  may  establish.  Any  one  aggrieved  by 
the  refusal  of  the  city  or  town  to  supply  electric  light  may  appeal 
to  the  gas  and  electric  light  commissioners,  and  no  city  or  town 
Vol.  II.— 60. 


930  NATIONAL     CIVIC     FEDEI^ATION. 

may  be  compelled  to  furnish  electricity  to  -any  person  or  corpora- 
tion except  by  an  order  of  these  commissioners.  By  section  8  of 
the  same  chapter,  it  is  provided  that  the  quality  of  the  service  to 
each  consumer  shall  be  regulated  by  the  manager  of  the  municipal 
electric  light  plant,  subject  to  any  ordinances  of  the  city  council, 
or  to  the  regulations  established  in  a  town. 

Chapter  533  of  1894  authorizes  a  city  or  town  that  has  ac- 
quired an  electric  plant,  in  accord  with  the  provisions  of  chapter 
370  of  1891,  to  furnish  its  citizens  electricity  for  heat  and  power, 
except  for  operating  electric  cars,  on  such  terms  as  may  be  agreed 
upon.  In  case  of  disagreement,  there  is  given  a  right  of  appeal  to 
the  gas  and  electric  light  commissioners.  This  provision  appears 
to  cover  both  the  quality  and  price  of  the  service. 

B  19.  Section  4  of  chapter  370  of  1891  authorized  a  city 
or  town  to  issue  bonds  for  the  construction,  purchase,  reconstruc- 
tion or  extension  of  an  electric  plant.  These  bonds  were  to  be  pay- 
able in  not  more  than  thirty  years,  and  were  not  to  bear  interest 
at  a  rate  of  more  than  five  per  cent.  While  the  bonds  thus  issued 
for  a  municipal  electric  plant  are  not  included  in  the  limit  of  in- 
debtedness fixed  by  law  for  any  city  or  town,  the  whole  amount  of 
bonds  so  issued  and  outstanding  may  not  exceed  at  their  par  value 
the  amount  of  five  per  cent,  of  the  total  valuation  of  estates  in  a 
town,  or  two  and  one-half  per  cent,  of  such  valuations  in  a  city, 
according  to  the  last  state  valuation.  Bonds  may  not  be  sold  at 
less  than  par  and  accrued  interest,  and  under  the  above  named 
statute  it  was  necessary  to  create  a  sinking  fund  for  the  payment 
of  the  bonds. 

By  section  9  of  chapter  454  of  the  acts  of  1893,  in  lieu  of 
issuing  bonds  as  above,  a  city  or  town  may  issue  notes  or  scrip. 
In  1894,  chapter  183  provided  that  either^  bonds,  notes  or  scrip 
might  be  issued  to  cover  the  cost  of  a  municipal  electric  plant,  and 
that  such  bonds,  notes  or  scrip  may  be  met  by  annual  payments 
extending  over  a  period  of  not  more  than  thirty  years.  The 
amounts  necessary  for  these  payments  are  to  be  assessed  as  taxes 
in  the  city  or  town,  in  each  year,  until  the  entire  debt  is  paid.  By 
electing  to  pay  the  cost  of  its  municipal  electric  plant  in  the  way 
last  named,  a  city  or  town  may  escape  the  obligation  to  establish 
a  sinking  fund  for  the  securities  issued  on  account  of  the  plant. 
"Where  there  is  no  sinking  fund,  the  cost  or  rate  at  which  energy 
is  sold  to  consumers  does  not  necessarily  include  the  amounts  that 
would  otherwise  be  paid  into  this  fund. 

B  20.  Section  4  of  chapter  370  of  the  acts  of  1891  required 
all  moneys  received  for  electric  service  from  a  municipal  plant  to 
be  paid  over  to  the  city  or  town  treasurer.  By  chapter  410,  sec- 
tion 3,  of  1905,  all  income  from  the  operation  of  a  municipal 
plant,  whether  from  the  sale  of  electricity  or  otherwise,  must  be 
turned  over  to  the  treasurer  of  the  city  or  town.  E'either  of  these 
two  statutes  provides  that  the  earnings  of  the  electric  plant*  are  to 
be  kept  as  a  separate  fund.  Both  section  4  of  the  act  of  1891  and 
section  3  of  the  act  of  1905,  as  just  named,  provide  for  the  pay- 
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ment  of  the  operating  expenses  of  the  electric  plant  out  of  the  city 
or  town  treasury.  In  section  4  of  chapter  410  of  1905  it  is  fur- 
ther provided  that  prior  to  the  beginning  of  each  fiscal  year  the 
manager  of  a  plant  ,ghall  furnish  an  estimate  of  the  income  from 
sales  of  electricity  during  the  ensuing  fiscal  year,  and  of  the  ex- 
pense of  operating  the  plant  during  the  same  year,  the  interest  on 
the  bonds,  notes  or  scrip  issued  to  pay  for  the  plant,  depreciation 
at  five  per  cent,  on  the  cost  of  the  plant,  or  such  larger  or  smaller 
amount  of  depreciation  as  the  gas  and  electric  light  commissioners 
may  approve,  the  requirements  of  the  sinking  fund  or  debt  in- 
curred for  the  plant,  and  the  loss,  if  any,  in  the  operation  of  the 
plant  during  the  preceding  year.  The  excess  of  all  the  expense 
items  just  named  over  the  estimated  income  from  sales  to  private 
consumers  must  be  included  by  the  city  or  town  in  its  annual  ap- 
propriations and  in  the  tax  levy.  The  income  from  sales  to  private 
consumers  and  the  appropriation  just  named  are  to  be  used  to  pay 
the  expenses  of  the  plant  including  the  items  named  in  the  esti- 
mate for  the  fiscal  year. 

B  21.  By  section  10  of  chapter  370  of  the  acts  of  1891  it 
was  provided  that  the  price  to  be  charged  for  electric  service  by 
a  municipal  plant  should  include  depreciation  reckoned  at  not  less 
than  five  per  cent,  per  annum  on  the  cost  and  losses  of  the  plant, 
unless  the  gas  and  electric  light  commissioners  gave  their  consent 
to  a  lower  price.  While  the  original  municipal  lighting  act  thus 
made  depreciation  an  element  in  the  rates  for  electric  service,  there 
was  no  requirement  that  any  particular  sums  be  expended  on  the 
plant  to  keep  the  investment  good,  or  that  any  depreciation  fund 
be  created. 

The  law  remained  in  this  condition  until  1905,  but  section 
4  of  chapter  410  of  that  year  provided  that  a  sum  representing  five 
per  cent,  of  the  cost  of  a  municipal  electric^plant,  or  such  smaller 
or  larger  amount  as  the  gas  and  electric  light  commissioners  may 
approve,  be  included  in  an  estimate  of  operating  expenses  for  each 
fiscal  year,  and  that  any  excess  of  such  estimated  expenses  over  the 
estimated  income  from  private  consumers  during  that  year  be  in- 
eluded  in  the  annual  appropriation  for  maintenance  of  the  plant 
and  in  the  tax  levy. 

Cost  of  plant  was  defined  in  this  act  to  be  the  total  amount 
expended  on  the  plant  to  the  beginning  of  the  fiscal  year,  for  any 
purpose  for  which  bonds,  notes  or  scrip  may  be  issued.  Under 
the  original  municipal  lighting  act,  chapt€r  370  of  the  laws  of 
1891,  a  city  or  to.wn  may  issue  bonds  to  pay  for  the_  purchase,  con- 
struction or  extension  of  an  electric  plant,  as  provided  in  section 
4.  Section  9  of  chapter  454  of  the  acts  Of  1893  authorized  the 
issue  of  notes  or  scrip  in  lieu  of  bonds  for  the  purchase,  construc- 
tion or  extension  of  an  electric  plant.  By  section  4  of  chapter 
410  of  1905  the  issue  of  bonds,  notes  or  scrip  to  cover  operating 
expenses,  including  depreciation,  is  prohibited. 

Fo  part  of  the  sum  above  named  for  depreciation,  per  section 
4  of -chapter  410  of  the  acts  of  1905,  might  be  used  for  any  pur- 
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pose  other  than  renewals,  in  excess  of  ordinary  repairs,  extensions, 
reconstructions,  enlargements  and  additions.  The  surplus,  if  any, 
of  the  annual  allowance  for  depreciation,  after  making  the  current 
extensions  and  additions,  in  excess  of  ordimayy  reconstruction  and 
repairs  in  any  year,  is  to  be  kept  as  a  separate  fund,  and  used  for 
renewals,  other  than  ordinary  repairs  in  succeeding  years. 

Such  depreciation  fund  is  to  be  kept  by  the  city  or  town  treas- 
urer, subject  to  appropriation  by  the  city  pouncil  or  selectmen  or 
municipal  light  board,  if  any,  for  extraordinary  renewals  and  ex- 
tensions. No  debt  may  be  incurred  for  the  extension  or  reconstruc- 
tion of  a  municipal  electric  plant  for  a  sum  greater  than  the 
amount  by  which  the  cost  of  such  extensio*4  or  reconstruction  ex- 
ceeds the  depreciation  fund  then  on  hand. 

By  chapter  411  of  the  acts  of  1906^  section  4  of  chapter 
410  of  the  acts  of  1905  concerning  depreqiation  funds,  as  above, 
was  amended  by  changing  the  rate  at  which  depreciation  is  to 
be  computed  from  five  to  three  per  cent,  annually  on  the  cost 
of  the  plant.  The  same  section  was  also  further  amended  by 
excluding  land  and  water  power  appurtenant  thereto  from  the 
plant  on  which  depreciation  is  to  be  computed.  As  the  law  now 
stands,  the  depreciation  fund  is  to  be  nlade  up  by  an  annual 
contribution  of  three  per  cent,  of  the  total  cost  of  all  parts 
of  the  electric  plant,  except  its  land  and  any  water  power  appur- 
tenant thereto,  or  such  smaller  or  larger  amount  of  depreciation  aa 
the  gas  and  electric  light  commissioners  may  approve.  This  allow- 
ance for  depreciation  may  be  expended  at  once  on  extensions,  or 
held  until  wanted  for  that  purpose. 

B  22.  Section  4  of  chapter  370  of  18^1  authorized  the  issue 
of  bonds  for  the  purchase,  construction  or  extension  of  a  munici- 
pal electric  plant,  and  for  the  payment  of  these  bonds  a  sinking 
fund  was  required.  If  these  bonds  have  more  than  ten  years  to 
run,  the  city  or  town"  at  the  time  of  contracting  the  debt  must 
establish  a  sinking  fund  to  be  used  for  no  other  purpose  than  its 
payment,  and  must  raise  annually  by  taxation  and  contribute  to 
this  sinking  fund  an  amount  sufficient  with  its  accumulations  to 
extinguish  the  debt  at  maturity,  under  the  section  above  named. 

If  the  bonds  are  payable  in  ten  years  or  less,  the  city  or 
town  may  establish  a  sinking  fund  in  the  way  just  indicated,  but 
if  this  is  not  done  the  city  or  town  must  raise  by  taxation  annu- 
ally not  less  than  eight  per  cent,  of  the  principal  of  the  debt,  and 
set  it  apart  as  a  sinking  fund,  until  enough  has  been  thus  raised 
with  its  accumulations  to  pay  the  debt  at  maturity. 

As  pointed  out  in  reply  to  question  B  19,  a  city  or  town  now 
has  the  right,  instead  of  issuing  bonds  an'd  providing  a  sinking 
fund,  to  issue  bonds,  notes  or  scrip  and  provide  for  their  payment 
by  annual  payments  of  sums  raised  by  taxation. 

B  39.  During  the  period  since  1891,  only  two  petitions  of 
cities  or  towns  have  come  before  the  gas  and  electric  light  com- 
missioners for  authority  to  sell  electricity  ait  less  than  cost,  as  de- 
fined in  section  10  of  chapter  370  in  that  year.     One  was  a  peti- 
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tion  by  the  town  of  Wakefield  for  the  consent  of  the  commission- 
ers to  a  schedule  of  electric  light  and  pow^  rates,  and  to  certain 
gas  rates,  that  were  admitted  to  be  below  'cost,  as  defined  in  the 
section  and  chapter  just  named.  The  town  had  approved  the  de- 
sired gas  and  electric  rates  at  a  regularly-called  meeting,  and  there 
was  no  opposition  to  the  rates  at  the  hearing  before  the  commis- 
sioners. 

As  the  gas  and  electric  plants,  which,  had  previously  been 
owned  by  a  private  corporation,  were  not  transferred  to  the  town 
of  Wakefield  until  August  7,  1894,  and  as  the  above  petition  for 
the  approval  of  rates  was  dated  October  first  of  that  year,  it  is 
not  easy  to  point  out  the  effect  of  the  rates. named  on  the  probable 
•earnings  of  the  plants.  The  matter  is  further  complicated  by  the 
fact  that  parts  of  the  plants  owned  by  the  above  private  corpora- 
tion were  located  in  other  towns,  and  were  not  transferred  to  Wake- 
field. 

Under  the  statutes,  the  town  had  the  option  to  create  a  sink- 
ing fund  for  the  bonds  issued  on  account  of  the  plants,  or  to  pro- 
vide for  the  redemption  of  these  bonds  by  annual  payments  that 
were  to  be  assessed  as  taxes  in  each  year.  The  town  chose  the  plan 
of  annual  payments,  so  that  there  was  no  sinking  fund  to  be  pro- 
vided for  in  connection  with  the  gas  and  electric  rates  that  were 
approved  by  the  commissioners.  Bates  for  gas  and  electric  ser- 
vice, as  suggested  by  the  town  and  approved  by  the  commissioners, 
were  approximately  the  same  as  the  nominal  rates  of  the  private 
corporation  of  which  the  tovra  had  purchased  the  plants. 

During  the  year  ending  June  30,  1894,  the  gross  income  from 
the  gas  and  electric  business  of  the  corporation  that  subsequently 
sold  a  part  of  its  plant  to  Wakefield  wds  $21,989.00,  and  the 
net  income  from  operation  was  $1,821.47.  This  gross  income  was 
greater  than  that  of  either  of  the  two  previous  years,  at  least. 
For  the  nearly  eleven  months  ending  June  30,  1895,  the  gross 
income  of  the  town  of  Wakefield  from  commercial  lights  was 
$16,543,  and  the  operating  expenses  of  its  gas  and  electric  plants 
were  $19,205.86.  In  this  same  period  the  -electric  plant  supplied 
an  average  of  97  arc  street  lamps  of  1,200  nominal  candle  power 
■each,  during  114  hours  per  month. 

Allowing  the  same  rates  for  energy  used  in  street  lamps  that 
were  charged  for  commercial  service,  it  seems  doubtful  whether 
these  rates,  approved  by  the  commissioners,  were  more  than  suf- 
ficient to  cover  operating  "expenses  and  interest  on  the  investment, 
without  regard  to  depreciation.  On  the  oiJier  hand,  higher  rates 
might  have  reduced  both  gross  and  net  incomes. 

The  other  petition  to  the  commissioners  for  the  approval  of 
electric  rates  that  were  below  cost,  as  defined  by  the  statute,  was 
that  of  the  town  of  Hudson,  in  1898.  On  January  15,  1897,  the 
town  had  taken  the  existing  electric  plant  in  Hudson,  at  the 
Buit  of  the  electric  company  there,  and  the  town  subsequently  dis- 
carded the  purchased  plant  and  built  a  hew  one.  By  June  30, 
1898,  the  town  had  thus  invested  $39,518  in  electric  plant.     The 
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petition  of  the  town  was  for  the  approval  by  the  commissionera. 
of  a  rate  of  20  cents  per  kilowatt  hour  for  commercial  incandescent 
lighting. 

During  the  six  months  ending  June  30,  1898,  the  operating 
expenses  of  the  municipal  electric  plant  at  Hudson  were  $2,409.49, 
the  interest  on  the  total  iuvestment  in  the  plant  at  4  per  oent. 
per  annum,  the  rate  paid  on  the  bonds,  was*  $790.36,  and  the  de- 
preciation on  the  investment  at  5  per  cent,  amounted  to  $987.95. 
No  sinking  fund  had  been  established  by  the  town  for  the  payment 
of  the  electric  bonds,  and  no  item  on  this  account  was  included  in 
the  computed  cost  of  electric  service. 

The  operating  expenses,  interest  and  depreciation  charges  just 
mentioned  amounted  to  $4,187.80  during  the  sis  months  in  ques- 
tion, and  the  total  output  of  the  electric  station  for  the  same  period 
was  29,914  kilowatt  hours,  of  which  59  per  cent,  was  distributed 
for  commercial  service,  including  incandescent  lamps  in  the  town 
buildings,  and  41  per  cent,  went  into  the  street  lighting  circuits. 
A  large  loss  of  energy  occurred  between  the  electric  station  and 
the  meters  of  consumers,  for  these  meters  registerd  only  7,019  kil- 
owatt hours  for  the  commercial  lighting,  including  that  in  the  town 
buildings.  The  commissioners  concluded  from  these  facts  that 
the  cost  of  these  7,019  Irilowatt  hours,  as  defined  by  the  statute, 
was  59  per  cent,  of  the  $4,187.80  above  named,  or  35  cents  per  kilo- 
watt hour.  It  may  be  noted  that  the  cost  of  energy  used  in  street 
lamps  was  no  doubt  less  than  35  cents  per  kilowatt  hour.  If  59 
per  cent,  of  the  operating  expenses  plus  interest  is  divided  by  the- 
number  of  kilowatt  hours  sold  to  consumers,  the  result  is  26  cents 
per  kilowatt  hour.  The  commissioners  approved  the  rate  of  30' 
cents  per  kilowatt  hour,  as  desired  by  the  town,  to  remain  in  force- 
until  January,  1899,  on  July  28,  1898,  and  later  the  town  reduced 
the  net  rate  to  15  cents  by  a  discount. 

(B  39.)  A  single  case  has  come  before  the  gas  and  electric- 
light  commissioners  as  to  the  annual  appropriation  for  depreciation,, 
imder  section  4,  chapter  410,  of  1905.  This  was  a  petition  by  the 
mayor  of  the  city  of  Holyoke  for  a  reduction  in  the  amount  of 
depreciation  to  be  appropriated  on  account  of  its  gas  and  electric 
plants,  in  1906. 

It  appeared  that  the  city  had  taken  possession  of  these  plants 
on  December  15,  1902,  as  the  result  of  a  suit  brought  to  enforce- 
their  purchase  by  the  private  corporation  that  owned  them. 

The  purchase  of  the  original  plants  involved  an  expenditure 
of  $829,252.21,  of  which  about  $110,000  represented  the  expense- 
of  the  litigation,  and  $267,722.94  had  been  expended  on  improve- 
ments, making  the  total  outlay  $1,096,975,15  at  the  time  of  the 
hearing.  Parts  of  the  old  plants  that  cost-  the  city  $45,000  were- 
discarded  shortly  after  the  purchase,  and  were  replaced  by  more 
modem  apparatus.  In  their  decision  on  the  petition,  the  majority 
of  the  commissioners  said  that  the  $110,000  expended  in  litigation 
and  the  $45,000  represented  by  the  discarded  .equipment  constituted 
a  depreciation  of  $155,000,  for  which  provision  should  be  made. 
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During  1906  the  amount  to  be  paid  on  the  principal  of  bonds 
issued  for  the  purchase  of  the  Holyoke  plants  was  $36,600,  and  the 
interest  payment  on  the  bonds  was  $a8,185.  At  the  statutory  rate 
of  5  per  cent,  on  the  above  $1,096,975,  the  depreciation  to  be  appro- 
priated by  the  city,  in  1906,  amounted  to  $54,849,  and  the  petition 
sought  a  reduction  of  this  sum.  Such  reduction  of  the  depreciation 
charge  was  refused  by  a  majority  of  the  three  commissioners,  largely 
on  the  ground  that  even  with  depreciation  computed  at  5  per  cent, 
it  would  require  some  years  to  make  up  the  above  losses  while 
covering  current  depreciation  of  the  plants  -  report  of  gas  and  elec- 
tric light  commissioners  1906,  page  45. 

The  third  commissioner  dissented  from  this  decision,  and  it 
was  followed  by  a  petition  to  the  legislature  that  resulted  in  the 
reduction  of  the  rate  of  depreciation  to  three  per  cent.,  and  the  ex- 
clusion of  land  and  its  appurtenant  water  power  from  the  items  on 
which  depreciation  is  to  be  computed  (chapter  411,  acts  of  1906). 

(B  39.)  In  May,  1894,  the  supreme  court  of  Massachusetts,  in 
Citizens'  Gas  Light  Co.  vs.  Wakefield,  decided  that  chapter  370  of 
1891,  authorizing  cities  and  towns  to  establish  gas  and  electric 
plants  for  the  supply  of  their  inhabitants,  is  not  in  conflict  with 
the  constitution  of  the  state.  The  town  of  Wakefield  contended 
in  this  case  that  its  two  votes  in  accord  with  the  statute  did  not 
create  an  obligation  to  purchase  plants  within  its  limits,  but  the 
court  enforced  this  obligation.  Eight  of  trial  by  jury  to  determine 
the  value  of  the  purchased  plants  was  contended  for  by  the  town 
and  denied  by  the  court. 

Hudson  Electric  Co.  vs.  Hudson,  decided  by  the  state  supreme 
court  on  April  1,  1895,  involved  another  attempt  of  a  town  to  avoid 
its  obligation  to  purchase  an  electric  plant  within  its  limits  after 
the  town  had  voted  to  establish  such  a  plant.  In  this  ease  one  of  the 
votes  of  the  town  was  not  taken  in  the  language  of  the  statute, 
but  it  was  decided  that  the  meaning  of  the  vote  was  to  be  gathered 
from  the  entire  record.  After  the  electric  company  filed  its  sched- 
ule of  property,  the  town  voted  not  to  establish  a  plant,  but  the 
court  held  that  the  obligation  to  purchase  the  existing  plant  had 
been  fixed  by  two  former  votes. 

B  40  (a).  As  stated  in  detail  in  reply  to  question  B  15,  a 
city  or  town  cannot  legally  sell  electric  energy  below  the  special 
cost  defined  by  the  statute,  without  the  approval  of  the  gas  and  elec- 
tric light  commissioners,  if  the  energy  is  used  for  lighting.  Feither 
can  energy  for  lighting  be  sold  at  a  profit  above  this  special  cost 
of  more  than  eight  per  cent,  per  annum  on  the  net  investment  in 
the  municipal  electric  plant.  Where  electric  energy  is  used  for 
motive  power  or  heating,  it  seems  doubtful  if  the  limitations  as  to 
price  fixed  by  the  statutes  apply. 

B  40  (b).  Section  six  of  chapter  370  of  the  acts  of _  1891 
provides  for  the  assessment  on  consumers  of  the  cost  of  appliances 
located  on  their  premises  by  a  municipal  plant  for  the  distribution 
of  electricity  there,  as  stated  in  reply  to  question  B  15.  This  section 
no  doubt  covers  meters,  and  would  warrant  the  collection  of  meter 
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rent  instead  of  the  entire  first  cost  and  a  subsequent  charge  for 
maintenance,  as  authorized  by  the  statute.  As  long  as  the  rent  or 
charge  for  meters  and  other  appliances  is  not  so  excessive  as  to 
amount  to  a  charge  for  electric  lighting,  there  seems  to  be  no 
limit  on  its  amount. 

B  40  (c).  Interest  on  bonds  issued  to  pay  for  municipal 
electric  plants,  and  the  operating  expenses  of  these  plants,  were  to 
be  provided  for  by  city  or  town  appropriations,  under  section  4  of 
chapter  370  of  1891.  Section  4  of  chapter  410  of  1905,  which  re- 
pealed the  section  above  named,  provides  that  the  excess  of  the 
sum  of  annual  payments  on  account  of  thS  sinking  fund  or  debt 
incurred  for  the  plant,  interest  on  this  debt,  depreciation  charges, 
operating  expenses,  and  the  loss  in  operation  during  the  previous 
year,  over  the  estimated  income  from  private  consumers,  shall  be 
included  in  the  annual  appropriations  of  the  city  or  town  and  in 
its  tax  levy. 

C— PUBLIC  SUPERVISION  OF  PRIVATE  COMPANIES. 

Questions  C  1  to  C  57,  inclusive,  do  not  apply  to  the  public 
plants. 

(A.  The  length  of  time  allowed  for  thi^  report  did  not  permit 
answers  to  Schedule  C.) 

Mr.  Adams  answers  for  questions  1,  2,  3,  8,  9,  11,  Uxbridge 
and  Korthbridge,  that  this  company  was  incorporated  in  Massachu- 
setts under  the  general  law  in  August,  1889;  that  no  changes 
have  been  made  in  its  charter,  and  that  the  company  jDaid  during 
the  past  year  to  the  local  or  state  government  $5  for  the  privilege 
of  incorporation,  and  that  the  area  to  be  served  is  "  Uxbridge  and 
Northbridge." 

The  following  answers  for  the  respective  plants   C   1   to   57 
are  all  by  Mr.  Prichard : 
C  1.     Date  of  incorporation  of  company? 

Aiington  and  RocMand.     ISTovember  25,  1889. 

Attlehoro.     October,  1904. 

Beverly.     1859. 

Fitchlurg.     May  13,  1852. 

Gardner.     1891. 

Northampton.     1887. 

Salem.     December,  1881. 

C  3.     Place  of  incorporation? 

Abington  and  Rockland.     Abington. 
^   Attlehoro.     Attleboro. 

Beverly.     Beverly. 

Fitchlurg.     Fitchburg. 

Gardner.     Gardner. 

Northampton.     Northampton. 

Salem.     Salem. 
C  3.     Was  incorporation  under  (a)  genera}  law,  (b)  special  legis- 
lative act,  (c)  administrative  order,  (d)  other  method? 
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Abington   and  BocMand,   Attleloro,   Sfiverly,   Gardner,   and 
Salem.     General   law.     Fitchhurg.     Special   charter;   see   Public 

Statutes  of  1852.    Northampton.    

C  4.     For  what  length  of  time  was  original  incorporation  to  be 
effectiye  ? 
"  Perpetual "  is  the  answer  in  each  case,  except  Fitchburg, 
which  is  answered  by  the  word  "  Unlimited." 
C  5.     If  this  duration  has  since  been  extended  or  decreased,  state 
when,  how,  for  what  period  of  time  and  reasons  therefor. 
Question  not  answered. 
C  6.     Was  the  power  of  amendment  or  alteration  of  this  original 
charter  reserved  to  the  state?    No  answer  given  for  any 
of    the    companies,    except    Beverly,    Northampton    and 
Salem,  which  are  answered  by  the  word  "  No." 
C  7.     State  succinctly  the  powers  conferred  by  the  charter. 

Alington  and  RocMand,  Attlebor.o.    

Beverly.     To  furnish  gas  in  the  town  of  Beverly. 
Fitchburg.     See  statute,  1852. 

Gardner.     To  carry  on  the  business  of  furnishing  electric 
light  and  power   (not  stated  as  to  territory). 

Northampton.     To  furnish  electricity  for  lighting  and  power 
purposes  in  the  city  of  Northampton. 

Salem.     To  conduct  electric  lighting  business  in  the  city  of 
Salem. 

C  8.,  What  were  the  limitations  specified  in  the  original  charter 
particularly  as  regards  (a)  area  to  be  served,  (b)  stock 
to  be  issued,  (c)  bonds  to  be  issued,  (d)  dividends  to  be 
paid,  (e)  prices  to  be  charged,  (f)  character  of  service, 
(g)  amperage  and  voltage  of  current,  (h)  location  of 
wires,  (i)  audit  of  accounts,  (j)  taxation,  (k)  compen- 
sation for  franchises,  (1)  .publication  of  reports,  (m) 
making  of  returns  to  governmental  authorities,  (n)  other 
important  matters? 
Abington  and  BocMand.     (a)  Abington  and  Eockland  and 

adjacent  territory,      (b)  $30,000.      (c)  — '■ —      (d  to   n) 

None. 

AttUboro.     (a)   Attleboro,  North  Attleboro  and  Wrentham. 

(b)  $65,000.     (c)  to  (k)  .     (1),  (m),  (n)   State  law. 

Beverly,     (a)  Beverly,     (b)  $40,000.    <c)  to  (n)  

Fitchburg.     (a)    Town  of  Fitchburg.      (b)    $100,000.      (c) 
(d),  (e)  No  provision,     (f)  Gas.     (g)  to  (i)  None. 


(i)  to  (n) 


Gardner,     (a)  No.     (b)  $30,000.     (c)  to  (n) 


Northampton,  (a)  City  of  Northampton,  (b)  $40,000;  vote 
of  company,  117,400.  (c)  Vote  of  company  $58,000,  since  re- 
tired, (d),  (e),  (g),  (h),  (i),  (k),  (1),  (n)  No  provisions,  (f) 
Electric  light,  (j)  (m)  According  to  legal  require- 
ments. 

Salem,     (a)  None,     (b)  $10,000.     (c)  to  (n)   "None." 
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0  9.  If  any  changes  have  been  made  in  'the  original  charter  as 
regards  powers  and  limitations  of  the  company,  state 
when,  how,  to  what  extent,  and  for  what  reasons. 

Aiington  and  Rockland.     Increased  the  capital  to  $75,000. 

Attleboro.     None. 

Beverly.  Privilege  to  do  electric  lighting  secured  in  1887,  as 
per  provision  of  general  law  increasing  powers  of  gas  companies. 

Fiichhurg.  Change  of  name  in  1900  from  "  Fitchburg  Gas 
Company  "  to  "  Fitchbnrg  Gas  and  Electric  Light  Company  "  and 
increase  of  stock. 

Gardner.     No  changes. 

Northampton.     Authority  to  supply  electric  power. 

Salem.     1882   increased   to   $20,000. 

1885  "  "      40,000. 

1886  "  "  70,000. 
1889  "  "  140,000. 
1892  "  "  175,000. 
1902         "  "    275,000. 

C  10.     What  fees  were  required  at  time  of  incorporation? 

Aiington  and  Rockland,  Attlehoro,  Gardner.  1/20  of  1  per 
cent,  of  the  capital  stock. 

Beverly.     Unknown.     See  law. 
Fitchiurg.     No. 

Northampton  and  Salem.    

C  11.     Was  any  payment  made  during  the  past  year  to  local  or 
state  governments  for  privilege  of  incorporation?       No. 
C  12.     What  state  authorities  have  power  to  supervise,  control  or 
regulate  the  operations  of  the  company?    The  Board  of 
Gas  and  Electric  Light   Commissioners  has  supervision 
of  all  gas  and  electric  light  plants  in  the  state,  both  pub- 
lic and  private.     J.  H.  G. 
Mr.    Prichard   does   not   answer  the  remaining   portions   of 
Schedule  C,  excepting  as  follows : 

C  43.  If  any  other  state  board  (than  the  Board  of  Gas  and 
Electric  Light  Commissioners),  commission  or  other 
authority  has  control  or  supervision  over  electric  light- 
ing companies,  give  statutory  pr6visions  relating  to  its 

powers  and  functions.    Answer  "  No,"  or  " ." 

C  45.     What  have  been  the  effects  of  this  supervision? 
Aiington  and  Rockland.     Advantageous. 
Attlehoro.     Of  great  assistance. 
Beverly.     Of  advantage  from  all  points  of  view. 

Fitchiurg.    

Gardner.  "  Advantageous  to  both  thfe  public  and  the  cor- 
poration."- 

Northampton.    "  Advantageous." 
Salem.    Yery  helpful. 
C  46.     What  powers   of   supervision   over  the'  construction   and 
operation  of  the  plants  of  private  companies  does  the 
city  possess? 
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Abington   and  BocMand,   AUleboro.    Beverly, 

Fitchburg.     JSTone.     Gardner.     State  law.     Salem,  Northampton. 

C  47.  What  provision  has  the  city  made  for  the  exercise  of  its 
power  of  supervision?  All  dash,  except  Beverly  and 
Gardner,  "  None." 

C  48.     How  frequently  and  with  what  efficiency  does  the  city 
exercise  its  powers  of  supervisioif? 
No  answer  except  for   Gardner,  which  is  answered  by  the 
word  "  Never." 

C  49.     Has  the  company  resisted  the  enforcement  of  the  legal 
provisions  relating  to  providing  for  public  supervision? 
All  dashed,  except  Fitchburg,  Gardner  and  Salem,  "  No." 
C  52.     What  taxes  are  paid  to  state  authorities?     Explain  fully. 
(a)  Basis  of  levy,  (b)  method  of  assessment,  (c)  prin- 
ciples of  valuation,   (d)  rate  of  taxation,  state  tax  rate 
for  all  companies,  $16.87;  (e)  method  of  collection,  (f) 
disposition  of  receipts,    (g)    other  important  matters. 
Abington  and  Rockland.     $293.25.     (a)  Taxed  upon  market 
value  of  capital  stock  less  valuation;  locally  assessed. 

Attleboro.  (a)  A  franchise  tax  upon  the  par  value  of  the 
capital  stock.  Prom  this  valuation  is  deducted  the  value  of  the 
real  and  personal  property  of  the  company?  as  found  by  the  local 
assessors. 

Beverly,     (a)   $1,468.92. 

Fitchburg.  (a)  DifEerence  between  local  and  capital:  Cor- 
poration,  $659.58;  common,   $69.09. 

Gardner.     Corporation  tax,  $163.01. 

Northampton,  (a)  Value  of  capital  stock  less  valuation 
taxed  by  local   authorities.     $987.56. 

Salem.  $3,354.30.  (a)  Valuation  on  capital  stock  less  val- 
uation of  real  and  personal  property  as  found  by  the  local  as- 
sessor $175  per  share  at  $16.87.  (b)  Market  value  of  capital 
stock. 

C  53.  What  taxes  are  paid  to  local  authorities?  Explain  fully, 
(a)  Basis  of  levy,  (b)  method  of  assessment,  (c)  prin- 
ciples of  valuation,  (d)  rate  of  taxation,  (e)  method  of 
collection,  (f)  disposition  of  receipts,  (g)  other  import- 
ant matters. 
Abington  and-Bochland.  $1,386.73.  (a)  On  real  and  per- 
sonal property,     (b),   (c)  Judgment  of  board  of  assessors,     (d) 

$24.  (e),  (g)  .     (f)  General  fund. 

Attleboro.     (a)   Valuation  as  determined  by  local  board  of 

assessors  on  personal  and  real  estate,     (b),  (c),  (e),  (g)  

(d)  $17  per  $1,000.     (f )  To  general  fund. 

Beverly.     $1,503.68.     (a)  to   (g)  

Fitchburg.     $432,775.     $3,309  for  electric  department.    Gas 

and  electric,  $4,600.36.     (a)  to  (g)  

Gardner.     $828.32.      (a),    (b),    (e),    (e),    (g)    

(d)   1906,  $31.     (f)   General  fund. 
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Northampton.     $1,418.66.     (a)   to   (g) 


Salem.     $5,980.89.     (a)   Beal  and  personal  property  as  as- 
sessed by  local  board,     (b),  (e),  (g) H?^^yf^^ 

of  the  real  and  personal  property,     (d)  $1-7.50  per  $1,000.     (t) 
General  fund. 

C  54.     If  electric  lighting  companies  are  taxed  differently  from 
corporations  and  other  property,  state  how  and  to  what 
extent. 
The  answers  all  indicate  that  the  companies  are  not  taxed 
in  any  special  manner. 

C  55.     What  fees  or  licenses  are  paid  to  the  state  or  local  au- 
thorities ? 
Alington  and  RocMand.     None,  except  proportion  of  expenses 
of  the  Board  of  Gas  and  Electric  Light  Commissioners. 

AttUhoro,  Gardner,  SaUm.  Gas  and  Electric  Light  Com- 
mission tax. 

Beverly.     Gas  and  Electric  Light  Commission  tax,  $43.03. 
Fitchburg,  Northampton.     None. 
C  56.     Is  the  company  subject  to  assessnient  for  local  improve- 
ments?   "No"  for  all  plants  except  Pitchbnrg,  which  is 
left  blank. 

C  57.     Are  such  asessments  actually  levied?    The  answers  indi- 
cate that  no  such  assessment  is  levied  for  any  plant. 

D— FRANCHISES  OF  PRIVATE  COMPANIES. 

Mr.  Adams  answers  none  of  the  questions  D  1  to  D  64  inclu- 
sive except  for  the  private  company  Uxbridge  and  Northbridge, 
for  which  Mr.  Prichard  handed  in  no  schedule  whatever. 

A — Uxbridge  and  Northbridge, 

D  1  to  D  35  inclusive.    

D  36.     Give  complete  list  of  all  electric  lighting  .franchises  now 
in  force.    It  is  the  practice  to  grant  franchises  from  time 
to  time  as  extensions  are  required. 
The  record  of  the  first  franchise  was  not  found  and  the  fol- 
lowing answers  relate  to  the  form  of  franchise  now  in  use. 

Mr.  Adams's  answer  indicates  that  the  first  franchise  was 
granted  before  June  30,  1890,  by  the  selectment  of  the  towns; 
that  it  was  without  time  limit  and  not  in  terms  exclusive,  and  that 
the  lines  at  present  cover  161,814  feet  of  streets. 

D  37,  38,  39,  40.     

D  41.     State  for  each   (franchise)   the  period  within  which  the 
construction  had  to  be  begun. 

D  43.     State  for  each   (franchise)   the  period  within  which  the 

plant  had  to  be  completed. 
D  43.     State  for  each   (franchise)   the  provisions  regarding  the 

rates  to  be  charged. 
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D  44.  State  for  each  (franchise)  the  povisions  regarding:  (a) 
Character  of  service,  (b)  Voltage  and  amperage  of  cur- 
rent, (c)  Direct  and  alternating  current,  (d)  Location 
of  wires.  Cross-arms  for  wires  to  be  at  least  18  feet 
above  the  grouad.  (e)  Other  eleiiients  of  service.  Poles 
to  be  of  chestnut  and  at  least  30  fget  long. 
Answer  to  all  others,  "No  provisions." 

D  46  to  54,  56.     No  provisions. 

D  55.  In  like  manner,  state  for  each  (franchise)  the  provisions 
as  to  transfer  of  franchise  to  third  parties.  Grants  run 
to  the  electric  company,  its  successors  or  assigns. 

D  57.  State  for  each  (franchise)  the  provisions  as  to  other  im- 
portant matters,  including  renewals.  The  grant  desig- 
nates the  route  along  which  poles  and  wires  may  be 
erected,  as  per  map  filed  with  the  selectmen. 

D  58-63.    

D  64.     By  whom  are  franchise  grants  drafted?    By  the  company. 

A.  The  time  allowed  for  this  report  did  not  permit  answers 
to  Schedule  D. 

In  general  it  is  true  that  franchises  in  Massachusetts  are 
granted  for  no  definite  time  and  may  be  revoked  by  town  or  city 
authorities  or  by  the  Legislature  at  any  time  without  compensa- 
tion to  the  person  or  company  holding  the  franchise.  Franchises 
are  not  in  terms  exclusive,  but  there  is  an  appeal  to  the  gas  and 
electric  light  commissioners  from  any  franchise  granted  by  a  local 
authority  that  would  allow  competition  and  it  is  the  fixed  policy  of 
the  commissioners  to  annul  franchises  that  would  set  up  competi- 
tion between  two  gas  plants,  or  between  two  electric  plants. 

By  Mr.  Peichard. 

D  X-  Does  the  municipality  have  power  to  grant  franchises  to 
electric  light  companies?  Yes,  all  plants,  except  that  in 
the  schedule  for  Northampton  the  phrase  "subject  to 
the  approval  of  the  board  of  gas  and  electric  light  com- 
missioners" is  added. 

D  2.  How  was  the  power  conferred,  by :  (a)  General  law  appli- 
cable to  all  cities  of  the  state,  (b)  By  general  law  appli- 
cable to  all  cities  in  a  class,  (c)  By  special  act  appli- 
cable to  this  city  alone,  (d)  AdiAinistrative  order,  (e) 
Other  methods? 
(a)  Yes,  for  all  plants  except  Salem,     (b),  (c)  The  answer 

is  "No"  for  all  plants,  or  the  question  is  unaswered.     (d),   (e) 

All  plants.    

Questions  D  3  to  D  36  inclusive  are  left  unanswered  in  all 

schedules. 

D  36.  Give  complete  list  of  all  electric  lighting  franchises  now 
in  force  in  the  following  form : 
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D  37.     Pollowing  the  designation  used  in  column  1  of  preceding 
question,  state  for  each  franchise  the  conditions   upon 
which  franchises  may  be  declared  forfeited. 
No  provisions. 

D  38.     State  for  each  the  time,  method  and  terms  of  acquisition 
by  the  city. 
Ahington  and  Rockland.    State  law.    AttUhoro.    By  statute. 

Beverly,  Salem.    Gardner.    l>[o  special  provision.    North- 
ampton.   No  special  provision. 

D  39.     In  like  manner  state  for  each  the  method  by  which  plant 
thus  acquired  may  be  utilized. 
Abington  and  Rockland,  Beverly,  Salem.    FitcKburg. 

None.     Gardner,  Northampton.    No  special  provision. 

D  40.     In  like  manner  state  for  each  whether  consent  of  abutting 

property  owners  was  required  before  pipes  could  be  laid. 

Ahington  and  Rockland,  Beverly.    Aitleboro,  Fitch- 

iurg.    None.     Gardner.    No  special  provision.    Northampton.  Le- 
gal regulation.    Salem.    Not  at  that  time. 

D  41.     In  like  manner  state  for  each  the  period  within  which  the 
construction  had  to  be  begun. 
Alington  and  Rockland,  Attleboro,  Fitchburg,  Salem.     None. 

Beverly.    Gardner.    No  special  provision.    Northampton. 

No  regulation. 

D  43.     In  like  manner  state  for  each  the  period  within  which  the 
plant  had  to  be  completed. 
Ahington  and  Rockland,  Attlehoro,  Fitchhurg,  Salem.     None. 

Beverly.    Gardner.    No  special  provision.    Northampton. 

No  regulation. 

D  43.     In  like  manner  state  for  each  the  provisions  regarding 
rates  to  be  charged. 
Ahington  and  Rockland,  Attlehoro,  Fitchhurg,  Salem.    None. 

Beverly.    Gardner.     No  special  proyision.    Northampton. 

No  regulation. 

D  44.     In  like  manner  state  for  each  the  provisions  regarding: 
(a)  Character  of  service,     (b)  Voltage  and  amperage  of 
current,     (c)   Direct  or  alternating  current,     (d)   Loca- 
tion of  wires,     (e)   Other  elements  of  service. 
The  answers  all  indicate  that  there  are  no  provisions  on  these 

matters.     In  the  Gardner  schedule,  subhead  (d)    (the  location  of 

wires),   "and  poles"   is   added,   followed  by  "Yes,"   and  in  the 

Northampton  schedule  the  answer  for  subhead  (d)  is  "No  special." 

D  45.     In  like  manner  state  for  each  thfe  provisions  regarding 
plant  and  equipment. 

D  46.     In  like  manner  state  for  each  the  rights  reserved  to  the 
city  to  regulate  operation. 

D  47.     In  like  manner  state  for  each  the  provisions  as  to  com- 
pensation, including  free  services. 
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D  49.     In  like  manner  state  for  each  the  provisions  as  to  street 
paving. 

D  50,     In  like  manner  state  fox  each  th*e  provisions  regarding 
removal  of  wires. 
The  answers  in  all  schedules  indicate  that  there  are  no  pro- 
visions on  these  matters. 

D  51.     In  like  manner  state  for  each  the  "provisions  as  to  exam- 
ination of  records. 

D  52.     In  like  manner  state  for  each  the  provisions  as  to  audit 
of  accounts. 

D  53.     In  like  manner  state  for  each  the  provisions  as  to  publica- 
tion of  reports. 

D  54.     In  like  manner  state  for  each  the  provisions  as  to  returns 
to  public  authorities. 

D  55.     In  like  manner  state  for  each  the  provisions  as  to  transfer 
of  franchises  to  third  parties. 

D  56.     In  like  manner  state  for  each  the  provisions  as  to  labor. 

D  57.     In  like  manner  state  for  each  the  provisions  as  to  other 
important  matters,  including  renewals. 
All  these  questions  are  answered  in  all  schedules  by  the  word 

"none,"  or  left  unanswered,  except  in  the  schedule  for  Attleboro, 

where  questions  D  51,  D  52,  D  53,  D  54. and  D  55  are  answered 

by  the  word  'law,"  or  "excepting  state  law." 

D  58.     Has   the   municipality   experienced   difficulty  in   forcing 
companies  to  live  up  to  the  terms  of  their  franchise  ? 
Abington   and   Rockland,   Attlehoro,    Gardner,   Salem.     No. 
Beverly,  Fitchhurg,  Northampton.    

D  59.     State  what  provisions  it  has  not  been  able  to  enforce,  and 
why.    Abington  and  BocTcland,  Attleboro,  Gardner,  None. 
Beverly,  Fitchburg,  Northampton,  Salem.     

D  60.     What  remedies,  penalties  and  means  of  enforcing  the  above 
provisions  (D  37-57)  have  been  provided?    Abington  and 
Bockland,  Gardner.    None.    Attleboro,  Beverly,  Fitchburg,  North- 
ampton, Salem.    

D  61.     How  much   deliberation  has  usually  been   given  in  the 
granting  or  renewal  of  franchises? 

Abington  and  Rockland,  Northampton.    

Attleboro.     Public  hearings  are  adveitised  and  held  before 
the  franchise  is  granted. 

Beverly  and  Fitchburg .     Ample. 

Gardner.     Due  deliberation. 

Salem.     Fully  debated  and  considered  in  public  hearing. 
D  63.     Has  th^  exercise  of  the  franchise  granting  power  been 
attended  with  public  scandal,  and  ii  so,  in  what  respect? 

Abington  and  Rockland,  Attleboro,  Be'verly,  Fitchburg,  Gard- 
ner, Salem,     No.    Northampton,    
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D  63.     How  much  publicity  has  usually  accompanied  the  grant- 
ing or  renewal  of  franchises? 

Ahiiigton  and  Rockland.     Advertised  in   newspapers   as  re- 
quired by  law. 

AUleboro,  Beverly,  Gardner,  Salem.      Advertise^  as  required 
by  law. 

Fitchhurg.     Public  hearing  as  required  by  law. 

Northampton.    

D  64.     By  whom  are  franchise  grants  usually  drafted? 

Ahington   and  RocMand,  Attlehoro.     By   selectmen   through 
town  council. 

Beverly.     Counsel  for  the  city. 

Fitchburg,  Salem.     City  counsel. 

Gardner.     Counsel  for  the  corporation. 

Northampton.    
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Note. — Mr.  Alton  D.  Adams  filled  od©  schedule  for  each  of 
the  plants,  public  and  private,  and  Mr.  C.  F.  Prichard  one 
schedule  for  each  of  the  plants,  public  and  private,  with  the  ex- 
ception of  that  for  the  Uxbridge  and  Northbridge  Electric  Com- 
pany. All  answers  made  by  each  investigator  are  given.  Where 
the  answers  of  the  two  investigators  are  identical,  no  designation 
of  the  source  of  the  answer  is  shown.  Where  the  answers  differ 
each  answer  is  given  distinction  by  the  initial  of  the  author. — J. 
H.  Gray. 

Note  (by  Mr.  Adams) — As  Mr.  Charles  P.  Prichard  is  one 
of  the  directors  of  the  Beverly  company,  ojily  those  answers  that 
could  be  obtained  from  the  public  records  and  from  inspection  of 
the  property  are  given  as  to  its  plant. 

E— ORGANIZATION. 

B  1.     What  is  the  supreme  governing  body  of  the  service,  whether 
cify  council,  board,  commission  or  board  of  directors? 

Municipalities. 
Ghicopee,    Taunton.     A.  Mayor    and    city    council.     P.  Man- 
ager. 

Danvers.     Municipal  light  board. 

Holyohe.     A.     Mayor  and  city  council.     P.     Manager. 
Marblehead,  North  Attleboro,  Peabody.     Municipal  light  board. 
Westfield.     A.     Selectmen.     P.     Selectmen,  ex-ofBcio. 

Companies. 
Board  of  directors  in  each  case. 
E  3.     Number  of  members. 

Municipalities. 
Chicopee,  HolyoJce.     P.     1. 

Danvers,  Marblehead,  North  Attleboro,  Peabody,  Westfield.     3. 
Taunton.     A.     Eight  aldermen,  34  cou'ncilmen. 

Companies. 
Abington  and  Rochland,  Gardner.     9. 
Attleboro.     P.     5. 

Beverly,  Northampton,  Uxbridge  and  Northbridge.     5. 
Fitchburg.     7. 
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B  3.     Method  of  selection  of  members,  including  nominations  and 
election. 

Municipalities. 

GMcopee,  Holyohe.     A.     Elected  by  popular  vote.     P.     Ap- 
pointed by  mayor. 

Danvers.     A.     Town  vote.    P.     State  law. 

Marblehead.     A.     Elected  by  town  ballot  for  three  years.     P. 
State  law. 

North  Attleboro,  Peabody,  West-field.     A.     Town  voters  elect. 
P.     State  law. 

Taunton.     A.     Elected  annually  by  popular  vote. 

Companies. 

Ahington    and    Rochland.     A.     Votes    of    stockholders.      P. 
Eegular  corporation  law. 

Attlehoro,  Beverly,  FUchhurg,  Salem,   Uxhridge  and  North- 
bridge.     A.    Votes  of  stockholders. 

Gardner.    A.     Votes  of  stockholders.     P.     Usual  legal  cor- 
poration method. 

Northampton.     A.     By    stockholders    6f    the    company.     P. 
Elected  at  annual  meeting  of  stockholders. 
E  4.     Do  political  considerations  influence  selections? 

Municipalities. 
Ghicopee,  Holyohe.     A.     Yes.     P.     No. 
Danvers.    A.    Yes.    P.    "N"o." 
Marblehead.    A.     Yes.    P.     "Yes." 
North  Attleboro.     A.     Yes. 
Peabody.     A.  Yes.     P.  To  a  limited  extent. 
Taunton.     A.    Yes. 
Westfield.    A.    Yes.    P.    No. 

Companies. 
Abington  and  RocMand,  Northampton.     P.     No. 

Attleboro,  Beverly,  Uxbridge  and  Northbridge.    

Fitchburg,  Gardner,  Salem.     A.  No. 
E  5.     Is  the  board  bi-partisan  or  non-partisan? 

Municipalities. 
Ghicopee,  Taunton.     A.     Bi-partisan. 
Danvers.     A.     All  of  one  party.     P.     Non-partisan. 
Eolyohe,  Westfield.     P.     Non-partisan. 
Marblehead.     Non-partisan  at  present. 

North  Attleboro.    

Peabody.     A.    Bi-partisan.     P.     Non-partisan. 

Companies. 
Abington  and  BocMand,  Northampton.    P.    Non-partisan. 

All  others.    

E  6.     Term. 

Municipalities. 
Ghicopee.     A.    Year  to  year.     P.     Until  removed. 
Danvers,  Marblehead.     Three  years. 
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Holyohe.     One  year. 

North  Attleboro.    A.     Three  years.     P.     State  law. 

Peabody.  A.  Three  years.  P.  Three  years,  one  retiring 
each  year. 

Taunton.     A.     One  year. 

Westfield.     P.     One  year. 

Companies.     In  the  answers  of  each  investigator  where  the 
question  is  answered  at  all  it  is  "  One  year." 
E  7.     Do  all  retire  at  the  same  time? 

Municipalities. 

Chicopee.     

Danvers.     A.     ISTo.     P.     One  each  yeaf. 

EolyoJce.     Yes. 

Marblehead.     One  each  year. 

North  Attleboro.     A.     One  each  year.     P.     State  law. 

Peabody.     P.     One  each  year. 

Taunton.    A.    Yes. 

Westfield.    P.    Yes. 

Companies. 

Abington  and  BocTcland.  A.  Yes.  P.  Not  unless  so  de- 
sired by  stockholders. 

Attleboro,  Fitchburg,  Salem,  Uxbridge  and  Northbridge.  A. 
Yes. 

Beverly.    

Gardner.     A.    Yes.     P.     Not  in  practice. 

Northampton.     A.     Yes.     P.     Yes,  if  not  re-elected. 
E  8.     State  salaries  or  allowances  for  services  in  connection  with 
service. 

Municipalities. 

Chicopee.  A.  Eegular  salaries  as  mayor  and  councillors. 
P.     $1,200  paid  the  manager. 

Danvers.  A.  Each  $50  per  year,  and  one  of  the  three  gets 
$100  yearly  for  keeping  the  books  of  the  plant.  P.  Two  $50  each, 
one  $150— total,  $250. 

Holyohe.  A.  None,  except  regular  galary  of  mayor  and 
councillors.     P.    Managers  $4,000. 

Marblehead.     $15  per  week  for  one  member;  others  none. 

North  Attleboro.  A.  $75  each  per  year.  P.  $75  each; 
total,  $235. 

Peabody.     None. 

Taunton.     A.     Eegular  compensation  of  mayor  and  councillors. 

Westfield.     P.     None. 

Companies. 

Abington  and  RocMand.  A.  $75  for  directors  during  the 
year.     P.     $75  per  year  for  board. 

Attleboro.    A.     Nothing. 

Beverly.     A.     Total  $975  during  the  year. 

Fitchburg.  A.  $310  for  all  directors  during  the  year.  P. 
^290  per  annum. 
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Gardner,  Northa-mpton.     Nothing. 

Salem.     A.     $600  for  all  directors  during  the  year. 

Uxhridge  and  Northbridge.     A.     $30  total  for  all  directors 
during  the  year. 
E  9.     May  they  also  hold  other  public  office? 

The  answers  for  all  plants,  public  and  private    are  "Yes," 
where  the  question  is  answered  at  all. 
E  10.     Do  they  always,  generally,  exceptionally,  or  never? 

Ghicopee.     P.  Generally. 

Danvers.     A.  Not  usually.    P.  Generally  do. 

Holyoke.     P.  Does  not. 

Marblehead.     A.  Exceptionally.    P.  Occasionally  do. 

North  AUUboro.     A.  Often.    P.  Never. 

Peabody.     P.  Frequently. 

Taunton.     

Westfield.     P.  Yes. 

Companies. 

All  answers ,  except  that  for  Northamptonj  which  Mr. 

Priehard  answers  "Exceptionally." 

E  11.     May  they  also  conduct  private  business  ? 

Municipalities. 
Chicopee.     A.  Yes.    P.  Law  does  not  prevent. 
Holyoke.     A.  Yes.    P.  No. 
All  others  "Yes,"  except  Priehard  does  not  answer  for  Taunton. 

Companies. 
The   answers  are  all  "Yes"  where  the  question  is  answered 
at  all. 
E  12.     What  has  been  the  custom  ? 

Municipalities. 

Chicopee.  A.  To  conduct  private  business.  P.  Not  to  engage 
in  other  business. 

Danvers.  A.  They  have  other  business.  P.  "To  get  all  they 
can." 

HolyoTce.     A.  To  have  business.    P.  Not  to  do  so. 

Marblehead.  A.  Do  other  business.  P.  To  conduct  their  own 
business. 

North  Atilehoro.  A.  They  usually  have  other  business.  P. 
As  above. 

Peabody.     A.  They  have  other  business.    P.  They  do. 

Taunton.    A.  Usually  have  other  business. 

Westfield.     A.  They  do  private  business.    P.  Other  offices. 

Companies. 
Abington  and  Rockland.     A.  To  have  husincss.    P.  To  do  so. 
Attleboro,  Fitchburg,  Salem.     A.  To  conduct  business. 
Beverly,  TJxbridge  and  Northbridge.     A.  To  have  business. 
Gardner.     A.  To  conduct  business.     P.  To  do  so. 
Northampton.     A.  To  have  business.     P.  Generally  engaged 
in  private  business. 
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E  13.    How  often  does  the  governing  body  meet? 

Municipalities. 
Ghicopee.     P.  Has  no  governing  body.- 
Danvers.    Every  week, 
Holyohe.     P.  Daily. 

Marblehead.  A.  Monthly.  P.  Regularly  once  a  week;  oftener 
if  necessary. 

North  Attleloro,  Peahody.     Monthly. 

Taunton.     A.  Aldermen  bi-monthly;  councilmen  monthly. 

Westfield.     P.  Every  week. 

Companies. 

Ahington  and  Rockland.    P.  When  called  together. 

Attleboro,  Fitchhurg,  Salem.     A.  Monthly. 

Beverly.     

Gardner.  A.  Once  a  year  and  on  call.  P.  When  called  to- 
gether by  president. 

Northampton.  A.  Quarterly.  P.  At  call  of  the  president, 
once  or  twice  a  year. 

Uxbridge  and  Northhridge.     A.  Yearly. 
E  14.     Have  they  a  technical  knowledge  of  the  service? 

Municipalities. 

All,  "No,"  except: 

Ghicopee.     A.  N"o.    P.  The  manager  has. 

HolyoJce.    A.  No.    P.  Yes. 

Peahody.     A.  Only  limited.    P.  No. 

Taunton.     A.  No. 

Companies. 

Ahington  and  Rockland.     P.  Yes. 

Attlehoro,  Fitchhurg,  Salem,  Uxbridge  and  Northhridge. 
A.  No. 

Beverly.    

Gardner.     A.  No.    P.  Yes. 

Northampton.     A.  Probably  not.    P.  Yes,  in  a  general  way. 
E  15.     What  is  the  scope  of  the  authority  vested  in  this  body? 

Municipalities. 

Ghicopee.  A.  The  mayor  selects  the  lifanager  and  directs  his 
policy,  and  the  council  fixes  the  term  of  office  of  the  manager  and 
his  compensation,  and  makes  the  appropriations. 

Danvers,  North  Attlehoro,  Peahody.  A.  Authority  to  con- 
struct and  operate  plant.    P.  Statute. 

Holyoke.  A.  The  mayor  appoints  the  manager  and  directs 
his  actions  and  the  council  fixes  the  compensation  and  term  of 
office  of  the  manager,  and  makes  the  appropriations.    P.  Supreme. 

Marhlehead.  A.  Pull  authority  to  construct,  maintain  and 
operate  the  plant.    P.  State  law. 

Taunton.  A.  The  mayor  appoints  the  manager  and  the  coun- 
cil fixes  his  term  of  office  and  compensation  and  makes  appropria- 
tion for  the  plant.    The  manager  is  under  control  of  the  mayor,  but 
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the  extent  of  this  control  is  now  being  contested  in  the  Massachusetts 
courts. 

Westfield.  A.  To  employ  the  manager  and  direct  the  con- 
struction and  operation  of  the  plant.  P.  ^ame  as  the  municipal 
light  board. 

Companies. 

Mr.  Adams  answers  for  all  plants  except  Beverly^  "The  con- 
trol of  the  corporate  business."    Mr.  Prichard  answers  for  Gardner, 
"Supreme  authority."    No  other  answers. 
E  16.     Is  it  fully  exercised  in  practice? 

Municipalities. 

Chicopee.    

Danvers.     A.  Usually.    P.  Yes. 
HolyoTce.     A.  Manager  largely  in  control.    P.  Yes. 
Marhlehead,  North  Attleboro.     Yes. 

Peahody,  Westfield.  A.  Manager  exercises  fair  degree  of  au- 
thority.   P.  Yes. 

Taunton.  A.  In  Taunton  the  manager  exercises  large  au- 
thority. 

Companies. 

Ahington  and  Rocldand,  Beverly,  Northampton.    

Attleboro.     A.  Defer  much  to  the  manager. 
Fitchiurg.     A.  Largely  endorse  manager. 
Gardner.     P.  Yes. 

Salem.     A.  Manager  exercises  a  large  degree  of  authority. 
Uxbridge  and  Northbridge.     A.  Mainly  through  the  control 
of  the  treasurer. 

E  17.  If  there  is  any  intermediate  person,  or  body  between  the 
supreme  governing  body  as  above  described,  and  the  chief 
executive  officer,  give  its  constitution,  organization,  func- 
tions, etc.  ? 

Municipalities. 
None  given. 

Companies. 
Abington  and  Rochland.     A.  Stone  &  Webster,  Boston,  are 
the  managers  and  next  in  authority  to  the  board  of  directors. 
Attleboro.     A.  The  president,  to  some  extent. 
No  others  given. 
E  18.     What  is  the  official  title  of  the  chief  executive  officer  (or 
officers,  if  more  than  one  of  equal  rank)  ? 

Municipalities. 

"Manager"  for  all -except  Holyohe,  which  Mr.  Prichard  an- 
swers "Manager,  also  one  superintendent,  dectric  department,  and 
one  superintendent  of  gas  department." 

Companies. 

Ahington  and  Rochland.     A,  Managers.   P.  General  manager. 

Attleboro,  Salem.    A.  Manager. 

Beverly.     P.  Manager. 

Fitchburg.     A.  One  man  as  treasurer  and  manager. 

Gardner.     A.  Treasurer.    P.  Manager. 
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Northampton.     President  and  managei;. 

TJxbridge  and  Northbridge.     A.  One  man  is  treasurer   and 
manager  and  is  chief  executive  officer. 

E  19.  Is  the  head  of  the  engineering  service  subordinate  to  the 
chief  executive  officer,  co-ordinate  with  him,  or  united  in 
one  man  ? 

Municipalities. 

CMcopee.    A.  The  manager  is  chief  engineer.     P.  No  sub- 
ordinate executive  positions. 

Danvers.     A.  United  in  one.    P.  Vested  in  the  manager. 

Holyohe.     A.  The  manager  is  head  of  engineering  service. 
P.  Yes,  subordinate. 

Marhlehead.     United  in  manager. 

North  Attlehoro,  Taunton.     A.  The  manager  is  the  chief  en- 
gineer.   P.  One  man. 

Peahody.     A.  The   manager   is   head   of   engineering   service. 
P.  In  one  man. 

West-field.     A.  The  manager  is  chief  engineer.     P.  One  man 
manager. 

Companies. 

Abington  and  Rockland.     A.  Subordinate.     P.  The  latter. 

Attleboro.     A.  The  manager  is  head  of  the  engineering. 

Beverly.     A.  Subordinate.    P.  Yes. 

Fitchburg.     A.  Subordinate. 

Gardner.     Subordinate. 

Northampton,  TJxbridge  and  Northhrid^ge.     A.  Subordinate  to 
manager. 

Salem.    A.  United  in  one  man. 
E  20.     Is  the  head  of  the  engineering  service  an  engineer  by  pro- 
fession ? 

Municipalities. 

Ghicopee,  West-field.     A.  By  practice. 

HolyoTce.     A.  By  practice.    P.  Yes. 

Marhlehead.     A.  Practical  man.    P.  Xo. 

ToMnton.     A.  By  practice.    P.  None. 

All  others.    Yes. 

Companies. 

Abington  and  Rockland.     Yes. 

Attleboro,  Fitchburg,  Northampton.     A.  Yes. 

Beverly.     P.  Yes. 

Gardner.     A.  Practical  man.    P.  Yes,  stationary. 

Salem,.    A.  No. 

TJxbridge  and  Northbridge.     A.  Practical  man. 
E  SI.     Is  the  chief  executive  officer  an  engineer  by  profession? 

Municipalities, 
Ghicopee,  Westfield.     A.  By  practice. 
Danvers.     A.  Yes.    P.  Same  person  (as  E  20?). 
Eolyoke,  Taunton.     A.  By  practice.    P.  Yes. 
Marblehead.     A.  By  practice. 
North  Attleboro,  Peabody.     Yes. 
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Companies. 
Abington  and  Rochland.    Yes. 
Attleboro,  Northampton.     A.  Yes. 
Beverly.     P.  !N"o. 
FitcKburg,  Salem.     A.  ISo. 
Gardner,  JJxbridge  and  Northbridge.     No. 
E  22.     Does  the  supreme  governing  body  actually  determine  the 
administration   of  the   service,   or  does  it  simply  ratify 
suggestions  of  the  executive  officer  ? 

Municipalities. 

Ghicopee,  Westfield.    

Danvers.  A.  Yes,  governing  body  determines.  P.  It  simply 
ratifies  the  suggestions  of  executive  officers. 

Holyohe.  A.  The  manager  exercises  large  discretion.  P. 
Both  combined  in  one. 

Marblehead.     Works  in  unison  with  manager: 

North  Attleboro.  A.  Board  determines.  P.  Usually  the 
latter. 

Peabody.     P.  Eatifies  his  suggestion. 

Taunton.     A.  The  manager  is  largely  in  control. 

Companies. 

Abington  and  Rochland.  A.  The  division  of  authority  be- 
tween the  directors  and  Stone  &  Webster  is  not  known. 

Attleboro.     A.  Defer  much  to  manager. 

Beverly.     P.  The  latter. 

Fitchburg,     A.  Largely  ratify  the  manager. 

Gardner.  A.  Often  follow  suggestions  of  treasurer.  P.  The 
latter. 

Northampton.  A.  Directors  accept  many  suggestions  of  man- 
ager. 

Salem.     A.  Suggestions  of  manager  carry  much  weight. 

Uxbridge  and  Northbridge.  A.  Eatifies  many  suggestions  of 
manager. 

E  23.     How  is  the  chief  executive  officer  (or  officers,  if  more  than 
one  of  equal  rank)  selected? 

Municipalities. 

Chicopee,  Taunton.     By  the  mayor. 

Danvers.  A.  By  the  municipal  light  board.  P.  Only  one, 
selected  and  appointed  by  the  municipal  light  commissioners. 

Holyolce.  A.  By  the  mayor.  P.  Appointed  by  the  mayor; 
the  superintendent,  by  the  manager. 

Marblehead,  North  Attleboro,  Peabody.  By  the  municipal 
light  board. 

Westfield.     By  the  selectmen. 

Companies. 
Abington  and  Roclcland.     A.  Probably  by  the  directors. 
Attleboro,  Salem.     A.  By  the  directors. 
Beverly.     P.  By  the  stockholders  annually. 
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Fitchhurg.  A.  As  treasurer,  by  stoekliolders ;  as  manager,  by- 
directors. 

Gardner.  A.  By  the  stockholders.  P.  At  annual  meeting  of 
stockholders. 

Northampton.     A.  Manager  selected  by  directors. 

Uxbridge  and  Northbridge.     A.  As  treasurer,  by  stockholders  ; 
as  manager,  by  directors. 
E  24.     How  is  he  removed  or  discharged  ? 

Municipalities. 

GMcopee.  A.  At  the  end  of  his  terra,  or  by  the  mayor  for 
cause.    P.  By  mayor. 

Danvers.  A.  By  the  municipal  board.  P.  By  the  same  body 
(E33). 

HolyoTce.  A.  Goes  out  at  end  of  term,  or  may  be  removed  for 
cause.    P.  Same  authority  (B  23). 

Marhlehead.    By  the  municipal  light  board. 

North  Attleboro.  A.  At  end  of  his  term,  or  by  board  for 
cause.    P.  By  the  same  authority  (E  23). 

Peabody.  A.  By  the  municipal  light  board  for  cause.  P. 
Same  body  (B  23). 

Taunton.  A.  Can  be  removed  only  for  misconduct  during 
term.    P.  Same  authority  (E  23). 

Westfield.  A.  At  end  of  term,  or  by  selectmen  for  cause. 
P.  Same  authority  (B  23). 

Companies. 

Abington  and  RocMand.     A.  Probably  by  directors. 

Attleboro,  Northampton,  Salem.     A.  By  directors. 

Beverly.     P.  Same  authority  (E  23). 

Fitchburg,  Uxbridge  and  Northbridge.     A.  By  the  directors. 

Gardner.    A.  By  directors.    P.  By  stockholders. 
B  25.     Do  political  considerations  influence  appointment  or  re- 
moval ? 

Municipalities. 

Ghicopee.     P.  Apparently  not. 

Danvers,  Marblehead.     No. 

Holyoke.     A.  Probably  not.    P.  Not  aS  yet. 

North  Attleboro.     A.  Probably  not.    P.  ISTo. 

Peabody.     A.  No.    P.  They  have  not. 

Taunton.     A.  They  have  not  thus  far.    P.  No. 

Westfield.    P.  No. 

Companies. 

Attleboro,  Fitchburg,  Gardner,  Salem,  Uxiridge  and  North- 
bridge.     A.  No. 

No  other  answers. 
B  26.     What  is  his  term  of  office  ? 

Municipalities. 
Ghicopee,  HolyoTce.     P.  One  year. 
Danvers.     A.  One  year.    P.  No  stated  term. 
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Marblehead.  A.  Has  been  four  years^  one  year,  three  years, 
three  years  in  different  cases.  P.  No  stated  term.  One  man  four 
years,  one  man  less  than  a  year,  one  man  three  years,  one  man 
three  years,  and  is  now  the  present  incumbent. 

North  Attleboro,  Peabody.     One  year. 

Taunton.    A.  Three  years.    P.  One  year. 

West  field.     A.  Fixed  by  selection.    P.  Year  to  year. 
Companies. 

AttleiorOj  Uxbridge  and  Northbridge.     A.  One  year. 

Fitchburg,  Gardner.     One  year. 

Northampton.    

Salem.     A.  Ko  definite  term. 
E  37.    Has  he  changed  with  each  change  in  the  city  administra- 
tion? 

Municipalities. 

In  every  case  this  question  is  answered  by  "No,"  or  left  iin- 
answered,  except  that  for  Taunton  Mr.  Prichard  answers  "Once,'"^ 
and  for  Danvers  Mr.  Prichard  answers,  "No,  one  man  12  years,  one 
man  5  years,  one  man  since  December,  1905." 

Companies. 

In  a  few  instances  the  question  is  answered  by  "No."     In 
^  other  cases  it  is  left  unanswered. 
E  38.     How  long  has  the  present  incumbent  served? 

Municipalities. 

Chicopee.    A.  Some  years. 

Danvers.     A.  One  year.     P.  Since  December,  1905. 

Holyohe.  A.  Since  the  city  bought  the  plant  in  1903.  P. 
Since  the  plant  started,  December  15,  1903. 

Marblehead.     Three  years. 

North  Attleboro.  A.  Since  1894.  P.  13  years,  ever  since 
started. 

Peabody.     A.  Three  to  four  years.     P.  Pour  years. 

Taunton.     A.  Since  a  date  prior  to  1901.    P.  Six  years. 

Westfield.     P.  Seven  years. 

Companies. 

Abington  and  RocMand.  A.  Since  March  33,  1896.  P.  Ten 
years. 

Attleboro,  Northampton.    

Beverly.     P.  About  twenty  years. 

Fitchburg.     A.  Probably  about  fifty  years.     P.  Since  1853. 

Gardner.     P.  Since  organization  of  company. 

Salem.     A.  Nearly  16  years. 

Uxbridge  and  Northbridge.     A.  Since  1899. 
E  39.     Does  he  devote  all  his  time  to  the  business? 

Municipalities. 

Yes ;  for  all  except : 

North  Attleboro.  A.  No,  is  engineer  of  town  water  depart- 
ment.   P.  Also  engineer  of  pumping  station. 

Peabody.     No. 
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Companies. 
Abington  and  Rockland,  Fitchhurg.     P.  Yes. 
AUleboro,  Salem.     A.  Yes. 
Beverly.     P.  Mostly. 
Gardner.     No. 
Northampton,  Uxhridge  and  Northiridge.     

B  30.     What  was  his  annual  salary  or  p*7  for  last  fiscal  year? 

Municipalities. 

Chicopee,  Peabody.     $1,300. 

Danvers.     A.  $1,150.     P.  $1,200. 

Holyoke.  A.  $4,000,  charged  equally  to  gas  and  electric  de- 
partments.   P.  $4,000. 

Marblehead.     A.  $18  per  week.    P.  $936. 

North  Attleboro.  A.  $800  as  manager  of  electric  plant.  P. 
$800  per  year  for  municipal  light,  and  $800  per  year  for  pumping 
station. 

Taunton.     $1,800. 

Westfield.  A.  $1,546.37,  charged  equally  to  gas  and  electric 
departments.    P.  $1,500. 

Companies. 

Abington  and  EocUand.  A.  Unable  to  state  compensation 
of  Stone  and  Webster.    P.  $1,500. 

Attleboro.     A.  $3,000. 

Beverly.     $3,900. 

Fitchburg.  A.  $5,000,  charged  one-half  to  gas  business.  P. 
$5,000. 

Gardner.     $800. 

Northampton.     $1,500. 

Salem.     A.  Not  stated. 

Uxbridge  and  Northbridge.     A.     $300. 

B  31.     Give  titles  and  salaries  of  the  ten  highest  paid  subordinates 
of  the  chief  executive  oificer  for  the  last  fiscal  year. 

Municipalities. 
Chicopee.     (See  G  6.) 

A.  Average  number  (true  average  unkhown ;  the  figures  given 
represent  the  usual  numbers  of  persons  employed  at  each  plant) : 

Per  Month. 

Three  engineers $75.00 

Three  firemen 60.00 

Three  construction  men 64.74 

Three  lamp  trimmers 56.35 

Total,  13. 
Danvers.     (See  G  6.) 
A.  Average  number: 

One  chief  engineer .;,:...  $91.00 

Two  firemen 60.67 

One  second  assistant  engineer ,  . .  .  69.33 
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Per  Month. 

One  assistant  engineer $75.83 

One  lamp  trimmer  and  lineman. .......  75  83 

Total,  6. 

P.  None  such. 

Holyoke.     (See  G  6.) 

A.  The  electrical  superintendent  was  paid  $2,500  per  year. 

Average  number  for  year : 

Three  engineers $97.00 

Four  firemen  :. . . .  68.35 

Two  meter  readers -. . . .  64.45 

One  foreman   100.00 

Three  dynamo  tenders 83.33 

Five  linemen   70.20 

Seven  lamp  trimmers *. . . .  68.35 

Three  oilers  68.35 

Total,  38. 

P.  Superintendent  electric  department....  $3,500.00 

Superintendent  gas  department ........  .3,000.00 

Chief  clerk *. . . .  1,800.00 

MarUehead.     (See  G-.  6.) 

A.  Average  number  for  year : 

Two  engineers $75.33 

Two  firemen 60.66 

Two  linemen,  one  $70.00 ;  the  other.*. .  . .  73.00 

Two  linemen   •. . .  .  63.00 

Total,  8. 

P.  None. 

North  Attleboro.  A.  One-half  of  the  wages  of  the  engineers 
and  firemen  were  charged  to  the  water  department,  and  only  one- 
half  appears  here.    (See  G  6.) 

Average  number  for  year: 

One  first  engineer $37.50 

One  second  engineer 30.00 

One  fireman 40.00 

One  clerk 45.83 

One  assistant 53.00 

One  electrician    90.00 

Total,  6. 

P.  Kone. 

Peahody.     (See  G  6.) 

A.  Average  number  for  year: 

One  chief  engineer •  ■  •  $83.33 

Two  assistant  engineers 73.66  2/3 

Two  firemen    60.66  3/3 

One  lineman   ^  ■  ■  69.33 

One  lineman    53.00 

Two  lamp  trimmers 66.66 

One  trimmer,  part  of  the  time 17-33 

Total,  10. 

P.  ISTone  such. 
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Taunton.     (See  G  6.) 

A.  Average  number  for  year : 

Per  Month. 

One  engineer $84.00 

Three  engineers 68.00 

Three  firemen   56.00 

One  electrician    70.00 

Six  dynamo  tenders 64.00 

One  lineman ■  ■  60.00 

One  lamp  trimmer ".  .  •  60.00 

One  bookkeeper 76.00 

Total,  17. 
P.  Bookkeeper  at  $1,000  per  year. 
West  field.     (See  G  6.) 
A.  Average  number  for  3'ear: 

Three  engineers $71.00 

One  fireman 52.00 

One  lineman   65.00 

One  lamp  trimmer 45.00 

Total,  6. 
One-half  of  superintendent's  time  is  charged  to  this  depart- 
ment. 

P.  Are  none. 

Companies. 
Aiington  and  Rockland.     (See  G  6.) 
A.  Average  number  for  year: 

Per  Week. 

One  chief  engineer $21.00 

Two  engineers  and  firemen 17.50 

One  fireman 16.50 

One  foreman   19.00 

Tv/o  linemen 15.00 

One  helper  and  lamp  trimmer 10.00 

Total,  8. 
Superintendent  receives  $1,500  per  year. 
Attleboro.     (See  G  6.) 

A.  Superintendent  gets  $2,000  per  year.    Average  number  for 
year: 

Three  engineers,  maximum  rate  per  week         $24.50 

Minimum  rate  per  week 21.00 

Three  firemen,  maximum  rate  per  week.  15.00 

Minimum  rate  per  week 13.00 

Two  linemen,  maximum  rate  per  week. .  20.00 

Minimum  rate  per  week 14.00 

One  lamp  trimmer 16.00 

Total,  9. 
Beverly.     (See  G  6.) 
P.  Superintendent  of  electric  department    $1,900.00 

Superintendent  of  gas  department 1,200.00 

Fitchiurg.     (See  G  6.) 
Average  number  for  year: 
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Per  Weeh, 

One  chief  engineer $30.00 

Three  assistant  engineers SO. 00 

Three  firemen 15.00 

Three  oilers  ■  ■       15.00 

One  inspector 17.00 

Two  electricians 30.00'  and  30.00 

Three  linemen   15.00  to  18.00 

One  lamp  trimmer  > . . .  15.00 

One  helper 15.00 

One  repairer,  arc  lamps  and  meters.;. . . .  18.00 

Two  coal  handlers 10.50  to  13.00 

Total,  31. 
P.  Superintendent  of  electricity $3,500.00 

Gardner.     (See  0  6.) 

A.  Average  number  for  year: 

Three  engineers $14.00  to  $35.00 

Two  firemen    13.35 

One  meter  reader  and  general  care. .....  9.00 

One  electrician 18.50 

One  lineman   13.00 

Total,  8. 

P.  No  salaried  men. 

Northampton.      (See  G  6.) 

A.  Assistant  manager,  $1,330.     Other  salaries  and  wages  re- 
fused. 

Salem.     (See  G  6.) 

A.  One  general  manager ,  . . .  "«      

One  superintendent per  mo.  $100.00 

One  assistant  superintendent. . .  .per  mo.  100.00 

Per  week. 

One  chief  engineer 38.85 

Three  engineers 18.00 

Three  firemen  14.00 

One  engine  cleaner •. . . .  

One  coal  passer 

One  machinist 

One  janitor    

Three  switchboard  attendants. .  .14.00  to  16.50 

One  foreman  of  inside  wiring 

Nine  interior  wiremen 9.00  to  15.00 

Two  meter  repairmen 

Two  trimmers  of  arc  lamps 14.00 

Two  stockmen 

One  night  patrolman 15.00 

One  foreman  of  linemen , . .  ■  

Five  linemen 13.00  to  16.50 

One  hostler  and  teamster 

Two  helpers  and  painters » » •  •  

One  solicitor  and  collector 
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Per  Week. 

One  bookkeeper 

Three  clerks 

One  clerk  and  asst.  stockman  at  station .  .  

Total,  49. 
Uxhridge  and  Nortlibridge.     (See  G  6.) 
A.  Average  number  for  year: 

Three  engineers;  maximum  wages $21.00 

Minimum  wages   •  •  •  •  16.50 

Two  firemen ;  maximum  wages 14.00 

Minimum  wages    13.50 

One  clerk  15-00 

Three  linemen  and  trimmers;  maximum 

wages    15.00 

Minimum  wages   13.00 

One  superintendent  at,  per  year 1,200.00 

Total,  10. 
E  33.  Give  number  of  salaried  oificers   diiring  last  fiscal  year, 
(a)  Total,     (b)  Average.     (Where  total  and  average  are 
the  same,  only  one  answer  is  given.) 
Municipalities. 
CMcopee,  Taunkm.     1. 
Danvers,  North  Attlehoro.     4. 

Holyohe.     A.  2.     Manager  and  electrical  superintendent.  P.  L 
Marilehead.     2. 
Peabody.     One. 
Westfield.     A.  1.    P.  2. 

Companies. 
Aiington  and  Rochland.     A.  2.     P.  1.^ 
Attlehoro,  Northampton,  Uxbridge  and  Northhridge.     A.  3. 
Beverly.     4. 

Fitchiurg.     A.  Two  in  electric  department.    P.  2. 
Gardner.     1. 
Salem.     A.  5. 
E  33.  How  are  the  subordinate  officials  and  employees  selected? 

Municipalities. 
Chicopee.     A.  By   manager   under   direction   of   the   mayor. 
P.  By  manager. 

Danvers.     A.  By  Board  and  manager.    P.  By  manager. 
Holyohe.     A.  Mainly  by  manager.    P.  By  manager. 
Marhlehead.     A.  By   board  and  manager.     P.  By  manager, 
with  approval  of  municipal  light  board. 

North  Attlehoro.     A.  By  municipal  light  board  and  the  man- 
ager.    P.  By  manager. 

Peabody,  Taunton.     By  manager. 

Westfield.     A.  By  manager  under  the  direction  of  selectmen. 
P.  By  manager. 

Companies. 
Ahington  and  Bockland.    A.  By  superintendent.    P.  By  man- 
ager. 
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AUlehoro,  Northampton.     A.  By  manager. 

Beverly.     P.  By  manager  and  superintendents  of  departments. 

Fitchburg.  A.  By  manager  and  superintendent.  P.  By  man- 
ager. 

Gardner.  A.  By  treasurer,  who  is  also  manager.  P.  By 
manager. 

Salem.  A.  The  manager  selects  superintendent,  assistant 
superintendent  and  foreman,  and  these  latter  employ  the  other  men. 

Vxbridge  and  Northhridge.  A.  Thfe  manager  selects  the 
superintendent,  and  the  superintendent  selects  the  men  under  him. 

E  34.     How  and  by  whom  are  they  discharged  ? 

Municipalities. 

All,  "  By  the  manager,"  except : 

Marilehead.     A.  By  board.    P.  By  same  process  (B  33). 
Companies. 

Ahington  and  Bochland.  A.  By  superintendent.  P.  By  man- 
ager. 

Attleboro.    A.  By  manager. 

Beverly.     P.  By  manager  and  superintendents  of  departments. 

Fitchburg.  A.  By  manager  and  superintendent.  P.  By  man- 
ager. 

Gardner.     A.  By  treasurer.    P.  By  manager. 

Northampton.     

Salem.     A.  By  the  persons  who  employ  them. 

Vxbridge  and  Northbridge.  A.  In  the  same  way  as  they  are 
selected. 

E  35.     What  positions  are  filled  for  definite  terms  ? 

Municipalities. 

All.     A.  That  of  manager.     P.  None,  except : 

Eolyoke.     A.  .    P.  Manager  only. 

Marblehmd.     None. 

Companies. 

All,  "  None,"  except : 

Attleboro.     A.  That  of  manager. 

Salem.     A.  Only  that  of  president  and  treasurer. 

Uxbridge  and  Northbridge.  A.  Superintendent  employed  on 
yearly  contract. 

E  36.     Who  decides  when  and  how  many  men  are  to  be  employed? 

Municipalities. 

Ghicopee.  "A.  The  manager  under  direction  of  the  mayor. 
P.  The  manager. 

Danvers.  A.  The  board  and  manager.  P.  The  municipal 
light  board. 

Eolyoke,  Peabody,  Taunton.     The  manager. 

Marblehead,  North  Attleboro.  A.  The  board.  P.  The  man- 
ager. 

Westfield.  A.  Selectmen  and  manager'.  P.  Manager,  subject 
to  approval  of  selectmen. 

Vol.  II.— 62. 


962  NATIONAL     CIVIC     FEDEltATION. 

Companies. 

AUngton  and  BocMand.  A.  Managers  and  superintendent. 
P.  Manager. 

Gardner.     A.  Treasurer.    P.  Manager. 

TJxbridge  and  Northbridge.     A.  ^fanager  and  superintendent. 

All  others,  "Manager." 
E  37.     What  is  the  usual  length  of  service? 

Municipalities. 

Chicopee,  Taunton.  A.  Indefinite;  few  changes.  P.  During 
efficient  service. 

Danvers.     A.  Indefinite.    P.  No  stated  term. 

HolyoTce,  Westfield.  A.  Pew  change*  P.  During  efficient 
service. 

Marhlehead.     Few  changes. 

North  Attleboro.  A.  Indefinite ;.  few  changes.  P.  Good  be- 
havior. 

Peabody.  A.  Several  years  at  least.  P.  During  competent 
service. 

Companies. 

Abington  and  BocMand,  Fitchburg.  A,  Few  changes.  P.  Dur- 
ing efficient  service. 

Attleboro,  Salem.     A.  Few  changes. 

BeVerly.     P.  During  efficient  service. 

Gardner.     A.  Few  changes.    P.  During  satisfactory  service. 

Northampton.     

TJxbridge   and  Northbridge.     A.  Superintendent   in   position 
four  years. 
E  38.     What  is  the  system  of  promotion? 

Where  this  question  is  answered  at  all,  tlie  answer  is  that  there 
is  no  system  of  promotion. 

E  39.     What  considerations  determine  (a)  Selection,  (b)  Dismis- 
sal? 

Municipalities. 

Chicopee.  A.  (a)  Wages  and  fitness',  (b)  quality  of  work. 
P.   (a)   General  adaptation  to  the  work ;  (b)  incompetency. 

Danvers.  A.  (a)  Fitness;  (b)  lack  of  work  or  unsatisfactory 
work.    P.   (a)    General  fitness ;  (b)  general  unfitness. 

HolyoTce.  A.  (a)  Fitness ;  civil  service  rules  apply  to  clerical 
force,  superintendent  and  foreman;  (b)  lack  of  work  or  unsatis- 
factory service.  P.  (a)  General  adaptability;  (b)  general  ineffi- 
ciency. 

Marblehead.  A.  (a)  Fitness;  (b)  lack  of  work  or  unsatisfac- 
tory service.     P.  None. 

North  Attleboro.  A.  (a)  Wages  demanded  and  fitness;  (b) 
quality  of  work.    P.    (a)    General  fitness;  (b)  general  inefficiency. 

Peabody.  A.  (a)  Wages  and  fitness;  (b)  unsatisfactory  work. 
P.   (a)   General  fitness;  (b)  incompetency. 

Taunton.  A.  (a)  Wages  and  fitness  for  the  work;  (b)  un- 
satisfactory work.    P.   (a)   General  fitness;  (b)  unsuitability. 

Westfield.     A.   (a)  Wages  and  fitness;   (b)   quality  of  work. 
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P.  (a)   General  fitness ;  (b)  general  incapability. 

Companies. 
Mr.  Adams'  answers  indicate  that  wages'  and  ability  determine 
selection,  and  the  quality  of  the  work,  dismissal.     Mr.  Prichard 
gives  general  suitability  for  (a) ;  general  inefficiency  for  (b). 
B  40.     Is  employment  restricted  to  citizens? 

Municipalities. 

Chicopee,  Marhlehead.     No. 

Danvers.     A.  No.     P.  If  available. 

Holyoke.     A.  Usually.    P.  Yes ;  by  city  ordinance. 

North  Attlehoro.     A.  No.    P.  No;  citizens  are  given  prefer- 
ence. 

Peahody.     A.  In  fact,  yes.     P.  No. 

Taunton.     Not  necessarily,  but  all  regular  employees  are  citi- 
zens.   P.  No;  but  they  are  favored. 

Westfield.     A.  Not  necessarily.    P.  No. 
Companies. 

Ahington  and  RocJdand,  Fitclihurg,  Gardner.     A,     Not  nec- 
essarily.   P.  No. 

Attlehoro.     A.  Not  necessarily. 

Beverly.    P.  No. 

Northampton,  Salem.     No. 

Uxbridge  and  Northbridge.     A.  No. 
E  41.     Are  there  any  age  restrictions? 

The  answers  indicate  that  there  are  no  restrictions  in  any  case. 
E  42.     Are  residents  of  the  town  given  the  preference? 

Municipalities. 

OMcopee,  Westfield.     A.  Usually.    P.  Yes. 

Danvers.     A.  Not  necessarily.     P.  Ye^. 

Holyohe.     P.  Yes. 

All  others,  "Yes." 

Companies. 

All,  "Yes,"  except: 

Attlehoro.     A.  All  are  residents. 

Beverly.     P.  Yes. 

Fitchlurg.     A.  All  are  residents.     P.  Yes. 

Salem.     A.  Yes;  other  things  being  e'qual.     P.  Yes. 

Uxbridge  and  Northbridge.     A.  No. 
E  43.     Are  positions  distributed  among  the  needy? 

Where  this  question  is  answered  at  all,  it  is  answered  by  "No." 

F— POLITICAL   CONDITIONS. 

F  1.  What  are  the  conditions  of  municipal  suffrage  ? 
F  2.  Give  the  number  of  votes  cast  at  thg  last  city  election,  and 
date  of  election. 
In  no  instances  are  these  questions  answered,  except  that  Mr. 
Adams  answers  for  F  1,  Taunton,  "Fixed  by  state  law" ;  for  P  2, 
Danvers,  "1,478  votes";  and  Mr.' Prichard  answers  for  F  1,  Dan- 
vers, "State  laws";  P  2,  Danvers,  "March  meeting."  Mr.  Prichard 
states  that  "F"  does  not  apply  to  Salem. 
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F  3.    How  many  of  the  employees  are  votCTs? 

Municipalities. 

Ghicopee.     P.  Thirteen  in  number. 

Danvers.  A.  5.  P.  Five  out  of  7  employees,  thc-other  two 
voting  out  of  town. 

Holyohe.     P.  Majority. 

Marblehead.     Nine  out  of  10. 

North  Attleboro.     All. 

Peaboiy.     A.  All.     P.  All;  10. 

Taunton.     P.  All;  18. 

Westfield.     P.  All;  10. 

Companies. 

Ahington  and  BocMand.     

Attleboro,  TJxbridge  and  Northbridge.     A.  All. 

Beverly.     P.  All;  12. 

Fitchburg.     P.  All. 

Gardner.     A.  Nearly  all.     P.  6. 

Northampton.     A.  Nearly  all.     P.  All; 

Salem.     A.  Nearly  all. 
P  4.     If  any  employees  hold  city  office,  state  how  many  and  what 
positions  ? 

Municipalities. 

Ghicopee,  Taunton,  Westfield.     P.  None. 

Danvers,  Marblehead,  North  Attleboroj    None. 

Holyohe.  A.  No  employees  hold  city  office.  P.  One  alder- 
man. 

Peabody.  A.  Bookkeeper  holds  office  of  town  auditor.  One 
engineer  is  a  member  of  the  municipal  light  board.  P.  One  engi- 
neer is  a  member  of  the  municipal  light  board. 

Companies. 

Abington  and  Bocldand,  Salem,  Uxbnidge  and  Northbridge. 
A.  None. 

Attleboro.     A.  Manager  is  town  inspector  of  wires. 

Beverly.     P.  None. 

Fitchburg,  Northampton.     ; 

Gardner.     A.  Steam,  engineer  is  engineer  of  the  town  fire  de- 
partment. 
P  5.     Have  the  votes  of  employees  affected  city  elections? 

Where  this  question  is  answered  at  all,  it  is  answered  by  the 
Avord,  "No,"  with  the  exception  of  Mr.  Adams'  schedule  for  Gard- 
ner, which  is  answered,  "Probably  not." 

F  6.     Have  they  used  political  power  to  secure  higher  wages,  fewer 
hours,  etc.  ?    Cite  instances. 

Where  this  question  is  answered  at  all,  it  is  answered,  "No," 
except  that  Mr.  Prichard  answers  for  Danvers,  "Not  recently." 
P  7.     Have  candidates  for  office  promised  higher  wages,  better 
hours,  etc.,  for  employees?     Cite  cases. 

This  question,  where  answered  at  all,  is  answered  by  "No,"  ex- 
cept as  follows : 

Ghicopee.     A.  Not  with  practical  effect. 


LABOR     AND     POLITICS— ELECTRIC     WORKS.  965 

Holyohe.  A.  If  sucli  promises  have  been  made  they  have  never 
had  any  practical  effect  upon  wages. 

Fitchhurg,  Gardner.     A.  Probably  not, 
F  8.    Are  employees  active  in  party  work  ? 

This  question  is  rarely  answered.     In  answering,  answer  is 
"No,"  except  Fitchburg  and  Salem,  "Probably  not." 
F  9.     Are  they  expected  or  required  to  pay  political  assessments? 

This  question,  where  answered  at  all,  is  answered  by  the  word 
"No,"  except  that  for  Beverly,  Mr.  Prichard  answers,  "Does  not 
apply." 

F  10.  What  evidence  is  there  of  the  influence  of  private  companies 
upon  the  nomination  and  election  of  members  of  the  fran- 
chise granting  and  franchise  controlling  authorities? 

Where  this  question  is  answered  at  all,  it  is  answered  by 
"None,"  or  "None  found." 
F  11.     To  whom  has  free  service  been  given? 

Municipalities. 

The  answers  indicate  that  no  free  service  is  given  except  in 
Peahody. 

Peahody.  A.  Two  engineers  of  water  department  that  live  in 
buildings  owned  by  the  town.  P.  All  town  buildings,  which  in- 
cludes two  houses  which  are  occupied  by  the  engineers  of  the  water 
department. 

Companies. 

AMngton  and  Rockland.  A.  Only  to  the  superintendent.  P. 
The  manager. 

Attleboro.     A.  Only  to  the  manager  for  lighting  his  house. 

Beverly.  P.  The  manager  and  superintendents  of  gas  and 
electrical  departments. 

Fitchburg,  Gardner,  Northampton.     N6he. 

Salem.  A.  To  no  one  except  the  city,  and  this  free  service 
appears  to  be  in  fact  a  part  of  the  consideration  for  the  money 
paid  by  the  city  for  lighting. 

Uxbridge  and  Northbridge.     A.  None. 
F  12  to  F  22,  all  relating  to  the  granting  of  free  services  to  the 
municipal  plants,  do  not  apply,  in  view  of  the  answer  to 
F  11,  except  to  the  plant  at  Peabody.     These  questions 
are  not  answered  for  any  private  plant. 

Peabody.  The  answers  for  Peabody  indicate  that  the  free 
service  goes  with  the  position  of  engineer,  has  been  and  is  confined 
to  the  two  engineers,  is  generally  publicly  known,  and  amounts,  ac- 
cording to  Mr.  Prichard,  to  a  total  of  about  $50  per  year. 

G— LABOR. 

G  1.    The  following  data  are  for  the  year  ending  June  30,  1906. 
6  2.    What  was  the  total  number  of  all  Officers,  clerks  and  em- 
ployees for  the  last  fiscal  year  ? 
Municipalities. 
Chicopee.     P.  13  throughout  the  fiscal  year. 
Danvers.     P.  January  1  to  December  1,  1905,  inclusive,  11. 
Holyohe.    — 
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MarileJiead.  P.  January  1  to  April  1,  1905,  inclusive,  10; 
May  1  to  JSTovember  1,  1905,  inclusive,  12 ;  December  1,  1905,  10. 

North  AUleboro.     A.  6  throughout  the  >ear  1906. 

Peahody.     P.  13  throughout  the  fiscal  year. 

Taunton.     P.  18  throughout  the  fiscal  year. 

Westfield.  P.  January  1  to  Juno  1,  19:06,  8  E  (Electricity?) ; 
July  1,  1905,  to  June  1,  1906,  8  G  (Gas?). 

Companies. 

AUngton  and  BocMand.  A.  14.  P.  9  for  all  dates  except 
June  1,  1906,  which  is  10. 

Attleboro.     P.  12  throughout  the  fiscal  year. 

Beverly.  P.  Electrical  department,  12,  July  1,  1905,  to  March 
1,  1906,  inclusive;  13,  April  1  to  June  1,  1906,  inclusive. 

Fitchlurg.     A.  24  for  electric  department. 

Gardner.     A.  11.     P.  10  throughout  the  fiscal  year. 

Northampton.     A.  19. 

Salem.     A.  51.    P.  51  throughout  the  fiscal  year. 

Uxbridge  and  Northbridge.     A.  14. 
G  3.     What  were  the  dates  of  elections? 

Municipalities. 

The  only  dates  given  are : 

Danvers.     P.  March  of  each  year. 

Pealody.  P.  No  elections,  excepting  manager,  April,  each 
year. 

Companies. 

The  only  dates  given  are: 

Gardner.    P.  Manager  only,  July  each  year. 

Salem.     P.  Annually  for  officers;  none  for  others. 
G  4.     What  was  the  average  number  for  the  year  ? 
G  5.     What  was  the  average  number  of  wage-workers  for  the  year? 

A.  True  average  unknown;  the  figures  given  are  believed  to 
represent  the  usual  numbers  of  officers  and  persons  regularly  em- 
ployed. 

Municipalities. 

A.  P. 

(G4)         (G5)        (G4)       (G5) 

Chicopee   .  : 13  13  13  12 

Danvers   10  6  11  7 

Holyoke  29  28- 

Marilehead  12  8  111-6         9  1-6 

North  Attleboro 10  6  6  6 

Peahody  13  10  12  10 

Taunton   18  17  18  16 

Westfield 10  6  8  6 

Companies. 

A.  P. 

(G4)        (G&)  (G4)      (G5) 

Abington  and  BocMand        14              8  9^            8^ 

Attleboro    12               9  12             11 
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A.  P. 

(G4)  (G5)        (G4)       (G6) 

Beverly   12  IQi           l^i          ll^ 

Fitchburg    24  21^ 

Gardner  11  8             10              9 

Northampton   18  16 

Salem  51  49-            51             46 

Uxhridge  and  North- 

hridge 14  10 

G  6.    Wages  paid. 

Municipalities. 
Chicopee.     P.  Average. 

Maximum,  Minimum,  Usual  wage, 

per  day.  per  day.           per  weeh. 

3  Engineers $3.00  $2.15  $15-17-21 

3  Firemen    2.00  2.00                    14 

3  Linemen 3.00  2.00              12-15-18 

3  Lamp  trimmers . .     2.40  2.00               14-16.75 

12 
A.  Answered  under  E  31. 

Danvers.     P.  Average. 

Maximum,    Minimum,      Usual  wage, 
per  week,     per  w^eJc.  per  week. 

3  Engineers    $21.00  $14.00         $21-17.50-14 

2  Firemen    14.00  14.00  14 

1  Collector     (also 

town  clerk)    (per  year)  175 

1  Lamp  trimmer (including  horse)  17.30 

7 
A.  Answered  under  E  31. 

Usual  waget 
Holyoke.     P.  Average.  per  month. 

3  Engineers   $97.00 

4  Firemen 68.25 

2  Meter  men 64.45 

1  Inspector  100.00 

3  Dynamo  tenders 83.33 

5  Linemen 70.20 

7  Lamp  trimmers « 68.25 

3  Oilers  68.25 


28 


'  Electric  plant  only. 
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Oas  Department.  Per  month. 

2  Foremen,  street $78.00 

4  Foremen,  works 85.31 

3  Inspectors  and  complaint  men. . .  :• 76.91 

21  Stokers 52.00 

A.  Answered  under  E  31. 

Marblehead.     P.  Average.  Per  day. 

2  Engineers   , $2.50 

2  Firemen 2.00 

1  Meter  reader 3.35 

1  Collector  (also  clerk  of  water  board)  per  wk.  7.00 

2  Linemen — 

One 2.00 

One 2.25 

3  Lamp  trimmers (per  day  each)  3.00 

10 
A.  Answered  under  E  31. 
North  Attlehoro.     P.  Average.  Per  month. 

2  Engineers  (i-  of  wages  paid  by  water  works)  — 

One  ......^ $37.50 

One ■ 30.00 

1  Fireman ($20  paid  by  water  works)  40.00 

1  Inspector 90.00 

1  Collector  and  bookkeeper   ($45.83  paid  by 

water  works) 45.83 

1  General  utility  man , 53.00 

6 
A.  Answered  under  E  31. 
Peahody.     P.  Average. 

3  Engineers — 

One : $83.33 

Two 73.66 

3  Firemen 60.66 

3  Linemen — 

One 69.33 

One 53.00 

3  Lamp  trimmers — 

Two  (each)  66.66 

One  (in  part) ; 17.33 


10 

A.  Answered  under  B  31. 

Taunton.     P.  Average. 

4  Engineers — 

One 

. '. $84  00 

Three  

68  00 

3  Firemen 

56.00 

1  Inspector   

70.00 
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Per  month. 

6  Dynamo  tenders $64.00 

1  Lineman  ■ 60.00 

1  Lamp  trimmer 60.00 

16 
A.  Answered  under  B  31. 
Westfield.    P.  Average. 

Maximum,      Minimum,     Usual  wages, 
per  week.        per  week.  per  week. 

3  Engineers  . . .     $21.00  $15.00  $15-15-21 
1  Fireman ....                 ....  12 

Per  month. 

1  Lineman  $65.00 

1  Lamp  trimmer : 45.00 

6 

Oas  Department. 
1  Foreman    $80.00 

4  Stokers 65.00 

3  Helpers  -. 40.00 


A.  Answered  under  B  31. 

Companies. 
Ahington  and  Rockland.     P.  Ayerage. 

3  Engineers —  Per  week. 

One '. $20.00 

Two • 16.50 

2  Firemen 15.00 

3  Linemen  and  lamp  trimmers — 

One 18.00 

One 15.00 

One 12-00 

1  Bookkeeper  (part  time  only) 3.00 

9 

A.  Answered  under  B  31. 

Attleloro.     P.  Average.  Per  day. 

3  Engineers  ' $3.00 

3  Firemen 3.25 

2  Linemen — 

One 3.00 

One 2-50 

1  Lamp  trimmer  and  inspector 2.50 

1  Bookkeeper    • 3.00 

1  Clerk per  wk.  10.00 


11 
A.  Answered  under  E  31. 
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Beverly.    P.  Average. 

Fer  weeh. 

3  Engineers •  •  •  • 

2  Firemen x- $14.00 

1  Meter  reader 13.00 

1  Dynamo  tender  and  switchboard  man 16.00 

3  Linemen 16.50 

1  Lamp  trimmer 14.00 

3  Bookkeepers — gas  and  electricity —  Per  year. 

One $884.00 

One 520.00 

13 

Gas  Employees. 

Per  weeh. 

Foreman  $15.75 

Stokers 14.00 

Yardman  14.00 

Street  men 14.00 

Stoekkeeper 15.00 

A.  Average  for  the  year.  3  engineers^  :2  firemen,  1  dynamo- 
tender,  2  linemen,  1  electrician,  1  lamp  trimmer.    Total,  10. 

FiicKburg.  P.  Average.  4  engineers,  3  firemen,  1  inspector, 
1  meter  man,  3  dynamo  tenders,  4  linemen,  1  lamp  trimmer,  3 
laborers,  2  electricians.  G-as  employees:  1  foreman  (general),  2  re- 
tort house  foremen,  6  stokers,  7  setting  stoves  and  meters,  1  car- 
penter and  painter,  1  street  foreman,  1  assistant  street  foreman,- 
15  laborers  on  street,  April  to  September,  inclusive;  3  laborers  on 
street,  October  to  March,  inclusive;  6  laborers  at  works,  all  the 'year.. 

A.  Answered  under  E  31. 

Gardner.     P.  Average. 

3  Engineers —  Per  day.  Per.  week. 

One    $3.50 

One    $35.00 

One    3.00 

3  Firemen    1.75 

1  Electrician    18.50 

1  Meter  reader  and  general  man 2.00 

1  Lineman   2.00 

1  Bookkeeper 8.00 

A.  Answered  under  E  31. 

Northampton.  P.  3  engineers,  3  firemen,  2  linemen,  1  lamp 
trimmer,  4  wiremen,  1  lamp  repair  man,  1  office  boy.  A.  Average. 
1  superintendent,  1  engineer,  3  assistant  engineers,  3  firemen,  1 
office  boy,  1  arc  lamp  repairer,  1  lineman^  1  helper  for  lineman, 
1  lamp  trimmer,  3  wiremen,  3  helpers  for  wiremen.  Total,  16. 
Officers  refused  to  give  rate  of  wages. 
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Salem.     P.  Average.  Minimum, 

4  Engineers —  Per  week,  per  weeTc. 

One $38.85       $18.00 

Three 18.00 

3  Firemen 16.00 

1  Inspector   15.00 

2  Meter  men .•     12.00 

1  Collector  15.00 

10  Wiremen — 

One 20.00 

Per  day. 
Nine from  $1.00  to      2.75 

3  Stock  keepers — 

One 2.50 

Two  2.00 

3  Switchboard  men — 

One   3.00 

One    3.30 

One    2.75 

6  Linemen —  Per  week 

Two 16.50 

Two 15.00 

One   13.50 

One per  day  2.00 

Minimum  wages  per  day  .  . .           3.00 

Usual  wages per  day  2.00          2.75 

2  Lamp  trimmers per  wk.  10.50 

4  Bookkeepers — 

One per  month  100.00 

One per  month     50.00 

One per  wk.       6.00 

One   perwk;       7.00 

7  Laborers (per  wk.)   $10.50  to     14.00 

A.  Answered  under  E  31. 

Uxbridge  and  Northhridge.     A.  Answered  under  B  31. 
6  7.     Legal  maximum  of  hours  of  labor. 

Municipalities. 

Ghicopee,  Holyohe,  Peabody,  Westfield.    P.  8. 

Danvers,  Taunton.     8. 

MarileJiead.     ISTo  maximum. 

North  Attleboro.  A.  None.  P.  9  hours  for  electric  and  8 
hours  for  others. 

Companies. 

Where  this  question  is  answered  the  answer  indicates  that  there 
is  no  maximum  for  companies,  except  that  for  Abington  and  Rock- 
land Mr.  Prichard  answers,  "State  law,"  and  for  Fitchburg,  "8 
hours." 
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G  8.     Hours  of  actual  work. 

Municipalities. 

Ohicopee.  P.  8  per  day,  56  per  week,  for  engineers,  firemen, 
linemen,  lamp  trimmers. 

Danvers.  A.  8  per  day  for  all  employees.  P.  8  per  day,  56 
per  week,  for  engineers,  firemen,  collectors,  lamp  trimmers. 

HolyoJce.  A.  8  per  day  for  all  employees.  P.  8  per  day  for 
all  employees,  56  per  week  for  engineers  and  firemen. 

Marblehead.  A.  9  hours  per  day  for  all  employees.  P.  Can- 
not give,  as  no  regular  hours  are  observed. 

North  Attleboro.     A.  Usually  8  to  10. 

Per  day.  Per  week. 

P.     Engineers  and  firemen 8  56 

Inspectors •  ■  •  9  63 

Collectors •••         9  54 

General  utility 10  60 

Peahody.     P.  56  per  week  for  all  employees. 
Taunton.     A.  8  hours  per  day  for  all  .employees. 

Per  day.  Per  weeh. 
P.     Engineers,  firemen  and  dynamo  tenders         8  56 

Inspectors,  linemen  and  lamp  trirn'mers         8  48 

Westfield.  P.  Engineers,  8;  firemen,  8  to  10;  linemen,  10; 
lamp  trimmers,  9^. 

Companies. 

A.  P. 

Ahington  and  Rockland.  Per  day.  Per  day.  Per  weeTc. 

Engineers   10  9  63 

Firemen  10  10  70 

Linemen  and  lamp  trimmers  5  9  54 

Bookkeeper  by  the  hour. 

Attlehoro.  Per  day.  Per  day.  Per  week. 

Engineers  and  firemen 12  12  78 

Linemen  and  lamp  trimmers         10 

Bookkeeper  and  clerk . .  9  54 

Lineman,  inspector  and  lamp 

trimmers . .  10  70 

Beverly.     P. 

Engineers —  Per  day.  Per  week. 

One lOi  75 

Two 9  63 

Firemen  10  70 

Dynamo  tenders  and  switchboard  man .         9  63 

Linemen,   lamp   trimmers    and   ilieter 

readers   9  54 

FitcKburg.  A.  Engineers  and  firemen,  8;  liaemen  and  lamp 
trimmers,  9 ;  laborers,  10. 

Gardner.  A.  10  per  day.  P.  10  per  day  for  all ;  70  per  week 
for  engineers  and  firemen,  60  for  electrician,  linemen,  and  meter 
readers  and  general. 


A. 
r  day. 

V. 

Per  day.  Per  week 

8 

8 

56 

8 

8 

56 

10 

10 

70 

9 

9 

54 

9 

9 

54 

8 

8 

8 

56 

9 

9 

54 

9 

9 

54 

8 

56 

■1  ■ 

9 

54 

9 

54 
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Northampton.     A.  8  per  day  for  all  except  inspectors,  meter 
readers,  linemen  and  laborers,  who  work  9. 

8aletn. 

Engineers 

Firemen 

Inspectors 

Meter  readers 

Collectors    

Dynamo  tenders 

Switchboard  man 

Linemen    

Lamp  trimmers 

Laborers    

Laborers  and  others 

10  Wiremen 

3  Stockkeepers 

Uxbridge  and  Northbridge.     A.  10  per  day  for  engineers,  fire- 
men, linemen  and  lamp  trimmers. 
G  9.     How  was  overtime  paid  for? 

Municipalities. 

Chicopee •. .  Pro  rata. 

Danvers    Single  time No  overtime. 

Bolyoke 1%    regular    wages    for  ii/^  regular  wages  for 

overtime  overtime. 

Marilehead   No   payment No  overtime  payment. 

North  Attlehoro At  the  regular  rate...,.  Don't  have  overtime. 

Peabody   Regular  time  rates. .....  Pro  rata. 

Taunton   No  overtime No  overtime. 

Westfleld , .  None. 

Companies. 

AMngton  and  Rockland     Pro  rata. 

Attlehoro No  overtime  paid  for. . .  None. 

Beverly ,  Pro  rata. 

Fitchlmrg  No  overtime  and  no  lost  No    overtime    and    no 

time    :.  lost  time. 

Gardner   At  regular  rate Pro  rata. 

Northamptoii  At  regular  rate Time  and  one-half. 

Salem   1%     regular    rates    for  Time  and  a   half  for 

overtime    :.  outside  men. 

Inside  men  pro  rata. 
Uxiridge   and   North- 
Iridge   No  overtime  paid  for . . . 

G  10.     State   what    vacation,   including   holidays    with   pay,    was 

allowed  to  wage-workers. 

Municipalities. 

GMeopee |.    One  week  per  year. 

Danvers    None   •.    None. 

Bolyoke One  to  two  weeks Switchboard  men   (3) 

two  weeks  with  pay. 
No  others. 

MarUehead  One  week  each  year . . ,     One  week. 

Vorth  Attlehoro Ten  days  to  2  weeks  per    One  to  two  weeks,  ac- 

I     year cording    to   circum- 

'  stances. 
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A.  P. 

Peal)ody   One   week •     One    week    and    legal 

holidays,  if  con- 
venient. 

Taunton   One  to  two  weeks None. 

Westfield One  week. 

Companies. 
AUngton  and  BocMand    Inside  men  14  days ... ..     Engineers,    2    weeks; 

firemen,  2  weeks ; 
foreman  of  linemen, 
2  weeks. 

Attleioro One   week One     week     vacation 

and  legal  holidays. 

Beverly  •     None. 

Fitchlmrg  None,  except  to  persons' 

in  tlie  oflBce  and  the 
superintendent,       two 

weeks No  vacation. 

Gardner  No  definite  time Chief  engineer,  elec- 
trician and  book- 
keeper, 2  weeks. 

Northampton  Ten  days All  station  help  have 

one  week  with  pay. 
Salem  None  7-day  men  work  holi- 
days, no  vacation. 
6-day  men  do  not 
work  holidays.  No 
Vxhridge    and   North-  vacation. 

iridge   Seven  days 

G  11.     State  what  vacation,  with  pay,  was  allowed  to  salaried  em- 
ployees. 

Municipalities. 

A.  P. 

Chicopee,  Westfield. . .      One  week. 

Danvers    None   None. 

Holyoke One   week Each     entitled    to    2 

weeks. 

Marblehead  One   week ,.     One  week. 

North  Attlet)oro Ten  days  to  2  weeks.. .  One  to  two  weeks,  ac- 
cording to  circum- 
stances. 

PeaJjody   One   week Never  have  taken  one. 

Taunton   One  to  two  weeks Two  weeks. 

Companies. 

Ahington  and  Bochland    34    days. , Two  weeks. 

Attleloro None  usually  taken Legal  holidays  and  2 

weeks. 

Beverly  Two  weeks. 

Fitchlurg  Superintendent,  2  weeks  Two  weeks. 

Gardner   No  definite  time Two  weeks. 

Northampton Two  weeks None. 

Salem   No  regular  time,  but  sal- 
ary usually  goes  on.-.  Two  weeks. 
Vxhridge   and  North- 
bridge   14    days 

G  13.     State  what  allowance  was  made  to  wage-workers  for  sick 
leave. 

Municipalities. 

Chicopee Temporary  illness,  no 

loss  of  pay. 
Danvers   None   None. 
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A.  p. 

Holyolce No  regular  rule Foremen   are   allowed 

sick    leave    without 
loss  of  pay. 
Marhlehead Pay  goes  on  when  slcki     Permanent     man    re- 
ceives his  pay  when 
sick. 

North  AttleJioro Pay  usually  goes  on Temi^orary      sickness, 

regular    monthly 
men     are     paid     in 
,  full. 

Pdabody   No  allowance ....|.     No  allowance. 

Taunton   Wages  go  on  tor  reasoiiT     No    loss    of    pay    for 

able  time .,        temporary  sickness. 

Westfleld ."    One  week. 

Companies. 
AliiHffton  and  Rockland    Pay     goes     on     duririg*     Engineers     and     flre- 

short   sickness men    and    foremen 

of  linemen,  no  loss 
of  pay.  Others  are 
subject  to  loss  of 
pay. 

Attleboro Wages  usually  go  on. ...     Full  wages  allowed. 

Beverly No  loss  of  pay. 

Pitchhurg  AVages  usually  go  on. . .     No  loss  of  pay. 

Gardner   Wages      of      electrician 

and  chief  engineer  go 

on  None. 

Northampton Pay     continues     during     No    loss    of    pay    for 

short  Illness temporary  illness. 

Salem   Pay      during  -    sickness 

goes  on  during  short 

time  only ,,     No  allowance. 

Vxliridge   and   North- 

liridge  Pay     goes     on     during 

short  illness 

<T  13.     State  what  allowance  was  made  to  salaried  employees  for 
sick  leave. 

Municipalities. 

A.  P. 

Chicopee See  G  12. 

Danvers   Salaries  go  on None. 

Holyoke Pay  usually  goes  on. . .  Same  as  foreman. 

MarMehead  and  North 

Attleloro   Pay  usually  goes  on. . .  See  G  12. 

Peaiody   No   deduction No      sickness.        Pay 

would  not  be  lost. 

Taunton   Wages  usually  go  on. ...  No  loss  of  salary. 

Westfleld One  week. 

Companies. 

Ahington  and  Bock- 
land,  Attletoro,  Sa- 
lem,  Gardner Salary  usually  goes  on.     No  loss  of  pay. 

Beverly •  •     No  loss  of  salary. 

Fitchburg  ......... ..     Salary  goes   on No  loss  of  pay. 

Northampton Salary  usually   goes   on 

in  spite  of  sickness..     See  G  12. 

Vxtridge  and  North- 
bridge  Salary  usually  goes  on. 
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G  14.     In  case  of  accident  to  employees,  who  paid  medical  ex- 


P. 

Paid  by  employees. 


penses   i 

MunicipaliUes. 
A. 

Ohicopee 

Danvers   No  ease  of  medical  ex- 
pense         The  department. 

Eolyoke |. .     The  city. 

Marhlehead  The   town ,.     Municipal     light     de- 
partment. 

North  Attlel)oro No    accidents ,    No  accidents. 

Pealiocly  The  town The   town,   if  not  by 

the  insurance  com- 
pany. 
The  department. 


Taunton   Claim  paid  by  insvirance 

company  

WestfleU 

Companies. 

Abington  and  Rockland  The  insurance  company 
p  a  ys  or  defends 
claims 

Attleioro The  company  is  insured 

against  damage  by  ac- 
cident to  employees.. 

Beverly  Company        insured 

against  damage  by  ac= 
cidents  to  its  men. . . . 

Fitohhurg,  Salem....  Claims  of  employees  are 
paid  or  contested  by 
insurance    company. . 

Gardner   The   employees,   or   the 

insurance  company... 

Northampton The  company  is  pro- 
tected   by    employers' 

insurance  •.     The  company. 

Except  that  the  com- 
I)any  gives  first  aid, 
the  employee  or  the 
employers'  insurance 
company  pays .•. 

G  15.     Who  paid  for  badges  and  nniforms  ? 

Municipalities. 

A. 

Ohicopee 

Danvers,  MardleJiead, 

North  Attlehoro. . . .     None   

Holyolce No  uniforms.    City  pays 

for  badges 

Peahody   The  town,  for  badges .  . 


Insurance  company. 

The  company. 

The  company. 

The  company. 

The  company. 
Never  had  any. 


Vcoiridge   and   North- 
Iridge  


P. 


None. 


Taunton  None 

WestfleU 


None. 

No     uniforms.       City 

pays  for  badges. 
The  town  for  badges. 

No  uniforms. 
No  badges. 
Town  pays  for  badges. 


Companies. 

The  answers  indicate  that  nobody  pays  for  badges  and  nniforms, 
except : 

FitcKburg.     P.  Company  for  badges. 

Salem.  A.  Ko  uniforms;  company  fqr  badges.  P.  Badges 
only;  by  company. 
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Gr  16.     Were  employees  required  to  give  sufety  bonds? 

Municipalities. 

A.  P. 

VMcopee,   Westfield No. 

Danvers   The   collector *,     No. 

H  oly  0  ke  ,  Peahody, 

Taunton   Only   the  manager Only  the  manager. 

Marllehead,    North 
Attleloro    No No. 

Companies. 
AMngton  and  Roolcland   Yes,  the  superintendent*,     ilanager  only. 
All  others.    One  or  both  investigators,  no. 

G  17.     Who  paid  the  premiums   ? 

Municipalities. 

A.  P. 

Danvers   The   collector '.     No  premiums. 

Holyoke The  manager The  manager. 

Peaiody   The  town ,.     The  town. 

Taunton   In    part    by    the    man-     The  manager  person- 

ager ;    in   part  by  the        ally. 

city    

No  other  answers. 

Companies. 

AMngton  and  Rockland   The  company The  company. 

No  other  answers. 

G  18.     What  provision  was  made  for  technical  instruction  ? 

G  19.    Were  prizes  offered  for  faithful  service? 

G  20.     Describe  system  of  profit-sharing,  if  any. 

G  21.     Describe  pension  system  for  old  age  or  infirm  employees. 

G  23.     Did  local  benefit  associations  exist  atoong  employees  ? 

G  23.     If  there  were,  did  municipality  or  company  contribute  to 
the  funds  ? 
The  answers  so  far  as  these  questions  are  concerned  indicate 

that  the  matters  referred  to  have  received  no  attention  in  any  of  the 

plants,  public  or  private. 

G  24.     What  other  methods  were  used  by  the  municipality  or  com- 
pany to  improve  the  social  welfare,  such  as  club  houses, 
libraries,  gymnasiums  excursions,  toilet  facilities,  etc.  ? 
Municipalities. 

Chicopee Toilet    

Danvers  Toilet  None,  excepting  ade- 
quate toilet  facili- 
ties, including 
shower  bath  at  sta- 
tion. 

Eolyoke Toilet  Customary  toilet  fa- 
cilities. 

MarUehead  None    None. 

North  Attle'boro Bath  and  toilet None. 

Peahody,    Westfield. . .     Toilet    ••     None. 

Taunton  Toilets    ;     Proper    sanitary    and 

toilet  facilities. 

Companies. 

AUngton  and  Rockland   Toilet  and  bath Lockers,  bath  tub  and 

usuaJ  facilities. 
Vol.  II.— 63. 
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A.  P. 

Attlehoro Toilet  and  bath Ample  toilet  facilities. 

Beverly .*■     Ample  toilet  facilities. 

Fitchljurg  Toilets  *.  Adequate  toilet  facili- 
ties. Bath  house  to 
be  constructed  next 
year. 

Gardner,  Northampton    Toilets None. 

Salem    Toilets   and  bath ;   teeli- 

nical  papers Technical    books    are 

provided     and    full 
toilet   facilities. 
Vxbridge    and   Nortfp- 
liridge  Toilets    

Gr  25.     Did  employees  get  free  service  or  gratuities  of  any  sort?    If 
so,  what? 

Alunicipalities. 

A.  P. 

The  answers  indicate  that  no  free  service  or  gratuities  were 
given  to  employees. 

Companies. 
Ahington  and  BocMand   Light  at  less  than  regis-    Employees  are  charged 

lar   rates $1.00  per  month  for 

a  maximum  use  of 
$5.00  at  regular 
rates.  Manager  free. 

Attletoro $5.00  at  Christmas,  and     $5.00     at     Christmas 

a   turkey    at  Thanks-         and     a     turkey     at 

giving   Thanksgiving. 

Beverly Superintendents       of 

Gas  and  Electric 
Light   Departments. 

Fitchljurg  None   -     Free  coke  and  no  lost 

time. 

Gardner    Yearly  gift  of  $5.00 $5.00  as   a  Christmas 

present. 

Northampton,    Salem.     None   .«.     None. 

Vxiridge    and   North- 
Vridge   None   

G  26.     How  frequently  were  different  classes  of  employees  paid? 

Municipalities. 
"Weekly  for  all  except  North  Attleboro,  semi-monthly. 

Companies. 
The  answers  indicate  that  all  employees  of  the  company  are 
paid  weekly,  except  that  Mr.  Adams  does  not  answer  for  Beverly, 
and   Mr.   Prichard   answers    for    Northampton,   "Some    weekly; 
others  semi-weekly." 

Gr  27.     "Was  payment  made  promptly  and  regularly? 

Municipalities. 
The  answers  indicate  that  payment  was  prompt  and  regular. 

Com,panies. 
Yes. 
G-  28.     "Were  they  paid  by  cash,  check  or  di\e  bill? 

The  answers  indicate  that  all  employees  in  all  plants,  public 
and  private,  are  paid  in  cash  except  that  iot  Northampton{-pnv&tc) , 
Mr.  Adams  answers,  "Cash" ;  Mr.  Prichard  answers,  "Check." 
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G  29.     When  and  where  were  payments  made? 

Municipalities. 

A.  P. 

Chicopee Works. 

Danvers   Station   Station,    Saturdays. 

Holyoke City  treasurer  s  office. .  City  Iiall. 

MarUehead  Town  treasurer's  office.  Town    treasurer's    of- 
fice. 

Tforth  Attlehoro Plant    Worlds. 

Peahody  Station  ;  Electric  plant,  Satur- 
day noons. 

Taunton  Plant  or  at  office  of  city 

treasurer    ^  Office. 

Westfleld ,.  Town  liall. 

Companies. 

AUngton  and  RocMand    Plant    Office,  Tliursdays. 

Attlehoro Plant  or  office >  Office. 

Beverly Works. 

Pitahlmrg  Plant  or  office Works. 

Gardner   Plant    Station. 

Northampton Office. 

Salem   Oflice  or  plant Works. 

Vcohridge   and   North- 
hridge   Plant  , 

G  30.     How  were  wages  fixed  and  by  whom  ? 

Municipalities. 

A.  P. 

Chicopee,         Holyolce,     In    large    part    by    tlie 

Westfleld    manager Manager. 

Danvers,  Marhlehead.     Board    , .  Manager. 

North  Attleioro Municipal  board Jlunicipal  board. 

Pealody,  Taunton. . , .     Manager JNIanager. 

Companies. 

AMngton  and  Roclcland    Superintendent    Manager. 

Attlehoro,     Fitchhurg, 

Northampton Manager   Manager. 

Beverly  By  superintendent  em- 
ploying same,  sub- 
ject to  approval  of 
manager. 

Gardner   Treasurer -     Manager. 

Salem   Manager  or  superintend- 
ent       Manager. 

Vxhridge   and   North- 
hridge   Superintendent    

Gr  31.     Were  union  rates  observed? 

Municipalities. 
ISTo  affirmative  answers,  except: 
Holyolce.     P.  Not  considered  except  firemen. 

Companies. 
Where  this  question  is  answered,  the  answer  is  either,  "No,"  or 
"No  union." 

G-  32.     If  there  were  trade  agreements  state  them. 

The  answers  do  not  indicate  that  any  trade  agreements  exist, 
in  any  plant — public  or  private. 


980  NATIONAL     CIVIC     FEDERATION. 

G  33.     Was  there  any  form  of  collective  bargaining? 

The  answers  give  no  indication  of  any  -collective  bargaining  at 
any  plant — public  or  private. 

G  34.     Has  there  ever  been  any  concerted  action  among  employees 
to  have  wages  raised  or  hours  shortened  ? 

No  instance  of  such  concerted  action  is  mentioned  for  any  of 
the  plants,  public  or  private,  except  by  Mr.  Prichard  in  the  Salem 
schedule,  where  he  says,  "  Once  about  two  years  ago  asked  for 
shorter  hours,  which  were  granted." 
G  35.     Were  the  empolyees  organized  in  unions? 

No  indication  of  any  union  among  the  workers  is  given,  except 
that  Mr.  Prichard,  in  the  schedule  for  Holyohe,  mentions  that  the 
workmen  at  the  gas  works  belong  to  the  Gas  "Workers'  Union. 
G  36.     Was  the  "  closed  shop  "  or  "  open  shop  "  policy  in  force? 

There  is  no  indication  that  the  policy  of  the  "  closed  shop  "  is 
in  force  at  any  plant,  public  or  private.    The  answers  indicate  that 
the  question  has  not  been  raised. 
G  37.     Was  the  municipality  or  company  opposed    to    organized 

labor  ? 
G  38.     Has  there  ever  been  a  strike  on  the.  plant?'  If  so,  describe 
fully. 

There  is  no  indication  in  the  answers*  that  the  question  of 
organized  labor  has  ever  been  raised   for  any  plant,  public  or 
private,  or  that  there  has  ever  been  a  strike  in  any  of  the  plants. 
G  39.     How  were  labor  disputes  settled? 

Municipalities. 
There  is  no  indication  in  the  answers  for  the  municipal  plants 
that  there  have  ever  been  any  labor  disputes.  Mr.  Adams  answers 
for  Taunton,  "  Personally  with  Manager,"  with  the  explanation, 
"  This  refers  only  to  agreements  between  the  manager  and  ia- 
dividual  workmen." 

Companies. 
The  answers  for  the  companies  would  .^Iso  indicate  that  there 
have  been  no  labor  disputes.  Mr.  Adams  answers  for  Ahington 
and  Rockland,  "With  individual  workers  "g  for  Fitchiurg,  "With 
individual  men";  for  Gardner,  Salem  and-  Uxhridge  arid  North- 
hridge,  "With  each  man." 

G  40.     Were  the  laws  relating  to  health,  emplo^^er's  liability  and 
contract  labor  observed? 

Municipalities. 

A.  P. 

Chicopee,        Holyoke, 
North         Attleloro, 

Westfleld   Probably  Yes 

Da-nvers,        Peahody, 

Taunton    Probably :.     Yes 

Martilehead    Probably  No 

All  Companies Probably ,     Yes 

G  41.     Were  there  any  printed  or  written  instructions  to   em- 
ployees ?    If  so,  enclose  copies. 
The  only  instructions  referred  to  are  as  follows: 
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Attleloro.     P.  Yes;  on  bulletin  boards, 
Salem.     P.  Yes;  no  extra  copies. 
G  4:2.     How  were  employees  treated  by  management? 

Municipalities. 

A.  P. 

Chicopee With  fairness 

Danvers  Fairly Good 

Eolyoke,    Westfield Good 

MarMehead    Properly   Considerately 

Worthampton  Properly   , .  Properly 

Peabody  Fairly    Fairly 

Taunton  Properly   Well  treated 

Companies. 
AUngton    and    Rock- 
land, Attleboro,  Sa- 
lem     ,.     Fairly 

Beverly,  Northampton Good 

FitcKburg   i.     Very  liberally 

Gardner   With  fairness 

Vwdridge   and   North- 
bridge  

G  43.     Did  the  employees  have  a  share  in  the  management  of  the 

plant? 
There  is  no  indication  of  any  such  share  in  any  schedule. 
G  44.     Were  bicycles  used  in  the  business  by  employees  ?     If  so, 

how  many  and  for  what  purpose? 

Municipalities. 
There  is  no  indication  of  the  use  of*  bicycles  by  employees 
of  municipal  plants,  except : 

-  A.  P. 

Pea'body  Yes    One  for  patrolling 

Westfield One  or  two  owned  by 

employees 

Companies. 

The  only  use  of  bicycles  mentioned  fop'  the  private  companies 
is  by  Mr.  Prichard. 

Attleloro.    Yes.     Trimmer,  meter  reader  and  linemen. 

Beverly.  Two;  one  in  gas,  one  in  electric,  one  patrol,  one 
emergency  calls. 

Salem.     Two  used  for  collecting  and  trouble  work. 

G  45.     Did  employees  ride  in  the  street  cars  for  business? 

Municipalities. 

A.  P. 

Chicopee,  Westfield Yes 

Danvers  No Yes 

HolyoTce   When   necessary Yes 

Marblehead    No   No 

North  Attleboro Yes    *.  No 

Peabody  Yes    Yes 

Taunton  Yes    


Companies. 


All  "Yes,"  except: 

Beverly  Yes 

Northampton No 
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G  46.     How  were  their  fares  paid? 

Municipalities. 

Chicopee   :  •     City 

Danvers,  Westfield , .     By  themselves 

Holyoke   By    city    wlien    on    city 

business By  the  department 

MarUehead    :•     None 

North  Attleioro By  town  when  on  town 

business   ~.     By  themselves 

Peabody  The  town,  when  on  busi- 
ness connected  with 
the  plant The  town 

Taunton  By  the  city ; .       

Companies. 
All,  "by  the  company,"  except: 

Beverly   :.     By  the  company 

Northampton  :•.     None 

G  47.     Were  any  technical  journals  subscribed  for? 

Municipalities. 
The   only  ease  of  subscriptions  for  technical  journals  are: 
A.  "  Yes  "  for  Holyohe:    P.  "  One  "  for  Westfield. 

Companies. 

AMngton    and    Rock-                       A.  P. 

Ian  d Yes 

Attletoro,    FitcWburg, 

Salem   Yes ,     Yes 

Beverly,  Northampton No 

Gardner   Received Yes 

Vaihridge   and   North- 
bridge    No   

G  48.     Did    the    superintendent    or    engineer    attend    technical 
meetings  ? 

Municipalities. 

A.  P. 

Chioopee,  Westfield No 

Danvers   Yes    No 

Holyoke   Yes,  the  manager Yes 

MarUehead,    Peahody     Yes    Yes 

North  Attlehoro No    , .  No 

Taunton  Yes 

Companies. 
Ahington    and    Rock- 
land, Salem Yes    Yes 

Attleboro   Yes,  the  manager Yes 

Beverly,  Northampton     Yes 

FUchT)urg   Yes Yes 

Gardner   Yes Yes,  both 

Vxhridge   and   North- 
bridge    Yes    .,. 

G  49.     If  so,  were  his  expenses  paid  by  himself? 

Miinicipalities. 

A.  P. 

Danvers  Yes    No 

Bolyoke   No No 

MarUehead,    Peahody    Yes    ,     Yes 

Taunton „.     Yes 

No  other  answers. 
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Companies. 

A.  p. 
AMngton    and    Bock- 
land   Yes  ,.     By  the  company 

Attleboro,    Gardner...     By  the  company By   company 

Beverly,  Northampton     •.     Yes 

PitoKburg   No 

Salem  The  company  paid  trav- 
eling expenses :.     No 

Vxtridge   and   Nortli- 
l)ridge  By  the  company 

G  50.     Number  of  persons  killed  during  past  year?     (a)   Em- 
ployees,    (b)   Others. 

Municipalities. 
None  given,  except  Mr.  Adams,  for  Danvers,  says  one  em- 
ployee was  killed,  and  for  Taunton,  "  One  lineman  hurt,  and  the 
insurance  company  paid.  My  replies  refer  to  the  electric  depart- 
ments only."  Mr.  Prichard  answers,  for  Danvers,  "  None." 
G  51.  Number  of  persons  injured  ?  (a)  Employees,  (b)  Others. 
Mr.  Adams  does  not  give  any  as  being  injured.  Mr.  Prichard 
gives  two  employees  for  Chicopee,  one  for  Peahody,  and  says,  for 
Holyoke,  (a)  "  Trivial  injuries  to  a  few  in  gas  department." 

Companies. 
G  50  and  51.    No  killed  or  injured  m'entioned,  except  as  fol- 
lows: 

A.  P. 

FitcKburg  G  50 One   person   not   in   the     One    was    drnnli    and 

employ    of    the    eoi|i-        fell  in  tar  tank 
pany    was    killed    By 
electric  current.....*. 

Salem  GZO (a)   One None 

(b)   None ;     One     killed     by     live  ■ 

wire ;  one  claimed 
to  be  killed  by  com- 
pany 

G  53.     What  was  the  amount  of  damages  lusually  paid  for  death? 

Municipaliiies. 

The  only  indication  of  any  attempt  to  collect  damages  is  found 
in  Mr.  Adams'  schedule  for  Danvers,  in  which  he  answers,  "In 
litigation." 

Companies. 

The  only  reference  to  damages  for  death  by  the  companies  are 
as  follows: 

Attleboro.     P.  One  death,  $3,500. 

Salem.  A.  If  any  payment  is  made,  it  is  by  the  msurance 
company.    P.  Not  enough  instances  to  strike  an  average. 

G  53.     Were  payments  for  injuries  usually  adequate? 

Municijialities. 
For  the  municipalities  the  only  answers  applicable  are : 
EolyoTce.     P.  Yes   (only  one  case). 
Peabody.     P.  Yes. 
Taunton.    P.  Yes. 
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Companies. 
Abington  and  Roclcland,  Attleioro,  Beverly,  Salem.     P.  Yes. 
FUchburg.     P.  Insurance  company  settles. 
Gardner.     P.  None. 

Northampton.     P.  Settled  by  insurance  company. 
ISTo  other  answers. 
G  54.     Were  cases  usually  settled  without  lawsuit  ? 

Municipalities. 

A.  P. 

.CMcopee   Only  one  case  which 

was  sued 

Danvers  No  eases No  cases 

Bolyoke   One  suit Yes,  it  was 

MarUehead    One  suit  by  worliman . .     One    .$10,000    lawsuit 

pending 

North  Attleboro   >• 

Peahody    Suit  in  one  case Yes 

Taunton,  Westfleld Yes 

Companies. 

Abington  and  Rook- 
land   Depends    on    insurance 

company One  case,  lawsuit 

Attleioro,  Beverly, 
Fitohhurg,  North- 
ampton, Salem t .     Yea 

Gardner  None  to  settle 

Vxiridge  and  North- 
bridge  Company  insured 

G  55.     May  the  municipality  or  company  compromise  or  settle 
claims  without  lawsuits? 

Municipalities. 

Chioopee,    North    At-                       A.  P. 

tleboro,   Westfleld , .     Yes 

Danvers  Insured     against     acci- 
dents to  employees . .  %     Yes 

Eolyoke   Insured  against  claims.     Yes 

Marhlehead    Insured     against     acci-     Insured     in     liability 

dent  liability •. .         company 

Pealody  Yes    '.     Yes 

Taunton  City     insured     and     all 

payments  to  those  in- 
jured made  by  insur- 
ance company Yes 

Companies. 

P.  "  Yes  "  for  all. 

A.  As  follows: 

Abington  and  Roclcland.  The  insurance  company  pays  or  de- 
fends claims  brought  by  employees. 

Attleboro.     Company  insured  against  claims  of  employees. 

Beverly,  Northampton.    . 

Fitchburg,  Salem.     Yes. 

Gardner.  Yes;  but  company  is  insured  against  claims  by 
employees. 

Uxbridge  and  Northbridge.  The  company  is  insured  against 
damage  resulting  from  accidents  to  its  employees,  and  the  insur- 
ance company  settles  or  defends  claims. 


ENGINEERING  MATTERS 

Massachusetts    Electricity    Works 

(Schedule    III) 


By  ALTON  D.  ADAMS  and  CHARLES  F.  PRICHARD 


Schedules  for  each  plant  prepared  separately  by  Mr.  A.  D. 
Adams  and  Mr.  0.  P.  Prichard,  except  that  Mr.  Prichard  prepared 
no  schedule  for  the  private  company  of  Uxbridge  and  Northbridge. 
Where  the  two  investigators  make  identical  answers  to  a  given, 
question,  the  answer  is  given  without,  designating  the  authors. 
Where  the  answers  differ,  the  answer  of  each  investigator  is  desig- 
nated by  the  initial  of  the  surname  of  the  author. 

H— CHARACTER   OF   SERVICE   AND    PLANT. 

H     1.     Data  for  year  ending  June  30,  1906. — A. 

(The  data  given  for  all  schedules  are  supposed  to  be  for  the 
year  ending  June  30,  1906,  although  Mr.  Prichard  gives  no  date 
whatever  for  his  schedule  for  Chicopee,  and  omits  the  day  and 
month  for  the  schedule  for  Danvers. — Gray.) 

PLANT  EQUIPMENT. 

H    2.     Steam  engines. 

Municipalities. 
Ohicopee.  250  horse  power  erected  in  1896.  500  horse  power 
erected  in  1902.  One  cross  compound  horizontal  engine  of  250 
horse  power  at  87  revolutions  per  minute.  One  cross  compoimd 
horizontal  engine  of  500  horse  power  at  80  revolutions  per  minute. 
Both  engines  are  run  condensing  and  belted  to  countershaft.  Steam 
pressure,  100  pounds.     Total  horse  power,  750. — A. 

One  cross  compound,  87  revolutions  per  minute,  belted,  250 
horse  power,  15  by  28  by  42,  and  one  cross  compound,  80  revolu- 
tions per  minute,  belted,  500  horse  power,  20  by  38  by  42.     Slater. 
^— P. 


or  di- 

Date of 

Total 

Danvers: 

Speed. 

rect  con- 

Horse  Tjixtal- 

Horse 

No.              Type. 

R.F.M. 

nected. 

Poicer.  lation. 

Pmi?er. 

1    Simple  Horizontal . . . 

300 

Belted 

80        1888 

80 

1     Simple  Horizontal . . . 

160 

Belted 

160        1897 

160 

1    Simple  Vertical  Twin 

Engine  

220 

Belted 

^20        1905 

520 

760  A. 
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1 
1 
1 


Type. 

Ball  Simple 

Buckeye    Simple.  . . . 

Shepard  Double  Up- 

riglit  


Jlolyoke: 

2     Simple    Horizontal . . 
1    Curtis  Steam  Turbine 


2     Cond ■. 

1    Curtis    Turbine 

Marblehead: 

1*  Horizontal       C  o  m  - 

pound    

1     Simple    


1     Simple    

1     Cross    

1     14  X  36    

1     14x26x36    

*  Steam  pressure  100  lbs. 

North  Attleboro: 

1  Horizontal  Tandem 
Compound  Condens- 
ing     

1     Horizontal     Tandem 
Compound  Condens- 
ing .  ■. 

1     Simple    


Speed, 
R.  P.  M. 

310 

160 

220 


to 
1,800 


1  Fitchburg 

1  Fitchburg 

1  Pitcliburg 

Peahody: 

1*  Simple    . . 

1*  Simple    . . 

1*  Simple    . . 


75 


95 
95 


96 
96 


128 


109 
260 


109 
260 
125 

100 

92 

340 


1     Simple    100 

1  92 

1  340 

*  All,  100  lbs.  steam  pressure. 


Taunton: 
2    Vertical  Cross  Com- 
pound     


Belted 
or  di- 
rect con-  Morse 


nected. 
Belted 
Belted 


Belted 
Direct 


Belted 


Belted 
Belted 


Belted 


Belted 
Belted 


Belted 
Belted 
Belted 


Belted 


Pmcei 

60 

180 


Belted      540 


400 
606 


Belted       250 


150 

250 

75 


1.50 
2.50 


150        Direct      620 
Connected 
Incbea   and  36  inches 


Date  of 
Instal- 

.  lation. 
1889 
1896 

1906 


Total 
Horse 
Power. 
10x12 
15x24 


18  X 17  P. 


1891       800 
July,  1905  666 


400 
666 


250 

150 


150 
250 


225 
75 


-550 
Belted  '225 
Belted  75 
Belted      2,-;0 


1,466  A. 
800 
666  P. 


1895 

1895 


1895 
1893 


1899 


1893 
1893 

550  A. 

?  225 
?  75 

?  250  P. 

1892  150 

1895  250 
1900        75 

475  A. 

1892  150 

1895  250 
1900        75  P. 


1903    1,240 
in   diameter,   respec- 


Each  with  cylinders   17 
tively,  and  .30-ineh  stroke. 

Each  engine  direct  connected  to  a  400  K.  W.  electric  generator. — A. 
2    Vertical  McI.  &  S...         150  D.  C.        020        1903    1,240 

Cylinders  17  x  36,  stroke  30.— P. 
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Belted 

-^     .„  ,,  ordi-                  Date  of   Total 

Westfield:  tipeea,    rect  con-  Horse   Distal-   Horse 

No.         _     Type.  R.P.M.    nected.    Power,  lation.   Power. 
1    Horizontal      Cross 

Compound    118        Belted      220        1902      220 

1    Tandem      Compound 

Horizontal     250        Belted        90        1888        90 

1    Tandem      Compound 

Horizontal    221         Belted      140        1897       140 

,     ^  «  450  A. 

1     Cross      Compound 

Cond 118  Slater  Belted,220  220 

1    Tandem   Compound.         250      Mel.  &  S.       90  ....         90 

Belted 

1     Tandem    Compound.         221    Harrisburg  140  140 

Belted  

450  P. 
Companies. 
AMngton  and  Rockland: 

1     Compound    200        Belted      250  250 

1     Compound    200        Belted      350  350 

1     Compound    270        Belted      125  ....       125 

725  A. 

1     McI.  &  S 200        Belted      250         250 

1    McI.  &  S 200        Belted      350         350 

1     Ball    270        Belted       125         125 

725  P. 

Attleboro: 

1     Curtis   Turbine 1,800        D.   C.       800         800 

1    Cross  Compound 120        Belted      800         800 

1    Tandem   Compound. .         225        Belted      450         450 

1     Simple 325        Belted       100         100 

2,150  A. 

1     Curtis    Turbine 1,800  D.  C.  800        1906  800 

1  Lane  &  Bodley  Com- 
pound Condensing.  120  Belted  800         800 

1  '  Melntosh  &  Seymour 

Tandem  Compound  225  Belted  450         450 

1    Arm  and  Sims 325  Belted  325  (?) 100 

2,150  P. 
Beverly.  As  Mr.  Charles  F.  Prichard  is  one  of  the  directors 
of  the  BoYcrly  company,  and  was  president  pro  tem.  in  1906,  I 
have  given  only  those  answers  that  could  be  derived  from  the  pub- 
lic records,  and  from  inspection  of  the  property  relative  to  this 
plant. — A. 

Belted 
or  di-  Date  of   Total 

Speed,    rect  con-  Horse   Instal-   Horse 
No.  Type.  R.P.M.    ncclcd.     Foioer.  lation.    Power. 

1    Cross  Compound 100         175         175 

1    Cross  Compound 100         350         350 

525  A. 
One  800  h.  p.  steam  turbine  under  contract,  but  not  in  position  on 
June  30,  1906.— A. 
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No.  Type. 

1  Compound  Condens- 
ing   

1  Compound  Condens- 
ing   

1     Curtis    Turbine 

Fitchhurg: 

1  Vertical  Cross  Com- 
pound   

1  Vertical  Cross  Com- 
pound   


1     Cross  Compound  Up- 
right  

Cross  Compound .... 


Speed, 
R.  P.  M. 

Belted 
or  di- 
rect con- 
nected. 

Sorse 
Power. 

Date  of 
Instal- 
lation. 

Total 
Horse 
Power 

100 

Belted 

175 

175 

100 
1,800 

Belted 

350 
800 

350 
800  P. 

120 

600 

600 

120 

900 

I  steam  firessure 

900 

0  pound? 

.—A. 

1,500 

120 
120 

D.C. 
D.  C. 

600 
900 

600 
900  P. 

Gardner: 


Triple  Cylinder 
Diesel  internal  com- 
bustion engine, 
burning  oil 

Compound  Condens- 
ing   

Compound  Condens- 
ing   

Compound  Condens- 
ing   

Compound  Condens- 
ing   


Compound  Condens- 
ing   

Compound  Condens- 
ing  

Compound  Condens- 
ing    

Compound  Condens- 
ing    

Simple    

Compound  Condens- 
ing   


Northampton: 
1     Compound 
1    Compound 


138 

138 

120 

120 
400 
290 

138 

138 

120 

120 
400 

290 


130 
76 


Belted 

Belted 

Belted 

Belted 

Belted 
D.C. 
D.C. 

Belted 

Belted 

Belted 

Belted 
D.C. 

D.C. 


225 
75 
50 

150 

100 
30 
75 

75 

50 

150 

100 
30 

75 


325 
500 


(Each  of  the  above  125  pounds  steam.) 
1     Compound   120         450 


Cross  Compound 
Condensing  (1) . . . 

Tandem  Compound 
Condensing  (2) . . . 

Cross  Condensing  (3) 


130 


Belted 
Buckeye 

Belted 
Buckeye 

Belted 

Slater 
Note   (1)  15  inches  x  26^2  inches. 

(2)  16y2  inches  x  SOVa  inches. 

(3)  20%  inches  x  38  inches.— P. 


120 
76 


325 
450 


500 


225 

75 

50 

150 

100 
30 
75 

705  A. 

75 

50 

150 

100 
30 

75 

705  P. 

325 

500 

450 


1,275  A. 
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Salem: 
No. 


Type. 


Compound  Cylinders 
30  &  23  X  22 

Compound  Cylinders 
20  &  40  s -42 

Compound  Cylinders 
24  &  48  X  42 

Compound  Cylinders 
17  &  33  X  36 


Belted 

ordi-  Date  of  Total 

hpeed,    red  con-  fiorse   Instal-  Horse 

R.  P.  M.    neoted.    Power,  lation.  Power. 

100 


Vertical 
Vertical 
Vertical 
Vertical 


120 
120 
125 


160 
120 
120 

125 


D.  C. 
D.  C. 
D.  C. 


.       350 

(Not  in  use) 

635 
900 
500 


350 

685 
900 
500 


D.  C. 
D.G. 
D.  C. 
D.C. 


•350 
635 
900 
500 


*  Mcintosh  and  Seymour,    f  Prov.  stm.  eng. 


2,385  A. 

Cylinders. 
H.     L. 

13  X  23  350* 
20  X  40  635* 
24  X  48  900* 
17  X  33     500f 

2,385  P. 


VxT)riage  and  NortWbridffe: 

2     Simple    250 

1     Simple    200 

1     Compound   225 


0.75 
356 
250 


H    3.     Boilers. 

CMcopee: 

Num- 

Ber.  Type. 

2    Fire  Tube. 

2    Fire  Tube. , 


350 
356 

250 

956  A. 


Municipalities. 


H.P. 
135 
135 


Date. 

1896 

1902-1906 


Steam 
Pressure. 
100  lbs. 
100  lbs. 


Total 
H.P. 

270 
270 


2  H.  T.  72  inches  x  140  inches 
X  3  inches 

2  H.  T.  72  inches  x  120  inches 
X  3  inches 


Danvers: 

1  Fire  Tube. 

2  Fire  Tube. 


135  Atlantic  Works 

135     Holybke  S.  B. 
Works. 


125 
150 


1S96 
19Q5 


120  lbs. 


540  A. 

270 

270 

540  P. 

125 
300 


2     H.   T. 
1     H.  T.. 


Holyoke: 
5     Fire  Tube. 
3    Fire  Tube. 


5    Manning 
3    Manning 


112 
125 


165 
300 


165 
300 


1906 
1896 


1891 
July,  1905 


425  A 

72  in.  X  18  in. 
72  in.  X  18  in.  P 


100  lbs. 
150  lbs. 


825 
900 


1,725  A. 
. . '.  P. 


i66| 


400  A. 
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Marhleliead: 

Nuin-  Steam  Total 

iter.             Type.  H.P.  Date.  Pressure.  H.P. 

2     Fii-e  Tube 130  1895  1  .nnihc          qqo  a 

1     Fire  Tube 130  ,...(  100  lbs.  390A. 

1     H.  T 130  1.895  ...  130 

1     H.  T 130  1895  ...  130 

1     H.  T 130  1900  ...  130 

72  iuches  x  18  inches  x  3%  inches.  390  P. 

'North  Attlelioro: 

1     Water  Tube 250  1893  110)  ..,,  , 

1  Water   Tube 250  1899  110  ]  °^  ^■ 

2  Climax   250  ....  ...  500  P. 

Peahody: 

2  Fire  Tube 125  1892 

1  Fire  Tube 150  1901 

1  H.  T.  92  31/-. -inch  Tubes...  125  1892  ...  260 

2  H.  T.  138  3-inch  Tubes 150  1901  ...  150 P. 

3  Heine  Water  Tube 300  1903  luO  900  A. 

3     Heine  Water  Tube 300  1903  ...  900  P. 

2  36-inch  shells  each.    Brick  setting. — ^P. 
WestfleU: 
2    Fire  Tube 70  1^88-89)       iir;  040  a 

1  Fire  Tube 100  1896     ) 

2  H.  T.  (Bigelow  Co.) 70      54-inch  76  3-ineh  tubes     140 

1     H.  T.  (Bigelow  Co.) 100     OG-inch  86  3-inch  tubes     100 

240  P. 

Holyoke.  (Apparently  connected  with  H  8,  written  on  a  blank 
page  opposite  H  1-6. — G.).  Gas  Plant. — Land,  132,481  square 
feet.  Hmnplire3's  and  Glasgow  Lowe  process,  10  benches,  6  retorts; 
coal  gas,  60 ;  capacity  of  worlcs,  500,000 ;  4  gas  holders ;  1,  750,000 ; 
1,  52,000;  1,  115,000;  1,  144,000. 

Mains:  1-inch,  1,955;  l^-inch,  6,552;  2-inch,  9,699;  2i-inch, 
1,953;  3-inch,  70,259;  4-inch,  56,614;  &-inch,  42,761;  8-inch, 
9,661;  12-inch,  10,475;  15-inch,  440;  16-inch,  6,578;  total,  219,891. 

Gas  :\.]eters.— 3,  5,927;  5,  167;  10,  160;  20,  56;  30,  37;  45, 
24;  50,  1;  60,  12;  180  (80?),  5;  100,  7;  150,  5;  200,  5;  300,  4; 
400,  1;  total,  6,411.  Prepayment  of  the  foregoing:  2,946,  3;  9, 
5 ;  5,  10.  3,575  gas  stoves.  Price  of  gas,  $1.40,  20c.  for  discount, 
$1.20  net.  Price  of  electricity,  12c.  for  K.  W.  H. ;  2c.  discount  by 
10th.  Gas  coal,  9,200  tons  at  4.41  long:  electric  coal,  1,095  tons 
at  5.24  long;  coke,  9,305  bu.  at  11.35. — P.* 

Westfield.  Gas  Plant  Schedule. — P.  Land,  1.35  acres; 
benches,  3;  retorts,  16;  holders:  1,  48  by  16;  brick  tank,  50  by  17; 
capacity,  28,000  cubic  feet.  1  60  by  20 ;  steel  tank  63-^  by  20-J ;  ca- 
pacity, 56,420  cubic  feet. 

Mains.— l-i-inch,  252;  14-inch,  609;  2-inch,  5,928;  3-inch, 
47,194;  4-inch,  22,345;  6-inch,  4,901;  8-inch,  2,506;  12-inch, 
1,722 ;  total,  85,457. 

Meters.^3  lights,  10,351  (?)  (Is  it  1,035?— G.);  5,  95;  10, 
21 ;  20,  12  :  30,  5  :  45,  3 ;  50,  1 ;  60,  3 ;  80,  2.' 

Prepayment  meters. — 3  lights,  202 ;  5  Rights,  13. 
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Output,  maximum,  December  23,   1905,   106,900;  minimum, 
April  30,  1906,  36,100;  capacity  per  diem,  146,000. 
Number  of  feet  manufactured  during 

year 23,754,600 

Number  of  feet  on  hand  June  30,  1905  71,400 

22,826,000 

Sold  by  meter  21,452,200 

Supplied  to  public  buildings 306,200 

Used  at  works   201,300 

On  hand  June  30,  1906 59,000 

Total    22,018,700 

Unaccounted  for   807,300 

No  meter  charge.  Number  of  gas  stoves  used  by  consumers, 
674;  gross  price,  $1.50;  20  cents  per  thousand  discount  within  15 
days;  coal,  2,427  tons;  2,000  pounds  at  $3.76-^-  a  ton;  843. \  tons 
of  coke  at  $3.51:}; 

Eesiduals.— Coke,  84,765  bushels  (602  tons  sold),  at  $4  per 
ton;  tar,  32,436  gallons  (25,130  gallons  sold),  at  5  cents  per  gal- 
lon.—P. 

Companies. 

Ahington  and  RooMand:  Sieam 

Num.-  Prcaxiirr.  Total 

Ur.               Type.  H.P.  Date.         (Lbs.)  H.P. 

4  Fire  Tube 150  ....  125     600  A. 

3  H.  T 150  Various  .  .  .  450 

1  H.  T 150  Vai-ious  ...      150 

600  P. 

Attlelioro: 

2  Water   Tube 175  1"0  3'}() 

1  Water   Tube .*...  13i>  22.' 

2  Water  Tube 212  130  4:2i 

1  Water  Tube ....  130  3.5fi 

1,349  A. 

2  B.  &  W.  Water  Tube 175  ....  130  350 

1  B.  &  W.  Water  Tube 225  130  225 

2  B.  &  W.  Water  Tube 212  j... . .  130  424 

1  B.  &  W.  Water  Tube 350  ....  130  350 

1,349  P. 
Beverly: 

2  Water   Tube 104  120  208 

1     Water   Tube 170  ,, ..  120  170 

1     Water   Tube 300  ,...  120  .300 

Usual  steam  pressure  120. — A  078  A. 

1  Water  Tube  42-inch  drums 

81  4-inch  tubes 170  ...  170 

2  Water  Tube  36-inch  drums 

144  4-ineh  tubes 300  ...  300 

2    Water  Tube  36-inch  drums 

54  4-inch  tubes 104  ....  ...  208 

678  P. 


992  NATIONAL     CIVIC     FEDERATION. 

FitoKburg:  Steam 

Sum-  Pressure.  Total 

lev.  Type.  H.P.         Date.         {Lis.)  B.P. 

3    Watei-  Tube 258  150  774  A. 

Steel  frame  setting. — ^A. 

3     Sterling    25S  ....  ...  774  P. 

Fitclbburg.  Gas  Plant.  5  acres  of  land;  6  benches  of  6  re- 
torts each;  1  covered  holder,  39,000  cubic  feet;  1  covered  holder, 
65,000  cubic  feet;  1  open  holder,  400,000  cubic  feet. 

Street  Mains.— 1^,  1,324;  U,  2,587;  2,  11,249;  3,  50,910;  4, 
11S.S44:  6,  16,737;  8,  12,570;  10,  2,000;  12,  1,623;  16,  853. 

Gas  Meters.— 3  It.  2,511;  5,  286;  10,  70;  20,  29;  30,  32;  45, 
1;  50,  16;  60,  6;  80,  2;  100,  9;  150,  1;  200,  1;  total,  2,954. 

Prepayment  meters,   845;  gas  stoves,  2,140;  gas  engines,   1. 

Greatest  output  in  24  hours,  December  23,  1905,  260,800  cubic 
feet.  Least  output  in  24  hours,  April  15,  1906,  93,800  cubic  feet. 
Gas  sent  any  day  during  year,  20,116,100  cubic  feet.  Gas  price, 
$1.65,  less  20  cents  per  1,000  feet  if  paid  before  20th  of  month. 
$3  minimum  per  year. 

Prices  obtained  from  residuals :  Tar,  .045  and  .025 ;  coke,  per 
bushel,  8  cents,  13  cents,  14  cents,  15  cents. — P. 
Gardner:  Steam 

^'iiin-  Pressure.      Total 

her.  Type.  H.P.         Date.         (Llts.)         H.P. 

1    Fire  Tube 150  100  150 

1     Fire  Tube 80  100  80 

1     Fire  Tube 100  100  100 

330  A. 

1     H.  T 150  ...  150 

•1     H.  T 80  ...  80 

1     H.  T 100  ....  ...  100 

330  P. 
'Northamjiton: 

4  Fire  Tube 150  125  600  A. 

3     H.  T.   Stearns 150         82  s  3%  ...  450 

1     H.  T.  Holyoke 150         82  x  3%  ...  150 

600  P. 
fSulem: 

8     Fire  Tube 125  100         1000 

1     Water  Tube 350  ....  150  350 

1,350  A. 

5  H.  T.  140  3-inch 125  ....  ...  625 

?>     H.  T.  138  3-inch 125  375 

1     Water  Tube  108  4-inch 350  .-. ..  .,'.  350 

1,350  P. 

Vxlridge  and  Northlridge: 

1  Fire  Tube 150  ....  no  150 

2  Fire  Tube 125  no  250 

400  A. 

H  4.     Water  wheels. 

H  5.     Gas  engines. 

H  6.     Auxiliary  engines. 
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The  answers  of  the  two  investigators  indicate  that  there  are 
no  water  wheels,  gas  engines  and  auxiliary  engines,  except  as  fol- 
lows : — 

Municipalities. 

Chicopeo.  H  6.  Auxiliary  engines.  Two  condensers  for  en- 
gines, condenser  pumps,  feet  water  heater.^A. 

Ilolyohe.  II  4.  Water  wheels.  Four  Vertical  turbines,  geared 
to  shafting,  280  H.  P.  each,  installed  in  1891.  Total  H.  P.,  1,120. 
Each  wheel  is  45  inches  in  diameter,  head  about  20  feet.  Complete 
condensing  outfit  for  the  above  steam  turbines.  Pumps,  condenser, 
feed  water  heaters. — A. 

Four  Holyoke  Mach.,  direct  connected,  280  H.  P.  each;  total 
H.  P.,  1,120.— P. 

North  Attleboro.  H.  4,  5,  6.  Condenser,  jet  type,  for  each  of 
the  two  condensing  engines,  with  pumps. — A. 

Taunton.  H  6.  Auxiliary  engines.  One  simple  vertical  en- 
gine, direct  connected  to  a  25  K.  W.  exciting  dynamo,  erected  in 
1903.— A. 

Companies. 

Attleboro.  H  4.  Water  wheels.  One  turbine  wheel  under 
head  of  11  feet,  35  H.  P.;  one  turbine,  head  11  feet,  44  H.  P.; 
total,  79  H.  P.  Wheels  have  since  been  removed,  and  the  use  of 
water  power  discontinued. — A. 

One  Rodney  &  Hunt,  belted,  35  H.  P. ;  .1  McCormick,  44  H.  P., 
disused  in  process  of  elimination;  total  79  H.  P. — P. 

Fitchburg.  H  6.  Auxiliary  engines.  One  vertical  engine 
direct  connected  to  a  35  K.  W.  exciting  dynamo. — A. 

Gardner.     H  5.     Gas  engines.     One  Die=;ol  belted  225  H.  P. 
oil  engine. — P. 
H  7.  Auxiliary  apparatus. 

Municipalities. 

Chicopee.  Main  shaft  to  which  enj^ines  and  dynamos  are 
belted.    Boiler  pump,  and  pump  and  condensers  for  the  engines. — A. 

Danvers.  Two  feed  pumps  for  boilers.  1  600  H.  P.  Harrison 
feed  Avater  heater.  5  1-16  inch  main  shaft  and  fittings,'  erected, 
in  part,  1905. — A. 

Two  feed  pumps,  double,  4  by  6  inch,  "Worthyte,"  1906;  1 
injector,  Lee,  1906 ;  500  H.  P.  cup. 

Heaters.— 1  200  H.P.  Harmsburgh,  1896 ;  1  600  H.P.  Harms- 
burgh,  1906;  steam  piping,  by  Laskey,  Whitten  &  Jackson;  coal, 
$4.35  delivered;  buckwheat,  $2.90;  chimneys  (illegible. — G.) ; 
scales  for  boiler  room;  1  2,000  lb.  Howe  wagon  scale;  1  damper 
regulator  (illegible. — G.)  ;  line  shaft  17— C.  I.— pedestal  (illeg- 
ible.—G.). 

Belt.  One  30-inch  double  belt,  76  feet  long,  Gratton  &  Knight. 
1  22-inch  double  belt,  76  feet  long,  Gratton  &  Knight.  2  16-ineh 
double  belts,  42  feet  long,  Gratton  &  Knight.  3  8-inch  double  belts, 
40  feet  long.    1  10-inch  double  belt,  30  feet  long. 

Switchboards. — Two  Westinghou^;e,  marble  panels,  48  by  30. 
4  Plunger  primary  switches ;  2  Mach. ;  2  exciters  rhes. ;  2  ammeters ; 

Vol.  II.— 64. 
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2  volt  meters  deadbeat,  Stanley  ammeter;  1  plub  arc  circuit, 
marble  switchboard,  30  by  36;  1  Whitnay  ammeter;  2  Stanley 
watt  meters;  2  Stanley  ias. ;  6  G.  E.  lightning  arresters. — P. 

Holyohe.  Four  lines  of  5J-inch  shafting;  1  Holyoke  speed 
regulator,  connected  with  the  above  water  wheels,  capable  of  regu- 
lating either  pair ;  boiler  pump,  and  pumps  and  condenser  with  the 
steam  turbine. — A. 

Marhlehead.  One  jet  condenser  and  pump;  1  boiler  feed 
pump ;  inspirator ;  5  inch  main  shaft  with  belts  to  engines  and 
generators. — A. 

One  EJaowles  condensing,  1895,  400  ti..  P.;  1  EInowles  feed 
pump,  single  act.  boiLer  feed,  1895 ;  1  Wainwright  heater,  tubular, 
1895,  250  H.  P. ;  1  Wainwright  heater,  tubular,  1895,  150  H.  P.— P. 

North  Attlehoro.  One  countershaft;  wooden  switchboard  and 
indicating  and  recording  meters;  boiler  pump,  and  pumps  and  jet 
condensers  for  engines. — A. 

Peabody.  Single  pump  for  boiler  water;  steam  cylinder,  8 
by  9  inch,  installed  1893 ;  1  300  H.  P.  feed  water  heater,  installed 
1892;  1  main  shaft  to  which  two  engines  are  belted,  also  under- 
ground pipes  for  the  distribution  of  steam  heat  to  at  least  one  con- 
sumer.— A. 

One  Tubular  duplex  feed  water  heatfer,  1900;  I  feed  water 
pump ;  I  feed  water  inspirator. — P. 

Taunton.  One  jet  condenser  and  1  separator  for  each  630 
H.  P.  engine;  1  hand  power  crane  of  50  feet  span,  and  20  tons 
capacity;  3  feed  water  heaters,  rated  at  1,600  H.  P.  total  capacity; 
5  pumps  for  feed  water,  condenser  and  drips;  all  erected  in  1903. 
— A. 

Westfield.  One  jet  condenser  for  engines,  also  feed  pump  du- 
plex, probably  erected  in  1888;  belting  between  engines  and  gene- 
rators.— A. 

Companies. 

Ahington  and  RocMand.  Peed  water  heater,  pumps  and  con- 
densers, shafting  and  belts. — A. 

Attlehoro.  One  Green  fuel  economizer,  rated  at  1,500  H.  P.; 
pumps  and  condensers. — A. 

Two  Bulkley  jet,  1906 ;  3  feed  water  pumps. — P. 

Beverly.  Peed  water  heater,  condensers,  pumps,  shafting  and 
belting. — A. 

One  Dean  condenser,  700  H.  P. ;  one  Dean  condenser,  400 
H.  P. ;  1  Dean  condenser,  300  H.  P. ;  3  boiler  feed  pumps,  one  for 
3,000  H.  P.  supply,  one  for  600  H.  P.— P. 

Fitchhurg.  Pumps,  feed  water  heater  and  condensers ;  travel- 
ing crane  in  engine  room. — A. 

Gardner.     Pumps,  condensers  and  belting. — A. 

Condensers,  boiler  feed  pumps  and  so  forth. — P. 

Northampton.    

Salem.  Peed  water  heaters,  condensers,  shafting,  belts  and 
pumps. — A. 

Uxbridge  and  Northhridge.    
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H  8.     Dynamos. 

(a)  Direct  current  constant  potential. 

(b)  Direct  current  constant  current. 

(c)  Alternating  current. 

(d)  Boosters  set  or  motor  generators. 

(e)  Eotary  converters. 

(f)  Frequency  changers. — A. 

Municipalities. 
Chicopee.     (a)  — — — 

(b)  4  T.  &  H.  arc  dynamos,  of  6  8-10  amperes,  17  kilowatts 
and  50  lamps  capacity  each,  one  erected  in  1887,  one  in  1893,  one 
in  1894,  and  one  in  1896,  all  belt  driven;.     Total  kilowatts,  68. 

(c)  Alternating  current.  One  revolving  armature  alternator, 
180  kilowatt  capacity,  at  3,300  volts,  135  cycle,  single  phase,  and 
750  r.  p.  m.,  erected  in  1903.  All  alternators  belt  driven.  Exciters 
for  the  three  alternators.  One  revolving  armature  alternator,  90 
K.  W.  capacity  at  1,100  volts,  135  cycle,  single  phase,  1,350  r.  p.  m., 
erected  in  1896.  One  revolving  armature  alternator,  130  K.  W. 
capacity  at  1,100  volts,  135  cycle,  single  phase,  1,070  r.  p.  m., 
erected  in  1898. 

Total  K.  W.  of  alternators,  390.— A. 

(a)  Direct  current  constant  potential.    Exciters. 

(b)  Direct  current  constant  current. 

B.  or  Total 

No.   D.  G.  Type.  Amp.         k.  W.        Date.        K.  W. 

4        B.        G.  B.  L.  D.  12 6  8/10  17  ....  68 

(c)  Alternating  current. 

B.  or  Total 

No.   D.  0.           Type  and  Phase.    Voltage.  K.  W.        Date.        K.  W. 

1        B.        G.  E.  Single  Phase.       1,000  90           1896           90 

1        B 120            ....          120 

1        B 180            ....          180  P. 

Danvers.  (a)  Direct  current  constant  potential.  Two  135 
volt  exciters  for  alternators. 

(b)  Direct  current  constant  current. 

B.  or  Total 

No.   D.  C.               Type  Amp.  K.  W.  Date.  K.  W. 

3    Belted  Brush    6  6/10  14  4/10  43  2/10 

1        B.  Brush    6  6/10  42  1905  42 

Total    '. 85  2/10 

(c)  Alternating  current. 

B'or  Total 

No.   D.  0.  Type  and  Phase.      Voltage.      K.  W.        Date.  K.  W. 

1    Belted    60  Cycle,  Two  Phase. .  2,200  120  120 

1    Belted    60  Cycle,  Single  Phase  2,200  60  60 

Total  K.  W IS*' 

(d)  Marble  switchboard  with  instruments  for  alternators  and 
arc  dynamos. — A. 

(a)  Direct  current  constant  potential. 

No.    D  0  Type  Voltage.   Date.  Total  K.  W. 

1    Belted    Westlnghouse    125        1896        Exciter  for   60  K.  W. 

1    Belted    Westlnghouse    125        1898        Exciter  for  120  K.  W. 
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(b)  Direct  current  constant  current. 

B.  or  Total 

Jfo.   D.  0.  Type.  Amp.       K.  W.         Date.  K.  W. 

3  B.        Brush    6  6/10  40  light    1899  120 

1        B.         Brush    6  6/10  120  light    1906  120 

(e)  Alternating  current. 

B.  or  Total 

No.   D.  C.         Type  and  Phase.  Volt.        K.  W.        Date.        K.  W. 

1        B.        S.  P.  Westlnghouse. .     2,200  60  1896  60 

1  B.        Two  Phase  Westing- 

house  2,200  120  1898  120 

(d),  (e),  (f)     None.-P. 

Holyohe.  H  8.  (a)  Direct  current  constant  potential  1,  100 
K.  W.,  500  volt,  bi-polar  generator,  110  volt  exciting  dynamos  for 
the  alternators. 

(b)  Direct  current  constant  current. 

(c)  Alternating  current. 

Total 
7fo.      B.  or  D.  C.  Type  and  Phase.  Voltage.  K.  W.       Date.    K.  W. 

2  D.  C.  to  Shafting  60  Cycle,  3  Phase    2,300        350        1903        700 
1  D.  O.  to  Shafting  60  Cycle,  3  Phase      450        1904        450 

1  D.  0.  to   Steam 

Turbine  60  Cycle,  3  Phase      500        1905        500 

Total  K.  W 1,650 

A  marble  switchboard  of  8  panels  with  switches  and  indicat- 
ing and  recording  meters  for  3,300  volts,  a.  c.  circuits,  erected  ia 
1903. 

A  marble  switchboard  of  8  panels  with  switches  and  instru- 
ments for  constant  current,  transformers  and  lines,  erected  in  1903. 

One  500  volt  motor  of  about  7  H.  P.— A. 

(a)  Direct  current  constant  potential.     Exciters  for  A.  C. 

(b)  ■ 

(c)  Alternating  current. 
B.or 

No.   D.  0.        Type  and  Phase.         Voltage. 

2  B.         G.  E.  3  Phase 2,300 

1        B.         G.  E.  3  Phase 2,300 

1      D.  C.     Turbine  3  Phase 2,300 

(d),  (e),  (f) P. 

Marblehead.  (a)  The  only  dynamos  of  this  type  are  the  125 
volt  exciters  for  the  alternators. 

(b)  Four  constant  curent  arc  dynamos  of  25  K.  W.  capacity 
each,  erected  in  1895.  Belt  driven ;  operated  at  7  amperes.  Total 
K.  W.,  100,  or  200  lamps. 

(c)  One  60  K.  W.  alternator,  erected  1895;  1  72  K.  "W.  alter- 
nator, erected  1897;  1  150  K.  W.  alternator,  erected  1901.  All 
these  dynamos  are  belt  driven,  single  phase,  60  cycle,  revolving 
armature  machines,  at  about  1,100  volts.    Total  K.  W.,  282. 

(d),  (e),  (f)  — A. 

(a) 

(b)  Direct  current  constant  current. 

B.  or  Total 

No.   D.  C.  Type.  Amp.         Lights.       Date.       Lights. 

4  B.        Western  Electric...     6  6/10        50  light       1895  200 


Total 

K.W. 

Date. 

K.W. 

350 

700 

450 

450 

500 

500 
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(c)  Alternating  current. 

B.  or  Total 

'No.   D.  C.          Type  and  Phase.  Voltage.  K.  W.  Date.  K.  W. 

1        B.        Westlnghouse  S.  P.  1,040  60  1895           60 

1        B.        Westlnghouse  S.  P.  1,040  70  1897            70 

1        B.        Westlnghouse  S.  P.  1,040  *L50  1900  160 

(d),  (e),  (f)  -P. 

North  Attleboro.     (a)  Direct  current  constant  potential. 

The  only  direct  current  dynamos  ares  the  125  volt  exciters 
for  the  alternators,  one  3  K.  W.  and  2  of  2^  K.  "W.  each,  all  belt 
driven;  1  120  K.  W.  1,100  volt,  single  phase,  135  cycle  alternator 
at  1,070  r.  p.  m.,  belt  connected,  erected  in  1894;  1  60  K.  W. 
alternator  as  above,  at  1,500  r.  p.  m.,  erected  in  1894. 

One  150  K.  W.,  1,100  volt,  2  phase,  125  cycle  alternator,  belt 
driven,  at  1,000  r.  pi  m.,  erected  in  1900. 

Total  K.  W.,  330.— A. 

(a)  (b)  (c)  Alternating  current. 

B.  or  Total 

No.  D.  0.  Type  and  Phase.  Voltage.  K.  W.  Date.  K.  W. 

1  B.        T.  H.  Single 1,040            60  ....             60 

1  B.        T.  H.   Single 1,040          120             120 

1  B.  Stanley  2  Phase....  1,040          150  ....  150  P. 

Peabody.     (a)  Direct  current  constant  potential. 
Only  belted  exciters,  4  in  number,  for  the  alternating  current 
dynamos. 

(c)   Alternating  current. 

One  alternator  of  50  K.  W.  capacity  at  1,800  r.  p.  m.,  1,100 
volts,  140  cycles,  single  phase,  erected  in  1896;  1  alternator  of 
135  K.  W.  capacity,  1,100  volts,  133  cycles,  single  phase,  erected 
in  1900,  but  bought  second-hand. 

One  alternator,  175  K.  "W.  capacity,  1,100  volts,  133  cycles, 
single  phase,  erected  in  1903.  Total  capacity  of  alternators,  350 
K.  W.  All  alternators  belt  driven.  Marble  switchboards  for  the 
1,100  volt  constant  pressure  and  the  6.6  aippere,  constant  current 
circuits.    Instruments  for  these  switchboards. — A. 

B.  or  .  Total 

No.   D.  G.  Type.  Voltage.      K.  'W.        Date.        K.  W. 

1        B.        Ft.  Wayne 1,000  50  1896  50 

1        B.        Westg 1,000  ^25  1900  125 

1        B.        Westg 1,000  175  1902  175  P. 

Taunton,     (a)    Direct  current  constant  potential. 

One  63  K.  ^Y.  500  volt  bipolar  dynamo,  belted  to  induction 
motor.  This  dynamo  was  installed  by  the"  private  electric  corpo- 
ration at  Taimton  in  1895.    Subsequently  sold  to  the  city. 

(b)  Direct  current  constant  current. 

Two  Brush  arc  dynamos  rated  at  6.6  .amperes,  and  about  42 
K.  W.  each,  and  belt  driven  by  motors.  One  of  these  dynamos 
was  installed  in  1895,  and  one  in  1897.  A  third  arc  dynamo  not 
in  use. 

(c)  Alternating  current. 

Two  direct  connected,  3  phase,  60  cy*ele,  revolving  magnet 
alternators,  each  rated  at  400  K.  W.,  and  2,300  volts,  at  150  revo- 
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lutions  per  minute.  Total  K.  W.,  800.  Alternators  first  started 
in  August,  1903. 

(d)  Motors. 

One  50  H.  P.  and  1  75  H.  P.,  2,200  volt  induction  motor 
used  to  drive  the  arc  dynamos  and  the  62  E.  W.  500  volt  dynamos. 
These  two  motors  were  installed  in  1905. 

A  switchboard  of  13  marble  panels,  with  oil  switches  and 
indicating  and  recording  meters  for  4  generators,  3  exciters  and 
6  distribution  circuits;  9  marble  switchboard  panels  and  fittings 
for  9  6.6  ampere  transformers,  and  series  arc  circuits  erected  in 
1903.— A. 

One  35  K.  W.,  135  volt,  exciting  dynamo  direct  connected 
to  a  motor,  and  one  35  K.  W.,  135  volt  exciting  dynamo  direct 
connected  to  simple  vertical  engine,  erected  in  J903. — A. 

(a)  Direct  current  constant  potential. 

B,  or  Total 

No.   D.  G.  Type.  Voltage.      K.  W.        Date.        K.  W. 

1  B.         G.  E 500  62  62 

(b)  (c)   Alternating  current. 

B.  or  Total 

yo.   D.  G.  Type  and  Phase.      Voltage.      K.  W.        Date.        K.  TT. 

2  D.  C.      3  Phase 2,300  400  1903  80O 

(d)   Boosters  set  or  motor  generators. 

Total 
No.        Type.  Voltage.  K.  W.  Date.        E.  W. 

1     Induction   2,300  50  H.  P.  1903 

1     Induction  2,300  75  H.  P.  1903  ..P. 

Westfield.  (a)  Direct  current  constant  potential.  Only  a 
135  volt  exciter  for  the  alternator. 

(b)  ■ — (c)  Alternating  current. 

One  2  phase  90  K.  W.  Stanley  alternator,  installed  m  1903; 
1  2  phase  150  K.  W.  Stanley  alternator;  1  3  phase  240  Iv.  W. 
Stanley  alternator,  installed  in  1904.  All  these  alternators  oper- 
ate at  3,400  volts,  60  cycles;  all  belted  to  engines.  Total  gene- 
rating capacity,  480  K.  W. 

A  marble  switchboard  of  5  panels,  with  oil  switches  and  in- 
dicating meters  for  the  2,400  volt  generators  and  lines,  erected  in 
1904.    One  marble  panel  for  arc  lines,  erected  in  1904. — A. 

(a),    (b)   

(c)  Alternating  current. 

B.  or  Total 

No.   D.  0.  Type  and  Phase.  Voltage.  K.  W.  Date.  E.  W. 

1         B.         Stanley  2  Phase 2,400  -90             90 

1        B.         Stanley  2  Phase 2,400  240             240 

1        B.        Stanley  2  Phase 2,400  150            150 

480  P. 

Companies. 

Ahington  and  Rockland,  (a)  Direct  current  constant  poten- 
tial. 

Only  135  volt  exciters  for  alternators. 

(b)  (c)  Alternating  currejit. 

One  alternator  of  100  K.  W.,  and  one  of  300  K.  W.  capacity, 
total  300  K.  W.,  3  phase  and  60  cj'cle  machines,  belt  driven. — A. 
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(a),  (b)  (e)  Alternating  eurrent. 

B.  or  Total 

'So.   D.  0.  Type  and  Phase.      Voltage.      K.  W.  Date.        E  W. 

1        B.        3  Phase  60  Cycle. . .       2,300  200  200 

1        B 100  ....  100 

300  P. 

Attlehoro.  (a)  (b)  Direct  current  constant  po- 
tential. 

Exciting  dynamos  for  the  alternators. 

(c)  Alternating  current. 

One  3  phase  60  cycle  alternator  of  100  K.  W. ;  one  3  phase 
60  cycle  alternator  of  264  K.  W. ;  one  3  phase  60  cycle  alternator 
of  500  K.  W.,  one  3  phase  60  cycle  turbine  altematorj  500  K.  W. ; 
total  K.  W.,  1,364.  The  turbine  alternator  is  direct  connected,  and 
the  others  are  belt  driven. — A. 

(a)  Direct  current  constant  potential.  Exciters  for  A.  C. 
machinery. 

(b)  (c)  Alternating  current. 

B.  or  Total 

No.   D.  C.  Type.  Amperes.  K.  W.         Date.       E.  W. 

1        B.        3  Phase  60  Cycle. . .  35  100  100 

1        B.        3  Phase  60  Cycle. . ,  75  264  264 

1        B.        3  Phase  60  Cycle...         150         500            ....  500 

1   Turbine  3  Phase  60  Cycle. . .  150  500  500 

1,364  P. 

Beverly,  (a-)  Direct  current  constant  potential.  1S5  volt  ex- 
citers for  alternators. 

(b)  Direct  current  constant  current.  3  constant  current  dy- 
namos rated  at  44  K.  W.  and  5  amperes  each,  belt  driven.  Total 
K.  W.  132. 

(c)  Alternating  current.  3  alternators  of  350  K.  W.  capacity 
each,  total  K.  W.  450,  operating  at  3,300  volts,  60  cycles,  3  phase. 
Since  June  30,  1906,  a  500  K.  W.,  2,300  volt,  60  cycle,  3  phase 
turbine  generator  has  been  added. — A. 

(a)  Direct  current  constant  potential.  2  belted  bipolar  125 
voltage,  13^  K.  W.  exciters,  total  K.  W.  27. 

(b)  Direct  current  constant  current.  3  belted  multicircuit  5 
ampere  44  K.  W.    Total  K.  W.  132. 

(c)  Alternating  current. 

B.  or  Total 

No.   D.  0.          Type  and  Phase.      Voltage.      E.  W.        Date.        E.  W. 
3        B.        3  Phase  Rev.  Field.       2,300  150  450 

(1  500  K.  W.  Curtis  turbine,  installed  in  June ). — P. 

Fitchburg.  (a)  Direct  current  constant  potential.  3  125  volt 
exciting  dynamos  of  35  K.  W.  each.  2  direct  connected  to  motors 
and  one  to  steam  engine. 

(b)  (c)  Alternating  current. 

1  direct  connected  alternator 400  K.  W. 

1  direct  connected  alternator 600  K.  W. 


1,000  K.  W. 
Both  60  cycle  3  phase  at  2,200  volts. 
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(d)  Boosters  set  or  motor  generators.  2  motors  coimected 
respectively  with  two  of  above  exciting  dynamos. — A. 

(a)  Exciters. (b)  (c)  Alternating 

cvirrent. 

B.  or  .  Total 

No.   D.  C.  Type  and  Phase.      Voltage.      K.  W.  Date.        K.  W. 

1      D.  O.  3  Phase  G.  E.  60  Cycle  2,300  400  ....  400 

1      D.  C.  3  Phase  G.  E.  60  Cycle  2,300  600  ....  600  P. 

Gardner,  (a)  Direct  current  constant  potential.  1  40  am- 
pere, 1  20  ampere,  and  1  25  ampere  exciter,  all  belted  and  operating 
at  110  to  125  volts;  total  capacity  10.6  K.  W. 

(b)  Direct  current  constant  potential.  1  20,  1  50,  and  1  150 
K.  W.    500  volt  direct  current  generators,  tetal  capacity  220  K.  W. 

(c)  Alternating  current.  One  25  K.  W.,  one  120  K.  W.,  one 
150  K.  W.,  and  one  210  K.  W.  alternator,  aU  belt  driven,  and  2,300 
volt,  133  cycle,  single  phase.    Total  K.  W.  capacity,  505. 

(d),  (e)   (f) A. 

(a)  Direct  current  constant  potential. 

B.  m-  Date  Total 

Jfo.   D.  G.            Type.  Voltage.  K.  W.  Installed.  K.  W. 

1      D.  C.  Triumph    500            20  20 

1      D.  C.  Triumph    500            50  50 

1        B.  Stanley 500  150  150 

220 

(b)  ■■ (c)  Alternating  current. 

B.  or  Total 

No.    D.  C.          Type  and  Phase.  Voltage.  K.  W.  Date.  K.  W. 

1        B.  S.  Ph.  T.  H 1,000          120  ....  120 

1        B.  S.  Ph.  T.  H 1,000            25  ....  25 

1        B.  S.  Ph.   Stanley 1,000  150  150 

1        B.  S.  Ph.   Stanley 1,000  210  ....  210 

All  with  exciters.  TO5 

(d),  (e),  (f) P. 

Northampton,     (a)  (b)   2  Brush  arc  dynamos, 

each  rated  at  39.6  K.  W.,  6.8  amperes,  and  120  open  arc  lamps  of 
1,200  nominal  candle  power.  Total  K.  W.  79.2.  Dynamos  belt 
driven.  1  alternator  of  180  K.  W.  capacity,  and  one  of  120  K.  W. 
capacity.    Total  alternator  capacity  300  K.  W. 

(c)  1  55  K.  W.,  and  1  65  K.  W.  direct  current  500  volt 
generator,  both  belt  driven;  total  K.  W.  120^. — A. 

(a) 

B.  or  Total 

No.   D.  C.               Type.                   Voltage.      k.  W.        Date.        K.  W. 
1         B.         G.  E 500  55  

1  B.         G.   E 500  65  

(b) 

B.  or  Total 

No.   D.  G.  Type.  Amperes.    E.  W.       Date.        K.  W. 

2  B.         Brush    Arc 6.8  39.6  ... 

(c) 

B.  or  Total 

No.    D.  C.  Type  and  Phase.  Voltage.      K.  W.        Date.        K.  W. 

1  B.  Single  Phase  G.  B..       1,040          120             120 

2  B.  Single  Phase  G.  E . .       1,040          ;180             360  P. 
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Salem,     (a) 

One  125  volt  dynamo  used  as  exciter 100  K.  W. 

One  135  volt  dynamo  used  as  exciter - 15  K.  W. 

One  125  volt  dynamo  used  as  exciter 40  K.  W. 

One  125  volt  dynamo  used  as  exciter 30  K.  W. 


Total  K.  W.  capacity 185 

1  500  volt  direct  current  generator 62  K.  W. 

1  500  volt  direct  current  generator 100  K.  W. 

1  500  volt  direct  current  generator ; 200  K.  W. 


One 


(c) 


362  K.  W. 


K.W. 
K.W. 


3  phase  60  cycle  2,300  volt  alternator 400 

One  3  phase  60  cycle  2,300  volt  alternator 600 

One  3  phase  60  cycle  2,300  volt  alternator 200  K.  W. 

One  3  phase  60  cycle  2,300  volt  alternator 200  K.  W. 


Total  K.  W.  of  alternators,  D,  C 1,400  K.  W. 

(d)  Boosters  set  or  motor  generators.  1  150  K.  W.  2,300  volt 
synchronous  motor,  direct  connected  to  one  200  K.  W.  500  volt 
direct  current  generator.  1  50  H.  P.  2,300  volt  induction  motor 
direct  connected  to  the  40 'K.  W.  125  volt  exciter.  1  20  H.  P.  550 
volt  motor  belted  to  the  30  K.  W.  125  volt  exciter.  Capacity  of 
motors  alone,  205  K.  W. — A. 

(a) 

B.  or  D.  0.  VoUag'e.  Total  K.  W. 


No. 
1 
1 
1 
1 
1 
1 
1 
1 


No. 
1 
1 
1 
1 


Edison 
Edison 
G.  E.. 
G.  B.. 
T.  H.. 
Edison 
G.  E.. 
T.   H.. 

(b)  ^ 

(c)  . 

B.or 
D.G. 
B.C. 
D.  C. 
D.G. 
D.C. 


12§ 
125 
125 
125 
500 
500 
500 
500 


100 
15 
40 
30 
62 
100 
200 
15 


[Exciters. 


Power. 


Type  and  Phase. 

Rev.   Field 

Rev.   Field 

Rev.    Field 

Rev.   Field 


Voltage. 
2,800 


K.W. 
400 
600 
200 
200 


Date. 


Total 
K.W. 
400 
600 
200 
200 


(d)  Boosters  set  or  motor  generators. 


Date. 


Total 

K.W. 

150 

15 

35  P. 


No.  Type. 

1    Synchronous    2,300 

1    Induction  550 

1    Induction   550 

Uxhridge  and  Northiridge.  (a)  125  volt  exciters  for  al- 
ternators. 3  550  volt  110  K.  W.  generators,  total  K.  "W.  capacity 
330. 
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(c)   Alternating  current. 

1  alternator  of  1,000  volts,  one  phase 100  K,  W. 

1  alternator  of  1,000  volts,  one  phase 120  K.  W. 

1  alternator  of  1,000  volts,  three  phase 200  K  W. 

1  alternator  of  1,000  volts,  three  phase 150  K.  W. 

1  alternator  of  1,000  volts,  three  phase 180  K.  W. 


750      ' 
The  100  and  120  K.  W.  alternators  are  125  cycle  machines, 
and  the  other  alternators  are  60  cycle. — ^A. 
H  9.     Storage  battery.    None  for  any  plant. 
H  10.     Transformers.      Station.      (a)   Constant   potential.      (b) 
Constant  current. 

Municipalities. 
Chicopee.     (b)   1   constant  current  transformer  rated  at  32 
K.  W.,  6.6  amperes,  with  125  cycle  current,  erected  probably  in 
1903.— A. 

(See  works.) — P. 
No.           Amperes.  K.W.  Capacity.      Date.  Total  K.W. 

1  6.6  50  50  P. 

Danvers.  

HolyoTce.  (b)    Constant  current  (at  generating  station. — A.) 

Ho.  Amperes.  K.  W.  Oapacity.      DUte.  Total  K.  TF. 

10  6.6  30  1903  300  A. 

10                     6.6                     50  light            1903-4 
1  6.6  75  light  ...  P. 

MarhUhead,  North  AUlehoro.^  

Pedbody.  (a)  Constant  potential.  4  transformers  for  the 
6.6  ampere  series  arc  circuits,  33  K.  W.  each,  installed  in  1902. 
Total  K.  W.  132.— A. 

(b)  Constant  circuit.  4  regulators  for  the  &.&  ampere  con- 
stant current  circuits. — A. 

(a)  Constant  potential. 

Primary  Capacity 

No.  Toltaue.  K.  W.  Dftte.      Total  K.  W. 

4  1000/4600  33  1902  132 

(b)  Constant  current  regulators. 

No.  Amperes.  Capacity  K.W.    Date.  Total  E.W. 

4  6—7  25  1902  100~P. 

Taunton,  (b)  Constant  current.  9  6.6  ampere  30  K.  W., 
50  lamp,  transformers  erected  in  latter  parti  of  1903.  Total  K.  W. 
270.— A. 

(b)    Constant  current  dynamos. 
No.         Amperes.  Capacity  E.  W.   Date.     Total  K.  W. 

1  6.6  Brush  arc  42    *  ....  42 

1  6.6  Brush  arc  42  42 

One  not  in  use. 

Constant  current  transformers  7 — 50  light  6.6  amperes. — P. 
Westfield.     (b)   2  7^  ampere  constant  current  transformers  of 
52^  K.  W.  capacity  each.    Total  capacity,  105  K.  W. :  erected  in 
1903.— A. 

(a)  Are  circuits.    Constant  potential. 

No.  Primary  Tottage.    Capacity  K.  W. 

2  5,000  40     P. 
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Companies. 

AMngton  and  Rockland,  (a)  Constant  potential.  Three 
transformers  of  35  K.  W.  each,  with  hand  regulation  for  current 
of  6.6  ampere. — A. 

Three  with  primary  voltage  of  3,300 — 36  K.  W.  capacity  each. 
Total  K.  W.  capacity  75.— P. 

Attleboro.     (a)  (b)   Constant  current.     Three 

transformers  of  46|  K.  W.  and  6.6  amperes  and  75  lamps  each. 
One  transformer  of  6  K.  W.  and  6.6  amperes. — A. 

Three  transformers  of  6.6  amperes,  75  K.  W.  each — total 
K.  W.  335 ;  installed  1904.— P. 

Beverly,  (a)  Transformers  to  raise  the  voltage  for  the  trans- 
mission line  to  the  Manchester  Electric  Company  are  six  in  num- 
ber, and  of  30  K.  W.  and  50  lamps  capacity  each,  3,300  volts 
primary,  and  3,450  volts  secondary. — A.    — P. 

Fitchhurg.     (a)   (b)   ISTine     constant     current 

transformers  rated  at  30  K.  W.,  50  arc  lamps  and  6.6  amperes 
each. — A. 

(b)  Mne  transformers  of  6.6  amperes,  50  light  capacity. 
Total  450  lights.— P. 

Gardner,     (a)   (b)   Two  transformers  rated  at 

6.6  amperes  and  50  lamps  each;  one  transformer  rated  at  3^ 
amperes. — A. 

(a)  (b)    Two  transformers  of  6.6  amperes  and 

35  K.  W.  50  light  capacity.    Total  50  K.  W.— P. 

Northampton,     (a)  (b)  '-' —A. 

(a)  ■■ (b)  Three  transformers  of  6.6  amperes, 

60  light  capacity.  One  transformer,  6.6  amperes,  35  light  capac- 
ity.—P. 

Salem,  (a)  Three  transformers  of  7^  K.  W.  and  3,300  to 
550  volts,  for  motor. 

(b)  Three  transformers  of  83  K.  W.  and  6  amperes.  Two 
transformers  of  38  K.  W.  and  6  amperes.  One  transformer  of  3^ 
K.  W.  and  6  amperes. — A. 

(a)  Three  transformers,  primary  voltage  3,300,  7^  K.  W. 
Total  K.  W.  S3i 

(b)  Three  transformers,  6  amperes,  50  K.  W.  Two  trans- 
formers, 6  amperes,  35  K.  W. — P. 

TJxbridge  and  Northbridge.  (a)  Four  transformers  of  135 
K.  W.  each,  and  3,000  to  10,000  volts.  One  transformer  of  35 
K.  W.,  and  3,000  to  10,000  volts. 

(b)  One  transformer  rated  at  50  arc  lamps  and  6.6  amperes. 
One  transformer  rated  at  3^  amperes. — A. 

DISTRIBUTION   SYSTEMS. 

H  11.     Underground  lines. 

Municipalities. 
The  only  underground  lines  reportei  for  the  municipalities 
are  in  Marhlehead:     (a)   Subways.     1,930  feet  of  underground 
conduit  containiag  5,760  feet  of  wire. 
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(b)  Cables  and  wire — total  length  of  street  served.  Kind  and 
insulation.    Okanite  rubber. — A. 

(a)  4,980  duct  feet— 1,660  trench  feet  of  3  duct  vitrified  clay 
subways.    Installed  1901-02-03. 

1,056  duct  feet  J  1,056  trench  feet,  all  creosoted  wood.  Single 
duct  subway.    Installed  1890. 

Number  of  manholes.  Size. 

2  5x5x6 

5  5x5x3 

(b)  Cables  and  wires.    Length  of  street  served.    1-3  of  a  mile. 

'Number  Date 

Kind  and  insulation.  Size.         of  feet.       Voltage.        Installed. 

Okonlte  lead  covered 00  3,320  5,000  1902  and 

6  1,660  5,000  1903 

Simplex  lead  covered 8  2,112  2,000  1890  P. 

Companies. 

Ahington  and  Bochland,  Attleboro.    

Beverly.  None  reported  to  Gas  and  Electric  Light  Commis- 
sioners, June  30,  1906. — A. 

(a)  Subways.  1,000  duct  feet.  1,000  trench  feet  of  steel 
tube.  Five  manholes,  size  unknown.  1,000  feet  of  E.  C.  lead 
armored  No.  6  cable  of  5,000  voltage. — P. 

FitcTiburg.  (a)  Subways.  Vitrified  clay  conduit  in  3,  3  and 
4  duct  sections,  each  duct  2>\  inches  square.  Total  duct  feet, 
174,766.8,  with  54  manholes.  No  wire  has  been  laid  in  above 
conduit. — A. 

(a)  Subways.  Multiple  vitrified  clay.  Installed  1905-06,  with 
54  manholes.    No  cables  laid  yet. 

Type.  Number  of 

{duct)  trench  feet. 

4 94.8 

6 2,961.6 

8 1,187.2 

9 2,167.2 

12 13,114.8 

13 14,712.1 

14 7,882.0 

15 18,712.5 

18 19,281.6 

20 10,446.0 

21 9,697.8 

22 11,008.8 

26 36,410.4 

30 27,090.0 


Other  towns. 


174,766.8  —P. 


H  12.     Overhead  lines. 

Municipalities. 

Ohicopee. 

(a)  Poles.    —^ (b)  Wires.    Total  length  of  street 

served — miles. 
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(a)  600  chestnut  poles  set  in  streets,  ,and  45  poles  set  else- 
where. Poles  of  street  railway  and  telephone  company  are  also  used 
for  the  municipal  lines. 

The  poles  in  position  in  each  year  were  as  follows: 

No. 

Feet  Double,           No. 

June                                  Numher             of  wire  open,         Enclosed 

30th.                                of  poles.              in  use.  arcs.           arcs. 

1896 450  184,800 

1897 500                     195,360  127 

1898 387                    295,680  135 

1899 400                    295,680  145                       5 

1900 425                    807,756  151                     19 

1901 425                    307,756  151                    23 

1902 430                    307,756  151                     30 

1903 550                     398,482  129                    109 

1904 622                     328,022  137                    123 

1905 535                     441,957  139                    124 

1906 645                     485,302  145                    140 

(b)  158,574  feet  of  street  served.    Weather  proof  insulation. 

23,400  feet  of  ISTo.  0  B.  &  ;S.  gauge. 

400  feet  of  No.  3  B.  &  S.  gauge. 

461,502  feet  of  ISTo.  6  B.  &  S.  gauge. 


485,302  feet.    Probably  but  little  renewal  of  poles  or 
wires,  and  no  record  of  it. — A. 

(a)  Poles. 

Average 
Numler.         Kind.  Size.  How  set.    date  set. 

591  chestnut  various  ....  1896  street. 

45  chestnut  various  ....  1896  elsewhere. 

Poles  of  Holyoke  and  Springfield  Street  Eailway  Company  and 
New  England  Telephone  and  Telegraph  Company  are  also  used. 

(b)  Wires — total  length  of  street  served.     158,574  feet. 
Kind  and  Nurnber  Average 
insulation.           Sine.             of  feet.             Voltage.           date  strung. 

W.  P.  6  81,994  0,000  1893-94 

W.  P.  6  52,832  6,000  1893-94 

..  71,046  6,000  1893-94 

..  51,551  6,000  1893-94 

. .  204,079  1,000                   

0  23,400  1,000                    

484,902  —P. 

Danvers.  (a)  Poles.  Most  of  the  poles  are  30  feet  long,  have 
6  inch  tops  and  set  5  feet  in  the  ground,  and  are  mostly  chestnut. 
The  town  owns  712  poles  of  cedar,  hard  pine  and  chestnut,  but 
mostly  of  the  last  named.  Poles  owned  by  the  street  railway,  tele- 
graph and  telephone  companies  are  used  by  the  town  to  the  number 
of  865.  The  number  of  poles  owned  by  the  town  on  June  30th  of 
each  year  was  as  follows:  1896,  265;  1897,  340;  1898,  494;  1899, 
554;  1900,  583;  1901,  655;  1902,  675;  1903,  675;  1904,  690; 
1905,  630;  1906,  712. 

There  appears  to  be  no  record  of  the  number  of  poles  renewed, 
very  few  poles  being  renewed. 
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(b)  Total  length  of  street  served,  170,347  feet.  Nearly  all 
wire  is  waterproof  insulation,  and  line  voltages  are  3,000,  3,300  and 
4,000. 

158,433  feet  of  No.  6  B.  &  S.  gauge  wire. 
3,750  feet  of  No.  3  B.  &  S.  gauge  wire. 
338,550  feet  of  No.  4  and  6  B.  &  S.  gauge  wire. 
The  proportions  of  the  No.  4  and  No;  6  wire  ia  the  338,550 
feet  are  unknown. 

The  length  in  feet  of  line  wire  owned  by  the  town  on  June 
30th  of  each  year  was  as  follows:  1896,  131,440;  1897,  301,400; 
1898,  238,360;  1899,  363,800;  1900,  395,335;  1901,  370,174;  1903, 
401,174;  1903,  401,174;  1904,  431,574;  1905,  491,367;  1906, 
500,733.— A. 

(a)  Poles.  713  cedar,  chestnut  and  P.  Various  size  and 
gravel  set,  at  various  dates.  865  railroad,  telegraph  and  telephone 
poles  also  used  by  the  lighting  department. 

(b)  Wires.    Thirty  miles  of  street  served. 

Numier 


Kind  and  insulation. 
Triple  braid  W.  P 


Size. 

6 
0-2-6 
2-4-6 

2-6 


of  feet. 
158,432 
105,200 
214,200 
22,900 


Voltage. 
various 


Average 
date  strung. 
various 


500,732  —P. 

a)   Poles.    Total  number  of  wood  and  iron  poles, 


HolyoTce. 
1,996. 

In  Each  Year. 
Feet  of 
line  wire. 

306,317 

318,950 

333,700 

305,300 

386,300 

346,800 

358,000 

377,250 

390,100 

391,150 

397,550 

401,750 

394,050 

638,354 

731,474 

826,304 

(b)  Wire.    Total  length  of  streets  served,  189,760  feet. 
Waterproof  Wire  June  30th   1906. 
Number  B.  &  S.  gauge.  Feet  of  wire 

0000  7,000 

00  6,000 

1  43,300 


Juno 
30th. 
1891. 
1893 
1893 
1894 
1895 
1896 
1897 
1898, 
1899. 
1900, 
1901, 
1902, 
1903. 
1904, 
1905, 
1906, 


Number 
of  poles. 
800 
1,006 
1,030 
1,060 
1,150 
1,160 
1,205 
1,304 
1,304 
1,307 
1,302 
1,323 
1,314 
2,179 
3,382 
1,996 


Enclosed 
a/rc  lamps, 


31 

21 

31 

41 

•718 

791 

865 
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Number  B.  <&  8.  gmige. 
2 
4 
6 
8 
10 


Feet  of  wire. 
18,561 
50,134 
616,842 
38,077 
11,580 


780,384 

Number  B.  &  W.  gauge. 

Feet  of  wire 

1 

19,600 

2 

1,400 

3 

7,000 

4 

8,720 

6 

8,800 

8 

400 

45,920 

780,384 

826,304— A. 

(a)  Poles.    1,996  wood  and  iron. 

(b)  Wire.    Total  length  of  street  served,  189,760  feet. 
Kind  and  insulation.       Size.       Number  of  feet. 

W.  P. 


4-0 

7,000 

3-0 

6,000 

1 

61,800 

2 

19,961 

3 

7,000 

4 

58,844 

6 

625,653 

8 

28,477 

10 

11,580 

826,314— P. 

MarbleJiead.  (a)   Poles.     1,001  poles,  of  which  957  are  in 

streets.    Poles  are  of  hard  pine  and  chestnut  and  are  usually  30  to 
35  feet  long. 

June  Number 

30th.  of  poles. 

1895 837 

1896 889 

1897 899 

1898 911 

1899 931 

1900 938 

1901 944 

1903 953 

1903 957 

1904 988 

1905 990 

1906 101 


Feet 

Open 

Enclosed 

of  wire. 

arcs. 

arcs. 

302,690 

163 

345,915 

167 

367,815 

167 

384,075 

169 

. , 

410,510 

162 

2 

444,010 

169 

7 

473,975 

169 

9 

516,890 

170 

9 

514,680 

170 

13 

538,905 

170 

12 

530,106 

170 

11 

538,356 

171 

11 
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(b)  Wires.    Total  length  of  streets  served,  153,300  feet. 

Weather  Proof  Wire. 
No.  B.  &  8.  gauge.  Length  in  feet. 

6 384,181 

8 40,835 

4 49,750 

1 50,450 

0 3,950 

000 10,300 


Total 538,356 

Nuraber  of  poles  and  wires  renewed,  if  any,  not  known.  The 
numbers  of  poles  and  the  lengths  of  wire  in  each  year  are  an  ap- 
proximate indication  of  the  age  of  the  poles,  and  wires  in  1906,  and 
the  same  is  true  of  the  arc  lamps. — A. 

(a)  Poles.  1,001  chestnut  and  h.  p.,  various  sizes  set  in 
gravel  at  various  dates.    137  poles  of  New  Eng.  Tel.  Co.  also  used. 

(b)  Wires.    Length  of  streets  served,  30  miles. 

Size.  Numher  of  feet. 

000 10,200 

0 3,950 

1 50,450 

4 49,750 

6 384,181 

8 40,835 


538,356— P. 

North  Attlehoro.  (a)  Poles.  1,364  poles,  mostly  chestnut, 
35  to  30  feet  long,  set  4  to  5  feet  in  soil.  Very  few  poles  have  been 
replaced. 

(b)   Wires.    Length  of  street  served,  110,975  feet. 
No.  B.  &  8.  gauge.  Letigth  in  feet. 

8  412,970 

0-1-3-3-5-8 309,781 


633,751 
Weather  proof  wire. — A. 

North  Attlehoro.  Number  of  poles  in  each  year:  1895, 
1,057;  1896,  1,346;  1897,  1,256;  1898,  1,365;  1899,  1,373;  1900, 
1,386;  1901,  1,399;  1903,  1,305;  1903,  1,316;  1904,  1,336;  1905, 
1,347;  1906,  1,364. 

Total  length  of  wire  in  each  year  in  feet:  1894,  366,640;  1895, 
376,356;  1896,  399,631;  1897,  319,813;  1898,  340,634;  1899, 
354,549;  1900,  363,074;  1901,  380,367;  1903,  386,130;  1903, 
571,938;  1904,  583,558;  1905,  593,668;  190€,  663,751.— -A. 

(a)  Poles.  1,301  poles  in  streets,  chestnut,  6x8  inches  and 
30  to  35  feet,  set  5^  feet  in  gravel,  in  1898.  63  poles  elsewhere,  in 
1898. 
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(b)   Wires.     Length  of  streets  served.    31  miles. 

Average 

Kind  ana  'Number    Volt-    date 

insulation.        Size.         of  feet.     age.  strung. 

W.P.  8  412,970     1120     1893     Street  Lighting. 

0-1-2-3-5-8    209,781     1040     1893     Commercial  Lighting.— P. 

Peabody.     (a)   Poles.     731   chestnut   and   cedar   of   a  nsual 

length  of  30  feet  each;  643  of  these  poles  are  set  in  public  ways, 

and  88  arc  set  elsewhere. 

In  Each  Year.  -^j      r. 

Number 

June  Number  Total  feet      enclosed 

30th.  of  poles.  line  wire,      arc  lamps. 

1897 Ill  293,300 

1898 310  367,440  0 

1899 310  399,415  56 

1900 320  457,465  57 

1901 331  464,745  58 

1902 348  311,540  194 

1903 386  517,560  211 

1904 400  528,560  264 

1903 420  555,060  268 

1906 731  578,600  241 

(b)  Wires.     Length  of  streets  served,  156,000  feet.     230,600 

feet  of  No.  6  B.  &  S.  gauge  weather  proof  wire;  348,000  feet  of 

No.  00  to  8  B.  &  S.  gauge  weather  proof  wire;  578,600  feet  total 

length.    Length  of  each  size  unknown.- — A. 

(a)  Poles.  731  poles,  cedar  and  chestnut.  25  to  36  feet,  set 
in  gravel ;  dates  unknown. 

(b)  Wire.    Total  length  of  streets  served,  30  miles. 

Kind  and  Number  Average, 

insulation.       Size.  of  feet.  Voltage.  date  strung. 

W,  P.  Triple  00  to  8  348,000  1,100  

W.  P.  Triple        6  230,600  4,000  — P. 

Taunton,  (a)  Poles.  1,198  poles  of  chestnut,  cedar  and  hard 
pine.  Most  of  the  poles  are  of  chestnut,  and  the  usual  length  is  30 
feet;  about  6-inch  tops,  but  larger  poles  are  used  where  necessary. 
Poles  owned  by  city:  In  1897,  630;  1898,  830;  1899,  912;  1900, 
998;  1901,  1,048;  1902,  1,073;  1903,  1,073;  1904,  1,131;  1905, 
1,173;  1906,  1,198. 

(b)  Wires.    Total  length  of  streets  served,  148,000  feet. 
No.  B.  &  S.  gauge.  Length  in  feet. 

00-0 '     3,600 

00-6 5,600 

2 300 

1 23,100 

1-4-6 23,800 

4&6 13,100 

4-6 138,600 

4 900 

6&8 271,600  i 

Total 480,600 

Vol.  II.— 65. 
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June  SOth. 
1897...  . 
1898.... 
1899.... 
1900.... 
1901.... 
1903.... 
1903. ... 
1904. . . . 
1905...  . 
1906 


In  Each  Year. 

Feet  of  wire. 
167,530 
316,135 
267,806 
309,819 
343,793 
354,739 
354,739 
459,348 
433,600 
480,600 


Enclosed  arcs. 


11 

49 

61 

80 

73 

318 

359 

406 


(a)  Poles, 
at  various  dates. 

(b)  Wires. 


1,198  chestnut  and  cedar  poles,  and  hard  piae,  set 

Total  length  of  streets  servBd,  28.03  miles. 
Numher 


Kind  and  insulation. 

W.  P.  triple 00-1-4  &  6 

W.  P.  triple 

W.  P.  triple 

W.  P.  triple 

W.  P.  triple 

W.  P.  triple 


Westfield.     (a)   Poles, 
set  in  public  ways. 


Yea/r. 
1888. 
1889. 
1890. 
1891. 
1893. 
1893. 
1894. 
1895. 
1896. 
1897. 
1898. 
1899. 
1900. 
1901. 
1903. 
1903. 
1904. 
1905. 
1906. 


Size. 

of  feet. 

Voltage. 

-1-4  &  6 

16!!,000 

2,300-5,000 

00-0 

3,600 

500 

1 

35,100 

3,300 

2 

300 

3,300 

4-6 

14,000 

3,300-5,000 

6-8 

371,600 

5,000 

480,600 

—P. 

584  poles,  chestnut,  of  which  569  are 

in  Each  Year. 

Number 

Number 

Feet 

enclosed 

of  poles. 

of  wire. 

arc  lamps. 

137 

38,799 

174 

70,380 

175 

70,280 

306 

79,360 

253 

84,060 

293 

90,070 

380 

*      111,675 

407 

118,435 

435 

119,935 

457 

129,011 

457 

129,011 

457 

142,560 

490 

148,791 

501 

150,467 

501 

158,257 

30 

505 

166,717 

41 

509 

182,297 

119 

555 

190,865 

141 

584 

316,415 

15 

4 
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(b)  Total  length  of  streets  served,  73,586  feet.  Weather  proof 
insulation  on  wire;  1,760  feet  of  No.  8  B.  &*S.  gauge;  180,493  feet 
of  No.  6  B.  &  S.  gauge;  3,400  feet  of  No.  4  B.  &  S.  gauge;  7,790 
feet  of  No.  3  B.  &  S.  gauge;  15,580  feet  of  No.  1  B.  &  8.  gauge; 
7,392  feet  of  No.  0  B.  &  S.  gauge;  total,  216,415.~A. 

(a)  Poles.     584  chestnut  poles,  30  to  35  feet. 

(b)  Wires.  Length  of  streets  served,  73,586  feet,  equals  14 
miles. 


Kind  and  insulation. 
W.P 


Size.  Number  of  feet.     Voltage. 
6  152,763  2,400 

8  1,762 

2  7;790 

0  7',392  .  .—P. 

Companies. 

Abington  and  RocMand.     (a)  Poles,  (h)  Wires. 

The  company  has  1,835  chestnut  and  cedar  poles,  of  which 
1,810  are  set  in  the  streets.  Wire  in  overhead  circuits  is  of  a 
total  length  of  665,795  feet,  in  sizes  of  No.  8  to  No.  2,  B.  and  8. 
gauge,  weather  proof  insulation.  Total  length  of  streets  served, 
210,400  feet— A. 

(a)  Poles,  1,835  chestnut  and  cedar  poles  of  various  sizes,  set 
at  various  dates,  in  gravel. 

(b)  Total  length  of  streets  served,  40  miles. 

Kind  and  insulation.       Size. 

W.  P.  Triple  braid 2-4-6  &  8 

W.  P.  Triple  braid 2 

W.  P.  Triple  braid 6 

W.  P.  Triple  braid 8 

10 

Attleboro.  (a)  Poles.  1,150  hard  pine  and  chestnut  poles 
set  in  streets  and  70  poles  set  elsewhere. 

(b)  Length  of  streets  served,  217,000*  feet.  687,678  feet  of 
line  wire  in  sizes  from  number  6  B.  &  8.  gauge  to  cable  of  500,000 
circular  mils.    Weather  proof  insulation. — A. 

Poles:  1,320  H.  P.  and  chestnut  of  various  sizes  set  in  gravel 
at  unknown  dates. 

(b)  Wires:  length  of  streets  served,  40  miles. 


Average 

0.  of  feet. 

Voltage. 

date  strung 

253,020 

various 

40,200 

various 

.... 

365,175 

various 

.... 

7,400 

various 

.... 

15,000 

various 

...  .—I 

Average 

date 

Kind  and  insulation 

Si^e. 

No.  of  feet. 

Voltage. 

strung. 

Triple  braid  W.  P. . . . 

6 

613,395 

Various 

Various 

4 

24,650 

Various 

Various 

2 

1,325 

Various 

Various 

0 

23,129 

Various 

Various 

00 

4,365 

Various 

Various 

000 

385 

Various 

Various 

0000 

1,900 

Various 

Various 

50,000  cir. 

m.             50 

Various 

Various 

Aluminum  

0 

18,480 

Various 

Various 

687,678— P. 
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Beverly,  (a)  Poles.  Company  lias  3,149  cedar  and  chestnut 
poles,  all  set  in  streets. 

(b)  Wires.  Total  length  of  streets  served,  253,305  feet.  Lines 
contain  965,498  feet  of  wire  in  sizes  from  number  6  to  number  0, 
B.  &  S.  gauge. — A. 

(a)  Poles.  3,149  chestnut  and  cedar  poles  set  in  gravel  at 
various  dates. 

(b)  The  total  length  of  streets  served,  =50  miles. 

Size.  No.  of  Feet. 

0 35,450 

3 326,360 

4 95,381 

6 518,307 


965,498— P. 
Fitchhurg.     (a)  Poles.     1,752  chestnut,  cedar  and  hard  pine, 
(b)  Wires.    Total  length  of  streets  served,  190,500  feet. 
Lines  include  883,800  feet  of  wire  in  sizes  from  number  6 
to  0,  B.  &  S.  gauge.— A. 

(a)  Poles.     1,752,  chestnut  and  hard  pine,  and  cedar. 

(b)  Wires.    Total  length  of  streets  served,  37  miles. 

Kind  of  insulation.  Size.  No.  of  feet. 

W.  P.  Triple 6  620,500 

W.  P.  Triple 4  71,900 

W.  P.  Triple 2  85,700 

W.  P.  Triple 0  104,700 

882,800— P. 

Gardner,  (a)  Poles.  605  chestnut  pgles,  set  in  streets.  156 
chestnut  poles  set  elsewhere. 

(b)  Wires.  Total  length  of  streets  served,  67,866  feet.  Total 
length  of  wire,  421,401  feet,  weather  proof  insulation,  in  sizes  from 
Fo.  14  to  No.  0,  B.  &  S.  gauge.— A. 

(a)  Poles,  761  chestnut  poles,  various  sizes,  set  at  various  dates, 
in  gravel. 

(b)  Wires.    Total  length  of  streets  served,  13  miles. 

Average 
date 
Kind  and  insulation.  Bine.     No.  of  feet.     Voltage.         strung. 

Triple  braid  W.  P 0  5,077  500  VariooB 

Triple  braia  W.  P 1  4,735  500  Various 

Triple  braid  W.  P 2  45,703  500  Various 

Triple  braid  W.  P 4  62,597  1,000  Various 

Triple  braid  W.  P 6  183,060       Various  Various 

Triple  braid  W.  P 8  16,900       Various  Various 

Triple  braid  W.  P 10  2,679      Various  Various 

Triple  braid  W.  P 14  650       Various  Various 

321,041— P. 
Northampton,     (a)    Poles.     1,234  chestnut  poles,  of  which 
1,083  are  set  in  streets. 

(b)  Wires.    Total  length  of  streets  seryed,  165,435  feet. 
Length  of  mains,  weather  proof  wire. 
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No.  B.  £  8.  Gauge.  Length  in  Feet. 

00 60,800 

0 7,000 

4 7,000 

6 438,900 

8 13,050 

000 3,780 

1 2,000 
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532,530— A. 

(a)  Poles.     1,234  chestnut,  25  to  40  feet. 

(b)  Wires.    Total  length  of  streets  served,  165,435  feet. 
Kind  and  inaulation.  Size.  Vo.  of  feet.    Voltage. 

W.  P 000  3,T80  500 

W.  P 00  60,800  1,040 

W.  P 0  7,000  1,040 

W.  P 1  2,000  500 

W.  P 4  7,000  1,040 

W.  P 6  414,910  1,040 

W.  P 6  23,990  500 

W.   P 8  13,050  1,040— P. 

Salem,  (a)  Poles.  2,467  poles  set  in  streets,  and  144  poles 
set  elsewhere.  Total,  2,611.  Poles  of  hard  pine,  mostly,  but  some 
cedar  and  chestnut. 

(b)  Wires.  Total  length  of  streets  served,  266,900  feet.  The 
length  of  line  wires  in  sizes  from  Fo.  6,  B.  &  S.  gauge,  to  wire 
of  300,000  circular  mils,  in  cross  section,  is  1,056,283  feet.  Nearly 
all  weather  proof  insulation. — A. 

(a)  Poles.  2,611  hard  pine,  chestnut  =and  cedar  poles  of  va- 
rious sizes,  set  in  gravel  at  unloiown  dates, 

(b)  Wires.    Total  length  of  streets  served,  50  miles. 

Average 
date 
Ki7id  and  insulation.  Bize.  No.  of  feet.  strung. 

Triple  W.  Proof 4-0  42,100  Unknown 

Triple  W.  Proof 2-0  18,600  Unknown 

Triple  W.   Proof 0  24,450  Unknown 

Triple  W.  Proof 2  91,850  Unknown 

Triple  W.  Proof 4  68,150  Unknown 

Triple  W.  Proof 6  851,433  Unknown 

300,000  cir.  mils 3,000 

1,099,583— P. 

Uxhridge  and  Northbridge.  (a)  Poles.  1,237  poles  set  in 
streets,  and  295  poles  elsewhere.    Total,  1,532. 

(b)  Wires.    Total  length  of  streets  served,  161,814  feet.    Line 
wires  have  a  length  of  859,833  feet,  in  sizes  from  ISTo.  10  to  No. 
00  B.   &   S.   gauge.     Insulation,   weather  proof;  voltages,    1,000, 
2,000,  10,000. 
H  13.     Arc  lamps  owned. 

Municipalities. 

Chicopee.  145  double  open  arc  lamps  operating  with  6.8 
amperes  direct  current.     Enclosed  arc  lamps  include  52  with  6.8 


1014  NATIONAL     CIVIC     FEDERATION. 

amperes;  71  with  6  amperes;  and  34  with  4  amperes  alternating 
current.    Total  enclosed  arcs,  147 ;  total  of  all  arcs,  293. 

(a)  Direct  current.  145  double  open  arc  lamps  operating 
with  6.8  amperes  and  about  500  watts  each.- 

(b)  Alternating  current.  53  enclosed  arcs  operating  with 
6.6  amperes  on  series  circuit.  71  enclosed  arcs  operating  with  6 
amperes  on  multiple  circuit.  34  enclosed  arcs  operating  with  4 
amperes  on  multiple  circuit. 

(c)  (d)  Total  open,  145;  total  enclosed,  147. — A. 

53  enclosed;  145  street;  45  commercial. — P. 

Danvers.  (a)  Direct  current.  130  direct  current  enclosed 
arc  lamps  operating  with  6.6  amperes  and"  about  500  watts  each. 
These  lamps  were  installed  in  1905. 

Enclosed  Arc  Lamps  in  Each  Year. 
June  30,  1903,  5;  1903,  8;  1904,  31;  1905,  15;  1906,  136. 
(b)  Alternating  current.    6  enclosed  arc  lamps  operating  with 
about  6  amperes  and  about  360  watts  each,  installed  in  1905. 

(d)  Total  open ;  total  enclosed,  136  arc  lamps. — A. 

145  1,300  C.  P.,  6  and  6.6  amperes,  alternating  current,  enclosed  arc 
lamps. — P. 

Holyohe.  505  enclosed  arcs  operating  with  6.6  amperes  and 
about  400  watts;  360  enclosed  arcs  operating  with  6  amperes  and 
about  360  watts;  total  enclosed  arcs,  alternating  current,  865.  On 
June  30,  1903,  the  city  had  41  enclosed  arcs;  718  enclosed  ares  in 
1904;  791  enclosed  arcs  in  1905.— A. 

503  6.6  amperes  street  lights;  459  6  amperes  commercial;  total, 
963  enclosed,  with  alternating  current. — P. 

Marhlehead.  163  single  open  arc  lamps  and  8  double  open  arc 
lamps  operating  with  7  amperes  direct  current;  total  open  lamps, 
171;  11  enclosed  arc  lamps  operating  with  4  to  6  amperes  alter- 
nate current;  total  arc  lamps,  182.    See  H  11  and  12. 

(d)  Total  open,  171;  total  enclosed,  11. — A. 

192  4,  6  and  7  amperes,  alternating  current,  enclosed. — P. 

North  Attleboro.  Two  double  open  area  operating  with  6 
amperes  each,  and  13  enclosed  arcs  operating  with  6  amperes  of 
alternating  current  each;  total  arc  lamps,  15. 

Ai-c  Lamps  in  Each  Year. 
Double 
June  30.  Open  Arcs.      Enclosed  Arcs. 

1902 3  4 

1903 3  4 

1904 3  4 

1905 2  4 

1906 2  13 

(d)  Total  open,  2;  enclosed,  13. — A. 
3  open,  13  enclosed. — P. 

Peabody.  55  enclosed  arc  lamps  operating  with  6  amperes 
each,  and  186  enclosed  arc  lamps  operating  with  6.6  amperes  each 
— all  alternating  current— are  in  use.  Total  number  of  arc  lamps, 
241.    See  H  13.— A. 
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202  6.6  amperes,  series,  alternating  current,  1902;  25  6  am- 
peres, multiple;  all  enclosed. — P, 

Taunton.  All  arc  lamps  are  of  the  enclosed  type,  and  include 
52  lamps  with  6.6  amperes  of  direct  current;  267  lamps  with  6.6 
amperes  of  alternating  current;  10  lamps  with  7 J  amperes,  and  77 
lamps  with  6  amperes  of  alternating  current;  total  arcs,  406,  all 
enclosed.    See  H  12(b). — A. 

C.P. 
Arc  lamps  owned.  'Number,    or  wafts.    Amperes.        Date. 

Direct  current 125  1,200  6.6  Varionn 

Alternating  series 275  1,260  6.6  1903 

Alternating  multiple 82  1,200  6  1903-06 

Alternating  multiple 10  1,600  7.5  1903-06 

(b)  Alternating.   Open,  ;  enclosed:  275  series,   1,200 

C.  P.,  6.6  amperes  for  street  lighting;  75  multiple,  1,200  C.  P.,  6 
amperes  for  commercial  lighting;  8  multiple,  1,200  C.  P.,  6  am- 
peres for  station  lighting;  10  multiple,  1,600  0.  P.,  7^  amperes 
for  commercial  lighting. 

Total  enclosed,  492.— P. 

Westfield.  121  enclosed  arc  lamps  operating  with  7.5  amperes, 
and  34  enclosed  arc  lamps  operating  with  6.6  amperes,  are  in  use. 
Total  arc  lamps  in  use,  154.    See  H  12a. — A. 

121  of  7|  amperes,  and  33  of  4-6  amperes. 

(a) (b)  Alternating,  enclosed:  117  of  7^  am- 
peres; 37  of  4-6  amperes. — P. 

Companies. 

Aiington  and  Rockland.  49  enclosed  arc  lamps  are  rated  at 
6.6  amperes  and  1,200  C.  P.  each.  10  enclosed  commercial  arc 
lamps,  and  3  enclosed  arcs  at  the  electric  station  operate  with  4 
amperes  each.  Total  enclosed  arc  lamps  62,  all  operating  with 
alternating  current.     ISTo  open  arc  lamps. — -A. 

55  1,200  C.  P.,  6.6  amperes;  35  4  and  6  amperes;  all  alternat- 
ing current,  enclosed. — P. 

Attleboro.     (a)    ■ (b)  Alternating,  101  enclosed 

are  lamps  operating  with  6.6  amperes  each.  "  70  enclosed  arc  lamps 
operating  with  4  amperes  each. 

48  enclosed  arc  lamps  operated  with  6  amperes  each. 

(c)  ■    (d)   Total,  219  enclosed  arcs. — A. 

240  of  4-6 — 6.G  amperes  of  various  dates,  enclosed,  alternating 
current. — P. 

Beverly.  There  are  in  use  308  direct  current  enclosed  arc 
lamps  operating  with  5  amperes  each,  54  enclosed  arcs  operating 
with  4  amperes  of  alternating  current,  and  57  enclosed  arcs  operat- 
ing with  6  amperes  of  alternating  current.  Total  enclosed  arc 
lamps,  419.    'No  open  arc  lamps. — A. 

427  of  4,  5  and  6  amperes. 

(a)  Direct  current,  311  enclosed,  (b,)  Alternating,  116  en- 
closed.— P. 

Fitchhurg.     (a)   ■ (b)   Alternating,  324  enclosed 

arc  lamps  operated  with  6.6  amperes  each.  107  enclosed  arc  lamps 
rated  at  2,000  C.  P.  each. 
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(d)   Total  enclosed,  431.— A. 

323 — 6.6  amperes  (street  circuits).  107 — 6.6  amperes  (com- 
mercial circuits. — P. 

Gardner.  52  enclosed  arc  lamps  operating  with  6.6  amperes 
alternating  current,  are  in  use.    There  are  no  other  arc  lamps. — A. 

80  (1,200  C.  P.)  6.6  amperes,  installed  1906. 

80  street  lamps.    No  multiple. 

(a)  (b)   Alternate  enclosed,  80. 

(c)  (d)   Total  enclosed,  80.— P. 

Northampton.  74  enclosed  arcs  operate  with  6.8  amperes 
direct  current;  129  with  6.6  amperes,  48  with  6  amperes,  and  23 
with  4  amperes  alternating  current.  Total  enclosed  arcs,  274.  No 
open  arcs. — A. 

204  G.  E.  enclosed,  6.6  amperes.  74  Brush  open,  6.8  amperes. 
—P. 

Salem.  335  series  enclosed  arc  lamps  operating  with  6  am- 
peres of  alternating  current.  205  multiple  enclosed  arcs  operating 
with  4  amperes  alternating  current,  and  163  multiple  enclosed  arcs 
operatiag  with  6  amperes  of  alternating  current,  are  in  use.  Total 
enclosed  arcs,  707.    No  open  arc  lamps. — A. 

739  4,  5  and  6  amperes;  various  dates;  alternating,  enclosed. 
—P. 

JJxbridge  and  Northbridge.     14  enclosed  arc  lamps  operating 
with   6.6    amperes   of   alternating   current,   each.     5   enclosed  arc 
lamps  operating  with  4  amperes  of  alternating  current,  each.    Total 
enclosed  arc  lamps,  19.    No  open  arc  lamps. — A. 
H  14.     Incandescent  lamps  owned. 

Where  incandescent  lamps  are  renewed  without  charge  to  con- 
sumers other  than  the  regular  lighting  rate,  these  lamps  are  reported 
here  as  owned. — A. 

Municipalities. 

Chicopee.  There  are  9,739  incandescent  lamps  of  16  C.  P. 
connected  to  the  electric  system,  and  49  of  these  are  in  the 
station.  Incandescent  lamps  are  renewed  free  for  old  lamps. — A. 
P. 

Danvers.  There  are  45  lamps  of  25  C.  P.  each  used  for  public 
lighting,  and  43—16  C.  P.  at  station. — A.  45—25  C.  P.  or 
watts. — P. 

Holyohe.  15  of  30  C.  P.,  25  of  16  C.  P.,  2  of  32  C.  P.,  and 
104  lamps  of  16  C.  P.,  at  station.— A. P. 

Marblehead.  13  of  30  C.  P.,  45  of  25  0.  P.,  11  of  16  C.  P.,  in 
streets.    38  incandescent  lamps  of  16  C.  P.  in  station — A 

69  lamps.  45  of  25  C.  P.,  11  of  16  C.  P.,  and  13  of  30 
C.  P.— P. 

North  Attlehoro.  613  lamps  of  32  C.  P.  in  streets,  46  lamps 
of  16  C.  P.  in  station.  470  lamps  of  16  0.  P.  in  public  build- 
ings. It  is  uncertain  whether  these  lamps  in  public  buildings  are 
a  part  of  the  property  of  the  electric  plant. — A. 

613  of  32  C.  P.,  5f  amperes  street  lights.— P. 
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Peabody.  5  lamps  of  16  C.  P.  and  30  lamps  of  33  C.  P.  in 
station.  Public  incandescent  lamps  include  three  of  16  C.  P.,  15 
of  32  C.  P.  and  t  of  20  C.  P.— A. 

35  of  20  and  32  0.  P.— P. 

Taunton.  160  of  25  C.  P.  in  streets,. 40  of  16  C.  P.  in  sta- 
tions, 12,220  of  16  C.  P.  commercial.  City  renews  commercial 
incandescent  lamps  free. — A.    ^ — P. 

Wesifield.  Public  lamps.  4  of  25  C.  P.,  17  ol  16  C.  P.,  9  of 
8  C.  P.,  1  of  60  C.  P.    23  lamps  of  10  0.  P.  and  3  lamps  of  16 

0.  P.  in  the  station. — A. P. 

Companies. 

Aiington  and  Rockland.  409  public  incandescent  lamps  of 
25  C.  P.  each.  75  incandescent  lamps  of  16  C.  P.  each,  at  the 
oflBce  and  station. — A. 

409  lamps  of  25  C.  P.  or  watts.— P. 

Attleboro.  259  street  lamps  of  32  C.  P.  each,  and  35  lamps 
of  16  C.  P.  in  office  and  station.  A  compatatively  small  number 
of  lamps  are  supplied  to  fiat  rate  or  contract  consumers  without 
additional  charge. — A.    259  incandescent  lamps.    128  32  C.  P. — P. 

Beverly.     35  of  16  C.  P.  at  office  and  station. — A. P. 

Pitchburg.  63  lamps  of  30  C.  P.  each  in  streets.  320  lamps 
of  16  C.  P.  and  15  lamps  of  25  C.  P.  in  station  and  office. — A. 

398  lamps  of  16,  25  and  30  C.  P.— P. 

Gardner.  8,324  lamps  of  16  C.  P.,  a  small  part  of  which  are 
sold  to  consumers;  15  lamps  of  50  C.  P.  and  1  of  25  C.  P.  74 
lamps  of  16  C.  P.  are  used  at  office  and  station. — A. P. 

Northampton.  35  street  lamps  of  40-  C.  P.  160  lamps  in 
offices  and  station.  The  charge  for  current,  includes  free  lamps  in 
city  buildings.— A. 

Incandescent  lamps  installed,  17,135,  16  C.  P.,  689  cus- 
tomers.— P. 

Salem.  39,489  incandescent  lamps  of  2  C.  P.  to  150  C.  P. 
each,  are  operated  with  alternating  current  on  commercial  services, 
and  lamps  are  renewed  by  the  company  without  charge.  418  in- 
candescent lamps  of  30  C.  P.,  which  are  operated  on  streets  with 
alternating  current  and  renewed  by  the  company. — A. 

418  lamps  of  30  C.  P.— P. 

Uxbridge  and  Nortlibridge.     425  lamps  of  25  C.  P.  each  in 
streets;  60  of  16  C.  P.  in  station. — A. 
H  15.     Motors  owned.     For  motors  at  Taunton,  Fitchburg  and 

Salem,  see  answers  under  H  8. 
H  16.    Meters. 

Municipalities. 

Chicopee.  There  are  436  meters  with  a  total  capacity  of  497 
K.  W.    Meters  added  since  June  30,  1897,  number  337. 

Number  of  meters  added  each  year:  June  30,  1906,  66; 
1905,  45;  1904,  37;  1903,  19;  1902,  43;  1901,  4;  1900,  24;  1899, 
36;  1898,  53. 

Meters  in  use  June  30,  1906 : 
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Capacity  in 

No.  of  Meters.  16  c.  p.  Lamps. 

303 10 

50 30 

41 30 

18 50 

15 100 

3 150 

2 300 

3 400 

2 300 

436— A. 
303  10  light;  50  30  light;  41  30  light;  18  50  light;  15  100 
light;  3  150  light;  2  200  light;  2  400  light;  5  300  light;  total, 
439.— P. 

Danvers.  All  meters  single  phase,  mostly  Stanley.  438  meters 
■with  a  total  capacity  of  561.7  K.  W.  are  in  use.  437  meters  added 
since  June  30,  1898. 

Number  of  Meters  and  Transformers  Added  in  Each  Year. 
June  30.  Meters.  Transformers. 

1906 45  36 

1905 70  2-3 

1904 40  5 

1903 9  0 

1903 63  12 

1901 94  6 

1900 72  3 

1899 44  18 

1898 109  27 

Meters  in  use  June  30,  1906 : 

19  of  capacity  in  16  C.  P.  lamps  of  5 ;  127  of  10 ;  83  of  20 ; 
181  of  30;  18  of  50;  1  of  80;  2  of  100;  6  of  300;  1  of  400;  total, 
438.— A. 

19  5  light;  127  10  light;  83  20  light;  181  30  light ;  18  50  light; 
1  80  light;  3  100  light;  6  200  light;  1  400  light;  total,  438.— P. 

HolyoTce.  587  meters  with  a  total  capacity  of  1,660  K.  W.  are 
in  use.    Meters  added  since  June  30,  1895,  number  589. 

Number  of  Meters  and  Transformers  'Added  Each  Year. 
June  30.  Meters.  Transformers. 

1906 200  31 

1905 209  30 

1904 96  17 

1903 60  12 

1902 3  2 

1901 7  3 

1900 3  2 

1899 1  2 

1898 3  1 

1897 1  0 

1896 7  6 
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Meters  and  Transformers  in  Use  June  30,  1906. 

Capacity  in  16     Nuniber  of     Capacity  in  16 
No.  of  Meters.  C.  P.  Lamps.     Transformers.     C.  P.  Lamps. 

149 ....'. 

63 

46 

13 

26 

3 

16 

35 

1 

10 

10 

2 

2 

3 

2 

1 

1 

2 

1 

2 


10 

3 

400 

20 

5 

500 

30 

1^ 

600 

40 

1 

1,000 

50 

3 

1,500 

60 

3 

2,000 

75 

1 

40 

80 

8 

50 

100 

1 

60 

150 

8 

80 

200 

10 

100 

250 

6 

150 

300 

5 

200 

400 

29 

300 

500 

•4  • 

750 

800 

.••: 

900 

... 

1,000 

1,500 

. 

2,000 

587  95— A. 

Meters:     210,  10;  149,  20;  63,  30;  46,  40;  13,  50;  26,  60; 

2,  75;  16,  80;  25,  100;  1,  150;  10,  200;  10,  250;  2,  300;  2,  400; 

3,  500;  2,  750;  1,  800;  1,  900;  2,  1,000;  1,  1,500;  2,  2,000;  total, 
587.— P. 

(The  above  figures  are  reproduced  as  they  appear  in  the  orig- 
inal. The  first  figures  in  each  statement  apparently  stand  for 
the  number  of  meters,  the  second  for  the  light  capacity. — Or.) 

Marblehead.     664  meters  with  a  total  capacity  of  496.3  K.  W. 
are  in  use.    Meters  added  since  June  30,  1895,  are  637. 
Number  of  Meters  and  Transformers  Added  Each  Year. 
June  30.  Meters.  Transformers. 

1906 98  8 

1905 70  14 

1904 19  15 

1903 30  23 

1902 92  4 

1901 51  3 

1900 64  2 

1899 58  11 

1898 25  11 

1897 54  15 

1896 76    ,  38 


637 


144 
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Transformers  and  Meters  in  Use  June  30,  1906. 

Capacity  in  16      Number  of  Capacity  in  16 

No.  of  Meters.                C.  P.  Lamps.     Transformers.  C.  P.  Lamps. 

1  500 
25  10 
10  12 

7  15 

29  20 

1*3  30 

2  40 


3 

15 

85 

20 

6 

30 

20 

40 

2 

50 

4 

80 

2 

150 

1 

160 

2 

200 

1 

240 

1 

300 

537 

10 

3-8  50 

7  75 

2  80 

2  100 

4  125 

2  150 

2  175 

664                                                               1  200 

1  250 

4  300 


130— A. 
537  of  10  light;  3  of  15;  85  of  20;  6  of  30;  20  of  40;  2  of 
60;  4  of  80;  2  of  150;  1  of  160;  2  of  300;  1  of  240;  1  of  300; 
total,  664.— P. 

North  Attlehoro.     251  meters  added  since  June  30^  1895. 
285  A.  C.  125  cycle  meters  with  a  total  capacity  of  605  K.  W. 
in  use  June  30,  1906.    These  meters  are  foB  125  cycle,  single  phase 
current  at  50  and  110  volts ;  sizes,  .5  K.  W.  to  20  K.  W. 

Number  of  Meters  and  Transformers  'A:dded  Each  Year. 
June  30.  Meters.  Transformers. 

1906 39  20 

1905 44  15 

1904 4  33 

1903 26  22 

1902 30  13 

1901 35  5 

1900 18  13 

1899 20  9 

1898 3  2 

1897 14  4 

1896 18  10 

Meters  and  Transformers  in  Use  June  30,  1906. 

Capacity  in  l&     Number  of     Capacity  in  W 
No.  of  Meters.  C.  P.  Lamps.     Transformers.     C.  P.  Lamps. 

58 10  6  10 

3 15  43  30 

90 20  1  25 

7 25  15  30 

64 30  1  40 
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Capacity  in  16     Number  of  Capacity  in  16 

No.  of  Meters.                C.  P.  Lamps.  Transformers.  G.  P.  Lamps. 

8 40  14  50 

31 50  1  60 

1 80  1  70 

11 100  2  90 

5 150  9  100 

1 160  14  150 

9 300  6  300 

3 400  4  250 

5 300  5  300 


2gg  139 A 

10,  58;  15,  3;  30,  90;  35,  7;  30,  64;  40,  8;  50,  31;  80,  1; 
100,  11;  150,  5;  160,  1;  200,  9;  300,  5;  400,  3;  total,  285.— P. 

(The  above  figures  are  reproduced  as  they  appear  in  the  orig- 
inal; the  first  figure  mentioned  in  each  item  apparently  indicates 
the  capacity;  the  second  the  number  of  meters. — G.) 

Peabody.  There  are  605  meters  with  a  total  capacity  of  585.5 
K.  W.  634  meters  have  been  added  since  June  30,  1900.  The 
meters  are  General  Electric  Double  Log. 

Number  of  Meters  and  Transformers  Added  Each  Year. 
June  1.  Meters.  Transformers. 

1906 176  19 

1905 139  35 

1904 119  41 

1903 60  16 

1903 80  35 

1901 60  13 

1900 42  23 

Meters  and  Transformers  in  Use  June  30,  1900. 

Meters. Transformers.^ — 

Capacity  in  16  Capacity  in  16 

No.  C.  P.  Lamps.  No.  C.  P.  Lamps. 

1  6 

3 5  1  14 

397 10  11  10 

10 15  3  13 

134 30  1  15 

13 30  4«  30 

14 40  1  35 

9 50  5  30 

10 80  1*4  40 

3 100  1.9  50 

1 130  11  60 

8 160  3  24 

3 300  7  80 

2 300  5  100 

1  140 

4  150 

1  500 
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Meters. Transformers. 

Capacity  in  16  .  Capacity  in  16 

No.  G.  P.  Lamps.  No.  C.  P.  Lamps. 


11  200 

1  250 

1  300 


605  145— A. 

2,  5;  397,  10;  10,  15;  134,  20;  13,  30;  14,  40;  9,  50;  10,  80; 
3,  100 ;  1,  120 ;  8,  150 ;  2,  200 ;  2,  300 ;  total,  605.— P. 

Thomson  induction  largely,  also  Westinghouse  and  Siemens- 
Halske.  (The  figures  are  reproduced  as  in  the  original.  Appar- 
ently the  first  figures  in  each  item  indicate  the  number  of  meters, 
and  the  second  figures  the  light  capacity. — Gray.) 

Taunton.  358  meters,  with  a  total  capacity  of  1,208  K.  W., 
are  in  use.    366  meters  added  since  June  30,  1897. 

Number  of  Meters  and  Transformers  Added  Each  Year. 

June  30.  Meters.  Transformers. 

1906 60  34 

1905 39  19 

1904 79  26 

1903 28  16 

1902 37  18 

1901 59  0 

1900 24  11 

1899 9  5 

1898 30  16 

Lighting  Meters  and  Transformers  in  Use  June  30,  1906. 

— Meters. Transformers. 

Capacity  in  16  Number  of  Capacity  in  16 

No.  of  Meters.                C.  P.  Lamps.  Transformers.  C.  P.  Lamps. 

50 6  19  12 

66 10  29  20 

82 20  35  30 

48 30  15  50 

43 50  II  60 

28 100  1*3  80 

3 150  1  500 

5 300  Q  100 

1 200  3.  120 

2 400  18  150 

3 600  1-  600 

5  200 

...  3  400 

...  1  300 

331  163 
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Power  Meters  and  Transformers  in  Use  June  30,  1906. 
Meters. ^ 


^Transformers. 

Number  of           Ampere 
'ansformers.         Capacity 
4                          1.5 

9 

3 

6 

4 

2* 

5 

6= 
5- 

10 

6^ 

15 

4 

35 

3 

50 

Ampere 

No.  of  Meters.  Capacity. 

1 3 

5 10 

5 15 

6 25 

3 60 

3 75 

3 100 

1 150 

1 300. 

27  45s— A. 

Meters:  50  A.  C.  6  light;  66  10  lighjfc;  82  20  light;  48  30 
light;  43  50  light;  28  A.  0.  10  light;  3  1*50  light;  1  200  light; 
2  400  light;  3  600  light ;  5  A.  C.  300  light.  Power :  1  D.  C.  3  amp. ; 
5  D.  C.  10  amp. ;  5  D.  C.  15  amp. ;  6  D.  Cf.  25  amp. ;  3  A.  C.  50 
amp.;  3  75  amp.;  2  100  amp.;  1  150  amp.;  1  300  amp.  Total, 
358.— P. 

West/ield.  120  A.  0.  meters,  single  phase,  of  217.5  K.  W. 
total  capacity  are  in  use. 

Meter  List. 
No.  and  Size  of  Each.  Capacify  in  Lamps  of  50  Watts. 

43 10 

2 ';  15 

22 20 

20 30 

3 40 

14 50 

2 60 

11 .•         100 

1 150 

2 200 

1 300 


120 
123  meters  added  since  June  30,  1903. 

Meters  and  Transformers  Added  in  Each  Year. 

No.  of 
June  30.  No.  of  Meters.     Transformers. 

1906 63  20 

1905 45  .      10 

1904 15  4 

1903 17  7— A. 

Meters:     43,  10  light;  2,  15;  22,  20;-  20,  30;  2,  40;  14,  50 
light;  2,  60;  11,  100;  1,  150;  2,  200;  1,  400  light;  total,  120.— P. 

Companies. 
AUngton  and  EocTcland.     513  meters,  with  a  total  capacity  of 
i45  K.  W.  are  in  use. 
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Meters  and  Transformers  in  Use  June  30,  1906. 
Meters. 


Capacity  in  16 

No.  0.  P.  Lamps. 

352 10 

116 20 

2 30 

23 40 

1 50 

13 80 

5 150 

1 340 


513 


— Transformers. 

No 
1 

Capacity  in  16 
G.  P.  Lamps. 
12 

2 

20 

3 

100 

6 

150 

2 

200 

3 

300 

1 

2 
3 

light 

power 

power 

500 

500 

1,000 

2g ^ 

352  10  light;  116,  20;  2,  30;  23,  40;  1,  50;  13,  80;  5,  150; 
1,  240.    Total,  513  light.— P. 

Attleloro.     536  meters  of  1,333  K.  W,  total  capacity  are  in 
use. 

Meters  and  Transformers  in  Use  iune  30,  1906. 


Meters.- 

-Transfo  rmers . ■ 

Capacity  in  16 

Capacity  in  16 

No. 

0. 

P.  Lamps. 

No. 

C.  P.  Lamps. 

339..  .. 

10 

1 

10 

55.. .. 

20 

33 

12 

34.... 

30 

H 

20 

30.... 

50 

15 

30 

14.... 

75 

4 

40 

20.... 

100 

^8 

50 

17..  .. 

150 

1 

90 

5..  .. 

200 

16 

100 

3.... 

300 

;2 

120 

11.... 

450 

7 

150 

8 

900 

11 

13 

15 

5 

200 

300 

500 

1,000 

536  162— A. 

339,  10  light;  55,  20;  34,  30;  30,  50;  14,  75;  20,  100  light; 
17,  150;  5,  200;  13,  300;  11,  450;  8,  900;  total,  536.— P. 

Beverly.     553  alternating  current  meters  are  in  use,  with  a 
total  capacity  of  732.7  K.  W. 

Meters  and  Transformers  in  Use  June  30,  1906. 

Meters. Transformers. 

Capacity  in  16  Capacity  in  16 

No.  C.  P.  Lamps.  No.  C.  P.  Lamps. 

1 5  1  8 

34 6  i  10 

269 10  n  12 
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Meters. 


Capacity  in  16 

Ko.  G.  P.  Lamps. 

3 15 

98 20 

48 30 

1 40 

41 50 

17 60 

31 100 

2 150 

6 200 

3 300 


T 1 

No. 
43 

ransjormers. 

Capacity  in  16 
C.  P.  Lamps. 
20 

45 

30 

3-3 

50 

•8 

60 

n 

80 

1. 

90 

-5 

100 

2 

120 

1-5 

150 

l3 

300 

2 

600 

553  247— A. 

1  of  5  light;  34  of  6;  269  of  10;  3  of  15;  98  of  20;  48  of  30; 
1  of  40;  41  of  50;  17  of  60;  31  of  100;  2  of  150;  6  of  200;  2  of 
300;  total,  553.— P. 

Fitchhurg.  534  meters,  676.5  K.  W.  total  capacity  are  in  use. 
Meters  and  Transformers  in  Use  June  30,  1906. 


Me  ters . 

-Transformers. 

No. 
53.... 

Capacity  in  16 
C.  P.  Lamps. 
5 

No. 

17 

Capacity  inlQ 
C.  P.  Lamps. 
20 

159..  .. 

10 

1 

30 

77.... 

15 

8 

40 

168.,  .. 

20 

17 

60 

30.... 

40 

7 

100 

21.,.. 

60 

.4 

150 

12.... 

100 

8 

200 

10,... 

200 

•4 

300 

1.... 

300 

8 

500 

3.... 

400 

534  74— A. 

5  light,  53;  10,  159;  15,  77;  20,  168;  40,  30;  60,  21;  100,  12; 
200,  10 ;  300,  1 ;  400,  3 ;  total,  534 ;  all  alternating  current.- P. 
Gardner.     455  meters  of  587  K.  W.  total  capacity  are  in  use. 

Meters  and  Transformers  in  Use  J.line  30,  1906. 

Meters. 

Capacity  in  16 
No.  C.  P.  Lamps. 

117 10 

332 20 

39 30 

18 40 

34 50 

9 60 

Vol,  II.— 66. 


* 1 

ransjormers. 

Capacity  in  16 

No. 

C.  P.  Lamps. 

35 

20 

37 

30 

5 

40 

3*5 

50 

17 

60 

1 

70 
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Meters. 


Capacity  in  16 
No.  C.  P.  Lamps. 

11 100 

2 150 

2 200 

1 300 


No. 

1 

-Transform  ers. 

Capacity  in  16 
C.  P.  Lamps. 

75 

2 

80 

1 

90 

4 

100 

5 

150 

6 

200 

1 

240 

1 

300 

455  131— A. 
—P. 

Northampton.  591  A.  C.  and  D.  C.  meters  of  5  to  400  lamp 
capacity  each  on  the  basis  of  50  watts  per=  lamp.  591  meters  of 
760  K.  W.  total  capacity  are  in  use. 

Meters  and  Transformers  in  'Use  June  30,  1906. 

Meters. 

Capacity  in  16 
No.  C.  P.  Lamps. 

35 5 

253 10 

17 15 

161 20 

16 35 

34 30 

10 40 

22 50 

7 80 

15 100 

1 120 

12 150 

1 125 

4 200 

3 400 


No. 
.1 

-Transformers. 

Capacity  in  16 
C.  P.  Lamps. 
10 

12 

12 

5 

15 

19 

20 

•2 

25 

16 

30 

3 

40 

8 

50 
60 

1 

75 

3 

80 

4 

90 

11 

100 

15 

150 

••? 

200 

1 

240 

,5 

300 

591  129— A. 

35,  5;  253,  10;  17,  15;  161,  20;  16,  25;  34,  30  light;  10,  40; 
22,  50;  7,  80;  15,  100;  1,  120;  12,  150;  1,  125;  4,  200;  3,  400; 
391  total.— P. 

(The  above  figures  are  reproduced  as  they  appear  in  the  orig- 
inal. Apparently  the  first  column  indicate^  the  number  of  meters 
and  the  second  column  the  number  of  lights. — Gray.) 

Salem.  2,105  meters  are  in  use.  Total  capacity,  3,412.3 
K.  W. 
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Meters  and  Transformers  in  Use  June  30,  1906. 


-Meters. 


No. 

189.. 

1,048 . . 

13., 

443.. 

5. 

136. 

13. 

86. 

33. 

1. 

5. 

83. 

3. 

13. 

35. 

2. 

1. 

1. 

3. 

3. 


-s. 

Capacity  in  16 
C.  P.  Lamps. 

Transformers. 

Capacity  in  16 
Not             C.  P.  Lamps. 

6 

63 

12 

10 

2& 

20 

250 

28* 

30 

20 

4 

40 

400 
30 

18 

i4         ) 

50 
60 
80 

40 
50 

4  power  j 
20 

60 
1,000 
1,200 

31           ); 

2  power  ( 
12              /' 

100 

150 
200 

100 
120 

8  power  ^ 
12 

150 
300 
300 

7              } 
5  power  ] 
11 

300 
400 

4,500 
750 

3  power 
5 

500 
600 

500 

fion 

3 

800 

2,105 


265— A. 


189  of  6  light;  1,049  of  10;  443  of  20;  136  of  30;  13  of  40; 
86  of  50;  33  of  60;  82  of  100;  3  of  120;  13  of  150;  25  of  200; 
13  of  250 ;  2  of  300 ;  5  of  400 ;  3  of  500 ;  1  of  750 ;  1  of  1,000 ; 
5  of  1,200;  1  of  4,500;  total,  2,103.--P. 

TJxlridge  and  Northbridge.     282   meters  of  K.   W. 

capacity. 

Meters  and  Transformers  in  Use  June  30,  1906. 


-M'eters.- 


-Transformers.- 


Capacity  in  16 

No.  C.  P.  Lamps. 

147 10 

70 20 

21 30 

23 40 

4 50 

5 80 

2 100 

4 160 

3 200 


No. 
2 
8 

i 

19 

4 
2 
2 
2 
10 


Capacity  w  16 
C.  P.  Lamps. 
10 
12 
15 
20 
30 
40 
50 
60 
80 
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Meters. Transformers.- 


Capacity  in  16  Capacity  in  16 

No.                         G.  P.  Lamps.  ]}fo.  G.  P.  Lamps. 

1 . .  .35  ampere     320  volt  polyphase     2  90 

1...50       "         550    "          "  10  100 

1...30       "       1,100    "          "            2  150 

10  200 

...                       2  400 


282  76— A. 

H  17.     Transformers — line. 

Municipalities. 
Ghicopee.    There  are  165  transformers  with  a  total  capacity 
of  438.1  K.  W.    Transformers  added  since  June  30,  1897,  number 
211. 

Number  of  transformers  added  each  year:  1906,  23;  1905, 
23;  1904,  22;  1903,  14;  1902,  29;  1901,  43;  1900,  20;  1899,  24; 
1898,  13. 

Transformers  in  use,  June  30,  1906 :  26  of  12  sixteen  C.  P. 
lamps  capacity  each;  36  of  20;  38  of  30;  23  of  50;  8  of  60;  17  of 
80;  4  of  100;  4  of  150;  5  of  200;  2  of  300;  2  of  500;  total, 
165.— A. 

26,  12  light;  36,  20;  38,  30;  23,  50;  8,  60;  17,  80;  4,  100;  4, 
150;  5,  200;  2,  300;  2,  500;  total,  165.— P. 

Danvers.  Mostly  oil  transformers.  118  transformers  with 
a  total  capacity  of  384.5  K.  W.  are  in  use. 

119  transformers  added  since  June  30,  1897. 

Transformers  in  Use  June  30,  1906. 

Capacity  of  each  in 
Number.  16  G.  P.  lamps. 

6 10 

15 15 

24 20 

10 30 

23 40 

6 50 

6 60 

3 75 

9 80 

3 100 

2 150 

6 200 

1 300 

2 400 

2 600 


118  —A. 

6,  10  light;  15,  15;  24,  20;  10,  30;  23,  40;  6,  50;  6,  60;  3, 
75;  9,  80;  3,  100;  2,  1.50;  6,  200;  1,  300;  2,  400;  2,  600;  total, 
lie P 
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Holyohe.  95  tranKiormers  with  a  total  capacity  of  1,757 
JS..  W.  are  in  use. 

Transformers  added  since  June  30,  1896,  number  100.  (See 
H  16.)— A. 

1,  40  lamp;  8,  50  lamp;  1,  60  lamp*;  8,  80  lamp;  10,  100 
lamp;  6,  150  lamp;  5,  200  lamp;  29,  300  lamp;  3,  400  lamp; 
(A.)  the  G.  E.  Co.,  2,300  voltage ;  5,  500  lamp ;  13,  600  lamp ;  1, 
1,000  lamp ;  3,  1,500  lamp ;  3,  2,000  lamp ;  total,  95.~P. 

Marblehead.  130  transformers  with  total  capacity  of  330J 
K.  W.  aje  in  use. 

Transformers  added  since  June  30,  1895,  number  144.  (See 
H  16.)— A. 

25,  10  light;  10,  12  light;  7,  15  light;  29,  30  light;  13,  30 
light;  3,  40  light;  18,  50;  7,  75;  2,  80;  2,  100;  4,  125  light;  3,  150 
light;  2,  175;  1,  300;  1,  250;  4,  300;  1,  500;  total,  130  =  330 
K.  W.— P. 

North  A.Hleboro.  132  transformers  of  .5  to  15  K.  W.  in- 
dividual capacity,  and  473  K.  W.  total  capa,city,  operating  between 
1,000  and  110  or  50  volts,  at  125  cycles. 

146  transformers  added  since  June  30,  1895.     (See  H  16.) — A. 

6,  10;  43,  15;  1,  30;  20,  25;  1,  30;  14,  40;  1,  50;  1,  60;  2, 
90;  9,  100;  14,  150;  6,  200;  4,  250;  5,  300;  total,  132.— P. 

Peabody.  There  are  145  transformers  with  a  total  capacity 
of  426.6  K.  W. 

138  transformers  added  since  Jime  30,  1900. 

Most  transformers  are  Westinghouse  or  General  Electric  oil 
type.    (See  H  16.)— A. 

1,  6;  11,  10;  2,  12;  1,  14;  1,  15;  46,  20;  2,  24;  1,  35;  5,  30; 
14,  40;  19,  50;  11,  60;  7,  80;  5,  100;  1,  140;  4,  150;  11,  300;  1, 
250;  1,  500;total,  144.— P. 

Taunton.  308  transformers  with  a  total  capacity  of  1,095.4, 
are  in  use. 

145  transformers  added  since  June  30,  1897.  (See  H  16.) — A. 
Transformers.  VoMage  2,300 

19  oil  type 6-10  K.  W. 

29   1 

39   li         " 

15 n 

20   3 

19    4 

11   5 

3    6 

34   7i 

10   10  " 

7   15  " 

3    20  " 

5    35  " 

1    30  " 

3    50 

308  —P. 
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Westfield.  35  transformers  of  206.6  K.  W.  total  capacity  are 
in  use. 

34  transformers  added  since  June  30,  1903. 
Transformer  List. 
Number  of  Capacity  in 

each  size.  QO  watt  lamps. 

1 12 

2 20 

1 50 

9 60 

3 80 

3 ....100 

7 ....150 

8 200 

1 300 

35  (See  H  16.)— A. 

1,  12  light;  2,  20;  1,  50;  9,  60;  3,  80;  3,  100  light;  7,  150;  8 
200 ;  1,  300 ;  total,  35.— P. 

Companies. 

Ahingfon  and  RocJcland.  23  transformers  with  a  total  capac- 
ity of  352.6  K.  W.  are  in  use.    See  also  H  16.— A. 

l.,12  light;  3,  20  light;  3,  100  light;  6,  150  light;  2,  200 
light';  3,  300;  3,  500;  3,  1,000;  total,  23.— P. 

lAttledoro.     162  transformers  with  a  total  capacity  of  1,210.8 
K.  W.  are  in  use.     (See  H  16.)— A. 

1,  10  light;  33,  12;  11,  20;  15,  30;  4,  40;  28,  50  light;  1,  90; 
16,  100;  2,  120;  7,  150;  11,  200  light;  13,  300;  15,  500;  5,  1,000; 
total,  162.— P. 

Beverly.  247  transformers  with  a  total  capacity  of  587.5 
K.  W.  are  in  use.    (See  H  16.)— A. 

1,  8  light;  1,  10  light;  71,  12  light;  43,  20  light;  45,  30  light; 
33,  50  light;  8,  60;  17,  80;  1,  90;  5,  100;  2,  120;  il5,  150;  3, 
300 ;  2,  600 ;  total,  247.— P. 

FitcMurg.  74  transformers  of  490.5  K.  W.  total  capacity 
are  in  use.     (See  H  16.) — A. 

17,  20  light;  1,  30  light;  8,  40  light;  17,  60'  light;  7,  100 
light;  4,  150  light;  8,  200  light;  4,  300  light;  8,  500  light;  total, 
74.— P. 

Gardner.  131  transformers  of  363.2*  K.  W.  total  capacity 
are  in  use.     (See  H  16.) — A. 

35,  20  light;  27,  30  light;  5,  40  light;  25,  50  light;  17,  60 
light;  1,  70  light;  1,  75  light;  2,  80  light;  1,  90  light;  4,  100  light; 
5,  150  light;  6,  200  light;  1,  240  light;  1,  '300  light;  total,  131  = 
363  K.  W.— P. 

Northampton.  129  transformers  of  10  to  800  lamp  capacity 
each,  on  a  basis  of  50  watts  per  lamp.  Total  transformer  capacity, 
485.2  K.W.     (See  H  16.)— A. 

1,  10  light;  12,  12;  5,  15;  19,  20;  2,  25;  16,  30;  3,  40;  16, 
50;  8,  60;  1,  75;  3,  80;  4,  90;  11,  100;  15,  150;  7,  200;  1,  240; 
5,  300 ;  total,  129.— P. 
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Salem.  265  transformers  of  1,431.8  K.  W.  total  capacity 
are  in  use.     (See  H  16.) — A. 

63, 12  liglit ;  25,  20 ;  28,  30 ;  4,  40 ;  18,  50 ;  18,  60  liglit ;  20,  80 ; 
23,  100;  13,  200;  13,  300;  11,  400  light;  3,  500;  3,  800;  5,  600; 
total,  265.— P. 

Uxbridge  and  Northbridge.     76  transformers  of  K.  W. 

total  capacity.     See  also  H  16. — A. 
H  18.     Other  appliances,  number  and  kind. 

Municipalities. 

Chicopee  and  Westfield  have  switchboards  with  indicating  but 
no  recording  meters. — A. P. 

Danvers,  HolyoJce,  North  Attlehoro,  Peabody,  Taunton  and 
Marblehead  have  switchboards  with  indicating  and  recording 
meters. — A. 

Companies. 

Abington  and  Rockland,  Gardner.  Switchboard  with  indicat- 
ing and  recording  meters. — A.    — P. 

Attleboro.  Switchboard  of  marble  and  wood,  with  indicating 
and  recording  meters. — A. P. 

Beverly.  A  switchboard  of  marble  with  oil  switches  and  in- 
dicating and  recording  meters. — A. P. 

Fitchburg.  Switchboard  of  marble  with  switches  and  indicat- 
ing and  recording  meters. — A. P. 

Northampton.  Switchboard  with  indicating  but  no  recording 
meters. — A. P. 

Uxbridge  and  Northbridge.  Switchboard  with  indicating  and 
recording  meters. — A. P. 

Salem.  Switchboard  of  marble  with  indicating  and  recording 
meters. — A. P. 

APPRAISAL  OF  PLANTS. 
Municipalities. 
Chicopee. 
H  19.    As  of  date,  end  of  fiscal  year  June  30,  1906. 

A.  P. 

H  20-21.     Land  (real  estate.— A.) $16,754  70 

H  20  a.    Land  (3  acres,  plant— P.) 

H  21.    Buildings  (plant) 

H  22-23.     Steam  engine,  steam  plant,  boilers. . .       33,188  90 

H  22  a.     Steam  engines 

H  23.    Boilers 

H  24-25 

H  26.    Auxiliary  apparatus 

H  27.    Dynamos  (and  electric  plant. — A.) 14,633  57 

H  27  a.    Dynamos 

H  28.  

H  29.    Transformers 6,80105 

(a)  Station  $400  OO 

(b)  Line   7,270  00 

H  30.    Lines  overhead 20,254  06 

H  31.    Arc  lamps 7,143  29 

H  32-33.  

H  34.     Meters 5,827  13 

H  35.    Other  appliances   (office  furniture.) 81  12 

H  36.    Teams,  tools  and  other  accessories 3,501  24 

H  87.    Total  appraised  value $108,185  06  $105,826  00 


$1,666  66 

19,680  00 

17,000  00 
6,480  00- 

10,728  00 

12,068  00 

7,670  00 

15,421  00 

6,132  00 

6,146  00 

3,501  00 
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The  values  in  the  above  appraisal  are  taken  from  the  report 
of  assets  made  by  the  municipality  to  the  Gas  and  Electric  Light 
Commissioners,  June  30,  1906. — A.  and  P. 

Under  the  rules  of  the  Commissioners,  depreciation  of  mu- 
nicipal plants  is  computed  at  5  per  cent,  yearly,  and  the  reported- 
values  represent  the  costs  minus  depreciation  charges. — A. 

Appraisal  of  the  Municipal  Electric  Plant,  Chicopee,  Mass.,  as  of 

June  30,  1906. 

Land  at  station $4,000.00 

Station  and  chimney 20,635 .  00 

Steam  engines 11,760 ,  00 

Boilers  3,920.00 

Auxiliary  apparatus   10,240 .  00 

Dynamos  and  switchboards 6,800 .  00 

Station  transformers .- 408 .  00 

Line  transformers 5,455 .  00 

Overhead  lines 12,795.00 

Arc  lamps  and  supports 3,741 .  00 

Incandescent  lamps 1,085 .  00 

Meters  for  consumers 6,558.00 

Teams,  tools  and  accessories 1,850 .  00 

$87,637.00 
Engineering  and  interest,  7  per  cent 6,134.00 

Total  structural  value $93,771 .  00— A. 

CONSUMPTION. 

Chicopee. 

H  38.     Total  number  of  services  (number  of  consumers. — A.)  430. 

H  39.     Total  number  of  services  metered  (number  of  meters — A.) 

436.— A.    420.— P. 

For  questions  H  40  to  H  60,  inclusive,  Adams  answers  "No 
record."    Prichard  makes  the  same  answer  except  as  follows: 
H  42.     Total  current  bought  during  year.    None. 
H  54.     Current  sold  for  public  power.    None. 
H  55.     Current  sold  for  commercial  power.    71,027  K.  W.  H. 
H  56.     Current  sold  for  street  railway  power.    None. 

H  57.     

H  58.     Maximum  daily  output,  83  amperes,  Nov.  17, 1905. 
H  59.     Minimum  daily  output,  17  amperes,  July  9,  1905. 

H  60.     ■ 

H  61.     Number  of   consumers   who   use   commercial   arc  lights, 

45.— A.  and  P. 
H  62.     Number  of  consumers  who  use  incandescent  lights,  426. 
H  63.     Number  of  consumers  who  use  electric  power,  and  total 

H.  P.     7  motors  of  61.5  total  H.  P.— A.     4  of  61.5 

H.  P.— P. 
H  64.     Total  number  of  different  consumers,  430. 
H  65.     Arc  lamps  in  use — commercial  service. 
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Alternating  current.  Enclosed :  64  with  6  amperes  each.  24 
with  4  amperes  each. — A.  and  P. 

Prices  for  commercial  arc  lamps  by  contract  are  $3.75  to  $6.25 
per  month,  according  to  the  ampere  capacity  of  the  lamp  and  the 
hours  of  operation. — A. 
H  66.     Arc  lamps  in  use — public  lighting. 

(a)  Direct   current.      Open:      145    arc   lamps,   6.8    amperes, 
operating  2,999  hours. — A.  and  P.    ^75.00  per 'year. — P. 

(b)  Alternating  current.     Open:  : Enclosed:     52 

lamps  6.6  amperes,  2,999  hours. — A.  and  P.     $75.00. — P. 
For  street  lighting. — A. 

7  enclosed  arc  lamps  with  6  amperes  each  were  used  in  the 
electric  station.     During  the  year  these  197  open  and  enclosed  arc 
street  lamps  give  567,512  lamp  hours  of  service. — A. 
H  67.     Incandescent  lamps  connected — public  and  private. 

9,690  16  candle  power  commercial  incandescent  lamps;  total 
K.  W.  capacity  484.5.  Also  49  incandescent  lamps  of  16  candle 
power  each,  operating  in  the  electric  station.  The  lamps  were 
operated  with  alternating  current.  Total  K.  W.  capacity  of  incan- 
descent lamps,  487. — A. 

9,739  incandescent  lamps,  16  candle  power,  alternating  cur- 
rent.—P. 

Danvers. 

APPRAISAL  OF  PLANT.* 

H  19.    As  of  date  eud  of  fiscal  year  June  30,  1906.— A. 

A.  P. 

H    20    and    H    21.  Land    and    buildings     (real 

estate.— A.)    »       $9,742  25 

H  20  (a).    Land.     (P.  plants 

H  21.  Buildings  (a)  plant 

H  22.    Steam  engines,  steam  plant  boilers 18,880  96 

H  22  (a).     Steam  engines 

H  23.    Boilers 

H  24-25.  

H  26.    Auxiliary  apparatus i 

H  27.    Dynamos  (and  electric  plant.— A.) 7,423  33 

H  27  (a).     Dynamos 

H  28.    

H  29.    Transformers  (line  P.) ,         4,470  00 

H  30.    Lines  overbead 13,425  08 

H  81.    Are  lamps 4,499  19 

H  32.    Incandescent  lamps 

H  33. 


H  34.     Meters 6,637  64 

H  35.     Office  furniture 76  00 

H  36.    Teams,  tools  and  other  accessories v  809  24 


'$400  66 

7,844  00 

13,160  00 
6,075  00 

3,740  00 

7,476  00 

5,479  00 

18,251  00 

3,672  00 

236  00 

5,365' 66 

809  00 

H  37.     Total  appraised  value '.     $65,963  69     ?72,507  00 

The  values  in  the  above  appraisal  are  taken  from  the  report  of 
assets  of  the  municipal  gas  and  electric  light  commissioners,  June 
30,  1906.  Under  the  rules  of  the  Commissioners,  depreciation  of 
municipal  plants  is  computed  at  5  per  cent,  yearly,  and  the  reported 
values  represent  the  costs  minus  depreciation  charges. — A. 
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Appraisal  of  the  Municipal  Electric  Plant,  DanverSj  Mass.,  as  of 

June  30,  1906. 

Land  at  station $1,306.00 

Station  and  chimney 7,350 .  00 

Steam  engine •. .  .  7,777.00 

Boilers  3,526.00 

Auxiliary  apparatus 7,478 .  00 

Dynamos  and  switchboard 4,510.00 

Line  transformers  4,141 .  00 

Overhead  lines 13,877.00 

Arc  lamps  and  supports 3,277 .  00 

Incandescent  lamps  and  supports 80.00 

Meters  for  consumers 5,129 .  00 

Teams,  tools  and  accessories 1,000 .  00 

$59,401.00 
Engineering  and  interest,  7  per  cent 4,158.00 

Total  structural  value $63,559 .  00— A. 

CONSDMPTIOK. 

H  38.     Total  number  of  services  (number  of  consumers. — A.)  460. 
H  39.     Total  number  of  services  metered  (number  of  meters. — A.) 

438. 

H  40.     

H  41.     Total    current    delivered    at    switchboard    during    year, 

471,114  K.  W.  H.— A. P. 

(a)  Alternating   current,   402,178    K.    W.    H.— A.      471,114 
K.  W.  H.— P. 

(b)  Direct  current,  68,936  K.  W.  H.— A. P. 

H  42.     Total  current  bought  during  year  • A. 

Xone. — P. 
H  43.     Total  current  to  be  accounted  for,  471,114  K.  W.  H. 
H  44.     Ciirrent    sold     during    year     (and    used — A.),     360,971 

K.  W.  H. 
H  45.     Current  used  at  works  and  office A. 

Unknown. — P. 

H  46.     Current  supplied  free . 

H  47.     Current  unaccounted  for,  110,143  K.  W.  H. 

H  48.     Total,  471,114  E.  W.  H. 

H  49.     Current  sold  for  private  arc  lights  nnmetered.    None. — P. 

H  50.     Current  sold  for  private  incandescent  lights   unmetered. 

None. — P. 
H  51.     Current    sold    for    private    lighting,    metered.      116,004 

K.  W.  H.— A.    119,669  K.  W.  H.— P. 
H  52.     Current  sold  for  public  arc  lights A. 

68,936  K.  W.  H.— P. 
(a)    Current   for   public   arc   lights   used    at    S.    B.      68,936 
K.  W.  H.— A. 
H  53.     Current  for  public  incandescent  lights  in  buildings.    3,665 

K.  W.  H.— A. P. 


H  54. 
H  55. 
H  56. 

H  57. 
H  58, 
H  61. 

H  63. 
H  63. 

H  64. 
H  65. 
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Current  sold  iov  public  power A.  None. P. 

Current  sold  for  commercial  power,  172,366  K.  W.  H. 

Current  sold  for  street  railway  power  — A. 

None. — P. 
Total  current  sold  (and  used— A.),  360,971  K.  W.  H. 

i9,  60 

Number   of  consumers  who   used  commercial  arc  lights, 
3.— A.    2.— P. 

Number  of  consumers  who  used  incandescent  lights,  460. 
Number  of  consumers  who  used  electric  power,  and  total 
connected  H.  P.  14  motors,  103.5  H.  P. — A.  14  con- 
sumers, 103.5  H.  P.— P. 
Total  number  of  different  consumers,  460. 
Arc  lamps  in  use,  commercial  service.  Only  6  commercial 
arc  lamps  in  use,  and  each  of  these  operates  with  6  am- 
peres alternating  current,  and  is  enclosed.  The  rate  is 
10  cents  per  K.  W.  H.  by  meter. — A.  6  commercial  arc 
enclosed  lamps,  with  alternating  current. — P. 
H  66.  Arc  lamps  in  use,  public  lighting.  130  public  arc  lamps 
are  in  use.  Each,  enclosed,  operating  with  6.6  amperes 
and  about  500  watts,  direct  current,  1,621  hours.  Total 
lamp  hours  of  service,  202,354.— A.  130  1,200  0.  P.  en- 
closed arc  lamps,  6.6 — 70  r.  amperes,  operating  1,621 
hours. — P. 
H  67.  Incandescent  lamps  connected,  public  and  private.  45 
direct  current  25  C.  P.  street  lamps;  9,361  incandescent 
lamps  of  16  0.  P.,  including  those  in  public  buildings, 
43  are  in  use  in  the  station.  45  incandescent  street  lamps 
operating  1,621  hours,  giving  5,863^  lamp  hours.  Total 
load  of  incandescent  lamps,  472  K.  W. — A.  9,588  in- 
candescent lamps,  alternating  current,  16  3^  C.  P.  or 
watts. — P. 

Holyoke. 
APPEAISAL  QT  PLANT. 
H  19.    As  ol'  date  end  of  last  fiscal  year  June  30,  1906. 

A.  P. 

H  20,  21.    Land  and  buildings  (real  estate.— A.)   $107,956  30        

H  20  (a) .    Land  (plant  41,280  sq.  ft.— P.) .....         ?100,000  00 

H  21.     Buildings    (plant.— P.) 39,446  00 

H  22.     Steam  engine,  boilers,  steam  plant 83,248  89        

H  22   (a).     Steam  engines 28,000  00 

H  23.     Boilers 21,870  00 

H  24.     Water  power  plant ,       17,233  91      96,000  00 

H  25.    

H  26.    Auxiliary  apparatus 24,064  00 

H  27.     Dynamos   (electric  plant— A.) 141,112  64      40,600  00 

H  28.    

H  29.     Transformers   14,304  88 

(a)  Station    ?4,0.dO  00 

(b)  Line   20,832  00 

24,882  00 

H30.    Lines  overbead 50,280  32  34,213  00 

H  31.    Arc  Lamps 21,809  37  20,760  00 

H  82.    Incandescent  lamps 220  00 
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H  67.  Incandescent  lamps  connected — public  and  private.  The 
public  lamps,  including  15  of  30  candle  power,  2  of  32 
candle  power  and  129  of  16  candle  power,  represent  8,150 
watt  capacity.  The  private  lamps  include  8  of  30  candle 
power  and  16,092  of  16  candle  power,  representing  about 
805,400  watt  capacity.  Incandescent  street  lamps  to  the 
number  of  42,  operating  3,914  hours,  give  164,288  lamp 
hours.  Total  connected  load  of  incandescent  lamps,  813 
K.  W. — A.  17,000  incandescent  lamps,  alternating  cur- 
rent, 16  C.  P.,  3^  w.  with  total  watt  capacity  of  952. — P. 

Marblehead. 

APPRAISAL  OF  PLANT. 

H  19.    As  of  date  end  of  last  fiscal  year  June  BO,  1906.— A. 

A.                     P. 
H  20.    Land  and  buildings  (real  estate.— A.) . . .     $24,690  03        

(a)  Land    $8,6.50  00 

(b)  Buildings    14,144  00 


H  22.     Steam  engines,  boiler,  steam  plant 

Steam  engines  $7,595  00 

Boilers   3,900  00 


H  24-25.    —    ■    ■   ■ — 

H  26.    Auxiliary  apparatus 3,307  00 

H  27.     Dynamos  (and  electric  plant.— A.) 8,455  47        9,221  00 

H  28.    


H  29.     Transformers  ( line.- P. ) 6,124  09  4,756  00 

H  30.    Lines  overhead 18,034  30  20,570  00 

H  31.    Arc  lamps 1,196  70  2,730  00 

H  32.     Incandescent  lamps  (street.— A.) 73  30  313  00 

H  33.    

H  34.     Meters   6,484  83  6,972  00 

H  35.    

H  36.    Teams,  tools  and  other  accessories 862  87  863  00 


12,495  68 

'8,455 

47 

6,124  09 

18,034  30 

1,196  70 

73  30 

6,484 

83 

862 

87 

$22,794  00 


11,495  00 


H  37.    Total  appraised  value $78,417  27    $82,52100 

The  values  in  the  above  appraisal  are  taken  from  the  report 
of  assets  made  by  the  municipality  to  the  Gas  and  Electric  Light 
Commissioners,  June  30,  1906. — A.  and  P. 

Under  the  rules  of  the  Commissioners,  depreciation  of  mu- 
nicipal plants  is  computed  at  5  per  cent,  yearly,  and  the  reported 
values  represent  the  costs  minus  depreciation  charges. — A. 

Appraisal  of   the  Municipal  Electric  Plant,  Marblehead,  Mass., 
as  of  June  30,  1906. 

Land  and  wharf  at  station $13,000 .  00 

Station  and  chimney 15,978 .  00 

Steam  engines  4,200 .  00 

Boilers  2,346.00 

Auxiliary  apparatus   4,862 .  00 

Dynamos  and  switchboards 4,836 .  00 

Line  transformers 3,582 .  00 

Overhead  lines 13,575.00 

Underground  lines   5,376 .  00 

Arc  lamps  and  supports 1,676 .  00 
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Incandescent  lamps  and  supports $130.00 

Meters  for  consumers 7,037 .  00 

Teams,  tools  and  accessories 750.00 


$76,738.00 
Engineering  and  interest,  7  per  cent 5,371.00 


Total  structural  value. 


CONSUMPTION. 

H  38,  Total  number  of  services  (number  of 
consumers. — A. )    j. 

H  39.  Total  number  of  services  metered 
(number  of  meters. — A.) 

H  40.    1. 

H  41.  Total  current  delivered  at  switchboard 
during  year  

(ii)  Alteniatiug  current,  station 

meters   213,046 

(b)  Direct  current,  estimated..  170,559 


$82  109  00 — A 

A, 

P. 

677 

677 

664 

677 

K.  W.  H. 

k.'w.'h.' 

383,605 
(eat.) 

H  42. 


383,605 


H  43.    Total  current  to  be  accounted  for 383,605        

H  44.      Current    sold    during    year,    measured 

at  S.  B. ;  no  record  of  consumers'  meters 213,046        

■Cuatomers'  meters  and  estimated  street  lights ,383,603 

H  45       Current    used    for    street    lamps,    esti- 
mated     ,.  170,559        

H  45  a.    Current  used  at  works  and  office ' Unknown 

H  46.      Current    supplied    free     (public    builcj- 

Ings.— P. )    

H  47.    


H  48.    Total 383,605        

Mr.  Adams  answered  for  H  49  to  H  57,  inclusive,  "JSTo  record." 

H  49-50.  .     H  51     Current  sold  for  private 

lighting,  metered   (Customers'  meters. — P.).. 

H  52-53.  Current  sold  for  public  arc  and  in- 
candescent lights (Est. — P. ) 

H  54-55.   

H  56.    Current  sold  for  street  railway  power . . 

H  57.    Total  current  sold 


H  58.    Maximum  load,  September  3,  1905 

H  59.    Minimum  load,  April  17,  1906 

H  60.  Average  output  per  hour,  for  each  hour 
of  the  day : 

H  61.  Number  of  consumers  who  used  com- 
mercial arc  lights * 

H  62.  Number  of  consumers  who  used  incan^ 
descent  lights * 

H  63.  Number  of  consumers  who  used  electric 
power,  and  total  connected  H.  P 

H  64.    -^ 


A. 

P. 
K.  W.  H. 
213,046 

170,559 

None. 

383,605 
K.  W.  H. 
169  Amp. 

62     " 

Unknown. 

9 

9 

677 

677 

None. 

None. 
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H  65.  Arc  lamps  in  use — commercial  service.  11  enclosed  are 
lamps  operating  with  4:  to  6  amperes  each,  alternatiag 
current.  Prices  for  service  of  commercial  arc  lamps  are 
10  cents  net  per  K.  W.  H. — A.  11  enclosed  arc  lamps,  al- 
ternating current,  6  to  700  (C.  P.  ?,)  6  amperes,  on  meter, 

15  cents  K.  W.  H.— P. 

H  66.  Arc  lamps  in  use — public  lighting*.  Street  or  public  arc 
lamps  are  of  the  open  type,  using  7  amperes  each,  and 
number  169  outside  of  the  electric  station.  In  the  station 
there  are  two  such  arcs.  The  street  lamps  operate  3,189 
hours,  direct  current,  during  the  year.  For  the  169  street 
lamps,  the  lamp  hours  of  service  during  the  year  number 
491,379.  Total  number  of  arc  lamps,  171.— A.  70— 
1,200  C.  P. — 6.6  amperes,  public  arc  lamps  operating 
3,189  hours  per  year,  direct  current. — P. 

H  67.  Incandescent  lamps  connected,  public  and  private.  13  in- 
candescent lamps  of  30  C.  P.  each  are  operated  for  public 
service,  with  direct  current.     38  incandescent  lamps  of 

16  C.  P.  are  operated  with  alternating  current  in  the  sta- 
tion. 45  public  incandescent  lamps  of  25  C.  P.  each  and 
10  public  incandescent  lamps  of  16  C.  P.  each,  are 
operated  with  alternating  current.  On  June  30,  1906, 
there  were  9,696  commercial  incandescent  lamps  of  16 
C.  P.  each.  Total  connected  load  of  incandescent  lamps, 
490  K.  W.  69  incandescent  street  lamps  operated  3,189 
hours,  giving  the  equivalent  of  213,395  lamp  hours  with 
25  C.  P.  lamps. — A.  9,696  commercial  and  public  in- 
candescent lamps — 56  watts  each;  total  watt  capacity  543 
K.  W.,  and  45  street  lamps  of  25  0.  P.  each;  eleven  lamps 
of  16  C.  P.  each  and  13  lamps  of  30. C.  P.  each,  of  alternat- 
ing current. — P. 

North  Attlelsoro. 
APPRAISAL  OP  PLANT. 
H  19.     As  of  date  end  of  last  fiscal  year  June  30,  1906. 

A.  P. 

H  20.  Land  (belongs  to  water  department.— P.^         $5,000  00 

H  20-21.    Land  and  buildings  (real  estate.— A.)       $8,397  92 
H  22-23.     Steam  engines,  boilers,  steam  plant. .       17.,S02  35 

H  22  a.    Steam  engine? ,        

H  23.     Boilers 

H  24-25 

H  26.    Auxiliary  apparatus 

H  27.    Dynamos  (.and  electric  plant. — A.) 6,758  96 

H  28 

H  29.    Transformers  (line. — P.) ■ 5,440  28 

H  30.     Lines  (overhead.- A. ) 15,986  81 

II  31.    Arc  lamps 87  13 

H  32.    Incandescent  lamps  (street. — A.) 186  92 

H  33.     Motors   

H  34.    Meters 4,450  12 

H  35.    Other  appliances  (office  furniture. — A.).  125  52 

H  36.    Teams,  tools  and  other  accessories 598  91 


9,i45'66 
4,133  00 

1,916  00 
7,252  00 

6,696  00 

21,306  00 

315  00 

2,758  00 

3,996' 66 

599  00 

H  37.    Total  appraised  value $59,334  92     $71,988  00 
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The  values  in  the  above  appraisal  are  taken  from  the  report 
of  assets  made  by  the  municipality  to  the  Gas  and  Electric  Light 
Commissioners,  June  30,  1906.  Under  the:  rules  of  the  Commis- 
sioners, depreciation  of  municipal  plants  is  computed  at  5  per  cent, 
yearly,  and  the  reported  values  represent  the  costs  minus  deprecia- 
tion charges. — A. 

Appraisal  of  the  Municipal  Electric  Plant,  North 
as  of  June  30,  1906. 

Land  at  station 

Station  and  chimney 

Steam  engines  

Boilers 

Auxiliary  apparatus 

Dynamos  and  switchboards ; . . . . 

Line  transformers 

Overhead  lines 

Arc  lamps  and  supports 

Incandescent  lamps  and  supports 

Meters  for  consumers 

Teams,  tools  and  accessories 


Engineering  and  interest,  7  per  cent. 


Attleloro,  Mass., 

$800.00 
8,364  .00 
5,580.00 
3,435.00 
4,185.00 
3,763.00 
5,337.00 
13,311.00 
196.00 
1,093.00 
3,517.00 
1,035.00 

$50,385.00 
3,536.00 


Total  structural  value . 


CONSUMPTIOIf. 

H  38.  Total  number  of  services  (number  of 
customers. — A.)  (including  municipal  build,- 
ings. — P. )     , 

H  39.  Total  number  of  services  metered  (num» 
ber  of  meters. — A. ) 

H  40.    Percentage  of  services  metered s 

H  41.  Total  current  delivered  at  switchboard 
during  year  (alternating  current) 

H  42 

H  43.     Total  current  to  be  accounted  for 

H  44.    Current  sold  during  year 

H  45.    Current  used  at  worlvs  and  offices 

H  45  a.    Current  used  in  street  lamps .• 

H  40.    Current  supplied  free 

H  47.    Current  unaccounted  for 

H  48.    Total   

H  49-50 

H  51.    Current  sold  for  private  lighting  metered 

H  52.  Current  used  for  public  lights,  incan- 
descent, street  

n  53.  Current  sold  for  public  ineandesceni 
lights  • 

H  54,  55,  56 • 

H  57.  Total  current  sold  (and  used  in  street 
lamps. — .A)    

H  58.    Maximum  daily  output  and  date 

Vol.  II.— 67. 


$53,911. 

00— A. 

A. 

p. 

280 

280 

285 

'.  w.  i-i."     K 

280 
100 
.  W.  H. 

284,394 

284,394 
102,649 

'  81,128 

'166,617 
284,394 

102,649 

81,128 


183,777 


284,394 

284,394 

102,649 

Unknown 

None 
100,617 


81,128 


183,777 
270K.W.. 
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A.  P 

H  59.    Minimum  daily  output  and  date :         26  K.  W. 

H  CO.  Average  output  per  hour  for  each  hour 
of  the  day   Unknown 

H  61.  Number  of  consumers  who  used  com- 
mercial arc  lights ,  9  9 

H  62.  Number  of  consumers  who  used  incan- 
descent lights 2S0  2S0 

H  63.  Number  of  consumers  who  used  electric 
power,  and  total  connected  H.  P ;■  None  None 

H  64.    Total  number  of  different  consumers 280  280 

H  65.  Arc  lamps  in  use — commercial  service.  Two  open  arc 
lamps  using  6  amperes  each,  alternating  current,  and  13 
enclosed  arc  lamps  using  6  amperes  each,  alternating  cur- 
rent. Rate  for  arc  lamps,  15  cents  K.  W.  H. — A.  13  en- 
closed arc  lamps  with  altemattrig  eurrent  operating  with 
5,  6  and  7  amperes. — P. 

H  66.     Arc  lamps  in  use — public  lighting.    None. 

H  67.  Incandescent  lamps  connected — public  and  private.  The 
incandescent  street  lamps  operated  1,571  hours  and  5  mia- 
utes  during  the  year,  and  the  total  lamp  hours  for  the 
613  lamps  of  33  C.  P.  each,  were  962,103.  613  incan- 
descent street  lamps  rated  at  32  C.  P.  and  5.75  amperes 
each  were  used  on  alternating  current  circuits  during  the 
year.  These  613  lamps  represent  about  68.7  K.  W.  516 
incandescent  lamps  in  public  buildings  and  station  are 
16  C.  P.  each,  and  25.8  K.  W.  total.  9,730  commercial 
incandescent  lamps  of  16  C.  P.  each,  operating  ^itb 
alternating  current,  and  representing  486.5  K.  W.  Total 
connected  load  of  incandescent  lamps,  581  K.  W. — A. 
10,183  incandescent  lamps  of  16  C.  P.  and  total  watt 
capacity  of  570,248.  Also  613  incandescent  lamps  of  32 
C.  P.  and  total  watt  capacity  of  68,656,  all  operating  with 
alternating  current. — P. 

Peabody. 

APPRAISAL  OF  PLANT. 

H  19.    As  of  date  end  of  fiscal  year  June  30,  1906. 

A.  P. 
H  20.  Land  and  buildings   (real  estate. — A.) . . ,       $9,355  69 

H  20  a.     Land  (plant.— P.) $2,000  00 

H  21.  Buildings    (plant.— P.) 9,201  00 

H  22.     Steam  engines,  boilers,  steam  plant 11,255  80        

H  22  a.     Steam  engines *.         7,883  00 

H  23.    Boilers 3,450  00 

H  24.    Inside  wiring ,.  817  97        

11   25.     

H  26.    Auxiliary  apparatus 3,145  00 

H  27.    Dynamos  (and  electric  plant— A.) 10,169  28  7,960  00 

H  28.    

H  29.    Transformers 6,148  27        

(a)  Station  $1,600  Op 

(b)  Line   5,057  00 


6,657  00 

H  30.    Lines  overhead 14,657  30        2,354  00 

H  31.     Arc  lamps  6,45184        5,832  00 
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A.  P. 

H  32.    Incandescent  lamps $616  23  $642  00 

H  33.    

H  34.    Meters  6,468  82  8,472  00 

H  85.    Other  appliances  (office  furniture. — .A) .  29  20       

H  36.    Teams,  tools  and  other  accessories 600  00  600  00 


H  37.    Total  appraised  value $66,570  40    $77,196  00 

The  values  in  the  above  appraisal  are  taken  from  the  report 
of  assets  made  by  the  municipality  to  the  Gas  and  Electric  Light 
Commissioners,  June  30,  1906.  TJnder  the  rules  of  the  Commis- 
sioners, depreciation  of  municipal  plants  is  domputed  at  5  per  cent, 
yearly,  and  the  reported  values  represent  the  costs  minus  deprecia- 
tion charges. — A. 

Appraisal  of  the  Municipal  Electric  Plant,  Pedbody,  Mass.,  as  of 

June  30,  1906. 

Land  at  station $1,040.00 

Station  and  chimney 7,101 .  00 

Steam  engines   3,341.00 

Boilers 1,930.00 

Auxiliary  apparatus 4,499 .  00 

Dynamos  and  switchboard 5,035.00 

Station  transformers 1,536 .  00 

Line  transformers 5,317 .  00 

Overhead  lines 18,313.00 

Arc  lamps  and  supports 4,500 .  00 

Incandescent  lamps  and  supports 45.00 

Meters  for  consumers 8,218 .  00 

Teams,  tools  and  accessories 740 .  00 


$61,605.00 
Engineering  and  interest,  7  per  cent . .  .  4,312.00 

Total  structural  value $65,917 .  00— A. 

CONSUMPTION. 

A.  P. 
H  38.      Total      number      of      services      (cus- 
tomers.—A.) 604  605 

H  39.      Total     number     of     services     metered 

(number  of  meters.— A.) 605  605 

H  40.    Percentage  of  services  metered ., „  ^  iP 

K.W.  H.      K.W.H. 

H  41.    Total  current  delivered  at  switchboard 

during  year  (alternating  current) 614,374  614,d74 

H  42.     . — - 

H  43.    Total  current  to  be  accounted  for .-.          ^It'Ht  ^^t'^lt 

H  44.    Current  sold  during  year lii'^tn  ^^^'^^^ 

H  45.    Current  used  for  street  lamps -:•  259,425 

H  45  a.    Current  used  at  works  and  office -No  recora 

H  47^    Current'  unaccounted  for i^I'SlI  IVA7I 

H  48.     Total  "  614,374  bl4,rf74 

H  49-50.     
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A.  P. 

H  53.       Current     sold     for     private     lighting 

(metered)    150,460  150,460 

H  52-53.  Current  sold  for  public  arc  and  in- 
candescent lights.— P 259,425 

H  54.    

H  55.    Current  sold  for  commercial  power 7,402  7,402 

H  56.    

H  57.    Total  current  sold  (and  used.— A.) 417,287  417,287 

H  58.  Maximum  daily  output  and  date.  December  23,  1905, 
3,883  K.  W.  H. 

H  59.  Minimum  daily  output  and  date,  July  16,  1905,  610 
K.  W.  H. 

H  60.     

H  61.  Number  of  consumers  who  ■used  oommercial  arc  lights, 
12. 

H  63.     Niunber  of  consumers  who  used  incandescent  lights,  604. 

H  63.  Number  of  consumers  who  used  electric  power,  and  total 
connected  H.  P.  33  motors  of  49.8  total  H.  P.— A.  23 
consumers,  46  19/34  H.  P.— P. 

H  64.     Total  number  of  dilferent  consumers,  604. — A.     605.- — P. 

H  65.  Arc  lamps  in  use — commercial  service.  48  enclosed  arc 
lamps  operatiag  with  6  amperes  of  alternating  current 
each.  Special  contract  rates. — A.  48  enclosed  are  lamps 
of  1,300  C.  P.  Unknown  hour^  of  service  at  regular 
meter  rates. — P. 

H  66.  Arc  lamps  in  use — public  lighting.  During  the  year,  6.6 
amperes  enclosed  arcs  operated  3,398.45  hours,  and  6  am- 
peres enclosed  arcs  operated  3,079  hours.  The  total  lamp 
hours  for  the  6.Q  ampere  lamps  were  617,314.8,  and  the 
total  lamp  hours  for  the  6  ampere  lamps  were  31,553.  184 
enclosed  arc  lamps  for  public  lighting,  operating  with  6.6 
amperes  each,  and  7  operating  with  6  amperes  each.  3  en- 
closed arc  lamps  operating  with  6.6  amperes  are  in  the 
electric  station.  (Apparently  these  lamps  are  all  operated 
with  alternating  current. — J.  H.  G.)  Total  number  of 
enclosed  arcs,  193. — A.  191  enclosed  arc  lamps,  alternat- 
ing current,  6.6  amperes,  3,399  hours  per  year. — P. 

H  67.  Incandescent  lamps  connected — public  and  private.  All 
alternating  current.  11,900  private  incandescent  lamps 
of  16  C.  P.  each  and  about  595,000  watts  capacity.  Public 
incandescent  lamps:  3  of  16  C.  P.;  15  of  33  C.  P.,  and 
7  of  30  C.  P. ;  total  watts,  3,100.  In  station,  5  of  16  C.  P. ; 
30  of  33  C.  P. ;  total  watts,  3,350.  Total  watts,  public  and 
in  station,  5,350.  Series  incandescent  street  lamps  oper- 
ated 3,398.45  hours,  giving  49,333  lamp  hours.  Multiple 
incandescent  street  lanips  operated  3,079  hours,  giving 
13,316  lamp  hours.  Connected  load  of  incandescent  lamps, 
600  K.  W. — A.  11,900  lamps  of  16  C.  P.,  3J  watts;  total 
watt  capacity,  666,400;  alternating  current. — P. 
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Taunton. 

APPRAISAL  OE  PLANT. 

H  19.    Aa  of  date  end  of  fiscal  year  June  30,  1906. 

A.  P. 

H  20.    Land  and  buildings,  real  estate $66,311  98       

H  20.    Land   (plant) |16,000  00 

H21.    Buildings  (plant) 56,925  00 

H  22-23.    Steam  plant,  engines  and  boilers 72,749  33       

H  22  a.    Steam  engines 36,000  00 

H  23  a.    Boilers 14,580  00 

H  24  and  25.    

H  26.    Auxiliary  apparatus 4,552  00 

H  27.    Dynamos  (and  electric  plant.— A.) 41,570  88  22,135  00 

H  28.    

H  29.     Transformers 17,334  45 

(a)  Station    $3,645  00 

(b)  Line  13,616  00 


17,269  00 

H  30.    Lines  overhead 35,797  30  25,106  00 

H  31.    Arc  lamps 16,532  23  9,744  00 

H  32.    Inside   wiring 1,478  83        

H  33.    Office  furniture 294  99        

H  34.    Meters  6,871  10  4,386  00 

H  35.    Incandescent  lamps 840  00 

H  36.        Other       appliances        (horses       and 

wagons.— A.)    350  32        

H37.    Tools  and  other  accessories  (teams.— .P.)        4,588  20  4,938  00 


H  38.    Total  appraised  value $263,874  61  $212,467  00 

The  values  in  the  above  appraisal  are  taken  from  the  report 
of  assets  made  by  the  municipality  to  the  Gas  and  Electric  Light 
Commissioners,  June  30,  1906.- — A. 

Appraisal  of  Municipal  Electric  Plant,  Taunton,  Mass.,  as   of 

June  30,  1906. 

Land  and  wharf  at  stations. . ; $14,891.00 

Stations  and  chimneys 44,936 .  00 

Steam  engines   34,048.00 

Boilers  11,798.00 

Auxiliary  apparatus   10,540 .  00 

Dynamos  and  switchboards 27,397.00 

Station  transformers 3,673 .  00 

Line  transformers 9,874. 00 

Overhead  lines 13,037.00 

Arc  lamps  and  supports 10,731 .  00 

Incandescent  lamps  and  supports 374 .  00 

Meters  for  consumers 5,671 .  00 

Teams,  tools  and  accessories 4,800 .  00 


$181,659.00 
Engineering  and  interest,  7  per  cent 13,716.00 

Total  structural  value •  ■  •  •    $194,375 .  00— A. 
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CONSUMPTIOIT. 

H  38.  Total  number  of  services  (number  of 
consumers. — A. )    

H  39.  Total  number  of  services  metered 
(number  of  meters. — A. )   

H  40 , 


P. 


334 
358 


434 
358 


K.  W.  H.      K.  W.  H. 


1,769,370       1,769,370 


H  41.    Total  current  delivered  at  switcbboard 
during  the  year  (alternating  current, — A.) . . . 

H  42 ; 

H  43.    Total  current  to  be  accounted  for 

H  44.    Current  sold  during  the  year 

H  45.    Current  used  at  works  and  offices 

H  45.  a.   Current  used  for  street  lamps 

H  45  b.     Current  used  in  public  buildings , 

H  46.    Current  supplied  free 

H  47.    Current  unaccounted  for 

H  48.    Total   

H  49.     Current  sold  for  private  arc  lights  un.- 
metered    (est. — A. ) 

H  50.      Current  sold  for  private  incandescent 
lamps,  unmetered   (est. — A. ) 

H  51.     Current  sold  for  private  lighting   (me- 
tered)     

H  52  and  53.    Current  sold  for  public  arc  and 
incandescent  lights  , 

H  52  a.    Current  used  for  street  lamps 

H  52  b.    Current  used  for  public  buildings 

H  54.     Current  sold  for  commercial  power  (est. 
— ^A.)   (unmetered. — P.)    

H  55.     Current  sold  for  commercial  power  (me- 
ters.— ^A. ) 

H  56.    Current  sold  for  public  buildings 

Total  current  sold  (and  used. — ^A.) 1,336,139 

Maximum  daily  output,  Dec.  18,  1905 . . .  .•  675  K.  W.  load.  675  K.W. 

Minimum  daily  output,  July  4,  1905 225  K.  W.  load.  225  K.W. 

Average  output  per  hour  for  each  hour  of 
the  day  

H   61.     Number   of  consumers  who  used  conif- 
mercial  arc  lights  

H  62.     Number  of  consumers  who  used  incan- 
descent lights  

H  63.     Number  of  consumers  who  used  electric 

power  and  total  connected  H.  P 76  motors 

969  H.  P. 


1,769,370 
827,034 

492,787 
16,318 

'  '433,231 
1,769,370 

26,000 

23,300 

211,000 

'  492,787 
16,318 

128,350 

438,384 


H  57. 
H  58. 
H  59. 
H60. 


26 
317 


1,769,370 

1,336,1.36 

Unknown 


None 

433,234 

1,769,370 

26,000 

23,000 

211,000 

492,784 

16,318 

128,350 

438,384 

16,318 

1,336,136 


Unknown 
26 


317 


52  con- 
sumers 
969  H.  P. 
317 


H  64.     Total  number  of  different  consumers . . .  334 

H  65.  Arc  lamps  in  use — commercial  setvice.  53  enclosed  arc 
lamps  with  6.6  amperes  direct  cuirent.  77  enclosed  arcs 
with  alternating  current  using  6  amperes  each,  and  10 
lamps  using  7^  amperes  each.  Commercial  contract  rates 
are  as  follows :  1  arc  every  night,  $7.00  per  month.  Sev- 
eral arc  lamps  every  night,  $6.00  each  per  month.  Service 
3  nights  per  week,  $4.00  per  lamp,  per  month.  Total  arc 
lamps,  139  enclosed. — A.  53  enclosed  arc  lamps,  1,300 
C.  P.,  6.6  amperes  series,  $7.00  per  month  each  for  seven 
nights  per  week.  More  than  1  lamp,  $6.00  per  month. 
3  nights  per  week,  $4.00  per  month.    On  a.  c.  circuits  at 
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regular  meter  rates.  69  enclosed  arc  lamps  a.  c.,  1,300 
C.  P.,  6  amperes  multiple.  10  enclosed  lamps  a.  c,  1,600 
C.  P.,  7.5  amperes  multiple.  Total  enclosed  arc  lamps, 
131.— P. 

H  66.  Arc  lamps  in  use — public  lighting.  Public  arc  lamps  are 
all  of  the  enclosed  type  and  operated  with  6.6  amperes 
each,  a.  c.  On  June  30,  1896,  ( ?)  the  number  of  these 
public  arc  lamps  was  267,  but  the  -number  varied  during 
the  year.  Street  lamps  were  operated  3,778  hours  during 
the  year.  The  total  lamp  hours  of  service  with  6.6  am- 
peres, enclosed  arc  lamps,  amounted  to  1,003,189.  Total 
enclosed  arc  lamps,  367. — A.  267  enclosed  arc  lamps  of 
1,200  C.  P.  and  6.6  amperes  operating  3,778  hours  per 
year  with  a.  c. — P. 

H  67.  Incandescent  lamps  connected— public  and  private.  160 
incandescent  lamps  of  35  C.  P.  and  operating  with  6.6 
amperes  a.  c.  are  used  on  the  streets,  and  20  lamps  of  16 
C.  P.  are  used  in  the  electric  substation.  These  180  lamps 
represent  a  capacity  of  15  K.  W.  160  incandescent  street 
lamps,  operated  517,603  lamp  hours.  13,220  commercial 
lamps  of  16  0.  P.  have  a  capacity  of  about  611  Iv.  W.  and 
are  operated  with  a.  e.  Total  connected  load  of  incan- 
descent lamps,  636  K.  W. — A.  l60  incandescent  street 
lamps,  a.  c,  35  C.  P.;  total  watt  capacity,  14;  13,230, 
3^  to  16  C.  P.  incandescent  commercial  lamps,  a.  c,  with 
a  total  watt  capacity  of  684.3. — P. 

Westfieia. 

APPRAISAL  OF  PLANT. 

H  19.    As  of  date  end  of  fiscal  year  June  30,  1906. 

A.  P. 

H  20-21.    Real  estate,  lands  and  buildings $8,525  35        

H  20.    Land  (plant) >        1-6  acres 

$250  00 

H  21.    Buildings  (38x100  ft.,  brick) t         7,460  00 

H  22-23.    Steam  plant,  engines  and  boilers .       12,918  20        

H  22  a.     Steam  engines ' 7,742  00 

H  23.    Boilers 2,464  00 

H  24.    Inside  wiring 886  62        

H  25 

H  26.    Auxiliary  apparatus 1,827  00 

II  27.    Dynamos  (and  electi-ic  plant— A.) ^       12,586  31      14,259  00 

H  28 

H  29.    Transformers  3,311  00       4,318  00 

P. 

(a)  Station    $1,440  00 

(b)  Line   2,878  00 

H  30.     Lines  overhead 9.648  79        9,205  00 

H. SI.    Arc  lamps 3,23101        3,720  00 

H  32.    Incandescent  lamps  ( sti'eet. — A. ) 38  19  37  00 

TT    qq  

H  34!  'Meter's'  '.'.'.'.'.'..'............■■■■■■■■■■■'•         2,230  15        1,680  00 

H  85.'    Other  appliances, 'office  furniture ^^^  5!^        "k^k'^\ 

H  36.    Teams,  tools  and  other  accessories 570  00  570  00 

H  37.    Total  appraised  value $54,488  62     $49,532  00 
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The  values  in  the  above  appraisal  are  taken  from  the  report 
of  assets  made  by  the  municipality  to  the  Gas  and  Electric  Light 
Commissioners,  June  30,  1906.  Under  the  rules  of  the  Commis- 
sioners, depreciation  of  municipal  plants  is  computed  at  5  per  cent, 
yearly,  and  the  reported  values  represent  the  costs  minus  deprecia- 
tion charges. — A. 

Appraisal  of  the  Municipal  Electric  Plant,  Westfield,  Mass.,  as  of 
date,  June  30,  1906, 

Land  at  station $871.00 

Station  and  chimney 4,760.00 

Steam  engines  5,945 .  00 

Boilers . .  808.00 

Auxiliary  apparatus . . .  3,056.00 

Dynamos  and  switchboards 7,200 .  00 

Station  transformers ■. . . .  1,498 .  00 

Line  transformers 2,269 .  00 

Overhead  lines 4,993.00 

Are  lamps  and  supports .*. . .  3,136.00 

Incandescent  lamps  and  supports 15.00 

Meters  for  consumers 2,009 .  00 

Teams,  tools  and  accessories 750 .  00 

Total    $37,300.00 

Engineering  and  interest,  7  per  cent •. .  .  3,611.00 

Total  structural  value $39,911 .  00— A. 

CONSUMPTION.  ^_  p_ 

H  38.      Total      number      of      services       (cus- 
tomers.—A.)    ,  153  148 

H   39.       Total    number    of    services,    metered 

(customers  on  metered  service. — A.) 120  120 

H  40.     I'ercentage  of  services  metered   (of  cus- 
tomers on  metered  service. — -A. ) 

H  41.     Total  current  delivered  at  switehboni-d 

during  the  year No  record 

Mr.  Adams  answers  "No  record"  for  H  42  to  H  60,  inclusive. 

Mr.   Prichard  makes  the  same  answer  for  the   same  questions, 

except  that  for  H  42,  "Total  current  bought  during  the  year,"  and 

H  46,  "Current  supplied  free,"  he  answers  "none." 

A.  P. 

H   61.     Number  of  consumers  who  used   com- 
mercial arc  lights   •  7  7 

H  62.     Number  of  consumers  who  used  incan- 
descent lights   122  122 

H  63.    Number  of  consumers  who  used  electric 

power  and  total  connected  H.  P 27  motors       29  con- 

101%  H.  P.        sumers 
101%  H.  P. 

H  64.    Total  number  of  different  consumers. . .;.  153  148 

H  65.  Arc  lamps  in  use — commercial  service.  32  enclosed  arc 
lamps  operating  with  6.6  amperes,  price  $5.00  per  month. 
— A.  33  enclosed  arc  lamps  of  4  and  6  amperes,  with 
a.  c— P. 
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H  66.  Arc  lamps  in  use — public  lighting.  During  the  year  the 
street  lamps  operate  3,878  hours  and  25  minutes.  The 
number  of  are  street  lamps  varied  from  114  to  117,  and 
the  total  lamp  hours  of  service  with  these  lamps  were 
443,435.  117  enclosed  arc  streetj  lamps  operating  with 
7.5  amperes  each;  4  enclosed  arq'  lamps  at  the  electric 
station,  operating  with  7^  amperes'  each;  1  enclosed  arc 
lamp,  operating  with  6.6  amperes  at  the  electric  station; 
total,  132. — A.  121  enclosed  arc  lamps  a.  c,  7.5  amperes, 
and  3,876i  hours  of  service  per  yeai?  at  $105. — P. 

H  67.  Incandescent  lamps  connected — puhlic  and  private.  All 
operated  with  a.  c.  2,969  commercial  incandescent  lamps 
31  public  incandescent  lamps;  26  incandescent  lamps  at 
station;  7  incandescent  street  lamps,  operated  3,878  hours, 
giving  25,133  lamp  hours. 

Connected  Incandescent  Lamps. 
Public.       Public  at  station.       Private. 


No. 

C.P. 

No. 

C.P. 

No. 

C.P 

17 

16 

3 

le 

2,784 

16 

4 

25 

23 

10 

156 

50 

9 

8 

,  , 

23 

32 

1 

50 

6 

4 

31  2,969 

Public  and  station  iucandescent  lamfia  represent  2.6  K.  W. 
Commercial  incandescent  lamps  represent  164.9  K.  W.  Total  con- 
nected load  of  incandescent  lamps,  167.5  K,  W. — A.  3,000  incan- 
descent lamps  a.  c,  16  C.  P.,  3^  watts;  total  watt  capacity,  168. — P. 

Abington  and  Rockland. 

APPRAISAL  OF  PLANT. 

H  19.    As  of  date  end  of  fiscal  year  June  SO,  190G. 

A.  P. 

H  20-21.    Land  and  buildings  (real  estate.— A.),     $20,769  10     $20,769  10 
H   22-23.     Steam   engines   and   boilers    (steam 

plant— A.)    24,399  02      24,399  02 

H  24,  25  and  26 

H  27.    Dynamos  (and  electric  plant.— A.) 16,363  73      16,363  73 

H  28 

H  29.     Transformers .•         3,830  64        3,830  64 

H  30.     Lines  (overhead.— A.) •       20,515  89      20,515  89 

H  31.    Arc  lamps 1,500  00        1,500  00 

H  32-33 

H  34.    Meters  •         6,535  07        6,535  07 

H  35  and  36 

H  37.    Total  appraised  value ■?93,913  45    ,?93,913  45 

The  values  in  the  above  appraisal  are  taken  from  the  report 
of  assets  made  by  the  company  to  the  Gas  and  Electric  Light  Com- 
missioners. Depreciation  charges  of  companies  are  not  regulated 
by  law,  and  vary  much  in  percentages  of  cost.  This  company  has 
charged  $157,282.98  to  the  construction  of  its  plant.— A. 
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CONSUMPTION. 


H  38.  Total  number  of  (consumers. — ^A.)  (serv- 
ices.— P. )    

H  39.  Total  number  of  (meters. — ^A.)  (services 
metered.^P. ) , 

H  40 

H  41.  Total  current  delivered  at  switchboard 
during  year  (a.  c.) 

H  42      

H  43.    Total  current  to  be  accounted  for 

H  44.    Current  sold  during  the  year 

H  45.    Current  used  at  works  and  offlces 

n  iii.    Current  supplied  free 

H  47.     Current  unaccounted  for 

H  48.    Total 

H  49-50 

H  51.  Current  sold  for  private  lighting  (est. — 
A.)    (metered. — P.)    

H  52-53.  Current  sold  for  public  arc  and  in- 
candescent lights   

H  54 

H  55.  Current  sold  for  commercial  power 
est. — A. )    ! 

B  56 

H  57.    Total  current  sold 

H  58,  59  and  60 ! 

II  c.l.  Number  of  consumers  who  used  com- 
mercial arc  lights 

H  62.  Number  of  consumers  who  used  Incan- 
descent lights   

II  63.  Number  of  consumers  who  used  electric 
power  and  total  connected  H.  P 


H  64.    Total  nu3iiber  of  different  consumers. . . 


500 

500 

513 

500 

k.  W.  H. 

357,257 

K.  W.  H. 

857,257 

357,257 
279,683 

77,574 
357,257 

'  '357,257 

Unknown 

None 

77,574 

77,574 

131,003 

131,003 

105,792 

105,702 

42,888 

42,288 

279,683 

279,083 

3 

3 

500 

.500 

26  motors  14con- 

of  ISQVi  sumers, 

total  H.  P.  186%  H.  P. 

500  500 


H  65.  Arc  lamps  in  use — commercial  service.  10  enclosed  are 
lamps  a.  c.  with  4  amperes  each,  at  meter  rates.  Total 
commercial  arc  lamps,  10. — A.  36  enclosed  arc  lamps, 
4  and  6  amperes  a.  c.  with  various  hours  of  service  per 
year. — P. 

H  66.  Arc  lamps  in  use — public  lighting.  49  arc  lamps,  enclosed, 
operating  with  a.  e.  and  6.6  amperes  each  during  1,679 
hours  per  year,  at  the  yearly  rate  of  $70.00  per  lamp. 
Total  enclosed  arc  lamps,  49. — A.  49  enclosed  arc  lamps 
a.  c,  operating  1,679  hours  per  year  at  $70.00  per  lamp. 
Total  lamps,  49.— P. 

H  67.  Incandescent  lamps  connected — public  and  private.  409 
public  incandescent  lamps  of  25  d  P.  each,  operated  with 
a.  c. ;  9,660  commercial  incandescent  lamps  of  16  C.  P. 
each,  operated  with  a.  c. ;  3  incandescent  lamps  of  25 
C.  P.  and  75  lamps  of  16  C.  P.  in  office  and  station. — A. 
409  incandescent  street  lamps  of  25  C.  P.  with  a.  c,  and 
9,660  incandescent  commercial  lansps  of  16  C.  P.,  a.  c. — P. 
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Attleboro. 

APPRAISAL  01-  PLANT.. 

H  19.    As  of  date  end  of  fiscal  year  June  30,  19*06. 

A.  P, 

H  20-21.    Real  estate,  land  and  buildings -    $28,931  95 

H  21.    Buildings,  offices 

II  22-23.  Engines  and  boilers  (steam  plant.— A.)       73,171  90 

H  24.    Water  power  plant 2,537  63 

H  25  and  26 

H  27.    Dynamos  (and  electric  plant.— A.) '.      29,332  75 

H  28 

H  29.     Transformers .,       12,545  44 

H  30.     Lines  (overhead. — A.) 33,730  93 

H  31.     Arc  lamps ,         2,767  44 

H  32 f        

H  33.    Tools ; 1,662  11 

H  34.    Meters 9,190  00 

H  35.    Other  appliances  (office  furniture. — ^A.)..  500  00 

H    36.      Teams,    tools    and    other    accessories 

(auto.— A. )     779  85 


$28,931  35 

73,171  90 

2,537  63 

29,332  75 

12,545  44 

33,730  93 

2,767  44 

9,196 '66 

2,941  96 

H  37.     Total  appraised  value $196,150  00  $195,150  00 

The  values  in  the  appraisal  are  taken  from  the  report  of  the 
assets  made  by  the  company  to  the  Gas  and  Electric  Light  Com- 
missioners, June  30,  1906.  Depreciation  charges  of  companies  are 
not  regulated  by  law,  and  vary  much  in  percentages  of  costs.  This 
company  has  charged  $259,208 .  11  to  the  purchase  and  construction 
of  its  plant,  and  the  original  plant  was  purcliased  for  about  one-half 
of  its  cost  to  the  selling  company,  that  cost  having  been  about 
$140,000.— A. 


CONSUMPTION. 


p. 


H  38.      Total      number      of      services       (con- 
sumers.—A.)    430  536 

H  39.       Total     number     of     services     metered 

(meters.— A.)    536  536 

H  40.    Percentage  of  services  metered 100 

I-I  41.     Total  current  delivered  at  switchboard       K.  W.  H.      K.  W.  H. 
Jan.  1  to  June  30,  1906,  a.  c 825,344.690 

H  41  a.    Total  current  delivered  at  switchboard 
during  year;  all  a.  c. 

(a)  6  months    (est.) 774,087 

(b)  6  months,  metered 825,344 

H  42 


H  43.  Total  current  to  be  accounted  for 825,344,690  1,599,432 

H  44.  Current  sold  during  the  six  months. . .,.    672,572.140  1,296,660 

H  45.  Current  used  at  works  and  offices Unljnown 

H  46.  Current  supplied  free None 

H  47.  Current  unaccounted  for 162,772.550        

H  48.     Total   825,344.600        

H  49-50 

H  51.     Current  sold  for  private  lighting,   me-  „„„,„„  ..„aao 

tered   ( 6  months.-P. )    •    140,002.135  140,002 

H  52  and  53.     Current  sold  for  public  arc  and 

incandescent  lights  (6  months,  metered.— P.)  65,6 < 0.000  65,670 
H  54 
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A.  P. 

H  55.    Current  sold  for  commercial  power. . . .:.    466,900.005        

(a)  6  months,  metered 466,900 

(b)  6  montlas  (est.) 624,088 

H  56 


H  57.    Total  current  sold •*    072,572.140       1,296,660 

H  58,  59  and  60.    Maximum  and  minimum  daily 
output  and  average  output  per  hour  for  each 

hour  of  the  day , Unlsnown 

H    61.     Number  of  consumers   who   used   eonv- 

mereial  are  lights  33  37 

H  62.     Number  of  consumers  who  used  incan- 
descent lights 421  344 

H  63.     Number  of  consumers  who  used  electric 

power  and  total  connected  H.  P 164  motors       57  con- 

of  947  total        sumers 
H.  P.         with  total 
of  848  H.P. 
H  64.    Total  number  of  different  consumers. . . .  430  430 

H  65.  Arc  lamps  in  use — commercial  service.  47  enclosed  arc 
lampS;  operating  with  a.  c,  6  amperes  each;  and  61  en- 
closed arc  lamps  operating  with  a.  .c.  and  4  amperes  each. 
Arc  lamp  service  at  meter  rates.  Total  enclosed  lamps, 
108. — A.  118  enclosed  arc  lamps  with  4  and  6  amperes, 
operating  with  a.  c,  metered ;  total  lamps,  118. — P. 

H  66.  Arc  lamps  in  use — public  lighting,  a.  c.  101  enclosed  arc 
lamps,  operating  with  6.6  amperes  each  on  June  30,  1906. 
For  lamps  operating  1,855  hours  per  year,  the  rate  was 
$75.00  each;  and  for  lamps  that:  operated  only  from  1 
A.  M.  until  morning  the  rate  was  $38.75  per  year  each. 
Total  enclosed  public  arc  lights,  101. — A.  101  enclosed 
public  arc  lamps  of  1,200  C.  P.,  6.6  amperes,  operating 
with  a.  c,  1,855  hours  per  year  at  $75.00  per  lamp. — P. 

H  67.  Incandescent  lamps  connected — public  and  private.  All 
operated  with  a.  c.  259  public  incandescent  lamps  of  33 
C.  P.  each  and  35  lamps  in  office  and  station  of  16  C.  P. 
each.  12,000  commercial  incandescent  lamps  of  16  C.  P. 
each. — A.  1,200  incandescent  wi,th  a.  c,  16  C.  P.,  3^ 
watts,  and  total  watt  capacity  of  672. — P. 

Beverly. 

APPRAISAL  OS  PLANT. 

H  19.    As  of  date  end  of  fiscal  year  June  30,  1006. 

A.  P. 

H  20-21.     (Real  estate.— A.)  land  and  buildings    $24,578  89     ?24,578  89 
H  22-23.     Steam   engines   and  boilers    (steam 

plant.— A.)    50,784  13      50,784  13 

H  24,  25  and  26 

H  27.     Dj'namos  (and  electric  plant— A.) '.       43,136  82      43,136  82 

H  28 

H  29.     Transformers   11,167  81       11,167  81 

H  30.     Lines  (overhead.— A.) 55,905  80      55,905  80 

H  3J.     Arc  lamps 5,914  02        5,914  02 

H  32-33 ,         

H  34.     Meters  7,174  47        7,174  47 

H  35.    Other  appliances  (office  furniture.— A.) .        1,058  51        1,058  51 

H  87.     Total  appraised  value ?199,720  45  $199,720  46 
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The  values  in  this  appraisal  are  taken  from  the  report  of  asset* 
made  by  the  company  to  the  Gas  and  Electric  Light  CommisaionerB, 
June  30,  1906.  Depreciation  charges  of  companies  are  not  regulated 
by  law,  and  vary  much  in  percentages  of  costs.  In  1889,  this  com- 
pany paid  $18,000  for  an  electric  plant,  and  since  that  date  the 
charges  to  construction  have  brought  the  total  amount  up  to 
$230,989.37.— A. 

CONSUMPTION. 

A.  P. 
H  3S.      Total      number      of      services       (con- 
sumers.— A.)     539  558 

H  39.      Total    number    of     services    metered 

(meters.— A.)    553  553 

H  40.    Percentage  of  services  metered 100 

K.  W.  H.       K.  W.  H. 
H  41.     Total  current  delivered  at  switchboard 
during  the  year — 

(a)  A.  c 606,595       1,040,382 

(b)  Direct  current  433,787        

Total    1,040,382       1,040,382 

H  42 

H  43.  Total  current  to  be  accounted  for 1,040,382  1,040,382 

H  44.  Current  sold  during  year 933,401  803,401 

H  45.  Current  used  at  works  and  offices Unknown 

H  46.  Current  supplied  free -.        None 

H  47.  Current  unaccounted  for 106,981  236,981 

H  48.    Total  1,040,382          236,981 

H  49  and  50 

H  51.    Current  sold  for  private  lighting,  metered  254,939          254,939 

H  52.    Current  sold  for  public  arc  lights 433,787          433,787 

H  53  and  54 

H  55.     Current  sold  for  commercial  power 134,275              4,275 

H  56.    Current  sold  to  other  companies 110,400          110,400 

H  57.    Total  current  sold 033,401  803,401 

H  58,  59  and  60.  Maximum  daily  and  minimum 
daily  output,  and  average  output  per  hour 
for  each  hour  of  the  day 

H  61.  Number  of  consumers  who  used  com- 
mercial arc  lights ^  23  23 

H  62.  Number  of  consumers  who  used  incan- 
descent lights 521  521 

H  63.  Number  of  consumers  who  used  electric  power  and  total 
connected  H.  P. :  11  motors,  with  total  H.  P.  capacity  of 
61|.— A.    14  consumers,  61f  H.  P.— P. 

H  64.  Total  number  of  different  consumers,  539  private  and  1 
electric  company. — A.     539. — P. 

H  65.  Arc  lamps  in  use — commercial  service.  5  commercial  en- 
closed arc  lamps,  operating  with  5  amperes  each  and  with 
direct  current;  hours  unknown.  Current  for  commercial 
arc  lamps  at  meter  rates.  54  enclosed  arc  lamps  a.  c, 
operatiag  with  4  amperes  each,  and  57  enclosed  arc  lamps 
operating  with  6  amperes  each;  tota.l,  116  lamps. — A.  Ill 
enclosed  arc  lamps  a.  c,  with  4  and  6  amperea,  metered. 
Total  lamps,  111.— P. 
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H  66.  Arc  lamps  in  use — public  lighting.  All  direct  current. 
297  enclosed  arc  lamps  operated  with  5  amperes;  public 
arc  lamps  operated  3,807  hours  per  year,  at  $90.00  per 
year  per  lamp.  During  the  year  the  number  of  public 
arc  lamps  varied  from  231  to  297.  Total  public  arc  lamps, 
297. — A.  297  enclosed  public  arc  lamps,  direct  current, 
5  amperes  and  3,807  hours  of  service  per  year  at  $90.00 
per  lamp.    Total  lamps,  297. — P. 

H  67.  Incandescent  lamps  connected — public  and  private.  19,149 
incandescent  lamps  of  16  C.  P.  each,  operated  with  a.  c. 

and  total  K.  W.  19,114  of  these  lamps  are 

commercial;  others  at  station  and  office. — A.  19,114 
lamps,  16  C.  P.,  3J  watts,  on  a.  c. — P. 

Fitchburg. 

APPKAISAL  OB  PLANT. 

H  19.    As  of  date  end  of  fiscal  year  June  30,  1906. 

A.  P. 

H  20-21.    Land  and  buildings  (real  estate.— A.)     $66,078  68     $66,078  08 
H  22  and  23.    Steam  engines  and  boilers  (steam 

plant.— A.)    61,297  63      61,297  63 

H  24,  25  and  26 

H  27.    Dynamos  (and  electric  plant— A.) 43,493  17      43,493  17 

H  28 

H  29.     Transformers i. 6,745  24        6,745  24 

H  30.    Lines  (overhead  and  underground.— A.).       78,232  14      78,232  14 

H  31.     Arc  lamps   2,059  00        2,059  00 

n  32  and  33 

H  34.    Meters  28,053  50      28,053  50 

H  35  and  36 


H  37.     Total  appraised  value $260,759  36  $260,759  36 

The  values  in  this  appraisal  are  taken  from  the  report  of  assets 
made  by  the  company  to  the  Gas  and  Electric  Light  Commissioners, 
June  30,  1906.  Depreciation  charges  of  companies  are  not  regulated 
by  law,  and  vary  much  in  percentages  of  costs.  This  company  pur- 
chased an  electric  plant  in  the  fiscal  year  of  1890,  and  at  the  end 
of  that  fiscal  year  the  plant  cost  was  reported  as  $109,606.51.  Since 
the  above  date  the  charges  to  construction  have  raised  the  total  to 
$488,547.91  for  the  electric  plant.— A. 


CONSUMPTION. 


A.  P. 


H  38.  Total  number  of  services  (number  of  con- 
sumers.— ^A.) 513  513 

H  39.  Total  number  of  services  metered  (num- 
ber of  meters.— A. )   -.  534  507 

H  40 

K.  W.  H.      K.  w.  n. 
H  41.     Total  current  delivered  at  switchboard 

during  year,  a.  c 2,835,687       2,835,687 

H  42 


H  43.    Total  current  to  be  accounted  for ,.        2,835,687       2,835,687 

H  44.    Current  sold  during  the  year '.       2,107,726       

H  45.    Current  used  at  works  and  offices ,        Not  given 
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H  46 

H  47.    Current  unaccounted  for. 


727,901 
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P. 
727,961 


H  48.     Total  , 

H  49  and  50 

H  51.  Current  sold  for  private  lighting,  me- 
tered  

H  52  and  53.  Current  sold  for  public  arc  and 
incandescent  lights  

H  54  and  55.  Current  sold  for  public  powep 
and  commercial  power 

H  55.    Current  sold  for  commercial  power 

H  56 


2,835,687       2,107,720 


H  57. 
H  58. 


Total  current  sold 

Maximum  daily  output  and  date. 


291,109 

631,200 

1,185,417 

2,107,726 


H  59.    Minimum  daily  output  and  date. 


H  60 

H  61.  Number  '  of  consumers  who  used  com- 
mercial arc  lights 

H  62.  Number  of  consumers  who  used  incan- 
descent lights   

H  63.  Number  of  consumers  who  used  electric 
power  and  total  connected  H.  P ; 


291,109 
631,200 

i"l85,4i7 


2,107,726 

Nov.  28, 

1905, 

915  K.  W. 

July  4,1905, 

245  K.  W. 


29 
490 


29 

490 


H  64.    Total  number  of  different  consumers. 


H  65. 


H  66. 


Arc  lamps  in  use — commercial  sei*vice. 
lamps  rated  at  2,000  C.  P.  each  on  a. 


131  motors       21  con- 
of  1,447         sumers 
total  H.  P.      1,446  5-6 
total  H.  P. 
513   513  electric 
2,954  gas. 

105  enclosed  arc 
c.  at  meter  rates. 
Total  enclosed  arcs,   105. — A.     107  enclosed  arc  lamps 
with  a.  c,  metered. — P. 

Arc  lamps  in  use — ^public  lighting.  318  enclosed  arc  street 
lamps  a.  c.  with  6.6  amperes  each,  during  3,935  hours 
per  year;  price  per  year,  $100.00  per  lamp,  plus  $3.00  for 
each  mast  arm.  Total  enclosed  arcs,  318. — A.  318  en- 
closed arc  lamps  operated  with  6.6  amperes  and  a.  c, 
3,935  hours  per  year  at  $100.00  each,  less  $3.00,  except 
on  mast  arms. — P. 
H  67.  Incandescent  lamps  connected — public  and  private.  63  in- 
candescent street  lamps  of  30  C.  p.  each  and  15,765  com- 
mercial incandescent  lamps  of  16  C.  P. — A.  15,765  lamps 
of  16  C.  P.  and  63  lamps  of  32  C.  P.,  all  a.  c— P. 

Gardner. 
APPRAISAL  OF  PLANT. 
H  19.    As  of  date  end  of  fiscal  year  June  30,  1900. 


A. 


P. 


H^O^and  21.    Land  and  buildings  (real  estate.  ^^^^^^^  ^^  ^^^^^^^  ^. 

''pi?nf-^Ar''^..".'!"f^.''!^!'.°"!!!./.'.'''"^  14.423  52  14,423  52 

H   24.  '     Power     plant      (Diesel     engine.-A.)  1^237  98 

(Diesel  plant.— P.)    •  15,237  98  15,2d7  0« 
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A.  P. 

IT  25-26 

H  27.    Dynamos  (ana  electric  plant.~A.) $15,003  84    $15,003  84 

H  28 

H  29.    Transformers    5,032  16 

H  30.    Lines  (overhead.— A.) 17,274  21 


H  31.    Arc  lamps 2,175  79 

H  32-33 

H  34.    Meters 7,591  55 

H  35.    Other  appliances  (office  furniture.— A. ) ,.           408  98 
H  36 


5,032  1ft 

17,274  21 

4,328  52 

7,591 '55 
408  98 


H  37.     Total  appraised  value $89,098  08     $91,250  81 

The  values  in  the  above  appraisal  are  taken  from  the  report 
of  assets  made  by  the  company  to  the  Gas  and  Electric  Light  Com- 
missionerSj  June  30,  1906.  Depreciation  charges  of  companies  are 
not  regulated  by  law,  and  vary  much  in  percentages  of  costs.  This 
company  and  the  one  from  which  it  bought  the  plant  have  charged 
$151,768.77  to  construction.— A? 


cojsrsuMPTiosr. 

H  38.  Total  number  of  services  (consumers. 
—A.)     

H  39.  Total  number  of  services  metered  (me- 
ters.— A. )    i 

H  40 

H  41.     Total  current  delivered  at  switchboard 

during  year,  a.  c.  and  d.  c , 

H  42 , 


H  43.    Total  current  to  be  accounted  for. . 
H  44.     Current  sold  during  year 

Current  used  at  works  and  offices. 

Current  supplied  free 

Current  unaccounted  for 


H  45. 
H  46. 
H  47. 


H  48.     Total   

H  49.  Current  sold  tor  private  arc  and  incan- 
descent lamps,  unmetered    (estimated) 

H  50.  Current  sold  for  private  incandescent 
lamps,  unmetered   (estimated) 

H  51.  Current  sold  for  private  lighting  (me- 
tered)  

H  52  and  53.  Current  sold  for  public  arc  and 
ihcandescent  lights   '. 

H  54 

H  55.     Current  sold  for  commercial  power 

H  56 


H  57.     Total  current  sold. 
H  58.     Maximum   load... 


H  59.     Minimum  load. 


H  60. ; 

H  61.     Number  of  consumers  who  used  com- 
mercial arc  lights  


A. 
545 

488 

k!  w.  h." 

377,013 


377,013 
210,503 


166,510 

377,013 

15,870 


110,163 
36,558 
47,612 


210,503 


P. 

548 

488 

K.W.H." 

377,013 

377,013 

Unknown 

'  166,510 

166,510 

15,870 

110,163 

36,558 

47,912 


210,503 
Dec.  22, 
1905,  128 
amperes 
July  2,  16 
and  23, 
1905,  42 
amperes 


None 


ELECTRIC     WORKS     ENGINEERING.  1057 

A.  P. 
H  62.     Number  of  consumers  who  used  incan- 
descent lights  507  507 

H  63.    Number  of  consumers  who  used  electric* 

power  and  total  connected  horse  power 47   motors       38  con- 

179    H.  P.       sumers, 
179    H.  P. 
H  64.     Total  number  of  different  consumers.  . .  545  545 

H  65.  Arc  lamps  in  use — commercial  service.  No  commercial 
arc  lamps  of  any  type. — A. P. 

H  66.  Arc  lamps  in  use — public  lighting.  52  enclosed  arc  lamps 
with  alternate  current  and  6.6  amperes  each,  at  $75.00  per 
lamp  per  year,  with  1,747  hours  of  service  during  year. 
— A.  53  enclosed  1,200  C.  P.  lamps,  with  alternate  cur- 
rent, and  6.6  amperes,  operating  1,747  hours  per  year,  at 
$75.00  per  lamp.— P. 

H  67.  Incandescent  lamps  connected — puBlic  and  private.  15  in- 
candescent lamps  of  50  C.  P. ;  1  of  25  C.  P. ;  50  C.  P.  at 
$25  per  year  and  25  C.  P.  at  $15  per  year  for  public 
street  lighting.  8,250  lamps  of  16'C.  P.— A.  15  60  C.  P. 
and  1  25  C.  P.  street  lamps  at  $25.00  per  year,  and  $15.00 
per  year,  respectively.  8,250  lamps,  16  C.  P.,  at  3^ 
watts. — P. 

Northampton. 

APPfiAISAL  OF  PLANT, 

H  19.    As  of  date  end  of  fiscal  year  June  30,  1906. 

A.  P. 

H  20-21.    Land  and  buildings  (real  estate.— A.)     |33,o6o  00     |33,o6o  00 
H   22-23.     Steam   engines    and   boilers    (steam 

plant. — A. )    < 

H  24,  25,  26 

H  27.    Dynamos  (and  electric  plant. — A.) ; 

H  28 

H  29.    Transformers 

H  30.    Lines  (overhead. — A.) 

H  81.    Arc  lamps 

H  32,  33 

H  34.    Meters 

H  35 

H  36.    Teams,  tools  and  other  accessories 


40,830  34 

40,830  34 

32,276  ii 

32,276  11 

8,517  98 

35,893  27 

5,290  70 

8,517  93 

36,393  27 

5,290  70 

9,595  78 

9,595  78 

575  40 

1,083  51 

H  87.    Total  appraised  value $165,479  58  $165,987  69 

The  values  in  the  above  appraisal  are  taken  from  the  report 
of  assets  made  by  the  company  to  the  Gas  and  Electric  Light  Com- 
missioners, June  30,  1906.  Depreciation  charges  of  companies  are 
not  regulated  by  law,  and  vary  much  in  percentages  of  costs.  This 
company  has  charged  $210,495.53  to  construction  of  its  plant. — A. 

CON-SUMPTION. 

A.  p. 

H  38.    Total  number  of  services 612 

H  38  a.    Total  number  of  consumers 589  589 

H  39.    Total  number  of  services  metered 591 

(Meters.— A.)    591        

(Contract- P.)    21 

Vol.  II.— 68. 
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A.                    P. 
H  40 

Ampere  hours. 
H  41.    Total  current  delivered,  as  switchboarfl 

during  year,  a.  c 499,513      No  record 

H  42.    Total  current  bought  during  year None 

H  43.    Total  current  to  be  accounted  for Unknown 

H  44,  45 

H  46.     Current  supplied  free None 

H  47,  48,  49,  50,  51 

K.  W.  H. 
H  52-53.    Current  sold  for  public  arc  and  incan- 
descent lights   ,  156,800        

IsTo  record  of  energy  generated  or  sold,  except  as  above. — A. 

H  54,  55,  56,  57,  58,  59,  60 

II  61.     Number  of  consamers  who  used  com- 
mercial arc  lights »  31  31 

H  62.     Number  of  consumers  who  used  incan- 
descent lights   ,  575  575 

H  63.     Number  of  consumers  who  used  electric 

power  and  total  connected  horse  power 194  motors       11  con- 

300%  H.P.       sumers 
300%  H.P. 
H  64.    Total  number  of  different  consumers..  .,  589  589 

H  65.  Arc  lamps  in  use — commercial  service.  74  enclosed  arc 
lamps  operating  with  6.8  amperes  direct  current  at  $100.00 
per  lamp  per  year  for  midnight  service;  and  $84.00  per 
lamp  per  year  for  service  until  10  P.  M.  Also  23  en- 
closed arcs  with  4  amperes,  and  48  with  6  amperes ;  total, 
71,  with  alternating  current.  Total  enclosed  arcs,  145. — A. 
74  1,200  C.  P.,  6.8  amperes,  with  2,689  hours  of  service 
per  year,  at  $100.00  per  lamp  for  12  o'clock  service,  and 
$80.00  for  10  o'clock  service.  Total  arc  lamps,  74,  all 
open. — P. 

H  66.  Arc  lamps  in  use,  public  lighting.  105  enclosed  arc  lamps, 
a.  c,  operating  with  6,6  amperes  during  2,009  hours  per 
year  at  $74.00  each;  and  24  operating  with  6.6  amperes 
during  3,885  hours  per  year  at  $100.00  each.  Total  en- 
closed lamps,  129. — A.  124  enclosed  arc  lamps,  1,S00 
C.  P.,  6.6  amperes,  operating  3,885  hours  at  $100.00  per 
year,  and  105  enclosed  arc  lamps,  1,200  C.  P.,  6.6  amperes, 
operating  2,009  hours  per  year  at  $74.00  per  year.  All 
these  lamps  with  a.  c.    Total  enclosed  lamps,  229. — P. 

H  67.  Incandescent  lamps  connected — public  and  private.  35 
public  incandescent  lamps  of  40  C.  P.  on  a.  c,  operatiag 
2,009  hours  per  year  at  $19  each ;  17,135  commercial  in- 
candescent lamps  of  4  to  50  C.  ]?.•  on  a.  c. — A.  17,135 
16  C.  P.  incandescent  lamps  on  a.  c.  Public,  35  incan- 
descent lamps,  40  C.  P.,  operating  2,009  hours  at  $19. — P. 

Salem. 
APPRAISAL  OP  PLANT. 

H  19.    As  Of  date  end  of  fiscal  year  June  30,  1906. 

A.  P. 

H  20-21.      Land    and    buildings    (real    estate. 
—A.)     $64,575  00    ?64,575  00 
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H    22-23.      Steam    engines    and   boilers    (steam 

plant. — A.)    $90,700  00 

H  24,  25,  26 

H  27.    Dynamos  ( and  electric  plant. — A. ) 42,000  00 

H  28 ,         

H  29. 
H  30. 
H  31 


1059 
P.   • 
$90,700  00 

42,666 '66 


Tranformers 10,000  00 

Lines  100,000  00 

Arc  lamps   (lamps.— A.) »  14,000  00 

H  32   33 

H  34.    Meier's  .'..'.'.'.'.'.'.'.'.'.'.'.'.'.'..'.'...'.'.'.'.'. .'.'.'.  18,666  66 

H  35.     Teams 1,500  00 

H  36.    Teams,  tools  and  other  accessories 


10,000  00 

100,000  00 

14,000  00 

18,666 '66 
1,566  66 


H  37.     Total  appraised  value ,  $340,775  00  $340,775  00 

The  values  in  the  above  appraisal  are, taken  from  the  report 
of  assets  made  by  the  company  to  the  Gas  arid  Electric  Light  Com- 
missionerSj  Jime  30,  1906.  Depreciation  charges  of  companies  are 
not  regulated  by  law,  and  vary  much  in  percentages  of  costs. 
This  company  has  charged  $630,310.59  to  the  construction  of  its 
plant. — A. 

CONSUMPTION. 


H  38.     Total  number  of  services 

H  39.    Total  number  of  services  metered  (num- 
ber of  meters. — A. ) 

H  40.     Percentage  of  services  metered , 


2,105 

k!  \v.  h. 


H  41.    Total  current  delivered  at  switchboard 

during  year,  a.  c.  and  d.  c 2,920,399.2 

H  42 •.         


H  43.    Total  current  to  be  accounted  for ,  2,920,399.2 

H  44.    Current  sold  during  year ,  2,076,031.7 

H  45.    Current  used  at  works  and  offices ,        

H  46.    Current  supplied  free ».        

H  47.    Current  unaccounted  for 844,367.5 


H  48.     Total   i     2,920,399.2 

H  49,  50 

H  51.  Current  sold  for  private  lighting,  me- 
tered            700,111 

H  52-53.  Current  sold  for  public  are  and  incan- 
descent lights   ;        701,916 

H  54 

H  55.    Current  sold  for  commercial  power 329,604.7 

H  56.    Current  sold  for  street  railway  power. . .        344,400 


H  57.    Total  current  sold 2,076,031.7 

H  58,  69,  60 

H   61.     Number   of  consumers  who   used  com' 

mercial  arc  lights 38 

H  62.     Number  of  consumers  who   used  iucan. 

descent  lights  •  1,372 

H  63.  Number  of  consumers  who  used  electric 

power  and  total  connected  horse  power 175  motors 

850  total 
H.  P. 
H  G4.    Total  number  of  different  consumers 1,453 


P. 
2,102 

2,102 
100 
K.  W.  H. 

2,920,399 


2,920,399 

2,076,831 

Unknown 

None 

843,568 

2,920,399 


700,911 

701,916 

'  '3'2'9',66i 
344,400 

2,076,831 

38 

1,372 

132  con- 
sumers 
849%  H.P. 
1,453 
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H  65.  Arc  lamps  in  use — commercial  service.  305  enclosed  arcs 
of  4  amperes,  and  156  enclosed  arcs  of  6  amperes,  all  on 
a.  c,  at  meter  rates.  Total  enclosed,  361. — A.  305  en- 
closed arc  lamps  on  a.  c,  ■  4  amperes,  various  hours  of 
service,  and  156  enclosed  arc  lanips,  6  amperes,  various 
hours  of  service;  all  at  meter  rates.  Total  enclosed  arc 
lamps,  361. — P. 

H  66.  Arc  lamps  in  use — public  lighting.  333  enclosed  arcs 
using  G  amperes  each  and  on  a.  c,  at  $95.00  per  lamp 
per  year.  Total  enclosed  public  arcs,  333. — A.  333  6 
ampere  public  arc  lamps  on  a.  c,  operating' 3,861  hours, 
at  $95.00  per  lamp.  Total  enclosed  arcs  (public), 
333.— P. 

H  67.  Incandescent  lamps  connected — public  and  private.  418 
incandescent  street  lamps  of  30  C.  P.  each;  4  incandescent 
street  lamps  of  50  C.  P.,  operating  with  a.  c.  39,386 
private  incandescent  lamps,  operating  with  a.  c,  and  199 
operating  with  d.  c— A.  39,489  private  16  C.  P.;  418 
public  30  C.  P.— P. 

Uxbridge  and  Northbridgei, 

APPRAISAL  OF  PLANT. 

H  19.     As  of  date,  end  of  fiscal  year,  June  30,  1906. 

H  30-31.     Eeal  estate,  land  and  buildings. .; $36,740.87 

H  33-33.     Steam  plant,  engines  and  boilers 34,736.36 

H  34,  35,  36.     

H  37.     Dynamos  and  electric  plant 35,035 .  73 

H  38. 

H  39.     Transformers    17,159 .  31 

H  30.     Lines  overhead   •. 85,143.38 

H  31.     Are  lamps    4,433 .  26 

H  33,  33.     

H  34.     Meters  6,326.37 

H  35.     Other  appliances,  office  furniture 110.53 

H  36.     Teams,  tools  and  other  accessories. 1,294.47 

H  37.     Total  appraised  value $300,968.94 

The  values  in  the  above  a,ppraisal  are  taken  from  the  report  of 
assets  made  by  the  company  to  the  Gas  and  Electric  Light  Com- 
missioners, June  30,  1906.  Depreciation  charges  of  companies  are 
not  regulated  by  law,  and  vary  much  in  percentages  of  costs. 
This  company  has  charged  $237,033.43  to  the  construction  of  its 
plant. — A. 

CONSUMPTION. 

H  38.     Total  number  of  services.    Number  of  consumers,  301. 
H  39.     Total  number  of  services  metered.    Number  of  meters,  383. 

H  40.     

K.  W.  H. 
H  41.     Total  current  delivered  at  switchboard  during 

year,  a,  c 736,651.3 
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H  43.      

H  43.     Total  current  to  be  accounted  for 736,651.3 

H  44.     Current  sold  during  year .  591  443  1 

H  45, 46.     ■  ■  ■  '       ■ 

H  47.     Current  unaccounted  for 145  209.3 

H  48.     Total    , 736,651.3 

H  49,  50.     

H  51.     Current  sold  for  private  lighting,  fiietered. .  92,299.4 
H  52-53.     Current  sold  for  public  arc  and  incan- 
descent lights  100,130.9 

H  54.     Current  sold  to  other  companies 203,614.0 

H  55.     Current  sold  for  commercial  power 11,024.3 

H  56.     Current  sold  for  street  railway  power 184,373.6 

H  57.     Total  current  sold • 591,443.1 

H  58,  59,  60.    

H  61.     ISTumber  of  consumers  who  used  commercial  arc  lights,  2. 

H  63.     ISTumber  of  consumers  who  used  incandescent  lights,  298. 

H  63.     Motors,  with  total  horse  power,  10,  of  68  5/6  total  H.  P. 

H  64.     Total  number  of  different  consumers,  301. 

H  65.     Arc  lamps  in  use,  commercial   service.     5   enclosed  arc 

lamps,   operating  with  a.   c,   4  agnperes   each,   at  meter 

rates.    Total  enclosed  arcs,  5. 

H  66.     Arc  lamps  in  use,  public  lighting.     13  enclosed  arc  lamps, 

with  a.  c,  operating  with  6.6  amperes,  at  $67.00  per  lamp 

for  1,849  hours  of  service.    Total  enclosed  public  arcs,  13. 

H  67.     Incandescent  lamps  connected,   public  and  private.     435 

incandescent  street  lamps  of  35  C.  P.  each,  operated  with 

a.  c,  at  $14.50  each  1,849  hours  yearly,  and  $12  each 

when    operated    1,385    hours    yearly.      7,811    commercial 

incandescent  lamps  of  16  C.  P.  each,  and  1  of  35  C.  P. ; 

all  operated  with  a.  c. 

H  68.    Does  the  company  or  department  own  all  the  undergroimd 

conduits  it  uses  ? 
H  69.     If  it  rents  any,  state  total  length,  rental,  amount  of  rental, 
and  by  whom  they  are  owned. 
Municipalities. 
The    only    underground    conduits    mentioned   by    either    in- 
vestigator in  the  municipal  plants  are  in  Marblehead.    Mr.  Adams 
answers  simply  "Yes"  for  the  ownership,  !and  Mr.  Prichard  an- 
swers for  H  68,  "3,330  feet  (1,056  feet  privately  owned)";  and 
that  the  city  rents  no  conduits,  for  H  69. 
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Companies. 

H  68.                 H69.  Hm.  5  69. 
A.                          A.  P.  P. 
Atington    and    Rook- 
land  No  conduits ,     ....  No  None 

Attleioro   No  underground ,.     ....  Uses  none  

Beverly   j. Yes  None 

Fitchhtirg   No  conduits  in  use,  but 

174,767  feet  owned Yes  No 

Gardner   No  underground None  None 

'Northampton   No  conduits None  

Salem   No  underground None  

Vxhridge   and   North- 

bridge   No  conduits 

H  70.  Estiniated  population  January  1,  1906,  on  lines;  that  is, 
supplied  by  mains  (consumers). 

H  71.  Annual  average  consumption  per  capita  on  basis  of  In- 
quiry JT  70. 

H  72.     Population,  area  supplied,  last  national  census. 

H  73.  Annual  average  consumption  per  capita  on  basis  of  In- 
quiry H  72. 
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H  74.     Are  consumers'  meters  removed  and  tested  at  regular  in- 
tervals?   How  often? 

Municipalities. 

A.  P. 

OlUcopee No. 

Danvers   Once  a  year No. 

Eolyoke,  Peahody No No. 

MarUehead  Have   not   been   in   the 

past,    but    will    be    in 

the  future No. 

North  Attleioro Such  tests  have  not  beeh 

made,  but  will  be  in 

the  future No. 

Taunton   Not  at  regular  intervals,- 

but  '111  request  of  con- 
sumer          No. 

WestfieU   No. 

Companies. 

Abington  and  Rockland   No Not  regularly. 

Attletoro  On  request  by  consumer.     Yes   (tested) ,  every  6 

months  on  premises 
(not  removed). 

Beverly Tested     on     premises 

once  a  year. 

Fitchiurg Once  a  year Yearly ;  yes. 

Gardner  Not  tested  fit  any  regu- 
lar intervals No. 

T^orthampton  No Tested    when    records 

seem  to  warrant. 

Salem Tested    at    least    once    Once  a  year  or  of  tener. 

each  year 

Uxiridge   and   Jforth- 

hridge   Only  on  request 

H  75.     If  the  consumer  believes  that  the  meter  is  fast,  how  may 
he  have  it  tested  ? 

Municipalities. 

OMcopee  May  apply  to  state  Gas 

and  Electric  Commis- 
sioners for  test '    State  law. 

Danvers By  state  officer  or  by  the     State     law     provides 

municipal  plant state  inspection. 

Eolyoke  The  consumer  may  have 

his  meter  tested  at  the 
electric  plant,  or  may 
apply  to  state  Gas  and 
Electric     Commission-     By  the  department  or 

ers •.         state  inspector. 

MarUehead State  provision. 

T^orth  Attlehoro May  apply   to  the   Gas 

and     Electric      Light 

Commissioners  to  have     State    law ;    also    by 

the  meter  tested ,.        plant. 

Peahodv  Tested  by  plant  without     By  the  department  or 

charge by  the  state,  accord- 
ing to  law. 

Taunton By  the  city  electric  de- 
partment   or    by    the  By  the  state  or  mun- 
state  Gas  and  Electric  icipal     lighting    de- 
Light  Commissioners..  partment. 

Weatiield  By    application    to    the 

state  Gas  and  Electric  By  the  department  or 

Light  Commissioners.  state. 
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Compatiies. 
A. 

AMngton  and  RooUand  On  application  to  tto 
company,  or  to  the  Gas 
and  Electric  LigBt 
Commissioners 

Attlehoro  ; By  the  company,  on  re- 
quest, or  by  applica- 
tion to  the  state  Gas 
and  Electric  Light 
Commissioners ;. 

Beverly On    application    to    the 

state  Gas  and  Electric 
Light  Commissioners.. 

Fitchburg By  the  company,  on  re- 
quest, or  by  the  Ga:s 
and  Electric  Light 
Commissioners 

Gardner  By    application    to    the 

company,  or  to  the 
state  Commission  of 
Gas  and  Electricity. . . 

'Northampton Application  to  the  com- 
pany or  to  the  Gas 
and  Electric  Light 
Light  Commissioners. 


P. 


State. 


By  either  the  company 
or  state. 


Company  or  state. 


By    the    company    or 
state,  at  his  option. 


By  the  company  or 
state. 

By  the  company  or  by 
the  state  Board  of 
Gas  and  Electric 
Light  Commission- 
ers. 


By  the  company  or  by 
the  state. 


Salem   On  request  to  company 

or   by    application   to 

state  Gas  and  Electric 

Commissioners 

Vxiridge  and  North-  On  application  to  the 
bridge company    or    to    the 

state  Gas  and  Electric 

Light  Commissioners. 

H  76.     Are  there  records  of  proofs  of  meters  as  removed?    If  so, 
state  them. 

Municipalities. 
Chioopee 


Danvers,  Marbleliead.     No. 
Holyoke  No. 

North  Attleboro 

Peahody   No. 


Taunton None. 

West  field No.  . . 


Atington  and  Rockland    No. 

Attleboro 

Beverly 


Companies. 


Fitchburg  . . . 

Gardner  

Northampton 


No. 


Salem 


Tlxbridge   and   North- 
bridge  No. 


Meters  tested,  no  rec- 
ords kept. 

No. 

At  gas  works,  yes.  At 
electric  works,  no. 

No. 

Yes ;  record  of  its  state 
is  preserved  . 

No. 

None. 

Yes. 

None. 

Tested    before    going 

into   service  again; 

no  record  kept. 
No. 
No. 
Yes ;  office  records  are 

kept. 
Every  meter  is  tested 

when  removed  and 

result  kept  on  file. 
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H  77.     What  means  are  being  taken  to  ext'end  the  use  of  electric- 
ity? .  \ 
Municipalities. 
CMoopee,        Holyoke,                       A.                              •         P. 
MarMehead,     North 

Attleboro.  Westfield.    None None. 

Danvers  Business  solicittHl None. 

Peaiody  None "  None,  a^  the  station 

is  now  loaded  to  full 
capacity." 
Tav,nton  None No  special. 

Companies. 

Aiington  and  Rockland    Work  of  solicitor Personal     solicitation 

and   mail    advertis- 
ing;. 

Attleioro Company    advertises    in     Personal    solicitation, 

local  press newspaper  and  pam- 
phlet advertising. 
Beverly Newspaper     advertis- 
ing. 

FitchWrg The  company  advertises     Local  advertising,  ex- 

in  the  local  press hibition      room      in 

center  of  city,  and 
solicitors. 
Gardner Some  soliciting Newspaper     advertis- 
ing and  personal  ef- 
fort. 

Northampton  Very  little ^.     Canvassing    from 

house  to  house 

Salem The  company  advertises.     Newspapers,  solicitors 

solicits     and     installs         and  mail  enclosures 
wiring  at  about  cost. 
On  December  31,  1906, 
the  company  was  serv- 
ing    618     residences, 
,                                             which  represented  an 
Increase  of  69  for  th«? 
year. 
Vxhridge  and  North- 
bridge Slight   

H  78.     Are  consumers  instructed  in  the  use  of  lighting  appliances  ? 

Municipalities. 
Adams  answers  "Yes"  for  Danvers.    All  other  answers,  "No." 
Companies. 
Abington    and    Rock- 
land, Attlehoro,  Sa- 
lem,   Vxhridge   and 

NorthT)ridge  Yes ^     Tea. 

Beverly,  Northampton     Yes. 

Fitohhwrg,  Qardner...     To  some  extent Yes. 

H  79.     What  means  are  being  taken  to  extend  the  use  of  electrical 
appliances  ? 

MunicipalHies. 
Adams  and  Prichard  both  answer  "None"  in  each  case  except- 
ing Danvers. 

Danvers   Business  solicited Trying    to    introduce 

flatlrons   (21)  ;  few 
fans. 
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Companies. 
A. 
Aiington  and  Rockland    Electric   irons   and 
motors     loaned 

rented 

Attleioro  None 


fan 
and 


Beverly 


Personal  solicitation ; 
30  days'  free  trial. 

A  complete  line  of 
electrical  appliances 
are  kept  on  exhibi- 
tion and  are  demon- 
strated. 

Public  demonstration; 
printed  matter  and 
newspaper  advertis- 
ing. 

See  H  7T. 

See  H  77  (appliances 
are  being  Intro- 
duced on  trial). 

Through  the  medium 
of  the  canvasser. 

Demonstration  and  so- 
licitation. 


Fitchiurg   

Gardner Appliances   are  put  out 

on  trial  for  30  days, 

without     charge     for 

rent 

Northampton   Little  done  in  this  line.. 

Salem Loan      of      appliances. 

(See  H  77.) 
Uxbridge   and   North- 
hridge   Limited 

H  80.     Are  electrical  appliances  carried  in-  stock  for  sale  or  rent? 

Municipalities. 
Adams  and  Prichard  both  answer  "No"  in  each  case  except- 
ing Danvers,  where  Pritchard  says  "Yes,  for  sale.    Flatirons,  grids 
and  all  cookiag  appliance  samples  are  carried." 

Companies. 

Abington  and  Bocle- 
land,  Gardner,  Sa- 
lem, Vxiridge  and 
Vorthbridge Yes Yea. 

Attlehoro  Yes Yes ;  for  sale  at  coat. 

Beverly ,.      Yea. 

FitoMurg Yes Yea ;  for  sale  for  cash 

or  Installments. 

Northampton  Yes No. 

H  81.     What  methods  are  used  to  secure  new  users  ? 

Municipalities. 
Adams  and  Prichard  both  answer  "Nonfe"  in  each  case  except- 
ing Danvers,  where  Adams  makes  no  answer. 

Com,panies. 
Alington  and  Rockland    As  above  (H  77,  78,  79, 
80.)    : 


Attleioro, 
Fitchhurg 


Beverly. , 


Gardner   Soliciting  , 

Northampton   

Salem  See  H  77  and  79. 


Vmiridge   and   North- 
bridge   Only  as  above  (H  77  to 

H80) 5 


Personal  solicitation 
and   mail    advertis- 
ing. 

See  H  77. 

As  above  (H  77  to  H 
80.) 

See  H  77  and  H  79. 

Personal  canvass. 

As   previously   stated 

(H  77  to  H  80). 


ELECTRIC     WORKS     ENGINEERING. 
QUALITY. 


10G9 


H  82.     State  fully  the  method  of  testing  current  regulation  and 
character  of  service. 

Municipalities. 
A. 


ClUoopee 


Danvers  Use  of  portable  instru- 
ments  •. 

Bolyoke  Hand  regulation  at  the 

station  and  a  rec6rd- 
ing  volt-meter  at  the 
center  of  distribution. 

MorBIeTieod   Hand    regulation,    with 

aid  of  volt  and  am- 
pere meters  at  station, 
;iud  '.■ecui'iinig  veil  me- 
ter at  center  of  dis- 
tribution  


P. 

Automatic 
at  plant. 


regulation 


None. 

Complete  switchboard 
'regulation  and  pres- 
sure testing  at  dis- 
tributing centers. 

Ammeters  and  volt 
meters  at  station, 
with  hand  regula- 
tion ;  recording  volt 
meter  at  center  of 
distribution,  using 
comparisons  in  de- 
termining operation. 


Tforth  Attleboro The   only   regulation   is 

that  by  hand,  at  the 

station ".      None. 

Peabody   Portable   recording   volt 

meter Recording  volt  meter. 

Taunton   Automatic    regulator  at     None  excepting  usual 

the  plant operating        instru- 
ments. 
^eitiield,  Hand  regulation  at  the 

station None. 

Gom'panies. 

Abington  and  RocMand  Pressure  wires  run  to 
station  from  second- 
ary mains,  and  pres- 
sure on  these  mains 
usually  held  within  2 
volts  of  the  standard. . 

Attlehoro Automatic  regulation  ^,t 

the  station.  Tests  with, 
portable  volt  meter  at 
the  wiring  of  consum*- 
ers,  and  volt  meter  at 
the  oflBce  of  the  com- 
pany in  the  business 
section 

Beverly •■ 

FitGMurg    Automatic  regulators  op 

the  lighting  feeders  at 
the  station 

Gardner Automatic  regulator   at 

the  station •. 


Pressure  wires  are  run 
from  center  of  dis- 
tribution. 


Northampton 


Salem 


Hand  regulation  of  the 
voltage,  at  the  station, 
and  tests  by  portable 
volt  meter  on  the 
premises  of  consum- 
ers  


Bristol  recording  volt 
meters  and  auto- 
matic voltage  regu- 
lator. 

Circuit  regulation. . . . 

All  known  modern 
methods  are  em- 
ployed. 

Recording  volt  meter 
and  Terrell  auto 
voltage  regulator. 

Circuit  regulation  and 
recording  volt  me- 
ters. 


Recording  instruments 
and  circuit  regula- 
tion. 
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Uxhridge   and   North- 


II  83. 


Automatic  and  hand 
regulation  at  the  sta- 
tion  

Summarize  results  of  such  examination. 

Municipalities. 


Ghicopee 

Danvers   Fair  voltage  regulation. .     None. 

Bolyoke ,.      Pressure     kept     con- 
stant. 
Marblehead,  North  At-           , 
tlehoro    and    Taun- 
ton   

Peabody Voltage    variation    usu- 
ally limited  to  3  per     Pressure  is  kept  nor- 
cent mal. 


Westfield 


Ahington  and  BooMand 
Attleboro  


Compames. 


Beverly 


FitcKburg 

Gardner   No  record. 


Northampton 


No  result. 

Pressure  is  kept  con- 
stant. 

If  examination  of 
charts  results  In  dis- 
closing excessive 
fluctuations,  proper 
remedies  are  applied 
to  correct  the  same. 

If  conditions  become 
abnormal,  proper 
remedies  are  ap- 
plied to  correct  the 
same. 

Kept  at  proper  pres- 
sure. 

Pressure  kept  con- 
stant. 


If  any  abnormal  fluct- 
uations occur,  prop- 
er remedy  is  ap- 
plied. 


Salem  On  the  premises  of  con- 
sumer ;  the  rule  Is  to 
hold  the  pressure 
variations  within  2 
volts  in  either  direc- 
tion from  the  stand- 
ard  

Vxhridge   and  North- 
iridge  No  record 

H  84.     Attach  form  on  which  tests  are  recoj-ded.    No  forms  given 
for  municipalities. 

Companies. 

Abington  and  Rockland    No  forms No  tests. 

Attleboro,  Beverly  and 

Northampton ^     No  forms. 

Fitohburg , 

Gardner  No  form None. 

Salem  Chart    from     recording 

volt        meter        sent. 
(Chart      not      reprd- 
duced. — J.  H.  G.) . . .  j.     No  forms. 
Vxbridge   and   North- 
bridge  
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H  85.    Vfere  outages  frequent? 


Municipalities. 
A. 


Chicopee 

Danvers   No. 


Holyoke No , 

Marlilehead  A  moderate  number. , 


No. 

Frequent  outages  on 
street  lighting.  In- 
candescent commer- 
cial, good. 

No. 

No.  28  arc  lamps  in 
7  days  on  street 
Commercial 


service,  once  on  one 
circuit. 

yvrtli  Attleboro No Very  seldom. 

Peahody  Under  2  per  cent No.     Less  than  2  per 

cent. 

Taunton  Very  few i     No. 

WestfieU '.     No. 

Mr.  PricharcT  answers  "No"  for  all  except  Attleboro,  "One 
hour's  service  lost  in  Ave  years."    Mr.  Adams,  as  follows : 

Companies. 
AMngton  ati  d  Rockland    Said  to  amount  to  about 

1    per    cent,    of    total 

lamp  hours • 

Attlchoro,       Vxhridge 

uinl  Nortlihridge... .     No  record .». 

Beverly,  Northampton 

Fitcliiurg Not    frequent,     but    no 

available  records 

Gardner    No  record , 

Salem Relatively  only  a  small 

number  

H  86.     What  sj^stem  of  inspection  was  used  to  see  if  all  lamps 

Municipalities. 

€hiGopee 

Danvers  Inspector      from      time 

lamps  are  started  to 

11.30  p.  m 

Holyoke  A  man  patrols  the  street 

lighting     circuits     all 

night ' . 

MarUeliead  Three      hours'      patrol, 

nightly,    four    months 

in  year 


were  burning? 


North  Attleboro None. 


Peabody Man  on  duty  inspecting 

street  lamps  until  10 
p.  m.    Also  police 

Taunton  Patrol    man    to    inspect 

street  lamps  every 
night «. 

Wistfield 


Patrol  every  night. 

Patrol  inspects  every 
night  every  light, 
from  dark  to  10.30. 

Regular  nightly  pa- 
trol. 

Patrol  regular,  four 
montlis  in  year, 
4J  hours  daily.  No 
patrol  during  8 
months,  except  in 
ease  of  storms. 

No  regular  patrol. 
Largely  reported  by 
citizens. 


Patrol  system. 


Patrol  nightly. 
Patrol. 
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Gompatdes. 

A.  P. 

AMngton  and  Rockland    Inspector      goes      over 

street    lamps    two  or    Patrol    system    semi- 
three  times  per  week. .        weekly. 

Attleioro  Inspector  goes  over  the 

street  lamps  twice  per 

week .',.     Patrol  system  nightly. 

Beverly Police  notify  by  'phone 

and  man  is  sent  to 
start  any  lamp  so 
reported. 

Fitchiurg Inspector  goes  over  the 

street      lamps     every    Patrolman  with  auto- 
night , .        mobile. 

Gardner   Inspection  once  or  twice 

per  week Patrol. 

Northampton Inspector  goes  over  the 

line Nightly  patrol. 

Salem  One   man   employed   all 

night  and  another  man 
part  of  night  on  in- 
spection      Nightly  patrol. 

Vxiridge   and   North- 
bridge   Inspector  goes  over  the 

circuit  every  night.  . . 

H  87.     State  results  of  such  inspection. 

Municipalities. 

Chioopee  Keep  no  records. 

Danvers   Very  few  outages '.     Start    all     lights   not 

burning. 
Holyoke  No  record Outages  remedied  and 

are  only  temporary. 

MarMehead  28  outages  in  7  days. . . .     See  H  85. 

North  Attleioro Lamps  renewed  when 

reported. 
Peahody   See  H  85 Outages  kept  less  than 

2  per  cent. 
Taunton Lamps    started    when 

found  not  burning. 
Westfield ,     Lamps    started  when 

found  out. 
Companies. 
AUngton  and  Bochland    As  above  (H  85  and  H 

86) Lights    started    when 

found  out. 
Attlehoro Lamps       found      not 

lighted   are  started 

or  replaced  at  once. 
Beverly t     All    lamps    are    kept 

burning    with     but 

few  exceptions, 
Fitchburg Any  lamps  not  lighted 

were  started. 
Gardner   No  record Any   lights  not  burn- 
ing are  started. 
Northampton ,     Lamps       occasionally 

started. 
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Salem During   the   year    1900, 

outages  of  arc  street 
lamps  amounted  to 
6,948  lamp  hours,  (jf 
this  outage  of  arc 
lamps,  about  4,000 
hours  were  due  to  an 
order  of  the  Mayor  to 
suspend  operation  on 
a  certain  night.  In 
the  same  year  the  out- 
ages of  Incandescent 
street  lamps  amount- 
ed to  6,457  lamp 
hours,  of  which  about 

3,000   lamp  hours  re-    Any  lamps  not  burn- 
suited  from  the  order        ing   are   started   or 

of  the  Mayor changed. 

Vxbridge   ana   North- 
bridge  No  records 

H  88.     Is  service  supplied  24  hours  a  day  ?' 

Municipalities. 
Ghicopee,        Danvers, 
EolyoJce,      Taunton 

andWestfteld Yes ;;     Tes. 

MarUehead No  regular  day  service..     No  day  service  except 

very  dark  days; 
otherwise  from  dusk 
until  dawn. 

North  Attleboro No No. 

Peaiody  Yes ;  except  Sundays. . .     Yes. 

Companies. 
For  the  companies  Mr.  Adams  and  Mr.  Prichard  both  answer 
"Yes"  in  each  case. 

H  89.     If  for  part  only,  how  many  hours  each  day? 

Municipalities. 
Ohicopee,  Danvers,  Rolyohe,  Peabody,   Taunton  and  West- 
field.    

Marilehead.  Commercial  lighting  during  darker  hours  of 
day.— A.    See  H  88.— P. 

North  Attlehoro.  Variable  numbers  of  hours  during  the  day, 
according  to  the  demand  for  light. — A.  From  sundown  to  sun- 
rise.— P. 

Companies. 

All  private  plants.    

H  90.     Does  voltage  fluctuate?    Furnish  voltage  charts. 

Municipalities. 
(J.  H,  G.)     ISTo  voltage  charts  reproduced  here. 
Ghicopee,  North  Attle- 

horo No  charts. 

Danvers   Within  narrow  limits. ..     Some  during  day. 

Bolyoke,  Taunton No.    No  charts. 

Marhlehead  See  chart. 

Peal)ody   .,     Not  unduly. 

Vestfield   No.    None. 

Vol.  II,— 69. 
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Companies. 

A.  P.  .; 

AMngton  and  Roohland   No  charts No.    No  charts. 

Attle'boro Chart  furnished. 

Beverly ■ 

FitGhhurg No.  Chart  furnished. 

Gardner Chart  sent No.  Chart  attached. 

'Northampton No.  No  charts  liept. 

Salem Chart  furnished No.  Chart  attached. 

Uxiridge   and   Nortli- 
tridge  No  charts 

H  91.     Are  there  any  engineering  tests  or  experiments  being  car- 
ried on? 
Both  Mr.  Adams  and  Mr.  Prichard  answer  "No"  in  each  case, 
except  that  Mr.  Adams  gives  no  answer  for  Beverly  and  North- 
ampton. 

H  92.     Were   there   frequent   complaints  ^bout   interruption  of 
service  ? 

Municipalities. 
Both  Mr.  Adams  and  Mr.  Prichard  answer  "No"  in  each  case, 
except  for  Chicopee  and  Peabody,  Mr.  Adams  gives  no  answer ;  and 
for  Danvers  Mr.  Prichard  says  "Ten  days  shut-down  in  Novem- 
ber, both  machines  being  burned  out  on  coijimercial  service." 

Companies. 
Mr.  Prichard,  "No,"  for  all. 
Mr.  Adams : 

Aiington  and  Rockland.     Few. 
Attle'boro,  Fitchburg  and  Gardner.     No. 

Beverly,  Northampton.    

Salem.     Very  few. 

Uxbridge  and  Northbridge.     But  few. 
H  93.     Has  the  electric  lighting  supply  ever  been  cut  off  from  the 
city?    Describe  instances. 

Municipalities. 

Chicopee,  West  field No. 

Danvers  No Yes ;  as  above,  on  com- 
mercial service  (H 
92). 

HolyoTce    No No. 

MarUehead  Once   during   November    November  27,  1898,  at 

27,  1898,  when  the  time  of  storm  when 
Portland  was  lost,  3  or        tlie    steamer    Port- 

4  hours '..        land  was  lost,  from 

4   a.   m.   until  day- 
light. 

North  Attlet)oro Never  cut  ofC  except  duf'-    Crossing      the     wires 

ing  the  daylight  hourS.  with  fire  alarm  re- 
quired shutting 
down  of  plant.  Ac- 
cident to  machinery 
caused  interruption 
to  part  of  service. 

Peabody   Because  of  leak  in  water    Ice   storm   caused   36 

pipes  two  years  ago,  hours'  failure.  Fail- 
14  hours.  Because  of  ure  of  water  supply 
storm,  8  years  ago,  36  caused  13  hours, 
hours about  two  years  ago. 
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Taunton  Generator    burned    ovft 

and  shut  ofE  a  part  of 
the    service,    3    or    4 

years  ago •. 

Companies. 

Alnngton  and  Rockland  Commercial  supply  cut 
off  from  Rockland  dur- 
ing one  hour  in  1901.. 

Attleboro Yes;   about  1893,  when 

the  station  burned. 
Power  load  shut  ofE 
one  hour  early  several 
years  ago •. 

Beverly 

Fitchhurg Once,    some    years  ago,- 

when  the  rise  of  the 
river  filled  the  wheel 
pit  with  water 

Gardner  When  fly  wheel  burst,  10 

or  12  years  ago -. 

Northampton   •. 


Salem 


Vxbridge   and   North- 
iridge   


H  94. 


Street  lamps  one  night 
in  March,  1906,  by  or- 
der of  mayor 


EXTENSIONS. 


No. 


Not  since  1895. 


No. 

Two  sleet  storms ;  or- 
dered by  the  city. 


Once  on  account  of 
floods. 

No. 

Station  has  never  been 
shut  down. 

Twice,  1898  and  1906 ; 
botli  times  ordered 
by  city  on  account 
of  bad  storms,  poles 
and  wires  of  other 
departments  being 
down. 


What  factors  have  determined  the  extent  and  location  of 
extensions  ? 

Municipalities. 
ChiGopee Demand  for  service. . 


Danvers   Prospect  for  business. 


Eolyohe Reasonable  prospect  for 

business Demand. 

MarMehead  No  application  ever  re-    Wherever 

fused,  as  the  town  is 
compactly  built.  Town 
about  2%  miles  long 
by  1  mile  wide 


Whether  extensions 
desired  would  be 
profitable. 

Extensions  are  made 
a  few  hundred  feet 
(moderate  distance ; 
free).  Other  cases 
customers  pay  cost 
of  material ;  labor 
free ;  or  when  cus- 
tomer guarantees  a 
certain  amount  per 
year,  extensions  are 
made  by  town. 


necessity 
requires  it,  no  appli- 
cation ever  having 
been  refused,  but 
applications  for  ex- 
tensions are  not 
sought.  Owing  to 
the  compact  settle- 
ment of  the  town, 
liberal  extensions 
are  not  necessary ; 
2%  miles  long  by  1 
mile  wide. 
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A.  P. 

2fortJi  Attlehoro Amount  of  demand  for 

light Nominal       extensions 

are  made,  but  ex- 
pensive extensions 
are  referred  to  the 
town  for  approval. 

Peabody Prospect  of  revenue. . .,.     Extent  of  demand  for 

service  for  commer- 
cial, and  the  town's 
votes  for  extensions 
of  street  lighting 
service. 

Taunton  The  demand  for  service.     Business  offered.' 

Westfield Demand  for  service Amount    of    business 

offered. 
Companies. 
Abington  and  Rockland    The  amount  of  demand 

for  service Business  offered. 

Attleioro  Amount  of  demand  for    Wherever  the  business 

service warrants,   they  are 

made. 

Beverly Business  demand. 

FitcKburg Demand  for  service Extensions  made 

whenever  business 
warrants. 

Gardner   Amount  of  demand  for 

service Business  demand. 

'Northampton Amount      of      business     Extensions    have    al- 

offered ways     been     made 

where  business  war- 
ranted. 

Salem   Where     there     is     any     Extensions   are  made 

reasonable  demand  for         wherever  there  is  a 

service *.         possible  opportunity 

for  business. 
Vxbridge   and  North-    Amount  of  demand  for 
bridge  service 

H  95.     Is  the  built-up  area  well  served,  so  t-hat  all  citizens  may  use 
the  service? 

Municipalities. 
Chicopee,  Taunton  and 

Westfield Fairly Tes. 

Danvers   Nearly  so Yes. 

Holyolce   To  a  fair  extent Yes. 

Marblehead,  North  At- 

tleboro  and  Peabody    Yes i.     Yes. 

Companies. 
Mr.   Adams  answers   "Fairly"   in  each  case,   except  that  for 
Salem  he  says  'Tea"  and  Beverly  he  leaves  blank.     Mr.  Prichard 
answers  "Yes"  in  each  case,  except  that  for  Gardner  he  says  "Yes, 
especially  so." 

H  96.     Has  the  policy  in  respect  to  extensions  been  liberal  ? 

Municipalities. 

Chicopee,  Westfield Yes. 

Danvers   Yes Conservatively  so. 

EolyoTce    Yes Very  liberal. 

Marblehead,  North  At- 

tleboro  Yes Yes. 
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Yes. 
Yes. 


Companies. 

AMngton  and  Rook- 
land,  Gardner Fairly Yes,  very. 

AWeioro Fairly -.     Very  liberal. 

Beverly Very  liberal. 

FUcMurg Fairly  so ,.     Yes. 

Northampton Yes. 

Salem  Yes Very  liberal. 

Vxbridge  and  'North- 
'bridge  

H  97.     Total  length  of  extensions  during  past  year. 


Chicopee 
Danvers 


Mimicipalities. 
43,345  feet  of  wire. 
9,365    "     "      " 


EolyoTce   104,840    "     "      " 

Marblehead  8,250 ' 

North  Attleioro 29,083  "      " 

Peabody  23,540  "     "      " 

Taunton  47,000    ' 

Westfleld 25,550 ' 

Companies. 

Abvngton  and  RooTdand  33,470  feet  of  wire. 

Attleboro   127,258    "     "      " 

Beverly 111,389    "     "      " 

Fitchburg 16,700     "      "      " 

Gardner  15,434    "     "      " 

Northampton 17,430    "     "       " 

Salem   12,175    "     "      " 

Vxbridge   and   North- 
bridge   56,817    "     "       "     

H  98.     Have  the  citizens  of  any  section  petitioned  for  extensions 
to  their  district  within  the  last  five'years? 

Municipalities. 


8,000  feet  (of  street?). 

C  Gas,"  14,703' feet.  "" 

(  Electricity 

None. 

500  feet. 
18,000    " 


Gas.  Com.  Rep. 
30,000  feet. 


17,000  feet. 
17,000    " 
18,000     " 
6,000     " 


Chicopee,  Westfleld. . . 

Danvers   One  case,  East  Danvers. 

HolyoJce   One  such  petition,   and 

the  lines  were  extend- 
ed  

Marblehead,  North 
Attleboro,  Peabody, 
Taunton  No 


No. 

Several  such  petitions. 


Yes. 


AUngton  and  Rock- 
land, Salem  and 
Vxbridge  and  North 
bridge  No. 

Attleboro   


Companies. 


Beverly    

Fitchburg No  such  case 

Gardner  

Northampton    


No. 


No. 

No;    only  for    street 

lights. 
Don't  apply. 
No. 


No  No ;  never. 

, No. 


1078  NATIONAL     CIVIC     FEDERATION. 

H  99.     As  between  several  sections  petitioning  at  one  time,  how 
are  extensions  determined  and  in  what  order? 
Municipalities. 

A.  P. 

Chicopee No  such  conditions. 

Danvers   No  such  case Determined     by     the 

municipal  light  com- 
mittee, in  accord- 
ance with  condi- 
tions of  answer  to 
H  94.  Every  peti- 
tion considered  on 
like  basis. 

Holyoke    No  such  case All  granted. 

MarMehead,  North  At- 

tleloro  "      "        "      None. 

Peaiody  "      "        "      Each   one   considered 

on  its  own  merits. 

Taurkton   "       "        "       No  such  case. 

Westfield "      " 

Companies. 

Ahington  and  RocMand    No  such  case Does  not  apply. 

Attlehoro None  such. 

Beverly Don't  apply. 

FUcKburg,  Gardner, 
Salem  and  Uxiridge 

and,  Northiridge. ...     No  such  case No  such  case. 

'Northampton 

H  100.     Were  extensions  made  promptly  when  there  was  a  de- 
mand? 

Municipalities. 
Mr.  Adams  and  Mr.  Prichard  both  answer  "Yes"  in  each  case, 
except  that  Mr.  Adams  makes  no  answer  as  regards  Chicopee  and 
Westfield ;  and  Mr.  Prichard  as  regards  Westfield  says  "Yes,  if  the 
business  warranted." 

Companies. 
Arlington    and    Rook- 
land,  Salem Yes Yes. 

Attlehoro    Yes ;  if  made  at  all . . . ...    Yes. 

Beverly,  Northampton     Yes. 

Fitchlturg,  Gardner .. .     Yes;     if    demand    was 

large  enough Yes. 

Vxlridge   and  North-     If    demand    was    largij 

tridge  enough \. 

H  101.     Was  every  applicant  for  service  able  to  get  it  promptly? 

Municipalities. 
Mr.  Adams  and  Mr.  Prichard  both  answer  "Yes"  in  each  case ; 
except  for  Chicopee  Mr.  Adams  makes  no  answer  and  Mr.  Prichard 
says  "Yes  if  on  existing  lines,"  and  for  Westfield  Mr.  Adams  makes 
no  answer. 

Companies. 
AMngton    and    Rock- 
land, Attlel)oro Yes ;  if  at  all Yes. 

Beverly,  Fitchliurg, 
Gardner,  Northamp- 
ton      Yes. 

Salem   Yes ;  as  a  rule , .     Yes. 

VxTyridge  and  North- 
Iridge   Yes ;  if  at  all 
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H  102.     Has  the  necessity  for  passage  of  an  ordinance  ever  caused 
delay  in  extending  the  service  ? 

Municipalities. 

A.  P. 

Chicopee,  Westfield No. 

Danvers,         JBolyoke, 

Peabody  No No. 

Marhlehead  Not    necessary    to    wait 

for  ordinance No. 

North  Attleboro No ; .     Except  as  explained  in 

H  94. 
Taunton  No  ordinance  necessary.    No. 

Companies. 

Atington  and  Rook- 
land,  Attleboro, 
Fitchburg,  North- 
ampton and  Salem..    No No. 

Beverly Don't  apply. 

Gardner   Yes  ;  the  hearings  cause 

some  delay No. 

Vxbridge  and  North- 
bridge  No  serious  delay „. 

H  103.  Has  service  been  extended  in  advance  of  the  demand  in 
order  to  stimulate  the  growth  of-  the  district  or  has  it 
awaited  demand? 

--.  Municipalities. 

Chicopee Usually      awaited      de- 
mand      Awaited  demand. 

Danvers,  Peabody  Awaited  demand Awaited  demand. 

Holyolce Awaited  demand "  Both." 

Marblehead  Awaited  demand ».     No. 

North  Attleboro Awaited  demand The  latter. 

Taunton  In   advance  of  the  de- 
mand in  a  few  cases*.     The  latter. 

Westfleld Largely      awaited      de- 
mand  ..«    The  former. 

Companies. 

Abington  and  Rook- 
land,  and  Attleboro    Awaited  demand The  latter. 

Beverly The  former. 

Fitchburg Awaited  demand Yes ;  the  former. 

Gardner  Awaited  demand The  former. 

Northampton    Extended   in    advance 

of  demand. 

Salem   In  advance  of  demand. .     The  former. 

Vxbridge  and  North- 
bridge  Awaited  demand 

H  104.  Was  the  department  free  to  use  its  judgment  about  ex- 
tensions or  was  an  ordinance  required  authorizing  the  ex- 
tensions ? 

Municipalities. 
Chicopee Ereo  to  use  its  judg- 
ment. 
Danvers   Department  free Free  to  use  its  judg- 
ment. 

Solyoke   Department  free  to  use 

its  judgment ,     The  former. 

Marblehead  Free  to  use  judgment. . .     Free  to  use  Judgment 
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A.  e. 

North  Attleboro Free  to  use  judgment. . .  Except    as    explained 

in  H  94. 

Peaboay   Free  to  use  Judgment. ..  Department  was  free. 

Taunton  Manager  used  his  judg- 
ment   The  former. 

WestHeU  Department  free  to  use 

its  judgment The  former. 

Companies. 

AMngton  and  Rockland    Free  to  use  judgment 

Attleboro Manager  decides  wheth^ 

er  to  maire  extensions 
and  then  franchise  is 
secured The  former. 

Beverly •     Don't  apply. 

Fitchhurg Manager  uses  his  judg- 
ment. Ordinance 
granted  extensions 
when  desired Yes. 

Gardner   If  the  manager  decides 

on  an  extension,  a  per- 
mit must  be  secured 
for   lines 

Northampton Ordinance  necessary,  but 

could  be   had   on   re-     Free  to  use  own  judg- 
quest ment. 

Salem   Manager  usually  free  to 

use  his  own  judgment, 

but    permit    must    be 

obtained  from  city ....     Yes. 
JJxiridge   and   North-     Manager  decides  on  ex- 
hridge  tensions  and  then  pef- 

mit  is  obtained 

H  105.  May  service  be  extended  to  snljurban  sections  not  within 
the  city  limits?  State  fully  the  conditions  upon  which 
this  may  be  done. 

Municipalities. 

Chicopee.  If  the  plant  bought  by  the  City  extends  into  other 
cities  or  towns,  the  service  there  may  be  continued,  but  the  city  has 
no  authority  to  run  new  lines  into  other  cities  and  towns. — A. 
¥0.— P. 

Danvers.  If  the  city  or  town  has  bought  a  plant  with  dis- 
tributing apparatus  in  the  suburbs,  the  city  may  continue  the 
supply  in  these  suburbs. — A.  Yes;  when  consumer  pays  cost  of 
extensions. — P. 

HolyoTce.  If  the  existing  plant  bought  by  the  city  had  dis- 
tributing apparatus  in  another  city,  then  the  service  may  be  con- 
tinued. This  is  true  for  all  municipal  electric  plants. — A.    Yes. — P. 

MarileJiead.  The  town  has  no  authority  to  erect  poles,  wires 
or  conduits  in  other  cities  or  towns. — A.    No. — P. 

North  Attleboro.  Cannot  extend  to  other  cities,  but  in  cases 
where  the  city  has  bought  an  existing  plant  that  has  distributing 
apparatus  in  other  cities,  the  service  may  be  continued.  This  is 
generally  true  of  municipal  electric  plants  in  Massachusetts. — A. 
See  H  94.— P. 
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Peahody.  By  special  act,  chapter  97  of  the  laws  of  1901, 
Peabody  was  authorized  to  distribute  electfic  energy  in  the  Town 
of  Lynnfield,  on  condition  that  Peabody  first  obtain  the  consent  of 
the  selectmen  of  Lynnfield,  which  was  done. — A.  Yes.  The  Town 
of  Lynnfield  was  served  from  the  Peabody  plant  after  legislative 
authority  was  secured. — P. 

Taunton.  No  authority  to  extend  beyond  city  limits. — A. 
Yes ;  if  not  a  separate  municipality. — P. 

Westfield.  Town  has  no  authority  to  erect  poles,  wires  or 
conduits  in  other  towns. — A.  Yes;  if  it  is  not  a  separate  municipal- 
ity, and  the  amount  of  business  warrants. — P. 

Companies. 

Ahington  and  Rockland,  Gardner.  If  the  corporate  charter 
permits  and  the  franchise  is  obtained,  the  service  may  be  extended 
to  other  cities  or  towns. — A.    Yes. — P. 

Attleboro.  It  is  said  that  this  company  has  authority  to  dis- 
tribute electric  energy  in  Town  of  North  Attleboro.  If  the  com- 
pany can  secure  a  franchise  in  another  city  or  town,  and  if  the 
charter  of  the  company  permits,  then  service  may  be  extended  to 
such  city  or  tovm. — A.  These  conditions  do  not  apply  to  this  com- 
pany.— P. 

Beverly.  If  the  charter  of  the  corporation  permits  and  a  fran- 
chise is  granted  by  another  city  or  town,  the  'Service  may  be  extended 
to  such  city  or  town.  By  special  act,  the  Beverly  company  may 
supply  electric  energy  in  the  towns  of  Manchester,  Hamilton  and 
Wenham,  subject  to  the  general  laws. — A.    Yes. — P. 

Fitchhurg.  Service  is  not  so  extended,  but  such  extension 
may  be  made  if  corporate  charter  allows  and  franchise  is  granted 
by  the  cities  or  towns. — A.    Yes. — P. 

Northampton.  If  the  corporate  charter  permits,  the  service 
may  be  extended  wherever  a  franchise  is  obtained. — A.    No. — P. 

Salem.  The  Salem  company  has  the  right  to  operate  in  a  part 
of  Peabody.  If  the  charter  of  the  corporation  permits  and  a  fran- 
chise can  be  obtained,  the  corporation  may  extend  its  service  into 
other  cities  or  towns. — A.    Yes. — P. 

Uxbridge  and  Northhridge.  If  the  corporate  charter  permits, 
the  service  may  be  extended  to  any  place  wbtere  a  franchise  can  be 
got.— A. 

STREET  WORK. 

H  106.     Was  street  work  done  by  direct  eqiployment  or  contract? 

Municipalities. 

Mr.  Adams  and  Mr.  Prichard  answer  iri  each  case  "Direct  em- 
ployment," except  as  follows :  Chicopee  and  Westjield,  Mr.  Adams 
makes  no  answer.  Marblehead,  "By  street  department  at  expense  of 
light  department." — A.  "Direct  employment  at  the  expense  of  the 
light  department." — P. 

Com.pames. 

Both  Mr.  Adams  and  Mr.  Prichard  answer  "Direct  employ- 
ment" in  each  case,  except  as  follows : 

Beverly. A. 
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Fitchburg.     Contract. — P. 
Uxbridge  and  Northbridge.     Both. — A, 
H  107.     Was  the  work  done  by  contract  properly  inspected? 

Municipalities. 
No  contract  work  done. 

Companies. 
The  only  contract  work  done  for  the  companies  was  in  Fitch- 
burg and  Uxbridge  and  ISTorthbridge.     Mr.  Adams  answers  for 
neither  of  these  plants,  and  Mr.  Prichard  answers  "Yes"  for  Fitch- 
burg. 

H  108.     "Was  the  work  performed  in  an  efficient  manner? 

MunicipalHies. 

A.  P. 

CMcopee   ,..     None 

Danvers,  Peabody Yes 

Solyolce,  North  Attle- 

ioro   

MarHehead None  so  done 

Taunton  No  contract  work 

Westfield   Yes 

Companies. 
Mr.  Prichard  answers  "Yes"  in  every  qase.    Mr.  Adams  makes 
no  answers. 

H  109.     Was  the  street  surface  properly  restored  after  openings 
were  made  ? 

Municipalities. 
CMcopee,        Danvers, 

Westfield,  Peaiody No  openings 

HolyoTce   

MarMehead Yes 

.  'North  Attleloro , .      No     openings     except 

for  poles 

Taunton  i .     Yes,       openings      for 

poles  only 
Companies. 
Arlington    and    RooTc- 
land  and  Attleioro, 

Salem No  openings 

Beverly   Don't  apply 

Pitchlturg   Yes 

Gardner  .- 

Northampton  ".     No  underground 

Uxbridge   and   North- 


H  110.     Was  water  used  in  puddling  ditches  ? 

Municipalities. 

CMcopee,  Westfield , .  No  ditches 

Danvers,  Peabody. ...     Yes  No  ditches 

HolyoTce   

Marblehead  Yes  , .  Yes 

North  Attleboro No  ditches ,..  No  ditches 

Taunton  No  underground No  ditches 

Companies. 
Abington    and    Rock- 
land, Attleboro No  ditches No  ditches 

Beverly Don't  apply 


Yes 

None 

None 

Were 

none 

No  diteties 

Yes 

Don't 

apply 

Yes 
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A.  P. 

Fiiohburg Yes 

Gardner  No  ditches 

Sortham.pton   No  ditches No  underground 

Salem  No  ditches ^     No  openings 

Vxhridge  and  North- 
bridge  No  ditches 

H  111.     Were  open  trenches  and  obstructions  properly  guarded? 

Municipalities. 

GMcopee  No  ditches 

Danvers  Yes  No  open  trenches 

Eolyoke,  North  Attle- 

toro   

UarMehead Yes  

PeaJiody  Yes 

Taunton  No  underground None 

West  field   

Companies. 

Atington  and  Rock- 
land    

AttleT)oro   No  trenches 

Beverly  

PitoKburg   

Gardner  

Northampton  No  underground 

Salem  No  ditches No  openings 

Vosbrtdge  and  North- 
Widge  

H  113.    How  are  sunken  trenches  taken  care  of  ? 

3iunicipalities, 
Both  Mr.  Adams  and  Mr.  Prichard  indicate  that  there  are  no 
trenches,   or   fail   to   answer   this   question   in   every    case   except 
Marblehead,  which  is  answered  as  follows : 

Marblehead.  Filled  to  grade  by  street  department  or  by  light 
department  at  its  own  expense. — A. 

Sometimes  by  light  department  and  sometimes  by  the  street 
department.  When  by  the  latter,  no  charge  is  made  to  the  light 
department. — P. 

Companies. 
Answers  for  the  companies   indicate  that  this  question  does 
not  apply  except  to  Fitchburg,  for  which  the  answers  are  as  follows : 
Made  good  by  company. — A. 
By  proper  remedy  by  the  contractor. — P. 
H  113.     What  has  been  the  policy  in  regard  to  improving  the  con- 
dition of  street  service  prior  to  street  paving  or  repaving  ? 
Municipalities. 
The  answers  indicate  that,  there  being  no  underground  work, 
this  question  does  not  apply. 

Companies. 
There  being  no  underground  service  except  in  Fitchburg,  the 
question  does  not  otherwise  apply. 

Fitchburg.     Service  overhead. — A. 
Put  in  previous  to  same. — P. 
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H  114.     Is  there  any  up-to-date  map  showing  the  location  and 
nature  of  all  street  mains  and  fixtures  ? 
Municipalities. 

Chicopee,  Westfleld No 

Danvers,  MarUehead.    No  No 

Holyolce   Yes    Yes 

North  Attleioro Yes    .•  No 

Peabody  Maps  of  mains No 

Taunton   For  street  Jamps  only. .  No 

Companies. 
Abingtoii    and    Rock- 
land, FitcMurg Yes    Yes 

Attleioro   For  street  lamps  only. .     Yes 

Beverly No,    none    owned    by 

the     city     defining 
streets 

Oardner  Map  not  complete No 

Northampton,  Salem..     Yes    No 

TJwhridge   and   North- 
hridge  Yes    

H  115.     Who    decides    where    underground    structures    shall    be 
located  in  the  street  ? 

Municipalities. 
The  answers  indicate  that  the  question  does  not  apply,  except 
as  follows : 

Holyolce   -s.     Board  of  public  works 

MarUehead  Light  department Municipal     light     de- 
partment 
Taunton None  yet ;  city  engin- 
eer  when   any    are 
located 
Companies. 
Abington    and    RooJc- 

land  and  Gardner. .     No  underground Selectmen 

Attleioro   No  underground Board  of  Selectmen 

Beverly  

Fitchhurg  Street  commissioners. ..     City  engineer 

Northampton,  Salem..     No  underground City  engineer 

Uxbridge   and  North- 
bridge  No  underground 

H  116,     Is  a  permit  from  a  public  authority  required  before  the 
street  may  be  opened  ? 

Municipalities. 

Chicopee  No 

Danvers   No   No  openings 

Holyolce   No   Yes 

Marblehead Yes  for  trenches,  no  for  Yes  for  trenches,  no 

poles  for  poles 

North  Attleboro No   None 

Peabody,  Westfleld. . .     No  No 

Taunton  No   


Companies. 

Abington  and  Rock- 
land        Yes 

Attleboro.  Pitchburg, 
Salem  Yes  Yes 

Beverly.  Oardner Yes  No 
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A.  P. 

Northampton  Yes  ( See  H  116  and  117) . 

No  permits  required 
Don't  know 
Vxiridge  and  North- 
hridge  Yes 

H  117.     Is  a  separate  permit  obtained  for  each  opening? 

Municipalities. 

Chioopee  No 

Danvers  No No  openings 

Bolyolce   No Yes 

Marilehead Yes,  for  trenches Yes 

North  Attlehoro No   No 

Peabody  No None 

Taunton,  Westfleld ...     No   

Companies. 
Abington    and    Rock-     One   permit   may   cover 
land   any   number  of  open- 
ings in  one  job 

Attleboro,  Salem One  permit  may  cover 

any  number  of  open- 
ings in  one  job Yes 

Beverly,       G  ar  d-      One   permit   may   cover 
ner,  Fitchburg any  number  of  open- 
ings in  one  job ■     No 

Northampton  One  permit  may  cover 

any  number  of  open- 
ings in  one  job See  H  116 

Uxbridge   and  North-     One  permit  may  provide 

bridge  for    any    number     cff 

openings   in  one  job. . 

PURCHASE  OF  SUPPLIES. 

H  118.     Who  places  the  orders  for  mateiHals  and  who  governs 
the  placing  of  orders? 

Municipalities. 
Chioopee,  Holyoke  and 

Peabody  The  manager The  manager 

Danvers   The    manager    and    the 

Board   The  manager 

Uarblehead Chairman  of  the  Board,     Chairman  of  M.  L.  B. 

as  purchasing  agent 

North  Attleboro Municipal  light  board. .     The  manager 

Taunton The  manager The  manager  direct 

Westfleld  The  manager  and  mun- 
icipal light  board, 
composed  of  the  se- 
lectmen        The  manager 

Companies. 
Abington    and    Bock- 
land  The    manager    and    the 

superintendent   ».     The  manager 

Attleboro   Usually  the  manager. . .     The  manager 

Beverly   •     The  manager 

All  others The  manager The  manager 

H  119.     Were  contracts  advertised? 
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No 
Yes 

Xes 

Yes,  on  large  matters 

No 


Municipalities. 
A. 

Chicopee,  WestflelA :. 

Danvers  Only  for  coal 

HolyoJce  When    amount    is    over 

$500  ,. 

Marhlehmd Yes,  on  large  matters. .. 

North  Attlehoro No   

Peabody  Yes,  for  coal *..     Yes,  for  coal 

Taunton  No,  not  ordinarily ..     Yes,   for  constructing 

plant 

Companies. 
Both  answer  "No"  in  each  case,  except  as  follows : 

Beverly.    — ■ — A. 

Fitchburg.     — P. 

Salem.     Don't  apply. — P. 
H  130.     What  system  was  used  to  cheek  the  quality  of  materials 
and  weights  or  measurements  of  shipments? 
Municipalities. 

Chicopee Checked  and  inspected 

Danvers  Inspection  and  weight. .     Manager's  inspection 

HolyoJce   Inspection Quality  and  quantity 

checked 

Marilehead  Inspected    by    manager 

and  record  kept. ..... 

North  Attleboro Inspection  by  manager.. 

Peahody   Inspection      when       re- 
ceived   

Taunton  Inspection 


Westfield 


Inspected  by  manager 
and  record  kept 

Inspection  by  manager 

Purchases  were  prop- 
erly checked 

Manager's  personal  in- 
spection 

Proper  tally  made  of 
each  invoice 


Companies. 
AMngton    and    Rock- 
land        Inspection  and  weight . «       

AttleVoro   Inspection  and  weight.-.     Usual  methods 

Beverly   j .     All  shipments  checked 

for      quality      and 
weight,     and     fuel 
weighed  as  used 
Usual  precaution 
No  system,  but  ship- 
ments are  checked 
Quality  and  quantity 

checked 
Yes 


Fitohturg  Inspection  and  weight. . 

Gardner  Inspection  and  weight.*. 

Northampton  Inspection  and  weight. . 


Salem  Inspection  and  weight 

Ux'bridge   and  North- 
hridge Inspection  

H  131.     What  redress  is  there  in  case  of  shortages  or  poor  quality 
of  shipments? 

Municipalities. 

A.  P. 


Chicopee 
Danvers 


Bolyoke   Adjustment   had. 


Claim  made  and  ad- 
justment secured 

Shortages  adjusted ; 
poor  quality  re- 
turned for  exchange 

Claim  made  and  ad- 
justment secured 
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A. 
Marilehead Adjustment  secured. 

Vorth  Attlehoro 


Peaiody,  Westfield ^ 

Taunton  Rejection  or  adjustment 


AUngton  and  Roclc- 
land  

Attleboro,  Beverly, 
Gardner,  Northamp- 
ton and  Salem 


Companies. 


Proper  adjustment  se- 
cured 

Claim  made  and 
settled 

Claim  made  and  ad- 
justment secured 

Claim  made  and  ad- 
justment secured 


Claim   made   and   ad- 
justment secured 
Adjusted 


PitcMurg 

Vwhridge  and  North- 
Vridge 

H  123.     How  did  prices  and  quality  compare  with  those  paid  by- 
private  companies? 

Municipalities. 

Vhicopee,  Westfield 

Danvers,  Holyoke  and 

Taunton Favorably   


Buy  at  lowest  prices 


made     at 
possible 


MarMeliead 

North  Attleloro 


Pealody  Favorably 


Purchases 

lowest 

prices 
Impossible  to  answer 
Buy  as  favorably  as 

possible 
Lowest  marliet  prices 

secured 


Companies. 
(J.  H.  G.)     H  122  does  not  apply  to  companies. 
H  123.     Were   the    dealers   supplying   materials   connected   with 
city,  county  or  state  government?' 
Municipalities. 
Both  answer  "ISTo"  in  each  case,  except  that  Mr.  Adams  leaves 
Chicopee  and  Westfield  blank,  and  for  Holyoke  says:     "Only  as 
to  small  matters."    For  Holyoke  Mr.  Prichard  says  "Occasionally, 
not  generally." 

Companies. 
Answers  left  blank,  except  for  Abington  and  Kockland,  Salem 
and  TJxbridge  and  Northbridge  Mr.  Adams  says  "ISTo";  and  for 
Beverly  Mr.  Prichard  says  "Don't  apply." 

H  124.     Were  local  dealers  favored  over  those  outside  of  the  city? 

Municipalities. 

•Chicopee No  local  dealers 

Danvers  Not  on  large  nurchases..     No 

Solyoke   Tes,  at  same  prices Tes,  everything  being 

equal 

Marblehead If  equally  low t     If  prices  were  equally 

low 

North  Attlehoro Tes,  at  same  prices No 

Peaiody  Yes,  at  same  prices Yes 

■Taunton  At  same  prices Yes,  as  far  as  possible 

Westfield  ^^^ 
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Companies. 
AMngton    and    Rock-  A.  P. 

land   Yes 

Attleboro  Very    little    from    local 

dealers Yes 

Beverly,  'Northampton 

and  Salem Yes 

FltcKburg   Yes Yes 

Gardner  Only     small    purchases 

from  local  dealers ....     Yes 
Vxiridge   and  Nortli- 
Iridge  

H  125.     AYas  there  delay  in  placing  orders  after  the  engineer  or 
superintendent  expressed  the  necessity  for  supplies? 
Municipalities. 
Both  answer  "No"  in  each  case,  except  that  Chicopee  and 
"Westfield  Mr.  Adams  leaves  blank,  and  for  i^orth  Attleboro  he 
says  "In  some  cases." 

Companies. 
AMngton    and    Bock- 
land  Not  usually *. 

A  ttlelioro   No,  not  as  a  rule None 

Beverly,  Gardner No 

Fitchivrg   No   No 

Northampton  '. . . 

Sfilem   Usually,  no No 

Vxhridge  and  Nortfi- 
iridge  No   

H  126.  In  practice,  did  the  manager  get  the  types  and  makes 
of  things  he  asked  for,  or  was  hs  forced  to  take  some- 
thing else? 

Municipalities. 

Chicopee.  Westfield |.     Yes 

Daiivers  Yes Received     what     was 

asked  for 

Holyoke,  MarUehead.    Got  what  he  wanted (Jot  what  he  wanted 

North   Attlehoro Not  in  every  case The  former 

Pealiody  Yes What  was  ordered 

Taunton   Manager    got    what    he 

wanted The  former 

Companies. 
AMngton    and    Rock- 
land        Got  what  he  wanted 

Attleioro   Manager     usually     got 

what  he  wanted No 

Beverly   The  former 

Fitchhurg   JIanager   gets   what   he 

wants res 

Gardner  Manager     usually     gets 

what  is  wanted Yes 

Northampton 

Salem   Manager    got    what    h% 

wanted   Yes 

Vxhridge   and   North- 
hridge  Yes ; . 

H  127.     Were  bills  for  materials  purchased  paid  promptly? 

Municipalities. 
Mr.  Prichard,  "Yes,"  to  all;  Mr.  Adams,  "Yes,"  to  all  ex- 
cept: 
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Cliicopee,  ]Ycstfield. 


Holyoke,  Taunton.     Yes,  every  month.. 
Marblehead,  North  Attleboro.     Thirty  days. 

Oompanies. 
Mr.  Adams  makes  no  reply;  and  Mr.  Prichard  answers  "Yes" 
for  all,  except  Abington  and  Eockland,  which  he  leaves  blank. 

GENERAL   MATTERS: 
H  128.     Is  the  plant  adequately  equipped  to  handle  the  business? 

2Iunici.paJUies. 

A.  P. 
Chicopee  Cireater   capacity   desir- 
able   :.     Yes    - 

Danvers  Greater  capacity  in  eleO-     Yes,    in   the   summer- 

tric  generators  should         time         (manager's 

be  provided statement) 

Holyolce  Yes :.     Yes 

MarUehead  Lacks  reserve  capacity. .     Yes,   but  no   duplica- 
tion 

'North  Attlelioro Was    not    on    .June    .30, 

1906,  but  contracts  for 

more    equipment    had     No,   but   is   being    ro- 

then  been  made built 

Peatody  Should  have  greater  ca- 
pacity    .^.     No 

Taunton  Yes,    except    that    more 

generator   capacity   is 

necessary Yes 

Westfteld   Should  have  greater  ca- 
pacity    .'     Yes 

Companies. 
Mr.  Prichard,  "Yes,"  to  all ;  Mr.  Adams;  as  follows : 
Abington  and  Rochland,  and  Gardner.     More  capacity  desirable. 
Attleboro.     Two    500    K.    ^Y.    turbine    alternators    are   being- 
added. 

Beverly.     Increase  of  capacity  was  desirable  on  June  30,  1906, 
but  has  since  been  made. 

Pitchburg,  Salem.     Yes. 

Northampton,  Uxbridge  and  Northbridg'e.     

H  Vi'd.     Is  the  equij^ment  of  modern  and  efficient  type? 

Mvnicipalitles. 

Chicopee  Only  in  part The     original     enuip- 

ment 

Danvers  Steam   engines   are  not 

of  efficient  type,  and 
the  use  of  .laclv  shaft 
should    be    discontiH- 

ued Only  in  part 

Holyolce   ^'es,  except  as  to  the  old 

steam  engines  and  wa- 
ter power  equipmeijt 
purchased  from  Hoi- 
yoke  Water  Power  Co.     Yes 

MarUehead  Only  in  part ,.     No 

yorth  Attleboro EfHcient  only  in  part. .;.     No 

PeaTyody  Only    in    part ;     should 

have     more     efficient 

engines   f-      No 

Vol.  II.— 70. 
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A.  P. 

Taunton  Yes Yes 

Westfleld  In  part •.     Yes 

Cojiipanies. 
AMngton    and    Rook- 
land  and  Gardner . .     Only  in  part Yes 

Attleioro   The  greater  part  of  the 

equipment  is  of  effi- 
cient type Yes 

Beverly  In  part,  but  not  entirely     Yes 

Fitchburg  Yes ,.     Yes 

Northampton  Efficient,  but  not  en- 
tirely modern 

Salem  Yes,  nearly  all  of  it. ... .     Yes 

Uiviridge  and  North-         i . 

hridge  In  part .-. 

H  130.     Is  it  in  good  condition  ? 

Municipalities. 

"  Pair  "  for  Mr.  Adams  for  all  except  Holyohe  and  Taunton, 
"  Yes."    "  Yes  "  for  Mr.  Prichard  for  all  except  Peabody,  '"'  Fair." 

Companies. 

Mr.  Prichard,  "  Yes  "  for  all ;  Mr.  Adams  as  follows : 

Abington  and  RocMand,  Beverly.     Pair. 

Aitlehoro,  Salem.     Most  of  it. 

Fitchburg.     Yea. 

Gardner.     Not  the  best. 

Northampton,  Uxbridge  and  Northbridge.     . 

H  131.     Will  it  be  necessary  to  make  extensive  repairs  or  altera- 
tions in  the  near  future? 

Municipniitics. 

Ghioopee Desirable   No 

Danvers   Electric   generating     Just  been  made  at  an 

equipment  must  be  in-        expenditure  of  $28,- 

creased  836 

Holyolce    Not  until  the  increase  of 

load  requires  further 
extensions  of  gen- 
erating plant ,. .     No 

MarMeliead   Advisable Not  uecessary,  but  ad- 
visable 

North  Attlelioro Contracts  that  are  being 

executed      p  r  o  v  i  d  e 

ample  capacity Yes,  now  being  made 

Peahody   Yes   ,.     Yes,      if      generating 

plant  is  to  be  con- 
tinued, $50,000  will 
be  required.  See  re- 
port Electric  Audit- 
ing Company  (em- 
ployed by  the  town) 
( report  not  repro- 
duced here. — J.  H. 
G.) 

Taunton   Not  repairs,  but  increase     Extensions,    yes ;    re- 

of  capacity pairs,  etc.,  no. 

Westfleld    Desirable Xo 
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Companies. 
Alington    and    Rock-  A.  p. 

land Extensions  desirable. . ...     No 

Attleioro   Water  power  plant  to  be 

abandoned  and  steam    Large  extensions  con- 
turbines  added tracted 

Beverlv Probably  not,  in  view  of 

the  increased  capacity 
since  June  30,  1900..     No 

FitcMurg   A  1,000  K.  W.  alternator 

has  been  added  since 

June  30,  1906 :.     No 

Gardner  Yes ;    additions,   repair.s    Additions,  but  not  re- 

and  alterations •.        pairs  or  alterations 

Northampton  Expect  to  install  two 

or  three-phase  sys- 
tem 
Salem   Probably  not -c.     No ;  increase  only  ex- 
cepted 
Vxhridge   and  Norths 
triage - 

H  133.    Is  the  plant  kept  in  clean  and  neat  condition? 

Municipalities. 
Oliicopee,  MarVleUead, 
North        Attlelioro, 

Pealody  Fair Yes 

Danvers   Fair <.     Fair 

Holyoke   Yes Yes,  very 

Taunton,  Westfleld. . .    Yes Yes 

Companies. 
Mr.  Prichard,  "Yes"  for  all.     Mr.  Adams,  "Fair"  for  aU 
except : 

Fitchhurg.    Yes. 
Gardner.     No. 

Northampton,  Uxhridge  and  Northhridge.    

H  133.    Are  the  works  adequately  ventilated? 

"Yes"   for   all,  public   and  private.— P.     "Fair"   for  Mr. 
Adams  for  all  except : 

Municipalities. 
HolyoTce,  Marhlehead,  Taunton.    Yes. 

Companies. 
Fitchhurg.     Yes. 
Gardner.     No. 

Northampton,  Uxbridge  and  Northhridge.  

H  134.     Are  the  pits,  shafts  and  machinery  properly  guarded? 
"Yes"  for.  all  except  Z)ani;ers,_  "  Partially."— P. 

Municipalities. 
Mr.  Adams,  "Yes"  for  all  except: 
Danvers,  North  Attlehoro,  Peahody.     Fairly. 

Companies. 
Mr.  Adams,  "  Fairly  "  for  all,  except : 

Ahington  and  Bochland,  Northampton,  Uxhridge  and  North- 
hridge.      — — 

Fitchhurg.    Yes. 
Gardner.    No. 
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11  135.     Are  the  offices  for  payments,  complaints  and  other  busi- 
ness conveniently  located? 

Municipalities. 
Both  answer  "  Yes "  in  every  case,  except  for  North  Attleboro. 

A.  P. 

Xoi-th  Attleboro Location    at    plant    not 

entirely  convenient. .,.     No 

Oompanies. 
Ahiiifiton     a)ul    Rock- 
land       Yes Local  collection  oiBces 

in  center  of  each 
town.  Office  at 
works 

Attleboro    Xes Tes,  in  center  of  town 

Beverly,  'Northampton     Yes 

Fitchhurg,       Gardner, 

Salem Yes %     Yes 

Uxbridge   and  North- 
bridge 

H  136.     Were  the  consumers'  complaints  promptly  and  efficiently 
attended  to? 
Both  answer  "  Yes  "  in  each  case,  except  that  Mr.  Adams  does 
not  answer  for  Chicopee. 

H  137.     Describe  office  system  of  handling  com.plainls. 

Municipalities. 

Cli ioopee ' . ...     Received     by     'phone 

and  man  sent  to  in- 
vestigate and  rem- 
edy 

Danvers   No  system , ,    All      complaints     are 

made  to  the  M.  L. 
Committee  and  by 
them  referred  to  the 
manager  for  atten- 
tion 

HolyoJfe    Complaints   received    at    Card   catalogues  kept 

the  office  in  City  Hall         of     all     complaints 
and    then    telephoned         and   all  detail  kept 

to  the  station connected  therewith 

Marblehead   Received    by     clerk     of     Received   by   clerk  of 

Board  and  telephoned        Board  and  referred 
to     the     station     and        to  manager  for  at- 

man  sent *.         tention 

North  Attleboro No  system Man  is  sent  to  in- 
vestigate and  rem- 
edy cause 

Peabody   None   Received        by    mail, 

'phone  or  manager, 
and  person  dele- 
gated by  manager 
to  investigate  and 
remedy 

Taunton   Received    at    the    office     Received     by     'phone 

and  a  man  sent  fronj         and  turned  over  to 
there  or  from  the  sta-        proper  man  for   at- 

tion    tention 

WestfleUl  When  same  are  re- 
ceived man  is  or- 
dered to  investigate 
and  remedy 
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Ahiiigton    and 
land    


Rock- 


Oompanies. 
A. 
A  man  is  sent  as  soofi 
as   possible   after   tlife. 
complaint  is  received.' 


AttleTjoro 


Beverly   . . 
FitcKburg 
Gardner   . 


Northampton 


Salem  Office  receives  com- 
plaints by  telephone 
or  otherwise  anfl 
sends  a  man  promptly 

Uxbridge   and   NortJi- 

Iridge   Man    sent    as    soon    Ets 

convenient  after  su- 
perintendent receives' 
notice .*. 

H  137a.     How  are  leak  complaints  attended 

Municipalities. 

OMcopee 

Danrers   Lineman  ou  call 


HolyoTce  Man  on  call  for  the  pur- 
pose   


Proper  man  delegated 
to  investigate  and 
remedy  any  com- 
plaint 

As  soon  as  received 
proper  man  is  di- 
rected to  investigate 
and  remedy  same. 
This  facility  is  con- 
fined throughout 
each  24  hours 

Man  on  duty  all 
hours  to  attend  to 
same 

Attended  to  at  once 
by  man  employed 
for  that  purpose 

Man  despatched  to  in- 
vestigate and  cor- 
rect. Man  on  duty 
all  times  during  day 
and  night 

Applications  are 

promptly  attended 
to  and  man  is  sent 
out  immediately 

Man  immediately  des- 
patched to  investi- 
gate and  remedy 


MarWehead   Man  sent. 


^"orth  AttleTjoro . . . . 
PeaTjody   


By  lineman  or  superin- 
tendent   .' 

Mnn  on  call 


Taunton   Lineman  sent. 


Westfleld 


to  at  night  ? 


Promptly 

Man  is  detailed  to 
look  up  and  remedy 
same  at  once  after 
report  is  received 

Man  on  duty  to  in- 
vestigate and  rem- 
edy same 

A  man  is  despatched 
at  once  to  premises 
reported 

Attended  to  next  day 

JIan  despatched  to 
source  of  trouble  to 
remedy  this  condi- 
tion 

Man  is  despatched  at 
once  to  answer  such 
complaint 

5Ian  sent  to  source  of 
difficulty  at  once 
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Companies. 
Abington    and    Bock-  A.  -P- 

land A  lineman  is  subject  to    Man     despatched     to 

call  for  this  work source  of  trouble  at 

once 

Attleioro  Man  on  duty  for  sueh 

work See  H  137 

Beverly   ,.     Man  on  call 

PitcMurg Man  provided  for  such 

cases  .;»    Man  sent  out  at  once 

Oardner  Man   on   call   for   such 

work At  once  remedied 

Tforthampton  .*.     Night     inspector     on 

duty 

Salem   Lineman     on     duty     at    Inspector  on  duty  all 

night  attends night   to   attend  to 

same 
UxWidge   and  North- 

iridge  A   lineman   on  call   for 

this  work '. 

^H  138.     Is  there  a  system  of  badging  or  lu^iforming  the  employees 
so  that  they  may  be  known  to  the  public  ? 

Municipalities. 

Chicopee,  Westfleld ,.     No 

Danvers,  Marblehead, 
North        Attleioro, 

Fitchl)urg No   No 

HolyoJce No Badging 

Pealody  Badge  for  those   enter- 
ing buildings Badges 

Companies. 
"  No  "  for  all,  except : 

Beverly None 

FitcJiburg Only  for  meter  men. . . .     Of  badging 

Salem   Badges  only Badges 

H  139.     Are  the  general  morale  and  discipline  of  employees  good, 
bad  or  indifferent  ? 

Municipalities. 
"  Good,"  for  all  except : 

Chicopee No 

Danvers,  Solyolce, 
Westfleld,  Marble- 
head  

"North  Attleboro Appears  to  be  good 

Companies. 
Mr.  Adams  answers  for  no  plants.     Mr.  Prichard,  "  Good/' 
except  as  follows: 

Beverly.     "  Yes." 
H  140.     Are  the  employees  who  meet  the  public  polite  and  at- 
tentive ? 

Municipalities. 
Mr.  Adams  answers  with  a  dash  for  all  municipalities  except 
Holyohe,  to  which  he  answers    "  Yes."      Mr.    Prichard    answers 
"  Yes  "  in  all  cases. 
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Companies. 
Mr.  Adams  answers  "  Yes "  in  the  case  of  Pitchburg,  and 
answers  in  all  other  cases  with  a  dash.     Mr.   Prichard  answers 
"Yes"  in  each  case. 
H  141.     Are  they  neatly  dressed? 

Mr.  Adams  answers  with  a  dash  in  all  cases,  both  mimicipal 
and  private. 

Mr.  Prichard  answers  "  Yes "  in  all  cases,  except  that  for 
Danvers  he  answers  "  Workingmen,"  and  for  Holyolee  he  answers 
with  a  dash. 

H  143.  Do  the  various  departments  work  in  harmony?  Is  there 
friction  or  jealousy,  and  does  one  department  shirk  work, 
leaving  it  to  be  done  by  another  ? 

Municipa  lities. 

A.  P. 

Chicopee In  harmony.    No 

Danvers No.    All  harmony 

Holyoke   All  departments  work  in 

harmony  under  the  di- 
rect    control     of     the     Plarmony.       No     fric- 
manager tion  or  jealousy 

MarMehead  Work  in  harmony No 

North  Attlehoro All  must  work  in  a  way 

satisfactory  to  the 
manager No 

Peaiody  All    work    in    harmorjy 

under  the  manager. . ,     Harmonious 

Taunton  All  work  as  directed  by 

the  manager .s.     Harmonious 

WestfieU •    The  former 

Companies. 

Aiington    and    RocTo- 

land All  work  as  directed  Ivy 

the  superintendent 

Attleloro   Work    is    done    as    di-    Does  not  apply  to  the 

rected  by  the  manager        company 

Beverly,  Gardner * 

FitcMurg The   manager    runs   the 

business  and  the  men 
follow  his  instruc- 
tions      

Northampton   In  harmony 

Salem   All     departments    wor^ 

under   the   control   of 

the  manager Don't  apply 

Vxiridge   and   North-    All  the  men  work  under 

hridge  the    direction    of    the 

superintendent   .i . 

H  143.     Is  there  an  adequate  system  of  telephones  ? 

Both  investigators  answer,  "Yes,"  in  each  case,  except  that 
Mr.  Adams  dashes  for  Chicopee,  and  Mr.  Prichard  answers,  "Public 
service,"  for  Danvers;  and  that  Mr.  Adams  does  not  answer  for 
Beverly  and  Northampton. 
H  144.     Are  the  works  and  offices  properlywatched  at  night? 

Both  investigators  answer,  "Yes,"  for  each  municipality;  and 
also  for  each  company,  except  that  Mr.  Adams  answers  with  a  dash 
in  the  case  of  Attleloro,  Beverly,  Gardner  and  Northampton. 
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H  145.     Are  employees  generally  permitted  to  run  to  fires,  or  is 
some  one  appointed  to  go? 

Municipalities. 

A.  P. 

CMcopee,  Weetfleld Some  one  is  appointed 

Danvers   Line  man  appointed. . . .  Employees  generally 

Bolyoke Some  one  is  appointed. .  Employees  allowed  to 

go 

MarWehead Employees      generally 

permitted 
yorth  Attlel)oro Electrical      superintend- 
ent gooK One  man  goes  to  fires 

Peaiody   One  appointed One  appointed 

Taunton  Manager   and   line   man 

go    Some  one  appointed 

Companies. 

AMngton    wnd    Rock-     Superintendent    or    line  Some  one  appointed  to 

land foreman  goes go 

Attleloro    One    of    the    line    men 

goes The  former 

Beverly ■.  Some  one  appointed 

Pitchlurg    A  man  appointed  to  go„.  A    man    appointed   to 

go 

Qarclner   Man  on  call  goes Some    one    appointed 

to  go 

NorthaTnpton   No 

Salem   It  Is  the  duty  of  certain 

persona  to  go JIan  aiDpoJnted  to  go 

Vmliriiige   artd   North- 
1)ridge 

H  146.  Is  there  any  system  of  inspection  to  prevent  workmen  of 
other  companies  or  city  departm(jlits  from  injuring  the 
underground  structures  ? 

MunicipaMties. 
The  answers  indicate  that  there  are  no  Imderground  structures 
for  municipal  plants  except  Marblehcad. 

MarhleJiead.  General  observation  of  commissioners  and  man- 
ager.— A.  Proper  inspection  maintained  during  opening  done  by 
other  companies. — P. 

Companies. 
The  answers  indicate  that  there  are  no  underground  structures 
except  in  Fitcfiburg. 

Fitchlurg.  ISo. — A.  Yes ;  inspection  on  the  job. — P. 
H'  147.  Has  the  manager  maintained  an  adequate  system  of  re- 
ports made  to  him  of  the  details  ,of  the  operation  of  the 
plant,  day  by  day,  so  as  to  show  manufacturing  results, 
cost  per  unit,  length  of  underground  or  overhead  struc- 
tures installed,  etc.  ? 

Municipalities. 

CMcopee,   Westfleld ...    No No 

Danvers    Yea,   as  to   liiiunifactur-  No,  as  to  manufactur- 
ing results '.  Ing  costs 

Solyoke,  Peatody . . . .     Tes   , .  Yes 

North  Attleioro,  Taun- 
ton, MarMehead ....    Yes  No 
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Compcmict;. 
Ahington    and    Bock-  A.  I'. 

land,   Fitohhury  ....     Yes  Yes 

Attleljoro    Yes,  as  to  the  six  months 

ending  June  30,  19001     Yes. 
Beverly    i.     No.     Are   now    estab- 
lishing   proper    sys- 
tem 

Gardner   Yes    Yes 

Northampton   No    No 

Salem    Yes  Yes,     form     a ttached. 

(Form     not     repro- 
Uxhridge    and   Islortlt-  duced  here. — Gray.) 

brhlgc Yes , . 

H  148.     Attach  the  form  on  A\hich  the  manufacturing  records  are 
kept. 

The  answers  to  this  question  indicate  tEat  such  records  are  not 
kept,  except  that  Mr.  Prichard  says  they  are  kept  in  book  form  for 
HolyoJce,  and  Mr.  Adams  for  North  Aitleboro,  except  in  the  follow- 
ing instances,  for  which  forms  were  sent : 

P. — For  Danvers  and  for  Attleboro. 

A. — For  Taunton,  and  for  all  private  companies  except  Beverly 
and  Northampton. 
H  149.     Was  there  a  drafting  room  maintained  ? 

MunicipalUies. 
Chicopee,        Danvers, 
Marlilehead,    North 
Attleboro  and  West- 
field    No    No 

Holyoke   Yes    City    engineer's    offlca 

furnislied  plans 

Pealody    .;.     No 

Taunton    Yes    .• .     No 

Companies. 
Mr.  Adams  answer-s,  "ISTo,"  for  all  plants  except  Beverly  and 
Northampton,  whicli  he  dashes.     IMr.  Prichard  answers,  "No,"  for 

all  plants  e.xcept: 

Attleboro   Doue  outside. 

Fitchhurg   No ;  doue  by  outside  e'ugiueers. 

H  150.     What  system  was  in  vogue  to  take  care  of  the  tools  dis- 
tributed to  employees? 

Municipalities. 

GhiGopee    Each    one    cares    for 

his  own 

Danvers  No   system : .     No  tools  supplied 

Holyoke   No   system Employees    held    per- 
sonally    responsible 

MarUehead    No    system None 

Worth  Attleboro None ■     No  system 

Peabody,   Taunton No    system No  system 

Westneld   ^°°® 

Companies. 
Mr.  Adams  answers  in  each  case  with"  a  dash,  except  that  he 
answers,  "No  system,"  for  Gardner ,  and  "None,"  for  Salem  and  for 
Vxbridge  and  Northhridge.     Mr.  Prichard  indicates  that  there  is 
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no  system  in  each  case,  except  that  he  dashes  Fiichhurg,  and  an- 
swers, "Employees  held  responsible,"  for  Narthampton. 
H.  151.     Were   the   different  classes   of  workmen  equipped  with 
proper  tools ;  were  the  tools  kept  in  order  ? 

Municipalities. 

A.  P. 

Chioopee   ,     Tes,  for  both 

Danvera   Yes    Yes,  by  themselves 

Holyoke,    P  eai  o  dy, 
Taunton,  North  At- 

tleloro  Yes    Yes 

Marhlehead    Yes    Proper  tools,  and  are 

kept  in  order 
WestfleJa   .; .     Yes 

Companies. 
Mr.  Adams  answers  in  each  case  with  a  dash ;  Mr.  Prichard,  by 
'^es." 

H  152.  With  what  promptness  were  orders  to  turn  on  current 
attended  to  ? 

Municipalities. 

Chicopee   Immediately 

Danvers   Usually  on  same  day. .«     Reasonable 

Holyoke,  Worth  Attle- 

loro    Usually  on  same  day .  **.    At  once 

Marhlehead,  Peahody, 

Taunton  Usually  on  same  day. . .     Immediately 

Westfield   Immediate 

Companies. 
AMngton    and    Rook- 
land,  Attlel)oro, 

Gardner   Usually  within  24  hours     Immediate 

Beverly Immediate  attention 

Fitchiurg   Usually  in  one  day  from 

order    At  once 

Northampton  At  once 

Salem Usually  within  one  day      Immediately,  the  same 

from  order day 

Vxhridge  and  North-    Usually  within  one  day 
iridge    from  order    

H  153.  Are  service  pipes  run  to  every  lot,  whether  built  upon  or 
not,  prior  to  street  paving  or  repaying  ?  If  so,  how  many 
of  these  dead  services  are  now  in  existence? 

Municipalities. 

Ohioopee   No  service  pipes No 

Danvers   No  underground No  service  pipes  used 

in  the  system 

Holyoke  No  underground  lines..  Yos,  in  gas  depart- 
ment. Electric 
overhead,  no.  Rec- 
ords of  dead  ser- 
vices kept,  but  num- 
ber not  available 
without  research 

Marhlehead No     paving.       Services 

only    laid    where    or-     No  paving ;  no  service 
dered pipes 

North  AttJeioro No  service  pipes 
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A.  P. 

Peabody    No   underground No  service  pipes 

Taunton  No     service     pipes     in 

streets   No  underground 

TTest/ZeW   No   underground No,  as  there  is  no  un- 
derground 
Companies. 
Mr.  Adams  answers  in  each  case,  "No  service  pipes,"  except 
that  he  dashes  Beverly,  and  answers  for  Salem,  "Service  wires  over- 
head."    Mr.   Prichard  indicates   that   there  are  no   underground 
services  for  any  plant,  except  tliat  he  dashes  Abington  and  Eock- 
land,  and  answers,  "Don't  apply,"  for  Beverly. 
H  154.     Are  records  kept  of  services  by  d.ato  installed  so  that  as 
the  service  grows  old  and  inspection  may  be  made  at  in- 
tervals of  years  to  determine  when  renewals  should  take 
place,  and  insure  such  renewals  before  most  of  the  services 
have  begun  to  give  trouble  ? 

Mun,icipalities. 

Chicopee,  Westfleld No 

Danvers,  Taunton. . . .     Yes  ,  No 

Eolyoke  No   Records  kept 

UarUehead    No   : .  No  services 

North  Attleioro A    record    of    the    date  No,  as  there  is  no  un- 

when      each      service  derground 

is  installed  is  kept... 

Pea'body  No No  underground 

Companies. 
Mr.  Adams  answers,  "No,"  for  all  plants  except  Beverly  and 
Northampton,  which  he  dashes.  Mr.  Prichard  answers,  "No  under- 
ground," for  Attlehoro  and  Salem;  "Don't  aj)ply,"  for  Beverly  and 
Gardner;  "No,"  for  Fitchburg,  and  dashes  Abington  and  RocTcland 
and  Northampton. 

H  155.     Are  there  any  regulations  in  force  regarding  the  entrance 
of  employees  in  houses?    If  so,  attach  a  copy. 
Municipalities. 
Mr.  Adams  indicates  that  there  are  none  for  all  municipalities 
except  Chicopee  and  West-field,  which  he  dashes.    Mr.  Prichard  an- 
swers, "No,"  in  each  case  except ; 

Holyoice.     No  printed  regulations. 
Marblehead.     No  printed  instructions. 

Companies. 
Mr.  Adams  answers,  "No,"  for  all  Wut  Beverly,  Fitchburg, 
Northampton,  in  which  case  he  answers  with  a  dash.    Mr.  Prich- 
ard answers,  "No,"  in  each  case  except  Salem,  for  which  he  an- 
swers, "No  printed  regulations." 

H  156.  Does  any  one  inspect  the  work  done  by  employees  m  con- 
sumers' houses  ? 
H- 157.     If  so,  is  this  inspection  general,  or  does  it  include  every 
]ob? 
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FINANCIAL  MATTERS 

Massachusetts    Electricity    Works 

(Schedule    IV) 


By  ALTON   D.  ADAMS   and  CHARLE6   F.  PRICHARD 


(Note. — Mr.  Adams  and  Mr.  Prichard  each,  prepared  a  schedule  for 
each  plant,  except  that  Mr.  Prichard  prepared  no  schedule  for  the 
private  plant,  Uxbridge  and  Northbridge,  and  his  schedule  for  Abington 
and  Rockland  is  not  included  in  this  compilation.  In  cases  where  the 
same  answer  is  made  to  a  given  question  by  the  two  experts  that  answer 
is  given  without  distinguishing  marks ;  where  the  two  answers  differ 
they  are  both  given  and  distinguished  by  having  the  initial  of  the 
investigator  attached  to  each.) 

I— FINANCIAL  MATTERS. 
I  1.     B,ates  and  charges. 

The  fiscal  year  for  all  plants  in  ilassaeliusetts,  public  and  pri- 
vate, ends  on  Jnne  30.  Data  for  the  fiscal  year  ending  June  30, 
1906,  in  all  reports. 

^lunicijxiJiiies. 

Ohicopee.  11.85  per  K.  AV.  hour  for  incandescent  commercial 
service;  2i  to  6f  per  K.  ^Y.  hour  for  power  service. — P. 

Danvers.  10  cents  per  K.  W. — on  power  service.  If  cus- 
tomer's gross  bill  amounts  to  $50,  he  receives  50  per  cent,  discount. 
Below  $50  no  discount  is  given. — V 

Holyohe.  12  cents  flat  per  I\.  W.  H.  for  lighting,  2  cents 
flat  per  K.  W.  H.  discount  Ijefojc  the  lOth  of  the  month.  For 
power,  5  cents  per  K.  W.  H.,  with  the  following  dis^counts:  On  bills 
of  $10  or  less  per  month,  20  per  cent. ;  from  $10  to  $20,  25  per 
cent. ;  from  $20  to  $35,  33  1-3  per  cent. ;  from  $35  to  $50,  40  per 
cent. ;  from  $50  to  $100,  50  per  cent ;  over  $100,  55  per  cent.  Net 
rates,  150  H.  P.,  2  1-10  cents  per  K.  W.  H.;  200  PI.  P.,  18-10 
cents  per  X.  W.  PL;  250  PI.  P.  or  over,  1  6a0  cents  per  K.  "\V.  H. 
Minimum  bill,  50  cents  per  month. — P. 

MarUehead.  15  cents  per  Iv.  W.  H.,  with  a  discount  of  20 
per  cent,  for  payment  in  15  days ;  20  cents  per  Iv.  W.  H.  for  summer 
customers,  for  loills  under  $5 :  bills  of  $5  and  over,  15  cents  per  K. 
W.  H.,  with  a  discount  of  20  per  cent.  £or  payment  in  fifteen 
days.  Minimum,  50  cents  a  month  to  yearly  consiuners;  $1.50 
per  month  to  summer  customers. — P. 
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North  AUleboro.  15  cents  per  K.  W.  H.  for  lighting.  No 
power  furnished. — P. 

Peabody.  Eates  of  Peabody  Electric"  Light  Department  in 
effect  July  1,  1902 :  Incandescent  lights  in  the  town  of  Peabody, 
f  of  a  cent  per  ampere  hour  on  55  volts,  and  IJ  cents  per  ampere 
hour  on  110  volts,  or  13  cents  per  K.  W.  H.  (A  standard  16  cau- 
dle power  lamp  consumes  55  watts  per  hour,  or  on  55  volts  one 
ampere,  and  on  110  volts  -J  ampere,  so  that  the  rate  per  lamp  is  the 
same  in  each  case.  The  minimum  charge  for  electric  lighting 
service  shall  be  six  dollars  per  year.  Incandescent  lights  in  the 
town  of  Lynnfield  shall  be  15  cents  per  K.  W.  H.  All  incandes- 
cent lights  shall  be  sold  by  meter.  Are  lights,  heating  and  power 
will  be  subject  to  special  contract  rates.  The  electric  light  depart- 
ment places  upon  the  premises  of  a  consumer  the  meter  and  other 
appliances  necessary  to  connect  the  consumer's  installation  with 
the  main  line  without  cost  to  the  consumer,  and  will  keep  ia  re- 
pair and  maintain  all  its  appliances,  the  customer  to  pay  for  dam- 
ages done  to  the  property.  After  thirty  days  of  non-payment,  a 
summons  will  be  served  at  the  premises  of  the  delinquent  and 
imless  payment  is  made  within  ten  days  thereafter,  together  with 
twenty-iive  cents  for  such  summons,  the  supply  shall  be  cut  ofE, 
and  the  light  shall  not  be  let  on  until  the  amount  due,  together 
with  twenty-five  cents  for  such  summons,  and  one  dollar  for  the 
cutting  off  and  letting  on  is  paid.  A  deposit  to  secure  the  pay- 
ment for  electricity  may  be  required.  Rates  the  same  for  power 
as  light. — P. 

Taunton.     20  cents,  with  discounts  as  follows : 

10  per  cent.,  $5  to  $10. 

15  per  cent.,  $10  to  $15. 

20  per  cent.,  $15  to  $20. 

25  per  cent.,  $20  to  $30. 

30  per  cent.,  $30  to  $50. 

Over  $50,  special  rate.  (Discounts  in  effect  May  1,  1901. 
Prom  printed  list  undated.) — P. 

Westfield.  20  to  14  K.  "W.  H.  commercial  arc  lights,  $5 
monthly.  $1.25  per  month  per  16  candle'  power  7  nights  to  11 
P.  M. 

$1.15  per  month  per  16  candle  power  6  nights  to  11  P.  M. 

$1.00  per  month  for  16  candle  power  5  nights  to  9  P.  M.,  and 
one  night  to  11  P.  M. 

85  cents  per  month  for  16  candle  power  4  nights  to  8  P.  M., 
and  two  nights  to  11  P.  M. 

70  cents  per  month  per  16  candle  power,  three  nights  to  6 
P.  M.,  two  nights  to  9  P.  M.,  and  one  night  to  11  P.  M. 

10  candle  power,  25  per  cent  less  than  these  prices. 

30  candle  power,  20  per  cent,  more  than  these  pries. 

Power,  5  cents  per  K.  W.  H.  with  the  following  discounts: 
1  H.  P.,  10  per  cent;  2  H.  P.,  15  per  cent.;  3  H.  P.,  20  per 
cent.;  4  H.  P.,  25  per  cent.;  5  H.  P.,  33  per  cent.;  7^  H.  P.,  36 
per  cent. ;  10  H.  P.,  40  per  cent. ;  15  H.  P:  and  over,  42  per  cent. 
—P. 
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Companies. 

Aiington  and  RocMand.    

Attleboro. 
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K.W.H. 
used 
per 

month. 
475 
650 
850 
1,050 
1,200 
1,400 
1,600 
1,800 
2,000 
2.200 
2,400 
2,800 
3,200 
3,500 
4,000 
5,000 
6,500 
8,500 

12,500 


Equiv. 

average 

H.P. 

2.53 

3.16 

4.53 

5. CO 

6.40 

7.46 

8.63 

9.0 

10.66 

11.73 

12.80 

14.93 

17.06 

13.66 

21.33 

26.66 

34.66 

45.33 

66.66 


Rates  for  Electric  Power. 
Net  price    Net  price 

per 
K.  W.  H. 
(cents). 
7 

6.50 
6 

5.6 
5.3 
5 

4.7 
4.4 
4.2 


Discount 
(percetit.) 
30 
35 
40 
44 
47 
50 
53 
56 
58 
60 
62 
64 
66 
67 
68 
69 
70 
72 
75 


50 


.8 

.6 

.4 

.3 

.2 
3.1 
3 

2.75 
2.5 


per 
B.P.S. 
(cents). 

5.25 

4.87 

4.50 

4.2 

3.9to 

3.75 

3.52 

3.3 

3.15 

3 

2.85 

2.7 

2.55 

2.475 

2.04 

2.325 

2.25 

2.062 

1.875 


Net  price 

Min. 

per  H.  P. 

Amt. 

per  year 

monthly 

(3,000  ftrs.) 

Mil. 

$157.50 

$33.25 

146.10 

42.25 

135.00 

51.00 

126.00 

58.80 

119.25 

63.60 

112.50 

70.00 

105.60 

75.20 

99.00 

79.20 

94.50 

84.00 

90.00 

88.00 

85.50 

91.20 

81.00 

100.80 

76.50 

108.80 

74.25 

115.. 50 

72.00 

128.00 

69.75 

155.00 

67.50 

195.00 

61.86 

233.75 

56.25 

312.50 

Minimum  Charge. 

For  10  H.  P.  in  motors  and  less,  $1.50  per  H.  P.  per  month. 

For  11  H.  P.  in  motors  up  to  24,  $1.25  per  H.  P.  per  month. 

For  25  H.  P.  in  motors  and  more,  $1.00  per  H.  P.  per  month. 

(Above  prices  from  printed  list,  undated.) — A. 

Commercial  arcs  and  incandescents,  10  to  20  cents  per  K.  W. 
H.,  $1  per  month,  minimum.  Eencwals  at  cost.  Commercial 
power,  7  cents  to  2  cents  per  K.  W.  H.,  $1  per  month,  minimum, 
per  H.  P.— P. 

Beverly.  Lighting,  50  K.  "W.  H.  or  less  per  month,  17  cents ; 
50  to  62.50  K.  W.  H.  per  month,  16  cents;  62.50  to  75  K.  W.  H. 
per  month,  15  cents ;  75  K.  W.  H.  and  over  per  month,  14  cents. 
10  per  cent,  discount  if  paid  by  the  15th  of  month.  Minimum 
charge,  $1  per  mouth.  Power  prices,  10  cents  to  4  cents  per  K. 
W.  H.— P. 

FitcMurg.  Meter  Rates. 

For  incandescent  and  arc  lights,  sm£l  single-phase  motors, 
etc.,  base  rate,  20  cents  per  K.  W.,  subject  to  the  following  dis- 
counts for  bills  paid  on  or  before  the  20th  of  the  month  on  which 
such  bills  are  rendered:  Net  Rate 

Kilowatts  metered. 
Less  than  25  K.  W.  per  month 


25  to 

50       ' 

50 

100       ' 

100 

150       ' 

150 

200       ' 

200 

250       ' 

250 

325       ' 

Discounts. 

per  K.  1 

5% 

$0.19 

10% 

.18 

15% 

.17 

20% 

.16 

25% 

.15 

30% 

.14 

35% 

.13 
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Net  Rate 
Kilowatts  metered.  Discounts,      per  K.  W. 

:J2-5  to  400  K.  W.  per  month 40%  $0.13 

400   "  500       "         '■       "       45%  .11 

500  and  over      "         "       "        50%  .10 

Quarterly  bills  miTst  be  divided  by  three  in  order  to  obtain 
same  rate  of  discount.  -V  minimum  charge  of  $1  per  month  will 
be  made  for  each  meter  set.  A  minimum  monthly  charge  for  arc 
lamps  will  be  according  to  length  of  contract,  as  follows : 

1  year  or  more $3  per  month  per  lamp. 

6  months  or  more 3    "         "        "       " 

3  months  or  more 5    '^         "        "       " 

Vi'iring,  fixtures,  lamps  and  meters.  The  comjDany  will  fur- 
nish arc  lamps  and  keep  same  trimmed  and  in  repair.  The  com- 
pany does  not  furnish  incandescent  lampS  or  fixtures,  and  does 
no  inside  wiring.  "Wiring  necessary  to  connect  the  customer  with 
the  service  of  the  company  will  be  at  the  expense  of  the  customer, 
and  will  be  charged  as  service  connection,  Jleters  are  set  and  re- 
moved without  charge. 


Bates  for  Elecliic 
Base  rate,  10  cents  per  K.  AV. 

Kilowatts  per  Month. 
Less  than      100 

100  to      300 

300  to      300 

300  to     400 

400  to      500 

500  to      600 

GOO  to      800 

800  to  1,000 

1,000  to  1,300 

1,300  to  1,400 

1,400  to  1,600 

1,600  to  1,800 

1,800  to  3,000 

3,000  to  3,200 

3,300  to  3,400 

3,400  to  3.800 

3,800  to  3,300 

3,300  to  3,600 

3,600  to  4,000 

4,000  to  5,000 

5,000  and   over 

I\finimiim  Monthhi  Batf  for 


.35  H. 
.50  H. 

H. 

H. 

H. 

H. 


$1.00 

5 

3.00 

6 

3.00 

1 

4.00 

8 

5.00 

9 

6 .  50 

10 

Power. 

Bate 
per  Hour. 

$0.10  : 

;0!:i 

.085 

.08 

.075 

.07 

.065 

.06 

.055 

,05 

.04: 

.044 
.043 
;04 
.038 
.'036 
.034 
.033 
.033 
.031 
,03 
Elcrtric  Motors. 

ir,  p 

H,  p 

H.   P 

H,  P 


Bate 
per  H.  P. 

$0,075 
.0675 
.06375 
.06 

.05635 
.0525 
.04875 
.045 
.04135 
.0375 
.03535 
.03305 
.0315 
.03 
.0285 
.027 
.0355 
.03475 
,034 
.02325 
.0335 


H.  P. 
H.  P. 


.1^8 .  00 
10.00 
11.00 
13.00 
13.50 
15.00 
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11 

12 
13 
14 
15 
16 
17 
18 


H. 
H. 

H. 
H. 
H. 
H. 
H. 
H. 


$16.00 
17.00 
18.00 
19.00 
20.00 
20.50 
21.00 
31.50 


19 
20 
21 

22 
23 

24- 

25 


H.  P $22.00 


H. 
H. 
11. 
H. 
H. 
H. 


P. 

P 

P 

P 

P 

P.  and  over. 


22.50 
23.00 
23.50 
24.00 
24.50 
1.00 


Per  mo.  per  H.  P. 


A  discount  of  10  per  cent,  will  be  allowed  from  the  above 
rates  on  all  bills  paid  on  or  before  the  20th  of  the  month  on  which 
said  bills  are  rendered.  Eates  in  effect  June  1,  1903.  (All  rates 
for  Pitchburg,  both  lighting  and  power,  taken  from  printed  lists 
that  have  lighting  undated.) — A. 

Gardner.     Schedule  of  Bates  for  Power. 

K,  W.  per  month $0.05      per  K.  W. 

"     045 

"     04 

"     .* .         .038 

"  "         "     036 

"  "         "     : .  .034 

"  «         «     032 

ii  cc  a  no 

"      ........  :l  .028 

"      026 

"  "         "     024 

«  "  "      ;  .  .022 

"     0215 

"  "         "     021 

per  month.  (From  printed  list,  un- 
dated.) Lighting,  15  cents  to  6  cents  per  K.  W.  H.  Contract  price 
for  lighting  per  year,  $7.50,  $9  and  $10.50  for  4,  5,  and  6  nights 
respectively. — P. 

Northampton.  ISTo  printed  schedule.  20  cents  per  I\.  W.  H. 
—P. 

Meter  Rates  for  Electric  Power. 
"There  will  be  a  uniform  price  of  10  cents  per  1,000  watts  or 
7^  cents  per  H.  P.  per  hour,  with  discounts  from  monthly  bills,  as 
follows : 

Monthly  Bills.  Discount. 


50 

50 

to 

100 

100 

<C 

175 

175 

ii 

350 

350 

a 

525 

525 

u 

700 

700 

a 

875 

875 

u 

1,050 

1,050 

ci. 

1,225 

1,225 

ii. 

1,400 

1,400 

a 

1,575 

1,575 

'* 

1,750 

1,750 

u 

2,625 

2,625 

a 

3,500 

Minimum  charge  of 


Vol. 


$10. 

15. 

20. 

25. 

30. 

35. 

40. 

50. 

60. 

70. 

80. 

100. 

II.--71. 


20% 
23% 
24% 
36% 
28% 
30% 
32% 
34% 
36% 
40% 
45% 
50% 
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The  minimum  bill  for  any  month  for  motors  of  less  than  1  H.  P. 
will  be  $2.50,  and  for  1  H.  P.  and  over,  $3."  (Power  rates  from 
unprinted  list.) 

Salem.  30  cents  per  K.  W.  H.,  less  25  per  cent,  for  incan- 
descents,  and  50  per  cent,  for  iSTernst  and  afcs.  2  cents  to  10  cents 
per  K.  W.  H.  for  small  motors.  $50  to  $75  per  H.  P.  per  year 
for  all  day  constant  power,  less  5  per  cent,  discount. — P. 

Uxbridge  and  NortKbridge.  Rates.  A.  Price,  20  cents  per 
K.  W.  H. ;  minimum  bill,  $1  per  month.  First  20  K.  W.  consumed 
in  a  month,  20  cents;  second  20  K.  W.  consumed  in  a  month,  19 
cents ;  all  above  40  K.  W.  consumed  in  a  month,  18  cents. 

The  above  is  iigured  monthly,  and  not  cumulative. 

B.  Demand  Rates.  Primary  usage,  ^0  cents  per  K.  "W".  H. 
Secondary,  12  cents  per  K.  W.  H.  Minimum  bill,  $1  per  month. 
Primary  usage  to  be  determiaed  by  multiplying  the  K.  W.  equiva- 
lent of  the  amount  shown  on  a  demand  indicator  by  the  foUowuig 
number  of  hours  per  month :  January,  November  and  December, 
60  hours;  February,  October,  50  hours;  M^rch,  April,  September, 
40  hours;  May,  June,  July,  August,  30  hours.  Secondary  usage 
equals  remainder  of  consumption. 

C.  Guaranteed  Usage.  Same  conditions  as  B  except  customer 
guarantees  for  one  year  a  monthly  minimum  bill  equal  to  primary 
usage  each  month,  and  the  scale  of  hours  is  10  less  each  month.  De- 
mand determined  by  average  readings  of  deipand  indicator. in  No- 
vember, December,  January  and  February  of  each  year. 

D  Form  for  special  modiiications  or  contract. 

(Rates  taken  from  printed  form  undated.) — A. 
I  2.     Have  any  of  the  above  schedules,  forms,  contracts,  etc.,  dif- 
fered materially  from  those  in  force  during  the  last  fiscal 
year?    State  these  differences. 
Municipalities. 

GJiicQpee,  Holyoke,  Peabody,  Taunton.     No  change. 

Danvers.     No  schedules. — A.  None. — P. 

Marblehead.  Only  change  during  year  has  been  adoption  of  a 
discount  of  20  per  cent,  from  previous  rates  for  payment  by  15th  of 
month. — A. 

All  discounts  went  into  force  February  1,  1906.  No  discounts 
allowed  previous  to  that  date. — P. 

North  Attleboro.     No  schedules. — A.  None. — P. 

Westfield.     No  change. — A. P. 

Companies. 

Abington  and  RocTcland,  Fitchburg,  Northampton,  Taunton. 
No  change. 

Attleboro.  No  change  during  year,  but  maximum  lighting 
rate  has  been  reduced  to  15  cents  per  K.  W.  H.  since  June  30,  1906. 
—A.     None.— P. 

Beverly.  On  October,  1905,  the  maximum  rate  for  power  was 
reduced  from  13  1-3  cents  to  10  cents  per  K.  W.  H.  No  other  rate 
change  during  the  fiscal  year.  September  1,  1906,  the  rate  for  arc 
street  lamps  was  reduced  from  $100  to  $90  per  lamp  per  year. — A. 
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Power  prices  have  been  reduced  by  changing  the  charge  from 
H.  P.  H.  to  K.  W.  H.— P. 

Gardner.  On  January  1,  1906,  the  maximum  rate  for  house 
lighting  was  reduced  from  35  to  15  cents  per  K.  W.  H.  January 
1,  1906,  store  lighting  reduced  from  35  to  12^  cents  per  K.  W.  H. ; 
May  1,  190G,  maximum  power  rate  reduced  from  10  to  5  cents  per 
K.  W.  H.— A. 

20  to  13^  cents  per  K.  W.  H.  for  lighting,  and  10  to  4  cents 
per  K.  "W.  H.  for  power. — P. 

Salem.  The  only  change  in  electric  rates  during  the  last  fiscal 
year  was  the  reduction  from  $100  to  $95  per  arc  street  lamp  per 
year. — A.    Discounts  increased. — P. 

Uxbridge  and  Nortlibridge.  On  June  30,  1905,  the  maximum 
meter  rate  of  20  cents  per  K.  W.  H.  was  subject  to  5  per  cent,  dis- 
count on  all  over  20,000  K.  W.  H.  and  10  per  cent,  discount  on  all 
over  40,000  K.  W.  H.  per  month  for  incandescent  lighting.  During 
the  year  ending  June  30,  1906,  the  accompanying  rates  and  sched- 
ules were  adopted.  (See  I  1.)  The  power  rate  on  June  30,  1905, 
was  3  to  13  cents  per  K.  W.  H.,  with  discount  of  33  1-3  per  cent,  on 
monthly  bills  of  over  $30. 
I  3.     Have  rates  fluctuated?    No,  except  as  follows: 

Taunton.     No. — A.      No,     but     discounts     have     been     de- 
creased.— P. 
I  4.    Were  these  schedules,  contracts  and  rules  strictly  enforced  ? 

In  every  instance  the  answer  is  yes  or  the  space  is  left  blank. 
I  5.     Were  extensions  to  new  territory  made  free  or  were  they 
charged  for  under  these  rates  ? 
Municipalities. 

CJiicopee.  Free. — A.  Profitable  extensions  are  made  at  above 
rates.    No  special  rates  to  cover  extensions.^P. 

Danvers.  Extensions  usually  free. — A.  Moderate  distance, 
say  few  hundred  feet,  free,  or  on  a  certain  guaranteed  amount 
per  year.  Extensions  free.  Other  cases,  labor  free.  Customer 
pays  for  material. — P. 

Holyohe,  Marblehead,  North  Attlehoro,  Westfield.     Free. 

Ped)ody.     Free  unless  over  private  property. — A. 

Extensions  without  charge,  but  in  some  eases  guaranteed 
amount  of  business  is  required. — P. 

Taunton.     Free  in  streets. — A.    Free.-^P. 
Companies. 

Abington  and  RocMand.     Made  free  where  at  all. — A. 

Attleboro,  Uxhridge  and  Northbridge.     Free. 

Beverly.     Free. — A.    — P. 

Fitchburg.  No  charge  to  consumers  for  work  done  in 
streets. — A. 

No  limit  on  commercial  when  business,  warrants.  Street  lights, 
600  foot  limit  from  the  last  lamp. — P. 

Gardner.  Usually  free,  but  10  per  cent,  yearly  charge  on  cost 
of  line  in  one  ease. — A.    As  above.    No  chfirge  for  extensions. — P. 

Northampton.     Free. — A.    Under  these  rates. — P. 
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Salem.  No  charge  is  made  to  consumers  for  extensions  for 
work  done  in  the  streets. — A.    Free. — P. 

I  6.  Did  consumer  pay  for  damages  and  repairs  to  meters,  and  any 
other  appliances  furnished  by  the  company  or  municipal- 
ity? 

JSTo ;  in  every  case  where  the  question  is  answered  at  all,  except 
in  Adams's  report  on  Uxbridge  and  Northh'ridge  (private),  and  on 
Peabody  (public),  answered,  "No  damage  resulting  from  use." 
I  7.     Did  consumer  pay  for  connection  with  mains? 

No,  except  as  noted  below. 

Municipalities. 

Danvers.  No. — A.  Only  as  specified  in  answer  to  Question 
94  ( ?)  above.~P. 

Taunton.  Overhead  connections  are  free.  Underground  ser- 
vices through  land  of  consumers  are  paid  for  by  them. — A.  No. 
—P. 

West-field.  No. — A.  Not  on  electric.  From  street  line  on 
gas. — P. 

Gompomies. 

Aiington  and  Rockland.  Free  for  overhead  service.  Con- 
sumer pays  for  underground  service  on  his  land. — A. 

Attleboro.     Service  wires  run  and  meters  set  free. — A.   No. — P. 

Beverly. A.    No. — P. 

Fitchburg.     Probably. — A.     No. — P. 

Gardner,  Northampton,  Salem.     No. 

Uxb7-idge  and  Northlridge.  Company  runs  to  service  switch 
free. — A. 

I  8.     Was  any  part  of  the  cost  of  laying  pipes  to  mains  paid  by 
consumers  or  property  owners  ?    If  so,  what  ? 
Municipalities. 

Ghicopee.  No  pipes.  Consumers  did  not  pay  for  wiring  in 
streets. — A.    No. — P. 

Danvers.  Not  usually,  and  only  in  case  of  long  extensions. — A. 
Yes.    See  answer  to  Question  94    (?)  as  above.— P. 

Holyoke.  No  charge  to  consumers  for  work  in  public  streets. 
—A.    No.— P. 

Marblehead.  No,  not  for  pipes  or  wires  in  streets. — A. 
No.— P. 

North  Attleboro.     No. 

Peabody.     Cost,  if  underground. — A. 

Underground  connections  with  overhead  lines  paid  for  by  con- 
sumer.   Overhead  connections  free. — P. 

Taunton.  Nothing  outside  the  land  of  the  consumer. — A. 
No.— P. 

Westfield.  Consumers  pay  no  costs  of  wires  in  streets. — A. 
No,  except  as  above. — P. 

Companies. 

Abington  and  RocHand. A. 

Attleboro.  No  pipes.  Consumer  pays  no  part  of  cost  of  wires 
in  streets. — A.    No.— P. 
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Beverly. A.    No.— P. 

Pitchburg.     No  wires  in  pipes  or  conduits. — A.    No. — P. 

Gardner.  No  pipes.  Usually  no  charge  for  lines. — A.  Only 
when  underground  connections  were  desired, — P. 

Northampton.  Company  runs  free  to  the  face  of  the  building. 
—A.    No.— P. 

Salem.  As  a  rule,  service  wires  are  overhead,  and  are  paid 
for  by  the  company. — A.    No. — P. 

Uxbridge  and  Nortlihridge.     . 

19.     If  meters  or  any  appliances  or  renewals  were  supplied  free  to 
consumers,  state  what  and  upon  what  conditions. 
Municipalities. 

Ghicopee.  Exchange  for  old  lamps  free  of  charge.  No  rent 
for  meters. — A.    Meters  and  lamp  renewals  free. — P. 

Danvers.  Lamps  at  cost.  No  meter  rent  charged. — A.  Meter 
free.    No  free  lamp  renewals.    Lamp  renewals  at  cost. — P. 

Ilolyolce.  Furnish  first  outfit  of  lamps.  Charge  for  renewals. 
No  rent  for  meters.  Minimum  rate  50  cents  per  month. — A.  Free 
meters.    First  installation  of  lamps  free.    Renewals  at  cost. — P. 

Marblehead.  10  cents  per  month  to  yearly  customers,  and  $1 
for  season  to  others  was  the  charge  for  meters. — A.  Meter  rent 
10  cents  per  month  to  jearlj  consumers.  $1  per  season  for  summer 
customers.    No  free  lamp  renewals. — P. 

Nortli  Attleboro.  Lamps  at  cost  to  consumers.  Meter  rent  50 
cents  per  month  if  energy  used  does  not  reach  that  amount. — A. 
Meters  free ;  lamp  renewals  at  cost. — P. 

Peabody.  Does  not  furnish  renewals.  No  meter  rent 
charged. — A. 

Meters  free,  but  lamps  are  not  furnished  by  department  either 
free  or  otherwise. — P. 

Taunton.  No  meter  rent.  Incandescent  lamp  renewals 
free. — A. 

Meters  and  lamp  renewals  free. — P. 

Westfield.     No  free  lamp  renewals.     Meter  rent  charged. — A. 

Meters  free.    Lamp  renewals  25  cents  each. — P. 
Companies. 

Abington  and  RocMand.  For  every  $6.  worth  of  current  used, 
a  new  lamp  is  furnished  free  of  charge,  the  old  lamp  being  returned 
to  the  company.  Lamps  are  distributed  quarterly.  No  meter  rent 
is  charged  as  such,  but  a  minimum  charge  for  service  is  $1  per 
month. — A. 

Attleboro.  Contract  customers  get  free  renewals,  but  meter 
customers  get  renewals  at  cost  price.  This  refers  to  incandescent 
lamps.  No  direct  meter  rent  is  charged,  but  the  minimum  rate  for 
incandescent  lighting  is  $1  per  month,  and  for  power  $1  per  H.  P. 
per  month. — A. 

Meters  free.    Lamp  renewals  at  cost. — P. 

Beverly.  Do  not  furnish  lamps  at  all.  The  minimum  monthly 
charge  for  commercial  service  is  $1,  and  this  covers  the  meter 
rent. — A. 

Renewals  of  lamps  at  cost.    Meters  free. — P. 
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Fitchhurg.  Do  not  furnish  lamps  or  renewals.  No  meter 
rent,  but  minimum  charge  of  $3  to  $5  per  month. — A. 

Meters  and  all  appliances  except  inpandescent  lamps  free. 
Lamps  supplied  to  consumers  by  dealers. — P. 

Gardner.  Incandescent  lamps  free  to  meter  customers,  18 
cents  to  oth~ers.  Meter  rent  of  10  cents  per  month  if  less  than  $15 
gross  per  year  is  billed  for  lighting. — A. 

Meters  are  free  except  when  less  than  $15  per  year  is  used. 
Then  a  meter  charge  of  $1.20  per  year,  less  10  per  cent.,  is  made. 
Lamp  renewals  to  meter  customers  free.  Tp  contract  customers  18 
cents. — P. 

Northampton.  Incandescent  lamps  for  city  buildings  free. 
Eegular  price  20  cents  each.    No  meter  rent. — A. 

Large  consumers  lamp  renewals  free.  Others  20  cents  each. — P. 

Salem.  Incandescent  lamps  free.  Butned  out  lamps  must  be 
returned  to  the  company  with  bulb  in  good  order,  otherwise  re- 
newals are  charged  for.  No  meter  rent  is  charged,  but  there  are 
minimum  monthly  rates  of  66  cents  for  incandescent  lamps  and  $2 
for  either  arc  lamps,  Nernst  lamps  or  pow^,  less  25  per  cent,  dis- 
count.— A.    Meters  and  lamps  supplied  free. — P. 

Uxbridge  and  NortKbridge.  No  free  lamps  under  some  forms 
of  contract,  but  free  lamps  under  other  forms.  No  direct  rent  for 
meters,  but  minimum  charge. — A. 

I  10.     Were  rates  reduced  or  increased  between  January  1,  1900, 
and  December  1,  1905  ? 

Municipalities. 

Chicopee.  The  rate  for  commercial  incandescent  lighting  by 
meter  on  June  30,  1906,  was  11.85c.  per  1,000  watt  hours.  Plat 
rate  from  15  cents  to  $1  per  month  for  16  candle-power  lamp. 
Lamp  renewals  free.  Energy  for  power  was  sold  from  2.25  cents 
to  11.85  cents  per  kilowatt  hour. — A.     No. — P- 

Danvers.  The  rate  for  commercial  incandescent  lighting  by 
meter  on  June  30,  1906,  was  10  cents  per  K.  W.  H.  Energy  for 
power  was  sold  for  3  cents,  5  cents  and  10  cents. — A.    No. — P. 

RolyoTce.  On  June  30,  1906,  net  lighting  rate  for  payment 
by  10th  of  month  was  10  cents  per  K.  W.  H. — A. 

Marilehead.  The  rate  for  commercial  incandescent  lighting 
by  meter  on  June  30,  1906,  was  15  cents  per  Iv.  W.  H.  to  all  yearly 
customers ;  20  cents  per  K.  W.  H.  to  all  summer  customers,  iinless 
bill  amounts  to  $5  per  month,  then  15  ceifts  per  K.  W.  H.  Dis- 
count of  20  per  cent,  for  bills  paid  before  15th  of  month.— A. 
No.— P. 

North  Attlehoro.  The  rate  for  commercial  incandescent  light- 
ing by  meter  on  June  30,  1906,  was  15  cents  per  1,000  watt  hours. 
—A.' P. 

Pcabody.  Customers  pay  for  renewals.  Power  at  10  cents 
per  K.  W.  H.  The  rate  for  commercial  incandescent  liffhtins;  by 
meter  on  June  30,  1906,  was  13  cents  pes.  K.  W.  H.  Minimum 
charge,  $6  per  year.  In  L^Tinfield  15  cents  per  K.  W.  H.  bv  meter. 
—A. P. 
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Taunton.     — . 

Westfield.  The  rate  for  commercial  iocandeseent  lighting  by 
meter  on  June  30,  1906,  was  14  cents  to  large  and  20  cents  to  small 
customers  per  K.  W.  H.  Fans,  $1.25  per  month.  Motor  power,  5 
cents  per  K.  W.  H.  Discount  on  motor  power,  one  horse  power,  10 
per  cent. ;  8  H.  P.,  15  per  cent- ;  3  H.  P.,  20  per  cent. ;  4  H.  P.,  25 
per  cent.;  5  H.  P.,  33  per  cent.;  7^  H.  P.,  36  per  cent.;  10  H.  P., 
40  per  cent.;  15  H.  P.  or  over,  43  per  cent.  On  June  30,  1900, 
there  was  no  meter  rate,  but  the  contract  rate  for  16  candle-power 
incandescent  lights  burnt  every  night  until  ll  P.  M.  was  $1.25  each 
per  month.  When  burned'  6  nights  per  week  until  11  P.  M.,  the 
rate  was  $1.15  for  16  candle-power  lamps  per  month. — A.  Not  for 
electricity. — P. 

Companies. 

Xo  answers,  except  as  follows: 

Beverly.  The  rate  for  commercial  incandescent  lighting  by 
meter  on  June  30,  1906,  was :  500,000  watts  or  less,  17  cents  per 
1,000  watts;  500,000  to  625,000  watts,  16  cents  per  1,000  watts; 
625,000  to  750,000  watts,  15  cents  per  1,000  watts;  750,000  and 
over,  14  cents  per  1,000  watts. 

Ten  per  cent,  discount  on  all  bills  paid  on  or  before  the  15th 
of  the  month.  Energy  for  power,  10  cents  per  K.  W.  H.,  with  dis- 
counts varying  according  to  the  amount  of  current  used  per  month. 
On  June  30,  1900,  the  rate  for  arc  lamps  was  40  cents  each  per 
night,  with  discount  of  10  per  cent,  for  payment  by  15th  of 
month. — A. 

Northampton. A.    No. — P. 

I  11.     If  so,  to  what  extent? 

Municipalities. 

Chicopee.  On  Jime  30,  1900,  the  meter  rate  for  commercial 
incandescent  lighting  was  11.85  cents  per  K.  W.  H.,  with  free  in- 
candescent lamp  renewals. — A. PI 

Danvers.  On  June  30,  1900,  the  meter  rate  for  commercial 
incandescent  lighting  was  10  cents  per  K.  "W.  H. — A.     None. — P. 

Holyohe.  On  June  30,  1900,  the  meter  rate  for  commercial 
incandescent  lighting  was  IJ  cents  per  16  candle-power  lamp  hour, 
or  about  25  cents  per  K.  W.  H.  Incande'scent  renewals  at  cost. 
Discounts  from  5  to  33|  per  cent.,  according  to  amount  used  for 
lights  by  meter.  Discount  on  arc  lighting  10  per  cent,  for  prompt 
payment.  The  rate  for  commercial  incandescent  lighting  by  meter 
on  June  30,  1906,  12  cents  per  K.  W.  H.,  with  discount  of  2  cent: 
per  K.  W.  H.  if  paid  before  the  10th  of  each  month.  Energy  for 
power — see  I  1. — A. 

From  20  cents  per  K.  W.  H.  for  bills  less  than  $10 ;  from  18| 
cents  per  K.  W.  H.  for  bills  of  $10  to  $20;  from  16  3-3  cents  for 
bills,  $20  to  $35;  from  15  cents,  $35  to  $§0;  from  13^  cents  per 
K.  W.  H.,  $50  to  $100— all  to  10  cents  flat  per  K.  W.  H.— P. 

Marilehead.  On  June  30,  1900,  the  meter  rate  for  commer- 
cial incandescent  lighting  was  15  cents  per  K.  W.  H.  to  yearly 
consumers,  and  on  bills  of  more  than  $5  per  month.  20  cents  to  all 
others  per  K.  W.  H.— A. P. 
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North  Attleboro.  On  June  30^  1900,  the  meter  rate  for  com- 
mercial incandescent  lighting  was  |  of  a  cent  per  16  candle-power 
lamp  hour.  Arc  lamps  on  incandescent  circuits  only.  Customers 
pay  for  lamp  renewals. — A. 

No  change  from  inception  of  the  plant.  15  cents,  K.  W.  H. — P. 

Peabody.  On  June  30,  1900,  the  meter  rate  for  incandescent 
lighting  was  13  cents  per  K.  W.  H.,  with  5  per  cent,  discount  on  bills 
paid  within  15  days.  Discount  of  33  1-3  per  cent,  on  quarterly  bills 
of  $30  or  more.  Customers  pay  for  renewals.  Power  at  10  cents 
per  K.  W.  H.  The  rate  for  commercial  incandescent  lighting  by 
jneter  on  Jime  30,  1906,  was  13  cents  per  K.  W.  H.  Minimum 
charge,  $6  per  year.  In  Lynnfield,  15  cents  per  K.  W.  H. ;  all  by 
meter. — A. 

A  discount  of  30  per  cent,  on  bills  amounting  to  $30  per 
quarter  was  abolished  in  1902. — P. 

Taunton.  On  June  30,  1900,  the  meter  rate  for  incandescent 
lighting  was  20  cents  per  K.  W.  H.,  with  discount  of  25  per  cent, 
on  monthly  bills  of  $20  or  more.  The  rate  for  incandescent  lighting 
by  meter  on  June  30,  1906,  was  20  cents  per  K.  W.  H.,  with  dis- 
count of  10  per  cent,  on  monthly  bills  of  $5  to  $10 ;  15  per  cent,  on 
$10  to  $15 ;  20  per  cent,  on  $15  to  $20 ;  25  per  cent,  on  $20  to  $30 ; 
30  per  cent,  on  $30  to  $50,  and  special  discounts  on  more  than  $50, 
with  a  minimum  rate  of  10  cents  per  K.  W.  hour.  This  scale  of 
discounts  went  into  operation  during  the  year  ending  June  30, 
1903.  Lamp  renewals  free.  Energy  for  power  was  sold  at  10  cents 
to  2.7  cents  per  K.  W.  H.,  according  to  the  amount  used  on  June 
30,  1906.— A. 

Twenty-five  per  cent,  on  bills  exceeding  $20  was  the  only  dis- 
count in  force  prior  to  May  1,  1901,  when  the  present  schedule  was 
adopted. — P. 

WestfieJd.     — A.     Gas   price  reduced  from  $1.80  to 

$1.65  net  jjer  thousand  cubic  feet. — P. 

Companies. 

Aiington  and  RocMand.  On  June  30,  1900,  the  meter  rate  for 
incandescent  lighting  was  30  cents  per  K.  W.  H.,  with  10  per  cent, 
discount  if  paid  before  the  15th  of  the  month.  Customers  pay  for 
wiring  and  renewals.  Lamp  renewals  free.  Commercial  arc  light- 
ing at  same  rate  as  incandescent.  The  r.ate  for  commercial  in- 
candescent lighting  on  June  30,  1906,  by  meter,  was  20  cents  per 
K.  W.  H.,  less  discount  of  from  10  to  25  per  cent.,  according  to 
amount  used,  on  all  bills  paid  before  the  15th  of  the  month.  Energy 
for  power,  10  cents  per  K.  W.  H.,  less  discount,  according  to  amount 
used.  Commercial  arc  lighting  on  June  30,  1906,  was  done  at 
20  cents  per  K.  W.  H.,  less  varying  discounts. — A. 

Attleboro.  On  June  30,  1900,  the  meter  rate  for  commercial 
incandescent  lighting  was  25  cents  per  K.  W.  H.  Customers  pay 
for  all  incandescent  limps,  25  cents  each  for  8  or  16  C.  P.  lamps. 
Discount  from  meter  rate  of  20  per  cent,  on  bills  for  16,000  watt 
hours  or  over.  The  rate  for  commercial  incandescent  lighting  by 
meter  on  June  30,  1906,  was  10  cents  to  20  cents  per  K.  W.  H.    We 
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have  now  only  six  customers  on  contract,  each  having  one  16  0.  P. 
lamp,  for  which  we  charge  from  $1  to  $1.50  per  month.  Com- 
mercial are  lighting,  same  rates.  Energy  for  power  was  sliding 
discount  of  from  .07  to  .02^  per  K.  W.,  Jupe  30,  1906.  On  June 
30,  1900,  the  contract  rate  for  arc  lighting  commercial  was  5  to  8 
cents  per  inch  of  carbon  burned. — A.  Yes,  less  than  16  K.  W.  H. 
per  month  was  25  cents  net.  If  16  or  over,  20  cents  net.  Entire 
power  business  developed  since  the  year  1900. — P. 

Beverly.  On  June  30,  1900,  the  meter  rate  for  commercial 
incandescent  lighting  was  25  cents  per  K.  W.  H.  Customers  pay 
for  renewals  nearly  at  cost.  10  per  cent,  discount  from  meter 
rates  for  payment  within  15  days. — A. 

Yes,  from  22^  cents  net  per  K.  W.  H.  for  lighting,  and  from 
10  cents  per  H.  P.  for  power. — P. 

FitcJiburg.  On  June  30,  1900,  the  meter  rate  for  commercial 
incandescent  lighting  was  20  cents  per  K.  W.  H.  No  free  wiring. 
Customers  pay  for  lamps  and  renewals.  Varying  discounts  allowed 
if  paid  before  the  20th  of  each  month,  according  to  the  size  of  the 
bills.  The  rate  for  commercial  incandescent  lighting  by  meter  on 
June  30,  1906,  was  for  arc  lamps  as  folloT^s :  Base  rate,  20  cents 
per  K.  W.  H.  Discount  from  5  per  cent,  to  50  per  cent,  per 
K.  W.  H.,  according  to  quantity  used,  if  bill  is  paid  on  or  before 
the  20th  of  the  month.  Minimum  charge,  $2  to  $5  per  month, 
varying  with  length  of  contract.  Energy  for  power,  base  rate  10 
cents  per  K.  W.  Prices  vary  from  10  cents  per  K.  W.  for  less  than 
100  K.  W.  to  3  cents  for  5,000  K.  W.  and  Over.  H.  P.  hour  rates, 
from  7-J  cents  to  2J  cents. — A. 

From  20  cents  per  K.  W.  H.,  with  discounts  from  5  to  25  per 
cent.,  to  20  cents  per  K.  W.  H.,  with  discounts  from  5  to  50  per 
cent.    Power  prices  decreased  to  one-half  of  those  previously. — P. 

Gardner.  On  June  30,  1900,  the  motor  rate  for  commercial 
incandescent  lighting  was  25  cents,  and  50  cents  for  shops  and 
factories  running  until  6  P.  M.  only.  Incandescent  lamp  renewals 
free  to  meter  customers.  Wiring  at  customer's  expense.  Discount 
from  regular  rates  on  arcs  and  incandescents  of  10  per  cent.,  and 
for  shops  and  factories  50  per  cent.,  if  paid  before  the  10th  of  the 
month.  Contract  rate  for  commercial  arcs,  $77.78  yearly,  six  nights 
per  week.  The  rate  for  commercial  incandescent  lighting  by  meter 
on  June  30,  1906,  was  15  cents  per  K.  W.  H.,  house  lighting;  12-| 
to  6  cents  per  K.  W.  H.,  store  lighting.  Energ}'  for  power,  graded 
scale  from  5  cents  to  3.1  cents. — A. 

Reduced  from  time  to  time  as  per  I  1  and  2. — P. 

Northampton.  On  June  30,  1900,  the  meter  rate  for  commer- 
cial incandescent  lighting  was  20  cents  per  K.  W.  K.  Lamp  re- 
newals to  contract  customers  free.  To  customers  by  meter,  25  cent.s 
each.  The  rate  for  commercial  incandescent  lighting  by  meter  on 
June  30,  1906,  was  20  cents  per  K.  W.  H.  -Lamp  renewals  20  cents 
each.  Energy  for  power.  10  cents  per  K.  W.  H.,  less  discount  on 
bills  of  $10'or  more,  from  20  per  cent,  to  50  per  cent.,  according 
to  consumption.     Enclosed  commercial  arc  lamps,  $100  each  per 
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year  for  service  to  midnightj  and  $84  per  year  for  service  to  10 
P.  M.— A. P. 

Salem.  On  June  30,  1900,  the  meter  rate  for  commercial 
incandescent  lighting  was  20  cents  per  K.  W.  H.  Eenewals  free. 
Wiring  at  cost.  For  arc  lamps  5  per  cent.,  enclosed  arcs  50  per 
cent.,  and  for  iacandescent  lights  35  per  cent,  discount  for  prompt 
payment,  10  per  cent,  additional  discount  on  bills  for  $500  per  year, 
and  a  further  10  per  cent,  on  bills  over  $1,000  per  year.  Special  rates 
for  summer  resort  lighting.  The  rate  for  commercial  incandescent 
lighting  by  meter  on  June  30,  1906,  was  20  cents  per  K.  W.  H.,  less 
25  per  cent,  discount  for  prompt  payment,  the  15th  of  the  month 
bill  is  dated.  Over  $500  gross  per  year,  additional  10  per  cent, 
allowed.  For  $1,000  gross  per  year,  anothet  10  per  cent.  Special 
rates  to  very  large  users.  Juniper  and  Willows,  20  cents  less  10 
per  cent,  for  prompt  payment.  Energy  for  power,  small  motors 
5  to  8  cents  per  horse  power  by  meter.  Constant  service,  all  at 
$50  to  $76  per  horse  power  per  year.  5  per  cent,  discount  for 
prompt  payment  the  15th.  For  commercial,  IN'ernst  and  enclosed 
arc  lamps,  on  June  30,  1906,  the  meter  rate  was  20  cents  per 
K.  W.  H.,  less  50  per  cent,  for  early  payilient  in  city  proper  and 
40  per  cent,  at  Juniper  and  Willows. — A. 

Summer  suburb  reduced  10  per  cent.  Power  rates  10  to  35 
per  cent.  Lighting  rate  discounts  to  long  hour  consumers  have  been 
increased  10  to  15  per  cent. — P. 

Uxbridge  and  Northbridge.  On  June  30,  1900,  the  met€r 
rate  for  commercial  incandescent  lighting  was-  20  cents  per  K.  W.  H. 
Customers  pay  for  wiring;  renewals  10  per  Cent,  above  cost.  The 
rate  for  commercial  incandescent  lighting  by  meter  on  June  30, 
■  1906,  w'as  30  cents  per  K.  W.  When  consumption  is  more  than  30 
K.  W.  per  month,  19  cents  per  K.  W.  up  tD  40  K.  W.  All  above 
40  K.  W.,  18  cents.  Demand  rates  primary  usage,  30  cents  per 
K.  W.  Secondary  rate  13  cents  per  K.  W.  Energy  for  power  13 
cents  per  K.  W.,  for  current  equal  to  25  hours'  use  of  maximum 
demand  per  month.  Six  cents  per  K.  W.  in  excess  of  35  hours  up 
to  50.    Three  cents  per  K.  W.  in  excess  of  50  hours'  use. — A. 

Municipalities. 
J   13.     Was  the  reduction  voluntary,  the  result  of  law  or  ordinance 
or  competition? 

Ohicopee.     ISTo  reduction  in  lighting  rate. 

Danvers.     Voluntary. — A.    No  reduction. — P. 

HolyoTcBj  Taunton.    Voluntary. 

Marblehead.     Decided  by  the  board  for  business  reasons. — A. 

North  Attleboro.     No  reduction. — A. 

Peabody.  Increase  of  rates,  to  large  consumers,  and  slight 
increase  to  small  consumers. — A.     No  reductions. — P. 

Westfield.     Voluntary  act  of  department. — A.  Voluntary. — P. 
Companies. 

Abingion  and  Rockland.  No  reduction;  no  competition  since 
1900.— A. 

Attleboro.  No  reduction  by  law  or  copjpetition. — A.  Volun- 
tary.—P. 
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Beverly.     Voluntary. — P. 

Fitchhurg.  There  has  been  a  reduction  by  law,  but  no  com- 
petition.— A.  Voluntary. — P. 

Gardner,  Salem.  No  reduction  by  law  and  no  electric  compe- 
tition.— A.     All  reductions  were  volmitaryi;^P. 

Northampton.  Eates  have  not  been  reduced  by  law  or  elec- 
tric competition. — A. 

TJxbridge  and  Northbridge.  There  has  been  no  reduction  by 
law  and  no  competition.- — A. 

I  13.  If  plant  has  undergone  a  change  from  private  to  public 
management,  or  vice  versa,  give  rates  just  before  and  just 
after  change,  with  dates. 

Municipalities. 

Ohicopee.  On  January  1,  1896,  an  existing  electric  plant  was 
transferred  to  the  city  of  Chicopee,  but  this  plant  was  devoted  en- 
tirely to  street  lighting.  But  July  7,  1896,  commercial  lighting 
began  at  12.85  cents  per  K.  W.  H. ;  lamp  renewals  at  cost. — A. 

No  commercial  business  under  private  ownership. — P. 

Banvers,  North  Attlehoro,  Pedbody.     No  change. 

Holyohe.  Plant  transferred  from  Holyoke  Water  Power  Com- 
pany to  city  of  Holyoke  on  December  15,  1902.  Up  to  the  date  of 
transfer  the  meter  rate  for  lighting  was  IJ  cents  per  16  candle- 
power  lamp  per  hour,  equivalent  to  35  cents  per  K.  W.  H.,  with  50 
watt  lamps,  with  discounts  up  to  33  1-3  per  cent,  for  the  large  con- 
sumers. On  June  30,  1905,  the  net  lighting  rate  by  meter  at  Hol- 
yoke was  down  to  10  cents  per  K.  W.  H.  for  all  consumers. — A. 

Twenty-five  cents  per  K.  W.  H.,  with  discounts  from  5  per  cent, 
to  33  1-3  per  cent,  according  to  quantity  used.  All  night  every  night 
arc  street  lights,  $100  per  year.— -P. 

Marhlehead.     No  change. — A. 

Taunton.  On  June  30,  1897,  the  last  day  that  the  electric 
plant  in  Taunton  was  operated  by  a  private  company,  the  meter 
rate  was  1  cent  per  16  candle-power  incanjiescent  lamp  per  hour, 
corresponding  to  20  cents  per  K.  W.  H.  per  50  watt  lamps, 
and  the  consumers  also  paid  for  the  lamps.  During  the  year  ending 
June  30,  1898,  Taunton  made  a  discount  of  25  per  cent,  on  bills 
*  of  $20  or  more,  per  month,  for  incandescent  lights  at  the  meter  rate 
of  1  cent  per  16  candle  lamp  per  hour,  and  before  June  30, 
1899,  free  lamp  renewals  were  included  at  this  rate.  Since  May  1, 
1901,  the  meter  rates  for  incandescent  light  have  been  the  same  as 
those  named  for  year  June  30,  1906. — A. 

Eates  just  before  (the  change)  :  By  meter,  1  cent  per  16 
candle-power  lamp  per  hour;  contract,  $1  per  month  per  16  candle- 
power;  10  per  cent,  discount  for  more  than  15  lights;  ares,  $7  per 
month  per  light  every  night  to  10.30;  $3.50  per  month  per  light 
three  nights  per  week;  lamp  renewals  free  to  contract  customers,  at 
cost  to  meter  customers.  Eates  just  after  the  change,  the  same  as 
above,  with  25  per  cent,  discount  on  meter  customers  using  $20  or 
more  per  month. — P. 
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Westfield.  On  May  31,  1899,  the  rate  ,for  commercial  lighting 
was  $1.35  per  month  for  each  16  candle-power  lamp  burned  until 
11  P.  M.  On  June  1,  1899,  the  town  bought  the  electric  plant, 
and  on  June  30,  1903,  the  lighting  rate  was  down  to  14  cents  per 
K.  W.  H.  for  large  consumers,  and  20  cents  for  small  consumers. 
~A. 

Just  before  the  change  from  private  to  public  management,  the 
gas  price  was  reduced  to  $1.80  per  thousand  cubic  feet  from  $3. 
Electricity  was  20  cents  per  K.  W.  H.  before  the  change. — P. 

Companies. 

ISTo  private  plajit  investigated  has  passed  from  public  to  private 
ownership. 

I  li.     Were  bills  considered  as  liens  against  property  or  simply  as 
bills  against  the  consumer  ?    Under  Massachusetts  law  bills 
for  electric  supply,  public  and  private,  are  not  liens  against 
property,  but  merely  bills  against  the  consumer. 
I  15.     How  were  bills  collected? 

Municipalitiea. 

CJiicopee.  By  mail. — A.  By  mail,  personal  solicitation  and 
voluntarily. — P. 

Danvers.  By  collector. — A.  By  mail  and  personal  solicita- 
tion and  voluntarily. — P. 

Holyolce.  Sent  by  mail  and  payable  at  office  of  department. 
— A.     At  office,  by  mail  and  collector  for  delinquents. — P. 

Marhlehead.  By  mail  and  collector. — A.  By  mail,  personal 
solicitation  and  voluntarily. — P. 

North  AUlehoro.     By  mail  and  collector. 

Peabody.  By  mail. — A.  By  mail,  over  the  counter  and  per- 
sonal collection  of  delinquents. — P. 

Taunton.  By  mail  and  collector. — A.  By  mail,  and  collector 
for  business  section  and  deferred  payments. — P. 

Westfield.     By  mail  and  personal  solicitation. — P. 
Companies. 

Abington  and  EocMand,  Uxbridge  and  Northbridge.  By  mail 
and  collector. — A. 

Attleboro.  By  mail  and  collector. — A.  By  mail,  over  the 
counter  and  by  collector. — P. 

Beverly.     By  mail,  at  office  and  collector  for  delinquents. — P. 

Fitchburg.  Mostly  by  mail. — A.  At  the  office  and  by  person 
in  the  case  of  delinquent  consumers. — P. 

Gardner.  By  mail  and  collector. — A.  Iv'early  all  by  collec- 
tor ;  some  few  by  mail  and  at  the  office. — P. 

Northampton.  Mail  and  collector. — A.  Monthly  by  mail  and 
in  person. — P. 

Salem.     By  mail  and  collector. — A.  By  mail  and  collector,  also 
paid  at  the  office. — P. 
I  16.     How  often  were  collections  made? 

Municipalities. 

Chicopee,  Marblehead,  North  Attleboro.,  Westfield.     ilonthly. 

Danvers.  ]\'Ionthly. — A.  Commercial' bills  monthly,  domes- 
tic, bi-monthly. — P. 
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Holyoke.     Monthly. — A.     Monthly  an4  some  quarterly. — P. 

Feabody.  Monthly  and  quarterly.— A.  Quarterly,  some 
monthly.— P. 

Taunton.     Monthly  and  quarterly. — A.     Monthly. — P. 
Companies. 

All  the  companies  except  the  Fitchburg  company  collect 
monthly. 

Fitchburg.  Monthly  and  quarterly. — A.  Monthly,  quarterly, 
and  prepayment  meters. — P. 

I  17.     What  system  of  accounts  was  used  during  the  last  fiscal 
year? 

The  system  of  accounts  for  all  plants,  public  and  private,  is 
prescribed  by  the  Board  of  Gas  and  Electric  Light  Commissioners. 
I  18.     By  whom  were  the  accounts  audited  ? 

Municipalities. 

The  accounts  of  the  public  electric  plants  were  audited  by  the 
respective  city  or  town  auditors.  In  the  case  of  Taunton  only  was 
there  a  special  auditor.  The  cities  usually  have  a  single  city  audi- 
tor. The  town  accounts  are  usually  audited  by  Board  of  Auditors. 
The  expense  of  audit  is  usually  borne  by  the  town  or  city  and  not 
by  the  electric  department.  In  the  case  of  a  special  auditor,  at 
Taunton,  the  expense  was  charged  to  the  electric  department. 

Companies. 

Abington  and  RocMand.  Auditing  department  of  Stone  & 
Webster. — A. 

Attleboro.     Independent  auditors. — A.     Auditor. — P. 

Beverly.     Auditor. — P. 

Fitchburg.     Auditor  selected  by  stockholders. 

Gardner.     By  treasurer. — A.     No. — P. 

Northampton.  Auditor  selected  by  stockholders. — A.  Com- 
pany's auditor. — P. 

Salem.  By  special  auditor. — A.  By  auditor  appointed  by  the 
stockholders  as  required  by  state  law. — P. 

Uxbridge  and  Northbridge.     By  public  accountant. — A. 
I  19.     Who  paid  for  this  audit? 

Municipalities.     See  T  IS. 
Companies. 

Abington  and  RocTcland.    . 

All  others.     The  company. 
I  30.     AVIio  selected  the  auditor  ? 

Municipalities. 

Chicopee.     The  city. — A.     Board  of  Aldermen. — P. 

Danvers.     The  town. — A.    The  town  at  annual  meeting. — P. 

Holyoke.     The  city  covmcil. — P. 

Marblehead.  The  voters.— A.  The  town  at  annual  meeting. 
—P. 

North  Attleboro.     The  town  voters.— A.     The  town.— P. 

Peabody.     The  town. 

Taunton.     The  city. — P. 

Westfield.     The  voters.— A.     The  town.— P. 
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Companies. 
Abington  and  Bochland,  Gardner. 


AUleboro.  Probably  the  stockholders.^A.  The  stockholders. 
—P. 

Beverly,  FitcKburg,  Northampton  and  Salem.  The  stock- 
holders. 

Uxhridge  and  Northhridge.    The  treasurer. — A. 
I  21.     "Was  each  item  charged  to  the  proper  accoimt? 

Municipalities. 

Cliicopee,  Danvers,  Marilehead,  Peabddy,  Westfield.    

—A.     Yes.— P. 

Holyohe.     As  far  as  noted. — A.     Yes.-*-P. 

North  Attleioro.  As  far  as  noted. — A.  This  plant  is  located 
under  the  same  roof  with  the  pumping  plapt  of  the  water  depart- 
ment. One-half  of  wages,  fuel,  management  and  bookkeeping  is 
charged  to  the  electric  department,  and  one-half  to  the  water  de- 
partment, also  repairs  to  steam  boiler  plant  and  buildings. — P. 

Taunton. A.     So  far  as  known. — P. 

Companies. 

Mr.  Adams  answers  with  a  dash  for  all  the  private  plants.  Mr. 
Prichard  answers,  "  Yes,"  for  all  the  private  plants,  with  the  ex- 
ception of  the  Gardner  Electric  Light  Company,  for  which  he 
answers,  "  Supposedly." 

I  32.     What  provision  was  there  for  assuring  that  each  item  was 
properly  charged? 

Municipalities. 

Ghicopee.  The  audit  and  sworn  report  of  mayor  and  manager 
to  the  state  gas  and  electric  commissioners. — A.  The  auditor's 
report. — P. 

Danvers.  Board,  manager  and  auditor. — A.  The  sworn  state- 
ment of  the  municipal  light  commissioners.^ — P. 

HolyoTce.  The  audit  and  the  sworn  report  of  the  mayor  and 
manager. — A.     ISTone.— P. 

Marllehead.  Sworn  statement. — A.  SVorn  statement  of  mu- 
nicipal electric  light  commissioners. — P. 

North  Attleboro.  The  audit  and  sworn,  report  to  gas  and  elec- 
tric light  commissioners. — A.     None. — P. 

Peabody.  Oversight  of  manager,  auditor  and  treasurer. — A. 
ISTo  special  provision. — P. 

Taunton.  The  audit  and  the  sworn  reports  to  the  gas  and 
electric  light  commissioners. — -A.    Fone. — P. 

West-field.  The  audit  and  the  sworn  report  of  the. manager  and 
the  municipal  light  board  to  the  state  cominissioners. — A.  None. 
—P. 

Companies. 

Abington  and  Rockland,  Salem.  The*  audit  and  the  inspec- 
tions of  the  gas  and  electric  light  commissioners. — A. 

Attleboro.  The  audit  and  the  inspectip°n  of  the  gas  and  elec- 
tric light  commissioners. — A.     None. — P. 

Beverly  and  Northampton.     None. — P. 
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Fitchhurg.    The  audit  and  the  inspection  of  the  accounts  by 
the  gas  and  electric  light  commissioners. — A.     ISTone. — P. 

Gardner.     Inspection  of  the  gas  and  electric  light  commission- 
ers.— A.    None. — P. 

Uxhridge  and  Nortlibridge.     The  inspection  of  the  gas  and 
electric  light  commissioners. — A. 

I  33.  Were  the  accounts  of  the  particular  plant  kept  separate 
from  all  others,  and  from  the  general  accounts  of  the 
city? 

Municipalities. 
Mr.  Adams  answers,  "Yes,"  for  all  plants;  Mr.  Prichard, 
"Yes,"  for  all  except  North  Attleloro,  -which  he  answers,  "  Yes,  ex- 
cept as  explained  in  I  31." 

Companies. 
Mr.   Adams  answers,   "Yes,"  for  all  plants;   Mr.  Prichard 
makes  no  answer. 
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I  35.     When  any  city  officer  performed  a  service  for  the  plant  (for 
example,  treasurer,  corporation  counsel)  was  any  part  of 
his  salary  charged  against  the  plant? 
Mu7iicipalities. 
Both  Mr.  Adams  and  Mr.  i'richard  answered,  "No,"  for  all 
municipal  plants,  except  that  for  Danvers,  Mr.  Adams  answers, 
"  No  charge  for  services  of  auditor  and  town  treasurer,"  and  for 
Peabody,   Air.   Prichard   answers,   "Counsel,   ves;  town  treasurer, 
no." 

Cotnpanies. 
No  answer.     Question  does  not  apply.— J.  H.  G. 
I  2Q.    Were  there  any  other  charges  which  should  properly  be  in- 
cluded in  expenses,  but  which  wfere  actually  paid  from 
other  sources,  and  were  not  charged  to  the  plant? 
Municipalities. 
Ohicopee.     No. — P. 

Danvers.     — A.     See  town  report. — P. 

Holyohe. A.  Rent  of  offices,  which  are  quite  ex- 
tensive, and  located  in  the  city  hall. — P. 

Marblehead.  2,500,000  gallons  of  water,  said  to  be  worth  15 
cents  per  thousand  gallons. — A.  Water  used,  3,500,000  gallons. 
Rental  of  offices  in  Rechabite  Building. — P, 

North  Attleioro. A.     See  answer  to  I  31. — P. 

Peabody.  Plant  said  to  have  used  2,500,000  gallons  of  water, 
M'orth  15  cents  per  thousand  gallons. — A.  IsTo;  excepting  offices  in 
Town  Hall  Building,  free  of  charge.  Water  furnished  without 
charge  by  water  department.     Auditing  and  treasurer.— P. 

Taunton. A.     Not  as  known. — P. 

Westfield. A.    No.— P. 

Companies. 
Adams  checks  the  question  for  all  private  plants. 
Prichard  checks  the  question  for  all  except  Atileboro.  Beverhj. 
Gardner  and  Northampton,  and  for  these  hs  answers,  "  No." 
I  37.     Was  the  income  account  credited  with  services  to  city  de- 
partments, such  as  current  for  lighting  or  heating  of  pub- 
lic buildings,  parks,  streets,  open  spaces,  etc.? 
Municipalities. 
Chicopee,  Holyohe.     Credited  with  lighting  of  public  buildings 
and  with  street  lighting. — A.     Yes. — P. 

Danvers.  Credited  with  lighting  of  public  buildings,  but  not 
Avith  street  lighting. — A.     Yes. — P. 

Marblehead.  Not  credited  with  service  for  public  buildings, 
or  with  street  lighting. — A.     No. — P. 

North  Atileboro.  Credited  with  lighting  of  public  buildings, 
but  not  with  street  lighting. — A.    No. — P. 

Peabody.  Not  credited  for  current  used  in  public  buildings, 
or  for  street  lighting. — A.     No. — P. 

Taunton.  Credited  with  lighting  of  public  buildings,  but  not 
with  street  lighting.-~A.  Yes ;  for  all  but  streets  and  open  spaces. 
—P. 

Vol.  II.— 72. 
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Westfield.  No;  no  public  building  with  electric  lights  except 
station  and  office.    No  credit  for  street  lighting. — A.     iNo. — P. 

Companies. 

Abington  and  RocMand,  Uxbridge  and  Northbridge.  Yes. 
—A. 

Attleboro.  Yes ;  except  that  no  direct  charge  is  made  for  light- 
ing the  town  clock. — A. P. 

Beverly,  Fitchburg  and  Gardner.     Yes. — A. P. 

Northampton.     Yes. 

Salem.  One  arc  lamp,  current  to  operate  the  storage  batter}^ 
for  the  fire  alarm  and  the  fire  alarm  whistle,  are  furnished  to  the 

city  free  of  direct  charge. — A. P. 

I  28.     Kame  any  other  items  that  should  be  credited  to  the  income 
account  that  were  not  on  the  books." 
Municipalities. 

Chicopee,  Holyohe. A.     None. — P. 

Danvers.  Street  lighting. — A.  Fire  alarm  service  furnished 
free,  i.  e.,  rental  steam  wnistle  and  current  for  charging  batteries. 
Also  street  lights. — P. 

Marblehead.  Street  lighting  and  fire  alarm  whistle,  and  light- 
ing public  buildings. — A.  Current  furnished  to  public  buildingS; 
fire  alarm  whistle,  and  current  for  street  lighting. — P. 

North  Attleboro.  Street  lighting. — A.  Public  buildings  and 
street  lighting. — P. 

Peabody.  Street  lighting,  and  the  lighting  of  public  build- 
ings, also  light  in  houses  of  two  engineers  of  the  water  department. 
— A.  Fifty  dollars  for  the  light  used  by  tw6  engineers  of  the  water 
department,  in  their  two  houses,  as  part  of  their  compensation. — P. 

Taunton.     Street  lighting. 

Westfield.     Street  lighting. — A.     None. — P. 
Companies. 

No  answer  except  that  for  Salem,  Adams  says:  "The  free 
service  above  named  (I  27)  seems  to  be  a  pa,rt  of  the  consideration 
for  what  money  the  city  pays."  For  Northampton.  Prichard*  an- 
swers, "  None." 

I  29.     Was  current  supplied  free  to  any  one*? 

Municipaliiies. 

All,  "  No,''  except  as  follows : 

Ghiropee,  ^Yestfi.eld. — A. 

Peabody.  Two  engineers  of  water  department  got  light  in 
their  houses  as  part  of  their  compensation. 

Compajiies. 

Abington  and  BocUand.     To  superintendent  on]y. — A. 

Attleboro.     Only  to  manager  of  company. — A. 

Beverly,  ^lanager  and  superintendents  of  gas  and  electricity. 
—P. 

Fitchburg  and  Gardner.     No. 

Northampton.     No. — A.     — P. 

Salem.     Only  to  city  as  above  (I  27-28). — A.     No. — P. 

Uxbridge  and  Northbridge.     No. — A. 
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I  30.     If  SO,  to  whom  and  upon  what  conditions  ? 

I  31.     What  was  the  approximate  value  of  this  free  service  ? 

I  33.     To  what  account  was  it  debited  and  credited? 

I  33.     Has  the  amount  been  credited  on  the  books  and  no  further 
attention  paid  to  it,  or  have  bills  been  rendered  with  the 
understanding  that  they  were  not  to  be  paid? 
There  is  nothing  in  the  answers  to  anj  of  these  questions  for 

any  of  the  plants  except  as  is  contained  in  the  answers  to  I  28  and 

I  29,  except  that  for  Peabody,  Mr.  Prichard  answers  I  32,  "  By 

no  account,"  and  I  33,  to  the  effect  that  bills  are  rendered  without 

expectation  that  they  will  be  paid. — J.  H.  G. 

I  34.    Was  there  a  store-room  account  to"  which  materials  were 
charged  when  purchased? 


Chicopee.     — — A.     Yes. — P. 

Danvers,  HolyoTce,  MarhUhead,  North  Attlehoro  and  Peabody. 
Fo.— A. P. 

Taunton,  Westfield. A.     No.— P. 

Companies. 

All  "No,"  except: 

Beverly.    Yes. — P. 

Northampton.     Yes. — A.     Charged  direct  to  proper  accounts. 
— P- 

Salem.     Yes. — A.     Yes,  for  all  except  outside  line  materials. 
—P. 

Uxhridge  and  Northbridge.     Yes. — A. 
I  35.     What  was  the  system  of  charging  them  out  to  operating 
accounts  when  used? 

Municipalities. 

Chicopee. A.     Account  credited  for  material  used 

and  charged  to  proper  account,  when  used. — P. 

Danvers.     Charged   to   proper   account   when   used.— A.     No 
system. — P. 

Holyoke.     Charged  to  part  of  plant  where  used. — A. 

Marblehead.     No.— A.     No  system. — P. 

North  AttWboro.     Charged  to  work  where  used.— A.     None. 
—P. 

Peabody.     Charged     to    proper    account    when    bought.— A. 

None.— P.   '  ■,       J      -D 

Taunton.     Charged  to  proper  accounts  when  purchased.— i  . 

Westfield.     . 

Companies. 
Abington  and  BocUand.     Charged  to  part  of  plant  where  used. 

^ 

'Attleboro,  Fitchburg.     Charged  to  part  of  plant  where  used. 

—A.     None. — P.  ,.        ^    »  ,    , 

Beverly.     Proper  accounts  charged  as  delivered  from  stock 

room. — P.  . 

Gardner.     Charged  to  part  of  plant  where  used.— A. 

—P. 
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Northampton.  To  part  of  plant  where  used — A.  As  above. 
—P. 

Salem.  Charged  to  that  part  of  plant  where  used, — A. 
Charged  to  every  job  upon  which  it  is  used.x— P. 

Uxbridge  and  Northiridge.  That  part  of  plant  where  used. 
—A. 

T  36.     If  there  was  no  store-room  account,  how  were  materials 
charged  ? 

This  question  has  been  answered  in  thfi  preceding  ones  to  the 
effect  that  materials  were  charged  to  prober  accounts  when  pur- 
chased, except  that  for  Fitchhurg,  Mr.  Adams  answers :  "  Simply 
charged  to  part  of  plant  where  used,"  and  for  Gardner,  Mr.  Prich- 
ard  answers :  "  To  proper  accounts  as  received,  and  any  materials 
used  are  kept  account  of  and  adjustments;  made  as  necessary." 
I  37.     If  the  plant  was  run  at  a  loss,  how  was  the  deficit  met?    _ 

Munici'palities. 

Vhicopee.  No  deficit,  taking  into  account  the  energy  supplied 
for  public  use. — A.    If  at  a  loss,  by  an  appropriation. — P. 

Danvers.  By  an  appropriation,  but  town  made  no  allowance 
for  the  value  of  street  lighting. — A.    By  an  appropriation. — P. 

TIohjoTie,  Marblehead.  'No  deficit,  and  at  Marhlehead  no  allow- 
ance was  made  for  the  value  of  energy  devoted  to  public  use,  while 
at  HolyoTce  such  allowance  was  not  necessary  to  avoid  a  deficit. — A. 
By  appropriation. — P. 

North  Attlehoro,  Taunton.  No  deficit,  and  neither  place  made 
any  allowance  for  the  value  of  street  lighting,  as  an  item  of  income. 
—A.    No  deficit.— P. 

Peabody.  By  town  appropriation,  but  no  allowance  was  made 
for  the  value  of  energy  devoted  to  public  use. — A.  By  town  appro- 
priation.— P. 

Westfield.  By  appropriation,  but  no  allowance  was  made  for 
the  value  of  street  lighting. — A.    Never  been  run  at  a  loss. — P. 

Companies. 

Por  the  companies,  the  question  is  answered  by  a  dash  or  by 
"  No  deficit." 

I  38.     How  did  the  rate  of  interest  paid  by  the  city  compare  with 
the  rate  paid  l)y  private  puljlic  service  companies? 
Municipalities. 

Cliicopee.  City  pays  4  per  cent,  for  bonds  issued  in  1895  and 
3^  per  cent,  on  bonds  issued  in  1901. — A.  First  issue  of  bonds 
amounting  to  $81,000,  at  4  per  cent.  Second  issue  of  bonds 
amounting  to  $30,000,  at  3^  per  cent. ;  $3,Q0O  note  at  3^  per  cent. 
—P. 

Danvers.  City  pays  4  per  cent,  on  bonds  issued  in  1889  and  up 
to  1898,  and  3|  per  cent,  on  bonds  of  1899  and  1900. — A.  Bonds 
issued  at  4  per  cent,  (premium  $850  on  $30^000  bond  issue). — P. 

HolyoTce.  City  pays  3f  per  cent,  on  bonds  issued  in  1903-03-04 
and  '05,  and  4  per  cent,  on  bonds  of  1903. — A.  Three  and  one- 
half  and  4  per  cent. — P. 
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Marblehead.  Four  per  cent,  on  bonds. — A.  Bonds  issued  at 
4  per  cent.     Premium  of  $2,687.50  on  bond  issue  of  $50,000. — P. 

North  AUleboro.  Town  pays  4  per  cent,  on  bonds  issued  in 
1894;  3^  per  cent,  on  notes  for  1899  and  19d2.— A.  Four  per  cent. 
—P. 

Peahody.  Town  pays  4  per  cent,  on  bonds  issued  in  1892. — A. 
Four  per  cent,  on  bonds. — P. 

Taunton.  City  pays  4  per  cent,  on  bonds  issued  in  1897  and 
1898,  and  ^  per  cent,  on  bonds  of  1900  and  1902.— A.  Three  and 
one-half  and  4  per  cent. — P. 

Westfield.  Town  pays  3|  per  cent,  on  bonds  issued  in  1899. 
— A.     City  pays  3.15  per  cent. — P. 

I  38  does  not  apply  to  companies.  Mr.  Prichard,  however,  an- 
swers for  Beverly,  "  No  interest  on  notes  and  bonds  as  none  are  out- 
standing." 

For  Fitchhurg,  "  4l  per  cent." 

For  Gardner,  "4,  5  and  5J  per  cent." 

For  Northampton,  "  5  per  cent." 

For  Salem,  "  4  per  cent,  paid." 
I  39.     In  the  case  of  municipal  plants  was  any  appropriation  made 
for  the  plant  ? 

Municipalities. 

Chicopee.  Distinct  appropriations  for  interest  payment,  oper- 
ating expenses,  and  depreciation  fund. — A.     Yes ;  in  detail. — P. 

Danvers.  Distinct  appropriations  for  'sinking  fund,  deprecia- 
tion fund,  construction  and  operating  expenses. — A.  Yes ;  $20,000. 
lump  sum. — P. 

Holyohe.  Distinct  appropriations  for  interest  payments,  de- 
preciation fund,  and  operating  expenses  were  made  on  account  of 
the  plant. — A.    Yes ;  lump  sum. — P. 

Marilehead.  Yes,  for  operating  expenses,  interest,  and  de- 
preciation fund. — A.  Yes;  see  record  (appropriation,  $10,000, 
lump  sum,  and  50  bonds  issued  for  $52,687.50). — P. 

North  Attleloro.  Distinct  appropriations  for  street  lighting, 
interest  payments,  and  depreciation  fund  were  made  on  account  of 
the  plant. — A.    Yes;  detailed. — P. 

Peabody.  Distinct  appropriations  for  depreciation  fund,  in- 
terest and  operating  expenses  were  made  on  account  of  the  plant. 
— A.    Yes ;  lump  sum. — P. 

Taunton.  Appropriation  for  sinking  fund,  interest  payments, 
depreciation  fund,  and  operating  expenses  were  made  on  accoimt  of 
the  plant. — A.    Yes ;  lump  sum. — P. 

Westfield.     Distinct  appropriations  for  depreciation,  operating 
expenses,  bond  payments  and  interest  were  made  on  account  of  the 
plant. — A.     Yes;  lump  sum. — P. 
I  39  and  I  40  do  not  apply  to  private  plants. 
I  40.  Was  it  lump  sum  or  in  detail  ? 

Mr.  Adams  answers  for  Danvers  and  Marblehead,  "Detail." 
For  other  answers,  see  I  39. 
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I  41.     What  is  the  amount  of  the  bonds  or  other  liabilities  can- 
celled since  it  began  operation? 
Municipalities. 

Chicopee.  $35,000.— A.  $31,000  first  issiie,  $5,000  second 
issue. — P. 

Danvers.     $30,500. — A.     See  records.-^P. 
.     Holyoke.     $103,200. 

Marllehead.     ISTotes,  $23,500. — K.     See  records. — P. 

North  Attleboro.     $4,865.— A.     "  ?."— P. 

Peabody.  No  bonds  cancelled,  but  $22,700  in  notes. — A. 
$22,700.— P. 

Taunton.  No  bonds  cancelled,  but  $1,500  in  notes. — A. 
$1,500  note.— P. 

Westfield.     $28,000. 

Companies. 

"■  No  bonds  cancelled,"  except  as  follows : 

Fitchburg.     No  bonds. — P. 

Northampton.  $58,500  in  bonds,  by  an  issue  of  capital  stock, 
1902. — A.  $58,000  of  bonds  cancelled  and  exchanged  for  stock. — P. 
I  42.     What  provision  is  made  for  paying  off  the  bonds  when  due? 

Municipalities. 

Chicopee.  Definite  part  of  bond  issue  paid  yearly,  as  provided 
by  statute,  and  included  in  the  tax  levy. — A.  Provided  for  by 
taxes,  $4,000  per  year. — P. 

Danvers.  Sinking  funds  have  been  testablished  to  pay  the 
bonds  when  due. 

Holyoke.  A  certain  amount  of  bonds  is-due  each  year,  and  the 
^sum  for  the  payment  is  included  in  the  annyal  assessment  of  taxes. 
— A.     Paid  off  each  year  in  part. — P. 

Marblehead,  Taunton.     Sinking  funds.. 

North  Attleboro.     Sinking  funds  to  pay  the  bonds  when  due. 

Peabody.  Sinking  funds  have  been  testablished  to  pay  the 
bonds  when  due. — A.     Sinking  fund — $800-per  year. — P. 

Westfield.  Four  thoiisand  dollars  each  year  beginning  June 
1,  1900,  included  in  annual  tax  levy  and  appropriated  yearly  by 
the  town. — A.  Pour  thousand  dollars  paid  annually  from  earnings 
of  the  plant. — P. 

Question  I  43  is  not  answered  for  private  plants,  except  that 

Mr.  Adams  notes  that  Abington  and  Rochlbnd  and  Attleboro  have 

"only  cash  on  hand,"  and  that  the  Salem  plant  has  no  bonds. 

I  43.     If  there  were  any  items  omitted  fro'm  any  of  the  following 

accounts,  state  what,  give  amounts,  actual  or  estimated, 

and  state  reasons  why  these  shouM  be  included,  and  the 

methods  of  computing  estimates. 

The  time  allowed  for  this  report  did  not  permit  an  analysis 
to  determine  whether  the  amounts  charged  to  repairs  and  renewals 
and  to  depreciation  were  more  or  less  than  enough  to  maintain  the 
values  of  the  plants;  hence  the  true  operating  expenses  may  be 
greater  or  less  than  those  shown  for  municipal  and  private 
plants. — A. 
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Municipalities.  ^ 

Chicopee.  The  tax  rate  of  $19.30  per  thousand  for  all  pur- 
poses during  the  year  may  bo  used  to  compute  the  loss  of  taxes  by 
the  city. — A. P. 

Danvers.  Street  lighting,  202,354  arc  lamp  hours  at  3  cents 
per  lamp  hour,  equals  $6,070.02 ;  5,863  incajidescent  lamp  hours  at 
53-100  of  a  cent  per  lamp  hour  equals  $31.07.  The  tax  rate  for  all 
purposes  was  $18  per  thousand  for  the  yean^A. 

Holyohe.  The  city  tax  rate  for  all  purposes  was  $17  per  thou- 
sand for  the  year.  During  the  year  ending*  Jime  30th,  1902,  the 
Holyoke  AVater  Power  Company  paid  a  total  tax,  both  city  and 

state,  of  $4,354.30  on  account  of  its  electric  plant. — A.     

—P. 

Marblchead.  Street  lighting  for  491,379  arc  lamp  hours  at 
1,75  cents  per  lamp  hour  equals  $8,599.13.  220,641  incandescent 
lamp  hours  at  .44  cent  per  lamp  hour  equals  $970.38.  The  rate  of 
taxation  in  the  town  for  all  purposes  was  $17  per  thousand.  The 
value  of  energy  used  in  town  buildings  was  $1,927.51,  at  the  meter 
rate. — A. 

North  Attleboro.  The  waterworks  pumps  take  steam  from 
the  same  boilers  as  do  the  engines  of  the  electric  plant,  and  no 
iavestigation  was  made  to  determine  whether  the  division  of  coal 
and  labor  charges  was  properly  made  between  the  two  plants.  The 
value  of  street  lighting  is  omitted.  962,103  incandescent  lamp 
hours  at  53-100  of  a  cent  per  lamp  hour  equals  $5,099.15.  Loss 
of  taxes  is  omitted.    Tax  rate,  $22  per  thousand. — A. 

Peahody.  The  value  of  water  used  should  be  included.  The 
loss  of  taxes  may  be  computed.  Tax  rate,  $22  per  thousand.  The 
value  of  the  street  lighting,  638,867.8  arc  lamp  hours  at  2  cents 
per  lamp  hour,  equals  $12,777.35.  49,823  series  incandescent  lamp 
hours  at  .44  of  a  cent  per  lamp  hour  equals  $216.58.  12,316 
multiple  incandescent  lamp  hours  at  .3  of  a  cent  per  lamp  hour 
equals  $36.95.  The  value  of  energy  used  in  public  buildings  was 
$2,700.02,  of  which  $2,150.02  was  based  on  meter  readings,  and 
$550  was  an  estimate. — A. 

Taunton.  517,602  incandescent  street  lamp  hours  at  .44  of  a 
cent  per  lamp  hour  equals  $2,277.45.  1,003,189  arc  street  lamp 
hours  at  2  cents  per  lamp  hour  equals  $20,063.78.  The  city  tax 
rate  for  all  purposes  was  $20.20  per  thousand. — A.     ISTone. — P. 

Westfield.  Value  of  street  lighting,  443,425  arc  lamp  hours 
at  2.3  cents  per  lamp  hour  equals  $10,198.77.  25,133  incandescent 
lamp  hours  at  .25  of  a  cent  per  lamp  houi;  equals  $62.83.  A  tax 
rate  of  $18  per  thousand  may  be  used  to  compute  the  loss  of  taxes 
by  the  town.  The  electric  station  and  ofSce  were  the  only  public- 
buildings  with  electric  light,  and  no  charge* or  allowance  should  be 
made  for  this. — A. 
I  43  is  not  answered  for  the  private  companies  except  that  Mr. 

Prichard  answers  for  Northampton,  "  None." 
I  44.     In  construction  work  has  a  detailed  account  been  kept  for 
expenditures   so  that  the   amormt  expended  to  date  is 
known? 
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Both  investigators  aaswered  for  each  plant,  public  and  private, 
*'  Yes,"  and  Mr.  Adams  for  Taunton,  "  Records  have  been  kept  and 
cost  is  known,"  and  Mr.  Prichard  for  Westfield,  adds  "  $195,- 
048.07." 

I  45.  Have  records  been  kept  so  that  it  is  known  that  the  total 
cost  will  exceed  the  appropriation  before  the  indebtedness 
is  incurred  ? 

Municipalities. 

Mr.  Adams  checks  I  45  for  all  plants,  public  and  private.  Mr. 
Prichard  answers,  "  Yes,"  for  all  municipal  plants,  except,  "  No," 

for  Danvers,  Marblehead  and  North  Attleboro,  and  " "  for 

Taunton. 

Mr.  Prichard  checks  I  45  for  all  privat-c  plants. 
T  47,  48,  49.     Other  fuel,  quantity  and  cost  of  each  kind.  ^ 

Municipalities. 

Chicopee.    Fone. 

Danvers.     381.939   (1.  t.)  Buckwheat  x;pal,  at  $3.95  per  ton. 

Screenings,  149  tons  62  lbs.   (1.  t.),  $3.45  per  ton. — A.    

—P. 

Holyohe.  9,305  bushels  of  coke  at  11.35  cents  per  bushel, 
produced  by  the  city  plant. — A. 

No  other  municipal  plant  uses  any  other  fuel. 
Companies. 

Ahington  and  Rochland.     371.  t.  screenings,  at  $2  per  ton. — A. 

Attleioro.     None. 

Beverly.  913.36  tons  (1.  t.)  coke,  at  $3  per  ton.  The  com- 
pany produced  the  coke,  and  cost  was  a  matter  of  bookkeeping. — A. 
Coke,  1,023  tons,  at  $3.68.— P. 

Fitchburg.  1,931  tons  coke,  $4.48  j&r  ton.  The  company 
produced  the  coke,  and  cost  was  a  matter  of  bookkeeping. — A. 
3,163  tons  coke,  $3.80.— P. 

Gardner.  26,909  gallons  of  fuel  oil,  at  3-^  cents  per  gallon. — A. 
36,909  gallons  of  fuel  oil  for  Deiscl  intern£\L  combustion  oil  engiae 
at  3-J-  cents  per  gallon. — P. 

Northampton,  Salem.     None. 

Uxbridge  and  Northbridge.     2,253^  1.  t.    Buckwheat,  at  $3.03 
per  ton, — A. 
I  46.     Coal  used  during  last  fiscal  year  for  fuel. 


ELECTRICITY     FINANCE. 


1129 


.««1P^<) 


pj-«iiij<il(ii-«liii<lciH<lCLi«jti       <i«!<p<ii<<        cii«t;a(-!<,(ii<i    ti-ai 


>?>?  05-7; 


cata 


ag.diajajai'g'g.S.S-i-oo-HI:; 

i  §  t  t  t  t  >,°.'?.-S.^^  ■^  ■^  U  5  1^  <« 


o  o  o  P?«j3 
.-^  +j  +j  Pr  Pr  +j 

JD  -M  +J    OJ     'U  — 1 

-1^  ^  <j  pq  pq  &H 


3^  2  «i  ri  ^  ^*^,5? 


U      OOK^MOQp 


1130  NATIONAL     CIVIC     FEDERATION. 

I  50.     Give  quantity  and  cost  of  water  used.  ■ 

Municipalities. 
Quantify. 

Ohicopee    *■  ■ 

JJanvers   — ^■ 

Holyoke    Mostly  from  river. — 1' . 

MarWehead  Town  water  not  chargccl. 

—A ■ 

Unknown. — P ;. 

North  Attlehoro Paid  $75  for  condensing 

water  from  pond. 
Boiler  water  from 
town        supply        not  - 

charged.— A   ,..         75  00— A. 

Unknown. — I* Nothing  charged. — P. 

Pealody  Two  and  one-half  mil- 
lion gallons  town 
water.     Value  said  to 

be  $375.— A J .     No  charge. 

— P,       375  00— P. 


vast 

$858 

45 

233  23 

78 

37  from  city 

mams 

-P. 

Taunton  Nearly     all     of     water 

taken  from  river  at  no 

cost.— A 53  71— A. 

Mostly  from  river. — P . .  53  71,  nominal 

quantity — P. 

Westflald   Most     of    water     taken 

from     river     free     of 

cost.— A 50  00 

Companies. 
AUngton  and  Rockland     39  18,  also  free  wa- 
ter from 
brook. — ^A. 

Attledoro   Mostly  free  water  froin         19  27  city  water — A. 

river.— A i.         0.00.— P. 

Beverly 306  98— A. 

—P. 

boilei 

—A. 


FitchiuTff    Condensing  water  from 

river. — A ,       592  50  for  boilers. 


592  50— P. 

Gardner   Cheap  water  from  lake. 

—A 90  00 

'Northampton    30  78 

Salem   Sea  water  for  condens-       GT2  36      for      boiler 

ing. — A water. — A. 

672  36— P. 

Uxiridge    and   North-     Unknown. — A Probably    from    river 

trldge  free  of  cost — A. 

I  51  and  52       (Contracts  for  public  lighting)  do  not  apply  to  the 

municipal  plants. 
I  51.     What  were   the  provisions   of  the    contract    between    the 
private  company  and  the  city  for  public  electric  lighting 
of  all  kinds?     Attach  here  a  copy  of  contract. 
Companies. 
Abington  and  Rod-land.  Attleioro,  Beverly,  Gardner,  Salem, 

Uxbridge  and  Northiridge.    

Fitchburg.  318  enclosed  arc  lamps  operating  with  6  6-10 
amperes  each  are  in  use  3,935  hours  per  year  on  the  streets,  at 
$100  per  year  each. — A.    Cannot  furnish .-^p. 
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Northampton.  Contract  for  three  years  made  in  1905.  24- 
6  6-10  ampere  enclosed  arc  lamps  operating  3,885  hours,  $100  per 
year  each.  105  6  6-10  ampere  enclosed  arc  lamps  operating  3,009 
hours,  $74  per  year  each.  35  incandescent  lamps  of  40  candle- 
power  each,  operating  2,009  hours,  $19  per  year  eacli.  Incandescent 
lights  in  city  buildings,  15  cents  net  per  K.  W.  H.  and  free  re- 
newals.—A. 

Three-year  contract,  $100  for  6  6-10  all  night  every  night, 
and  $74  for  6  6-10  amperes  every  night  to  12. — P. 
I  53. 'Number  of  years  for  which  contract  is  made  and  date  when 
made. 

Ahington  and  Eochland.   None.    Lighij  from  year  to  year. — A. 

Attleboro.     No  contract  for  definite  time. — A. 

Beverly.  September  1,  1906,  five  years,  $90  per  light;  pre- 
viously $100  per  light.— P. 

Pitchburg.  Contract  for  six  years,  made  in  April,  1902. — A. 
Six  years,  1902.— P. 

Oardner.  No  contract. — A.  No  contract,  arrangements 
stand  from  year  to  year. — P. 

Northampton.  Three  years ;  2,006  hours  and  3,866  hours  for 
different  lamps. — A.     Three  years,  August  15,  1903. — P. 

Salem.  Made  for  five  years. — A.  Five  years  from  April  1, 
1906.— P. 

Uxbridge  and  Northbridge.  >Uxbridgp,  five  years  from  July 
1,  1905.  The  Northbridge  contract,  five  years  from  May  1,  1904, 
makes  the  price  of  25  candle-power  street  lamps,  operating  1,385 
hours  per  year,  $13  per  lamp  year,  and  the  price  of  35  candle-power 
lamps,  operating  1,849  hours  per  year,  $14.50  per  lamp  year.  The 
Uxbridge  contract  fixes  the  rate  of  $14.50  per  lamp  year  for  35 
candle-power  lamps,  operating  1,849  hours  yearly.  Lighting  of 
public  buildings  at  meter  rates. — A. 

I  53   and   54.     Total  number  of   hours   each  style  of  lamp  was 
lighted  during  the  year. 

Municipalities. 

Chicopee.  2,999  hours  for  each  stjde  of  lamp. — A. P. 

Danvers.    1,621  hours  for  each  style  of  lamp. — A.     — P. 

Holyohe.     3,914  hours  for  each  style  of  lamp.— A.     3,914.— P. 

Marblehead.  3,189  hours  for  each  style  of  lamp.— A. 
—F. 

North     Attleboro.     1,5714    hours    eacji    style  of    lamp.— A. 
—P. 


Peabody.     Serie.=,  3,398  45-100  hours.     Multiple,  3,079  hours. 
—A.    — —P. 

Taunton.     3,778  for  each  style  of  larap.— A.     3,778  during 
the  past  year  (?). — P. 

Westfield.     3,878   25-100  hours  for  each  style  lamp  on  the 

streets. — A. P. 

Companies. 

Abington  and   RochUnd.     1,679   hour.s   each   style   of  lamp. 
Each  arc  lamp  was  enclosed  and  operated  with  6  6-10  amperes. — A. 
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AUleboro.  1,855  hours  each  style  of  lamp,  except  that  five 
arcs  operated  only  from  1  A.  M.  to  daylight. — A.     1,855. — P. 

Beverly.    3,807  hotirs  for  each  style  of  lamp. 

Fitchburg.     3,935  hours  for  each  style  of  lamp. 

Gardner.     1,747  hours  for  each  style  of  lamp. 

Northampton.  Some  lamps  3,885  hours,  and  other  lamps 
3,009  hours  per  year. — A.  All  night  every=  night,  3,885  hours ;  12 
o'clock  every  night,  2,009  hours. — P. 

Salem.  3,861  hours  for  each  style  of  lamp,  and  enclosed  arc 
lamps  and  the  30  candle-power  incandescent  street  lamps  all  oper- 
ated 3,861  hours  during  the  year  on  six  ampere  series  circuits. — A. 
3,861.— P. 

Uxhridge  and  NortJibridge.     1,849  hours  per  year  for  some 
25   candle-power  lamps,  and   1,285  hours  per  year  for  other  25 
candle-power  lamps. — A. 
I  55.     Number  of  lamps  of  each  style. 
T  56.     Price  per  year  of  each  style. 

Municipalities. 

Numbers  of  lamps  in  public  buildings  not  determined,  except 
that  Westfield  lias  no  such  lamps  apart  from  electric  plant  and 
office,  and  the  number,  as  given,  for  Chicop4e. — A. 

Chicopee.  197  enclosed  arcs  and  1,117  incandescents  of  16 
candle-power. — A. 

Danvers.  (Street  lamps)  130  enclosed  arc  lamps,  and  45 
incandescents  of  25  candle-power. — A. P. 

Holyohe.  15  of  30  candle-power,  2  of  32  candle-power,  25  of 
16  candle-power — incandescents.  603  enclosed  are  lamps,  street 
lighting. — A.    503  6  6-10  ampere  arc,  enclosed,  $80. — P. 

Marblehead.  169  enclosed  arc  lamps  and  69  incandescents, 
street  lighting. — A.    —  — P. 

North  Attlehoro.  613  incandescent  street  lights  of  32  candle- 
power,  street  lighting. — A. P. 

Peabody.  There  were  7  multiple  and  184  series  arc  lamps, 
and  21  series  and  4  multiple  incandescent*  lights  used  for  street 
lighting. — A.     ■  ■ — P. 

Taunton.  267  enclosed  arc  lamps,  and  160  incandescents  of 
25  candle-power,  street  lighting.— A.  267,  1.200  6.6;  160  25 
candle-power. — P. 

Westfield.     114  enclosed  arc  lamps  and  7  incandescents,  street 

lighting. — A. P. 

Companies. 

Abington  and  Rockland.  49  arc  lamps  and  125  incandescent 
lamps  of  25  candle-power.  Arc  lights,  $70  per  year  per  lamp. 
Incandescent  lights,  $16  a  year  for  25  candle-power,  street  light- 
ing.—A. 

Attloboro.  101  enclosed  arc  lamps  aid  259  incandescents, 
32  candle-power.  $75  per  year  for  each  6..6  ampere  enclosed  arc 
lamp.  Five  enclosed  are  lights  of  6,6  amperes  each,  operating 
from  1.  A.  M.  until  daylight,  at  $38.75  each  per  year.  32  candle- 
power  lights  at  $18  per  year;  64  candle-power  lights  at  $36  per 
year;  operating  1,855  hours  per  year — street  lamps.    Interior  light- 
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ing  at  meter  rates.— A.     101  and  5  arcs  (1,200  candle-power)   6 
6-10.    259  32  candle-power  series,  $75,  $38.75  and  $18.— P. 

Beverly.  297  enclosed  arc  lamps,  $90  per  lamp  per  year.— A. 
297  5-ampere  a.  c.  enclose^  arcs.  To  September  1,  1906,  price  was 
$100 ;  since,  $90.— P. 

Fitchburg.  318  enclosed  arc  lamps  and  63  incandescent  lamps 
of  30  candle-power.  Arc,  $100  per  year  per  lamp  and  $3  per  j'car 
extra  for  Most  arms.  Incandescent  lights,  $30  per  lamp  per  year, 
street  lamps. — A.  3,935 — $100  for  arcs,*  $3  extra  on  Most  arms, 
$30  for  32  candle-power  iacandescent. — P.. 

Gardner.  52  arc  lamps,  16  incandescents.  Arc,  $75  per  year. 
Incandescents,  50  candle-power,  all  night,  $25  per  year.  25  candle- 
power  all  night,  $15  per  year.  50  candle-power  till  midnight,  $15 
per  year.  The  price  of  $75  each  per  year  was  for  enclosed  arc 
street  lamps,  operating  1,747  hours  per  year  with  6  6-10  amperes. 
— A. 

52  arcs,  $75;  15  50  candle-power,  $25;  1  25  candle-power, 
$15.— P. 

Norihampton.  24  all-night  arcs,  $100  per  year.  105,  twelve 
o'clock,  $74  per  year.  Series  incandesfient  lights,  $19  per  year, 
twelve  o'clock,  40  candle-power  lamps.  City  buildings,  alternating 
current,  20  cents  per  K.  W.,  less  25  per  cent,  discount.  Open  arc 
lamps  operated  with  6.8  amperes;  all  for  street  lighting. — A. 

129  6  6-10  enclosed,  35  40  candle-power  incandescent,  twelve 
o'clock,  $100  for  24;  $74  for  105;  $19  for  35.— P. 

Salem.  333  enclosed  arc  lamps  and  418  incandescents,  30 
candle-power;  4  incandescents,  50  candle  power.  Arc  lights,  $95 
per  year  for  every  night  and  all  night,  6  ampere  alternating  cur- 
rent series,  enclosed  arc.  Incandescent  lights,  $22  each  per  year 
per  30  candle-power  series  lamps,  every  night  and  all  night,  for 
street  lighting. — A. 

333  6-ampere  enclosed  arcs,  418  30  candle-power  and  4 
50  candle-power  incandescents,  $95  for  6  ampere  arc,  $22  for  30 
candle-power  incandescents. — P. 

Uxhridge  and  Norlhhridge.  425  incandescent  lamps  of  25 
candle-power  each,  operated  in  part  during  1,849  hours  per  year, 
at  $14.50  each,  and  in  part  1,285  hours  per  year,  at  $12  each.  13 
enclosed  arc  lamps  operated  1,849  hours  per  year  at  $67  each,  with 
6.6  amperes.  All  street  lamps. — A. 
I  57.  Did  these  prices  include  renewals  and  repairs? 
I  58.     Were  there  any  other  charges  for  public  lighting? 

Arc  not  answered  for  the  public  plants,  except  that  Mr. 
Priehard  answers  for  Holyoke,  "Yes"  for  I  57  and  "No"  for 
I  58. 

Companies.     "Yes"  for  all  for  I  57. 
I  58.     Each   investigator  answers  "No"  for  each  private  plant, 
except  Mr.  Adams  notes  for  Salem,  that  lighting  in  public  buildings 
is  at  meter  rates. 
I  59.     Did  the  municipalities  own  the  ig-mp  posts? 

Municipalities.  No  answer  except  "Yes"  is  given  for  any 
municipal  plant. 

Companies.  No  case  is  noted  for  a  private  company  in  which 
the  city  owns  the  lamp  posts. 
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J— CAPITAL  STOCK  AND  BONDS. 

J  1.     As  of  date,  end  of  last  fiscal  year,  June  30,  1906. 
J  2 — 10  (Stock)  do  not  apply  to  municipal  plants. 
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J  9.  Explain  how  each  issue  of  stock  was  disposed  of,  whether 
private  sale,  public  auction,  stodv  dividend,  at  par  to 
stockholders,  bonus,  etc. 

Companies. 

Ahingtoii    and   Rockland,    r.ihiidge    and   Norl,hhrUhji'.     All 
taken  by  stockholders. — A. 

Attleboro.     All  taken  by  stockholders. — A.     By   subscription 
and  to  stockholders. — P. 

Beverly.     Private  sale  to  stockholders  at  price  authorized  by 
the  gas  and  electric  light  commission. — P. 

Fitchburg.     Mostly  taken  by  stockholders,  but  a  little  sold  at 
auction. — A.     Talien  by  stockholders. — P. 

Gardner.  Probably  all  taken  by  stockholders.  On  June  30, 
1891,  the  Gardner  electric  company,  with  stock  of  $28,700,  had 
..debts  of  over  $44,000.  A  new  corporation  was  formed  to  take  the 
plant,  and  some  of  the  old  stockJiolders  appear  to  have  taken  the 
$30,000  of  new  stock  at  enough  to  pay  tljc  debts. — A.  To  stock- 
holders at  $1.50  per  share. — P. 

Northampton.     By  private  sale  to  stockholders. — A.     At  par 
to  stocldiolders. — P. 

Salem.     All  taken  by  stockholders. — »A.     175,000  at  par  to 
stockholders.     100,000  at  $125  to  stockholders.— P. 
J  10.     Number  of  stocldiolders. 

Companies. 

Ahington   and   Rochland.         11. — A. 

Attleboro.  30. 

Beverly.  46. 

Fitchburg.  93. 

Gardner.  14. 

Northampton.        '  46. 

Salem.  203. 

Uxbridge  and  Northbridge.     16. — A. 
J  11.     Kot  answered  for  municipalities. 
J  12,  13,  14,  15. 


Municipalities. 

(12) 

(Vi) 

(14) 

(l.-| 

Amt.  bonds 

authorised 

M) 

Atnount 

Bonds 

municipality 

bonds 

Amt. 

out- 

or company. 

issued. 

bonds  paid. 

standing. 

Chicopee  

. . .     iflll.OOO 

g>iii,ooo 

li>3D,000 

$76,000— A. 

Danvers    

69,900 

69,01)0 

906,000 

50,000 

l'o'3,200 

49,400— A. 

Holyoke^      

906,000 

802,800— A, 

Marblehead   

50,000 

50,000— A. 

Marblehead    

50,000—1'. 

North  Attleboro . . . . 

50,000 

,5'o,666 

50,000— A. 

Peabody    

40,000 

40,000 

40,000— A. 

Peabody    

40,000— P. 

Taunton    

yi30,500 

320,500 

320,500— A. 

Taunton 

120,666 

28,000 

320,500— P. 

Westfleld'   

120,000 

92,000"A, 

Westfleld    



92,000— P. 

'  At  Holyoke  and  Westfield  the  bonds  were  assued  on  account  of  both 
the  gas  and  electric  plants. 
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Companies. 


(11) 

(12) 
Amt.  t)onds 

(13) 

(14) 

(15) 

Amt.  i&nda 

authorised 

authorised 

hy 

Dy 

municipality 

Amount 

Bonds 

charter  or 

or 

honds 

Amt. 

out- 

statute. 

company. 

issued. 

Jjonds  paid 

standing. 

Abington  and 

Rockland . 

$25,000 

$25,000 

$25,000 

$25,000— A. 

Attleboro  . . 

30,000 

30,000 

30,000 

30,000— A. 

Attleboro  . . 

30,000 

30,000 

30,000— P. 

Beverly"  . . . 

11,806 

11,800 

11,800 

11,800— A. 

Beverly    . . . 

—P. 

Fitchburg  . . . 

45,000' 

45,000>— A. 

Gardner   . . . 



20,000=— A. 

Xorthampton 

08,766 

58,700 

58,766 

—A. 

Northampton 

58,666 

58,000 

58,000 

58,000 

—P. 

Salem   

50,000'— A. 

Salem   

debenture 

.j6,66(') 

,TO,000 
coupon 
debenture 

tlxbrldge  am 

1 

bonds. — ^P. 

Northbridg 

e  

180,800*— A. 

r' 


'/ 


'  Coupon  notes. 

^  Ten  year  nptes  secured  by  mortgage  on  plant. 
'  Ten  year  coupon  notes. 

*  $11,000  In  coupon  notes,  and  $169,800  mortgage  notes. 
'  At  Beverly  and  Fitchburg  the  stocks  and  bonds  vrere  issued  ou  ac- 
count of  both  the  gas  plants  and  the  electric  plants. 
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ELECTRICITY     FINANCE.  U4:j 

J  19.  If  funds  have  been  secured  from  any  other  sources  for  the 
construction  or  extension  of  pla4t,  give  amounts,  dates 
and  sources  fully. 

Municipalities. 
Chicopee: 

Aiipropriation  for  construction $33,102  61 

Danvers:^ 

Appropriation  for  construction 7,91G  87 — A. 

Appropriation y,21U  97 — P. 

Holyoke: 

Appropriation  for  construction • .  2S,5!»5  41 

Over-drafts  for  construction 90,695  71 — A. 

Appropriations,  various  dates — p. 

MarliJehead: 

Appropriations  for  construction , .  51,717  82 

Over-draft  for  construction 1,065  27 — A. 

Appropriations  at  various  dates  amounting  to  75,217  82 — P. 
North  Attleioro: 

Appropriations  for  construction 23,145  40 — A. 

Oonstraction  appropriations,  vari- 
ous dates ,i;23,145  40 

Note  appropriations,  various  dates     4,865  00 

28,010  40— P. 

PeaTjody: 

Appropriations     and     over-drafts     for    con- 
struction   49,808  91— A. 

Appropriations  for  construction 45,745  14 

Construction  over-drafts 4,663  77 

For  note  payments 22,700  00 — P. 

Taunton: 

Approi)riations  for  construction 15,901  75 — A. 

By  note  paid  by  appropriation 1,500  00 

By  note  paid  by  appropriation 15,901  75 — P. 

West  field. -^ 

Appropriation  for  construction *  .  41,000  00 — A. 

Companies, 

J  19  is  not  answered  for  companies,  except  that  for  Fiiclihurg 
Mr.  Adams  answers  "  premium  on  stock,  $6(5,000  "^ ;  and  for  Salem, 
"Premium  on  stock  issue  of  1902,  $2."i.0pi),"  and  Mr.  Prichard 
answers  for  Northampton,  "  Oct.  5,  1905,  note  for  $1,000,  due  Oct. 
5,  1906,  5  per  cent,  interest,  unsecured." 

J  20.  What  provisions  have  been  made  for  payment  of  liabilities 
when  due? 

Municipalities. 

The  annual  payments  of  debts  or  into  sinking  funds  must  be 
raised  by  taxation,  if  not  earned  from  private  service. — A. 

Chicopee.  Yearly  tax  levy  and  appropriation. — A.  By  tax 
levy. — P. 

Danvers.  A  sinking  fund  for  bonds. — A.  Sinking  fund  of 
$3,000  annually,  raised  by  taxation. — P. 

Holyohe.  Tax  levy  and  annual  appropriations  by  city  govern- 
ment.— A.    Annual  appropriations  by  city  gtjvemment. — P. 

Marblehead.     Sinking  fund  for  bonds. — A. 

'  It  is  uncertain  how  these  sums  are  to  be  divided  between  the  gas 
and  electric  plants. — A. 
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North  Attleboro.  Sinking  fimd  for  bonds. — A.  Sinking 
funds  and  appropriations. — P. 

Peabody  and  Taunton.  Sinking  fund  for  bonds. — A.  Sink- 
ing fund. — P. 

Westfield.  Annual  tax  levy  and  appropriation. — A.  Paid 
from  earnings  from  plant. — P. 

Companies. 

Ahington  and  Rochland,  Uxhndge  and  Northhridge.  No 
definite  provision,  but  there  is  $12,664  cash  on  hand  for  Abington 
and  Eockland  Co. — A. 

Attlehoro.  Sinking  fund  of  $3,000,  and  there  is  $19,849  cash 
on  hand. — A.    Sinking  fund. — P. 

Beverly.  No  definite  provision,  but  company  holds  $31,000  in 
notes  receivable,  and  has  $4,958  cash  on  ha,nd. — A.  Earnings  and 
reserve  fund. — P. 

Fitchburg.  No  definite  provision,  but  the  company  has 
$31,490  cash  on  hand. — A.    New  stock  issued. — P. 

Gardner.     No  definile  provision. — A. 

Northampton.  No  definite  provision,  but  company  has  $11,123 
cash  on  hand,  and  investment  property  valued  at  $7,000. — A.  No 
provision. — P. 

Salem.  No  definite  provision,  but  company  has  $15,050  cash 
on  hand. — A.    None. — P. 

J  21.     What  provisions  have  been  made  for.  payment  of  interest  on 
bonds  ? 

Mwiicipalities. 

Chicopee.  Earnings,  yearly  tax  levy  arid  appropriations.  The 
statute  provides  that  the  interest  on  the  town  and  city  debts  must 
be  raised  annually  by  taxation,  unless  covered  by  the  estimated 
earnings  from  private  service. — A.    By  tax  levy.— -P. 

Danveis.     Earnings  and  tax  levy. — A.    Tax  levy. — P. 

Holyohe.  Earnings  of  plant  and  annual  tax  levy. — A.  Ap- 
propriation and  earnings  of  plant. — P. 

Marblehead.     Tax  levy  and  earnings. — A.    Tax  levy. — P. 

North  Attleboro.  Earnings  of  plant  and  annual  tax  levy. — A. 
Tax  levy.— P. 

Peabody.  Yearly  tax  levy  and  earnings. — A.  Eaised  by  taxa- 
tion.—P. 

Taunton.  Yearly  tax  levy  and  earnings. — A.  Appropriation 
from  tax  levy. — P. 

Westfield.  Earnings  of  plant  and  annual  tax  levy. — A.  Paid 
from  the  earnings  of  the  plant. — -P. 

Companies. 

Abington  and  Rochland,  Uxbridge  and  Northbridge. 
—A. 

Attleboro.    No  definite  provision. — A.    Earnings. — P. 

Beverly.     No  definite  provision. — A. P. 

Fitchburg  and  Salem.    No  bonds. — A.     Earnings. — P. 

Gardner. A.     Earnings  (notes  only). — P. 

Northampton.    None. — P. 
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Chicopee. 

K — Assets. 

K    1.     As  of  date,  end  of  last  fiscal  year,  June  30th,  1906. 

A.  P. 

Cash  on  hand $19,740 .  85  $20,156 .  37 

Notes     receivable,     accts.     re- 

ceiyable  and  jobbing 696.93  696.93 

Sundry    accounts    due    (Light 

and  Power.— A.) 3,570.82  3,570.83 

Depreciation  fund 415 .53  

Patent  rights   

Office  furniture   81 .  13  81 .  13 

•  I  Land  and  buildings,  real  estate        37,963.31        16,754.70 

Steam  plant   47,850.44  33,188.90 

Electric  plant   22,129 .  74  14,633 .  57 

Lines    (overhead) 30,329.90  20,254.06 

Transformers    9,073 .  34  6,801 .  05 

Meters    8,012.19  5,827.13 

Services,  (included  with  lines. 

-A.)    

K  17.     Lamps  and  globes 11,317.40             

K  17a.  Lamps  (arc)    7,143.39 

K  18 

Fuel  on  hand 1,830.00  18,020.00 

Carbons  on  hand 147.35  147.35 

Arc  lamps  on  hand 

Incandescent  lamps  on  hand.  203.97  203.97 
Globes  and  other  electrical  fix- 
tures on  hand 1,198.97             

Globes    94.33 

Tools  and  appliances 1,751.33             

Miscellaneous       supplies      on 

hand,  oil  and  waste 65.59              

K  25a.  Oil  and  waste $65.59 

Miscellaneous  ....  1,004.75 
Tools,  appliances..  1,751.32 
Horse  and  wagons      1,749.93 


K 

2. 

K 

3. 

K 

4. 

K 

5. 

K 

6. 

K 

7. 

K 

8. 

K 

9. 

K  10. 

K 

13. 

K 

13. 

K  14. 

K  15. 

K 

16. 

K  19. 

K  20. 

K  31. 

K  23. 

K  23. 

K  23a. 

K  34. 

K  35. 

K  36.     Sinking   fund 

K  27.     Other   assets 

K  28.     Other  capital  assets 

K  28a.  Other  capital  assets,  horse  and 

wagons    1,749.93 


4,671.58 


K  39.     Total  assets  $187,917 .  57    $136,043 .  95 

Profit  and  loss  balance $34,695 .  33 


$160,739.38 
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K  30.     Do  the  values  above  given  represant  the  original  cost  of 
the  present  assets,  their  present  market  value,  or  cost  of 
duplication?     Values  given  for  real  estate,  steam  plant, 
electric  plant,  lines,  transformers,:  meters  and  arc  lamps, 
represent  the  total  sums  charged  as  costs  of  these  items 
since  the  municipal  plant  was  started,   and  the  values 
of  other  items  are  taken  from  the  statement  of  assets 
made  by  the  municipality ;  all  as  contained  in  the  report 
to  the  Gas  and  Electric  Light  Commissioners,  dated  June 
1st,  1906.— A. 
Original  cost,  less  depreciation  values. — P. 
L — Liabilities. 
L     1.     As  of  date,  end  of  last  fiscal  year,  June  30th,  1906. 

A.  P. 
L     2.     Appropriations    for    construc- 
tion       $33,192.61      $31,467.61 

L     3.     Bonds  outstanding 76,000 .00  

L     3a.  Bonds   76,000.00 

L     3b.  Appropriations  for  bond  pay- 
ment      38,000 .  00 

L     4.     ISTotes  payable 9,000.00        15,000.00 

L  5,  6,  7 

L     8.     Interest  due  but  not  paid. . .  .  271.67  

L     9.     Interest  accrued  but  not  due.  .  371.67 

L  10  and  11 

L  11a.  Appropriations   for   note   pay- 
ments      6,000 .00  

L  lib.  Appropriations  for  bond  pay- 
ments           38,000.00  

L  12,     Other  funds    (giving  particu- 
lars)      

L  13.     Other  liabilities   


L  14.     Total    $162,464.28    $160,739.28 

M — Eeoeipts. 
M     1.     For  year  ending  June  30th,  1906. 

M     2.     Private  arc  lights  unmetered.        $3,260.62       $3,260.63 
M     3.     Private       incandescent       un- 
metered      133 . 20  133 . 20 

M     4.     Private      lighting,      metered, 
domestic    and    commercial 

arc  and  incandescent 13,514.34  

Commercial    $9,815.44 

Domestic    3,698 .  90 

13,514.34 

M     5.     Public  arc  lights 

M     5a.  Public  arc  lights,  at  $75  per 

lamp    14,200.00 

M     6.     Public  incandescent  lights  in 

buildings  2,637 .04  
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A.  P. 

M     6a.  Public  incandescent  lights...  $2  637.04 

M     7.     Public  power 

M     8.     Commercial  power ^     1  687  _  34 

M     9.     Electric  power $1,687 .  34 

M  10.  Sale  of  current  other  than 
noted    

M  11.     Rents  of  meters 

M  12.     Kent  of  motors,  fixtures  and 

appliances    

M  13.  Net  profits  from  sale  of  fix- 
tures and  appliances 

M  14.  Other  receipts;  steam  fur- 
nished   1,360.12  1,360.12 

M  15.     Other  receipts;  city  arc  lamps        14,200.00  


M     16.     Total    $36,792.66      $36,792.66 

N — Expense.?. 
N"     1.     For  year  ending  June  30th,  1906. 
Production — 

N     2.     Fuel    $11,777.43      $11,777.43 

IST    3.     Oil  and  waste 673 .  18  673 .  18 

N    4.     Water  for  boilers 858.45  868.45 

N     5.     Water  power  or  water  rights.  .  

F     6.     Wages  and  salaries  at  station.  5,040.76         5,040.76 

N     7.     Maintenance,   repairs   and    re- 
newals— 

(a)  Buildings;  station. .       $7.20 

(b)  Steam  plant 1,225.61 

(c)    

(d)  Electric   plant 579.59 


IT  8,   9. 


1,812.40  1,812.40 


N  10.     Total  production $20,162 .  22      $20,162 .  22 

Distribution — 
N"  11.     Wages  and  salaries  (a,  b,  c) . .        $2,338.85        $2,338.85 
N  12.     Expenses  beyond  the   meter : 

Carbons    $850 . 84 

Lamps    682.13 

Globes    153.64 

1,686.61 


N"  13.     Supplies,  tools  and  appliances         1,870.19 
N  14.     Maintenance,  repairs    and    re- 
movals      1,802.82 

(a),  (b),  (c) 

(d)  Meters,  lamps  and 

lines   $1,802.82 

(e)  Services    
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(f)  and  (h)   Commer- 

cial  arc  lamps 
and  globes ;  pub- 
lie  street  lamps.       $153.64 

(g)  and  (i)   Commer- 

cial incandes- 
c  e  n  t  lamps ; 
public  incandes- 
cent lamps 683.13 


A. 


N  15.     Miscellaneous,  carbons. 
]Sr  15a.  Miscellaneous 


$3,638.59 
850.84 


N  16.     Total    

General — 

N  17  and  18 

IST  19.     General  office   salaries 

Eent  of  office 

Office  expenses   

Legal  expenses    

Injuries,  damages  and  claims. 

Licenses   and   royalties 

Insurance,  fire,  boiler,  accident 

N  S5a.  Insurance,  boiler 

N"  26.     Bad  debts    

N  27  and  28  (a)  and  (b) 

N"  29.     Other  general   expenses,   inci- 
dentals     


$7,698.48 


$1,200.00 


]Sr  20. 
N  21. 
-ISr  22. 
N  23. 
N  24. 
N  25. 


118.95 


150.00 


13.39 


10.00 


K"  30.     Total  general  expense $1,492.34 

N  31.     Total  expenses    $29,353 .  03 

Total  receipts    $36,792 .  66 

Total  expenses 29,353 .  03 


$1,870 

19 

$7,698 

48 

$1,200.00 

118 

95 

150 

00 

10 

00 

$1,478.95 
$29,339.64 

$36,792.66 
29,339.64 


Balance  to  profit  and  loss.        $7,439.63        $7,453.03 

0 — Profit  and  Loss.i 

1.  For  year  ending  June  30th,  1906. 
Credit — 

2.  By  balance  from  last  year,  if 
any   

3.  By  balance  of  receipts $7,439 .  63  $7,453 .  03 

4.  Appropriation  for  maintenance  39,100.00  30,835.00 

'  As  there  is  nothing  in  this  report  to  show  how  any  balance  of  the 
previous  year  was  reached,  the  statement  of  any  such  balance  appears 
to  be  more  confusing  than  instructive,  and  it  is  therefore  omitted  in  the 
case  of  each  municipal  plant.  Reason  for  this  omission  is  found  in  the 
fact  that  the  law  requires  depreciation  on  the  costs  of  municipal  plants 
to  be  computed  at  a  certain  rate,  and  that  no  credit  for  street  lighting 
is  made  in  some  of  these  plants. — A. 
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A.  P. 

^0     4a.  By  interest  on  loans  or  deposits             $3,105.00 

0     5.     Appropriation  for  interest ....        $3,105 .00  

0     6.     By  depreciation  fund  (Appro- 
priation for.— A.) 7,025 .  00  7,025 .  00 

0     7.     By  balance  (if  deficit) 3,336.19  24,103.33 


0     8.     Total   $50,005 .  82  $73,103 .  35 

Debit-^ 

0     9.     To  balance  from  last  year,  if 

any  $23,084.14 

0  10  and  11.  To  interest  on  bonds  and 

notes   $3,383 .  76  3,112 .  09 

0  12.     To  taxes  

0  12a.  Amount  paid  city  collector...  39,532.51  39,532.51 

0  13.     To  compensation  for  franchise  

0  14.     To  dividends  on  stock 

0  15.     To  depreciation  7,025 .00             

0  15a.  To  depreciation  fund 7,025 .  00 

0  16.     To  sinking  fund 

0  17.     To  reserve  fund 

0  18.     To   other   funds    (giving   par- 
ticulars)      

0  19.     To  extensions  and  construction  

0  20.     To  bad  debts 64.55  77.94 

0  20a.  To  other  purposes,  accrued  in- 
terest                  271 . 67 

0  21.     To  balance,  if  surplus 


0  22.     Total   $50,005 .  82  $73,103 .  35 

Danvers, 
K — Assets. 

K     1.     As  of  date,  end  of  last  fiscal  year,  June  30th,  1906. 

K     2.     Cash  on  hand $3,910 .  77  $6,410 .  77 

K     3.     Other  accounts  receivable 44.54  44.54 

K     4.     Due    for    electric    light    and 

power   631.54  631.54 

K     5      and  6 

K     6a.  Value  of  insurance  policy.  ...             233.67 

K     7.     Office  furniture  76.00  76.00 

K    8.     Land    (a,  b) 

K     9.     Buildings  and  land 9,742.25 

K     9a.  Eeal  estate  12,004.47             

K  10.     Steam  plant    34,101.39  18,880.96 

K  11.     Water  power  plant 

K  12.     Electric  plant   11,479 .  31  7,423 .  33 

K  13.     Lines  (overhead)   20,122.12             

K  13a.  Lines    13,425.08 
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A. 

K  14.     Transformers $5,793 .  57 

K  15.     Meters 8,466.41 

Iv  16.     Services.  (Included  with  lines. 

-A). 

K  17.     Lamps  and  globes 7,152.01 

K  17a.  Lamps    

K  18.     Eepairs  to  steam  plant 153.95 

K  19.     Fuel  on  hand 216.80 

K  20.     Carbons  on  hand 23.05 

K  21.     Insurance    233.67 

K  22.     Incandescent  lamps  on  hand.  52.80               52.80 
K  23.     Globes   and   other   fixtures   on 

hand  19.58 

K  23a.  Globes    19.58             

K  24.     Motors  on  hand 

K  25.     Miscellaneous  supplies  on  hand 

(tools  and  appliances) 809 .  24            809 .  24 

K  25a.  Oil  and  waste 26.83              26.83 

K  26.     Sinking  fimd .7,030 . 50          7,030. 50 


P. 

$4,478.00 
6,637.64 

4,499 

19 

216 
23 

80 
05 

3,653.77 


Less   depreciation   as  per  vote 

of  town  (K  9  to  K  17) .  .  .  2,981.35 

$77,672.53 
K  27.     Other  assets: 

(a)  Eepairs  on  electric  plant $938.05  938.05 

(b)  Repairs  on  lines  and  lamps. .  532.06  532.06 
K  28.     Other  capital  assets: 

Repairs  on  steam  plant 153.95 

K  39.     Total   assets $103,009.42      $79,296.58 

K  30.     Do  the  values  above  given  represent  the  original  cost  of  the 

present   assets,   their  present  market  value,   or  cost  of 

duplication?      See    answer   to    K   30    for    Chicopee. — A. 

Original   cost   of   plant,    less    depreciation   as   shown   by 

books. — P. 

Real  estate $12,004.47 

Steam  plant 24,101.39 

Electric  plant    11,479.31 

Lines    20,122.13 

Lamps  and  globes 7.153.01 

Transformers   5,793.57 

Meters 8,466.41 

Total  cost $89,119.28 

Total  assets   $79,296.58 

Profit  and  loss , 11,621.43 


Balance    $90,918.01 
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L — Liabilities. 

L     1.     As  of  date,  end  of  last  fiscal  year,  June  30,  1906. 

L  3.  Appropriations  for  construc- 
tion     

L     3.     Bonds   outstanding 

L    4.     Xotes  payable 

L     5,  6,  7,  8 

L     9.     Interest  accrued  but  not  due. 

L  10.     Appropriation  for  sinking  fund 

L  11.     Depreciation  fund 

L  13.  Appropriations  for  ex traor di- 
ary  repairs    

L  13.  Appropriation  for  bond  pay- 
ments     

L  14.  Total   

M — Eeoeipts.i 
M     1.     For  year  ending  June  30,  1906. 

M     2,  3 

M     4.     Private  lighting  metered 

Domestic    $5,996.96 

Commercial    5,603.53 


M     5.     Public  arc  lights 

M     6.     Public  incandescent  lights  (in 

buildings.     A.) 

'M     7.     Public  power 

M     8.     Commercial  power   

M     9.     Electric  power    3,794.83 

M  10-15.     


A. 

$7,916.87 

49,400.00 

5,500.00 

P. 

$7,916.87 

49,400.00 

5,500.00 

394.00 
11,377.04 

394.00 
11,377.04 

1,330.10 

1,330.10 

15,000.00 

15,000.00 

$90,918.01 

$90,918.01 

$11,600.48 

$11,600.48 

366.49 

366.49 

3,794.83 

M  16.  Total    $15,761.80       $15,761.80 

Balance  to  profit  and  loss .  .  1,940.34 

$17,703.04 

N — Expenses. 
N     1.     For  year  ending  June  30,  1906. 
Production — 

IST     2.     Fuel  $6,461.83         $6,461.83 

ISr     3.     Oil  and  waste 164.73  164.73 

N'    4.     Water  for  boilers 333.33  333.23 

ISr     5.     "Water  power  or  water  rights.  .  

N"     6.     Wages    and    salaries  (at    sta- 
tion.—A.)     3,825.16  3,825.16 

N     7.     Maintenance,   repairs   and   re- 
newals      1,330.43  1,330.43 


^  These  receipts  contain  nothing  for  the  value  of   light  in  public 
'  buildings  and  of  street  lighting. — A. 
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(a)  B  uilding  s  A. 
(station.— A.)    .      $55.92 

(b)  Steam  plant. .      471.33 

(c)    

(d)  Electric  plant      793.18 

N  8.  General  expense  (of  produc- 
tion.—P.)    

N     9.     Station  tools,  appliances   and 

incidentals  $107.30 

N  10.  Total  production $12,112.66 

Distribution — 
^  11.     Wages  and  salaries  (a,  b,  c) . .  $986.15 

N  12.     Expense  beyond  meter 

N  13.     Supplies,  tools  and  appliances  137.84 

K  14.     Maintenance,  repairs,  removals: 

(a,  b,  c)    

(d)  Meters,   lamps   and 

lines    $1,643.05 

(e)  Carbons 

(f )  C  0  m  m  e  r  cial   arc 

lamps  and  globes....        77.14 
(h)      (Public     street, 
etc.,  lamps.) 

(g)  Commercial   incan- 
descent lamps    25.35 

(i)    (Public  incandes- 
cent lamps.) 

(i)   Public  incandescent 

lamps    

—  1,745.54 

N  15.     Miscellaneous.    Carbons 196.54 

ISr  16.             Total   distribution    $3,066.07 

General — 

N  17.     Directors'  allowance   

N  18.     Salaries  of  officers,  committee, 

and  commissioners   150.00 

]^  19.     General  office  salaries 1,534.72 

E"  20.     Pent  of  office 

F  21.     Office  expenses    1 67.44 

N  22-24.     

jSr  25.     Insurance,  fire,  boiler,  accident  641.72 

IsT  26.     Bad  debts    39.43 

]vr  27-29.    

N"  30.     Total  general  expenses *$2,523.31 

N  31.  Total  expenses    $17,702.04 

*Oii  original  this  is  $2,483.88,  wliich  would  make  the 
N  31,  $17,662.61.— J.  H.  G. 


$107.30 

$12,112.66 

$986.15 

137.84 


1,643.05 
196.54 

77.14 


25.35 


$3,066.07 


150.00 
1,524.72 

167.44 

641.72 
39.43 

$2,523.31 

$17,702.04. 
total  expense, 


ELECTRICITY     FINANCE.  1163 

Besume —  A.  p. 

Total  receipts    $15,761.80  $15,761.80 

Total  expenses    17,703.04  17,702.04 

Balance  to  profit  and  loss. .  1,940.34  1,940.34 

0 — Profit  and  Loss. 

0     1.     -For  year  ending  June  30,  1906. 

0  3.  Estimated  value  of  street  light- 
ing           $6,101.69  

0  3.  By  appropriation  for  mainte- 
nance   (1905.— P.) 5,647.50  5,647.50 

0    4.     Incidentals    1.00  

0    4a.  Depreciation  account  from  tax 

levy    3,500.00 

0     5.     From  sinking  fund 213.57  313.57 

0     6.     By   other   items    (summonses. 

—A.)     -55  1.25 

0     7.     By  balance   (if  deficit) 11,621.43 

0     8.  Total $11,964.01       $19,983.75 

Delit— 

0     9.     To    balance    from    last    year, 

if  any Note  (1)         $9,864.13 

0  10.     To  interest  on  bonds 1,717.63  1,717.63 

0  11.     To  interest  on  notes,  loans  and 

deposits    55.33  55.33 

0  13-14.    

0  15.     To   depreciation   and   charged 

off    3,435.18  

0  15a.  To  depreciation  fund 6,406.43 

0  16-19.    

0  20.  To  other  purposes,  balance 
(manufacturing. — P.)  ac- 
count      1,940.24  1,940.24 

0  31.     To  balance  (if  surplus) 4,835.64  

0  23.  Total $11,964.01      $19,983.75 

Holyoke.- 
K— Assets. 
K    1.    As  of  date  (end  of  last  fiscal 
year)  June  30,  1906. 

K     3.     Cash  on  hand $6,717.73         $6,717.73 

K    3.     Notes  receivable  

K    4.     Sundry  accounts  due: 

(a)    Due    for   electric   light    and 
power  (including  $3,907.19  due 
^from  city  elec— P.) 13,394.09         13,394.09 

^  See  note  at  Profit  and  Loss  statement  for  Ghicopee. 

^At  Holyoke,  the  general  cash  in  hands  of  city  treasurer,  and  also 
the  depreciation  fund  apply  to  an  undetermined  extent  to  the  gas  as 
well  as  to  the  electric  business. — ^A. 

Vol.  II.— 74. 
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(b)  Gas   (including  $191.38  duo  A.                    P. 
from  city  gas) $10,646.39 

(c)  Jobbing    2,578.13 

K     5-6.    

K    7.     Office  furniture  $3,100.00          3,100.00 

K    8-9.     Eeal  estate 130,230.65  

(a)  Gas   173,338.21 

(b)  Electricity  107,956.30 

K  10.     Steam  plant    '97,204.83         83,248.89 

K  11.     Water  power  plant 20,803.53         17,233.91 

K  12.     Electric  plant  167,331.31  

K  12a.  Gas  and  electric  plant: 

(a)  Electric $141,112.64 

(b)  Gas   143,853.40 

284,966.04 


K  13.     Lines  overhead   65,567.07 

K  13a. 

(a)  Electric   lines  56,280.33 

(b)  Gas  mains 150,394.80 


206,675.13 

K  14.     Transformers    15,873.72         14,304.88 

K  15.     Meters    16,143.95 

K  15a.  Meters: 

(a)  Gas   59,357.75 

(b)  Electricity    .  .  14,278.04 

73,635.79 


K  16.     Services        (Included       with 

lines. — A.)    

Lamps  and  globes $25,756 .20             

Arc   lamps $21,809.37 


K 

17. 

K 

17a. 

K 

18. 

K 

19. 

K 

19a. 

K 

30. 

K 

31. 

K 

23. 

K 

23. 

Fuel  on  hand 1,738.80  

Fuel  on  hand — 

(a)  Gas    $7,148.53 

(b)  Electricity 1,738.80 

8,887.33 

Carbons  on  hand 280 .  00  280 .  00 

Arc  lamps  on  hand 

Incandescent  lamps  on  hand.  243.23  243.33 

Globes  and  other  electric  fix- 
tures on  hand — - 

(a)  Globes    $65.81  65.81  

(b)  Gas    1,258.63 

1,334.43 


^E;  24.     Motors  on  hand 

K  24a.  Tools  and  appliances 1,845.27 

K  25.     Miscellaneous  supplies  on  hand 

(a)  Oil  and  waste.        $74.15  74.15 

(b)  Tar    2,705.20 

(c)  Coke    1,841.40 
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(d)  Purifying  ma-  A.                    P. 
terial    $84.00 

(e)  Gas  oil 404.03 

(f)  Tools— gas    ...  3,174.03 

(g)  "    — electric- 
ity    1,845.37 

(h)  Horses     and 

wagons    3,441 .  00 

$11,569.08 

E  26.     Depreciation   funds   in  hands 

of  city  treasurer $36,348.44       36,348.44 

K  37 

K  38.     Other  capital  assets — 

(a)   Horses  and  wagons  (Both 
gas  and  electric. — A.) 3,441.00  

K  39.     Total  assets $604,059.98  $1,077,157.36 

Profit  and  loss  balance $90,564.30 

K  30.  Do  the  values  above  given  represent  the  original  cost  of 
the  present  assets,  their  present  market  value,  or  cost  of 
depreciation?  Values  given  for  water  power,  plant,  real 
estate,  steam  plant,  electric  plant,  lines,  transformers, 
meters  and  arc  lamps  represent  the  total  sums  charged  as 
costs  of  these  items  since  the  municipal  plant  was  started, 
and  the  values  of  other  items  are  taken  from  the  state- 
ments of  assets  made  by  the  munigipality,  all  as  contained 
in  the  report  to  the  gas  and  electric  light  commissioners, 
dated  June  30,  1906.  Value  of  the  gas  assets  on  the 
■same  basis  as  above  was  $643,653.73.— A.  Original  cost, 
less  depreciation. — P. 

L — Liabilities. 
L    1.     As  of  date,  end  of  last  fiscal  year,  June  30th,  1906. 
L    3.     Appropriations    for    construc- 
tion          $38,595.41      $38,595.41 

L    3.     Bonds   outstanding 803,800.00      803,800.00 

L    4.     Bills  for  construction 6,509.33  6,509.33 

L     5.     Bills   for  maintenance 18,603.93        18,603.93 

L    6-7 

L    8.     Interest  accrued,  but  not  due.  3,334.33         3,334.33 

L     9.     Overdrafts  for  construction.  .  .         90,695.71  

L  10.     Maintenance  appropriation 

used  for  construction — 

(1)   Gas    $43,658.63 

(3)   Electricity.  48,037.08 

^  90,695.71 

L  11.     Depreciation  fund 

L  13.     Loan  account 83,383.87        83,383.87 

L  13.     Appropriations  for  bond  pay- 
ments           134,800.00      134,800.00 

L  14.     Total  liabilities* $1,167,731.58  $1,167,731.58 

*  The  liabilities  apply  to  both  the  gas  and  the  electric  plants  in 
undetermined  proportions. — A. 
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M — Receipts. 
For  year  ending  June  30th,  1906.        A.  P. 

Private  arc  lights  nnmetered.  $340.52  $340.53 

Private    incandescent    lights, 

nnmetered   1,857.56  1,857.56 

Private  lighting,  metered 46,335 .  10       46,335 .  10 

Public  arc  lights 41,753 .  92 

Public  incandescent  lights  (in 

buildings.— A.)    5,689.36  937.30 

Public  power 

Comniercial  power — 

(a)  Electricity. $39,949. 34 

(b)  Gas    144,611.01 


M 

1. 

M 

2. 

M 

3. 

M 

4. 

M 

5. 

M 

6. 

M 

7. 

M 

8. 

M 

9. 

M 

10. 

Electric  power 39,949.34 

Sale  of  current  other  than 
noted.  (1)  Public  build- 
ings-^ 

(a)  Electricity . .  $5,689 .  36 

(b)  Gas    3,345.73 


174,560.25 


M  11.     Eents  of  meters  (gas) 

M  13,  13,  14 

M  15.     Street   arc   and   street  incan- 
descent     

^i  15a.  Other  receipts — 

(a)  Coke $9,633.64 

(b)  Tar   2,273.73 


7,954.98 
14.50 

42,681.22 

11,806.36 

M  16.     Total    $136,652.90    $285,330.49 

N" — Expenses. 
IST     1.     For  year  ending  June  30,  1906. 
Production. 
N"     3.     Fuel   $6,794.70  

(a)  Electric  coal .  $6,794.70 

(b)  Gas  coal.... 43,342.57 

(c)  Gas   oil 9,379.51 

(d)  Gas  purifier.      689.65 

59,306.43 

N     3.     Oil  and  waste 268.00  368.00 

N"    4.     Water  for  boilers 78.37'  

(a)  Electric  ....      $78.37 

(b)  Gas    181.10 


N    5.    Water  power  or  water  rights — 

(a)  Gas  $747.75 

(b)  Electric  ....23,053.66 


359.47 


32,801.41 
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A.  P. 

N     5a.  Water  power  rent $32,053 .66  

N     6.     Wages  and  salaries  at  station.        13,791.59  

K     6a.  Wages  and  salaries — 

(a)  Gas    $33,677.63 

(b)  Electric  ...  13,791.59 


$36,469.33 


N     7.     Maintenance,   repairs   and   re- 
newals— 

(a)  Buildings   (sta- 
tion.—A.)    $1,818.36  $1,818.36 

(1)    Gas 6,551.41 

(b)  Steam  plant. . .   3,434.47  3,434.47 
(e)  Water   power 

plant   534.06  534.00 

(d)  Electric   585.91  585.91 

(e)  Tools    and   ap- 
pliances— 

(1)   Gas    1,390.05 

(3)  Electric 115.37 

B6,362.74 


N    8.     Gen'l   expenses,   station   tools, 

appliances  and  incidentals. ...             115.37 
N     9.     Current  purchased  


N"  10.     Total  production  $48,464.33    $133,334.00 

Distribution. 

N  11.     Wages    and   salaries    (a)    (b) 

(c)    $6,755.74  

(a)  Electric    ...$6,755.74 

(b)  Gas    3,691.38 


F  13.    Expense  beyond  meter — 

(a)  Carbons    ..  .    $853.31 

(b)  Incandescent  1,463.46 

(c)  Globes    ....      341.85 


F  13.     Supplies,  tools,  appliances 130.43 

(a)  Gas  $644.18 

(b)  Electric    ...      130.43 


$9,447.03 


3,656.63 


764.60 


N  14.     Maintenance,   repairs   and  re- 
movals      *4,177.83 

(a)  Gas  mains 2,719.86 

(b)  Electric  lines 1,859.86 

(e)  Meters,     lamps 

lines   $1,859.86  

(d)  Gas  meters 1,661.98 

(e)  Horses,  wagons, 

(1)  Electric   ...      513.65  513.65 

(3)   Gas    •  175.00 
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(f)  Commercial   arc  A.  P. 
lamps,  globes $341 .85 

(g)  Public  i  n  c  a  n- 
descent  lamps. . .   1,463.46 


N  15.     Carbons   $853.31 


N  16.     Total   $11,906.29      $19,798.59 

General. 

N  17,  18 

N  19.     General  office  salaries $5,677 .95  

(a)  Electric    ...$5,677.95 

(b)  Gas    5,184.82 


IT  20 

N  21.     Office  expenses 1,432.67 

(a)  Electric    ...$1,432.67 

(b)  Gas    1,615.57 


$10,862.77 


N  22.     Legal  expenses — 

(a)  Electric   ...    $332.75  332.75 

(b)  Gas    375.23 


3,048.34 


N"  23,  24 

N  25.  Insurance,  fire,  boiler,  accident.  829.23 

(a)  Electric    ..  .    $829.23 

(b)  Gas    780.52 


N  26.     Bad  debts 166.75 

(a)  Electric    ...    $166.75 

(b)  Gas   153.37 


707.98 


1,609.75 


N  27,  28,  29. 


320.12 


N  30.     Total  general  expenses $8,439.35  $16,548.86 

N  31.     Total  expenses $68,809 .  97  $169,671 .45 

Eesume. 

Total  receipts $126,652.90  $285,330.49 

Total  expenses 68,809.97  169,671.45 


Balance  to  profit  and  loss $57,842.93    $115,659.04 

0 — Pkofit  and  Loss. 
(In  this  profit  and  loss  account  the  items  of  interest,  bond 
premiums,  appropriations,  depreciation  fund,  money  paid  to  city 
treasurer,  apply  to  an  undetermined  extent  to  the  municipal  gas 
plant  as  well  as  to  the  electric  plant. — A.) 
Credit. 
0     1.     For  year  ending  June  30,  1906. 

Appropriation  for  maintenance     $62,517 .  53      $63,517 .  53 
Appropriation  for  interest . . . ;        28,379 .  57        28,379 .  57 
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0     2.     By  balance  from  last  year,  if  A.  P. 

any  $18,029 .  53 

0     3.     By  balance  of  receipts $57,842 .93  

(a)  Electric    ..$57,842.93 

(b)  Gas    57,816.11 


115,659.04 

0    4.     By  interest  received  (on  bonds. 

—P.)    20.42  20.42 

0  5.  By  income  from  bond  pre- 
miums    29 . 10  29 . 10 

0  6.  By  appropriation  for  deprecia- 
tion   fund 55,196 .00  

0     6a.  By    other   items,    depreciation 

fund    55,196.00 

0     7.     By  balance— if  deficit 136,923.59        90,564.32 


0     8.     Total $340,909.14    $370,395.51 

Debit. 

0    9.    To  balance  from  last  year,  if 

any    

0  10.     To  interest  on  bonds  (paid  and 

accrued.— A. )    $30,140 .  83      $30,140 .  83 

0  11,   12 

0  12a.  Money  paid  to  city  treasurer.  .       284,821.36  

0   13 

0  14.     Money  collected  and  returned 

to  city  treasurer 284,821 .  36 

0  15.     To  depreciation  charged  off .. .        25,932.43  

0  15a.  To  depreciation  fund — 

(a)  Gas    $29,263.57 

(b)  Electric   ..   25,932.43 


55,196.00 


0  16.    To  sinking  fund 

0  17.     To  bad  debts   (prior  to  June 

30,  1905.— A.) 14.52  14.53 

0  18,   19 

0  20.     To  bad  debts— 

(a)  Gas    $222.78 

(b)  Electricity  .        14.54 


237.32 


0  21. 


0  22.     Total  $340,909.14    $370,395.51 

Maiblehead. 
K — Assets. 
K     1.     As  of  date,  end  of  last  fiscal  year,  June  30,  1906. 

A.  P. 

K     2.     Cash  on  hand $16,584.73      $18,090.89 

K     3.     Depreciation   cash 3,006 .16  

K    4.     Due  for  electric  light  and  power         2,522 .60  
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A.  P. 

Sundry  accounts  due $2,533 .  60 

Investments   

Horses  and  wagons 696.75 

Office  furniture 

and  9.     Land  and  buildings 

(real  estate.— A.) $37,791.85  34,755.21 

Steam  plant 23,686.18  12,591.63 

Water  power  plant 

Electric  '  plant 13,753 .  61  8,500 .  13 

Lines     overhead     and     under 

ground... 30,765.65  18,075.31 

Transformers    8,471 .  51  6,152 .  81 

Meters   9,857.58  6,484.83 

Services.  (Included  with  lines. 
-A.) 

Lamps  and  globes 3,730.03  

Lamps   1,203.03 

Other  permanent  works 

Fuel  on  hand 69.70  69.70 

Carbons  on  hand 310.60  210.60 

Oil  and  waste 32.16  32.16 

Incandescent  lamps  on  hand . .              358 .  98 

Nernst   359.98  

Globes    15.00  

Globes  and  other  electric  fix- 
tures on  hand 15 .  00 

Tools  and  appliances 15 .  00 

Electric  fixtures  on  hand 167.43  

Sinking  fund 13,012 .  56  13,012 .  56 

Other  current  assets 

Other  capital  assets 

Horses  and  wagons 695 .  44  

Total  assets $163,133 .  76    $112,915 .  42 

Do  the  values  above  given  represent  the  original  cost  of 
the  present  assets,  their  present  market  value,  or  cost  of 
duplication?     See   answer  to   K  30   for   Chicopee. — A. 
Original  cost,  less  depreciation.- — P« 
Balance  to  profit  and  loss,  $24,303.40.— P. 

Cost  oe  Plant  as  pee  Books. — P. 

E.  E $37,791.85 

S.  P 33,686.18 

E.  P 13,753.61 

Lines 30,765 .  65 

L.  and  globes 3,730.02 

Transformers  8,471 .  51 

Meters 9,857.58 


K 

4a. 

K 

5. 

K 

6. 

K 

7. 

K 

8. 

K  10. 

K 

IL 

K 

13. 

K 

13. 

K 

14. 

K 

15. 

E 

16. 

K 

17. 

K  17a. 

K  18. 

K 

19. 

K 

20. 

K 

21. 

K  22. 

K 

23. 

K 

33a. 

K 

34. 

K 

25. 

K  36. 

K 

37. 

K  28. 

K  29. 

K 

30. 

$138,056.40 
Charged  during  year...        $3,934.11 
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L — Liabilities. 
L    1.     As  of  date,  end  of  last  fiscal  year,  June  30,  1906. 

A.  P. 

L    2.     Appropriation  for  construction     $51,717.82  $51,717.82 

L    3.     Bonds  50,000 .  00 

Outstanding   50,000 . 00_  

L    4.     Overdraft  for  construction ....          1,065 .27  ....... 

L    4a.  Appropriation  for  notes 23,500.00  23,500.00 

L     5,  6,  7,  8,  9,  10 

L  11.     Appropriation  for  sinking  fund        12,000.00  12,000.00 

L  13.     Other  liabilities 


L  13.     Total $138,283.09    $137,217.82 

M — Beceipts.^ 
M     1.     For  year  ending  June  30,  1906. 

M     2.     Private  arc  lights  unmetered .  .  

M     3.     Private    incandescent    unme- 
tered     

M     4.     Private  lighting  metered  and 

domestic   $17,067.13  

M    4a.  Private  lighting  metered — 

$4,554.38 
Discount...         187.14 


Commercial, 

$13,019.09 
Discount, 

319.20 


$4,367.24 


12,699.89 


$17,067.13 

M     5,  6,  7,  8,  9,  10 

Mil.     Eents  of  meters 574.30  574.30 

M  12,  13,  14,  15 


M  16.     Total    $17,641.43  $17,641.43 

Furnished  public  buildings $1,927 .  51 

IST ESPENSES. 

N     1.     For  year  ending  June  30,  1906. 

^'''T'T^el               $5,033.73  $5,033.73 

N     3.     Oil  and  waste 378.32  378.32 

S    4.     Water  for  boilers No  water  charged. 

Value  of  town  water  used 375 .  00 

N     5.     Water  power  or  water  rights . .             o  Aqq  '  qq 

N     6.     Wages  and  salaries ^  .oa  oa  ^'^^^'^^ 

At  station 3,088 .99  

T^ese  receipts  contaiH  nothing  for  lighting  streets  or  public  build- 
ings.— ^A. 
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N     7.     Maintenance,   repairs   and  re-  A. 
newals — 

(a)  Buildings  (station. 

—A.)   $47.50  $47.50 

(b)  Steam  plant 368.67  368.67 

(c)  Water  power  plant     ....  

(d)  Electric  plant. ..  .259.74  259.74 


N     8,  9. 


$675.91 


IsT  10.     Total  production $9,176 .  95  $9,176 .  95 

Distribution. 

N  11.     Wages  and  salaries   (a),   (b), 

(c)    $2,696 .  50  -    $2,696 .  50 

N  12.     Expenses  beyond  meter 

N  13.     Supplies,  tools  and  appliances  612.91  612.91 

N  14.  Maintenance,  repairs  and  re- 
movals— 

(a)  Meters,  lamps  and  lines..  362.77  362.77 

(b)  Commercial    incandescent 

lamps   83 .  15             

(c)  Public  incandescent  lamps  20.57  .  83.15 

(d)  Carbons 588.87  588.87 

(e)  Globes 20.57 

N  15.     -^ 

1^  16.     Total    $4,364.77  $4,364.77 

General. 

N  17  and  18 

ISr  19.     General  office  salaries $883.00  $882.00 

N  20.     Eent  of  offices 

N  21.     Office    expenses 1,356 .  17  1,356 .  17 

]sr  22,  23,  24 

N"  25.     Insurance;  fire,  boiler  accident  677.00  677.00 

N  26,  27,  28,  29 


N"  30.     Total  general  expenses $2,915.17  $2,915.17 

N  31.     Total  expenses $16,456 .  89  $16,456 .  89 

Eesume. 

Total   receipts $17,641.43  $17,641.43 

Total  expenses 16,456 .  89  16,456 .  89 


0 

1. 

Credit 

0 

2. 

0 

3. 

0 

4. 

Balance  to  profit  and  loss .  .        $1,184 .  54        $1,184 .  54 

0 — Profit  and  Loss. 
For  year  ending  June  30,  1906. 

Public    lighting    in    buildings 

per  meters  $1,927 .51  

By  depreciation  fund $4,375 .  00 

By  balance  of  receipts $1,184.54  1,184.54 
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A.  P. 

0     5.     Appropriations... s$g5^875.00  

0     5a.  By  appropriation  for  interest 

on  loan $2,000.00 

0     6.     By  income  from  sinking  fmid  342.55             343.55 

0     7.     By  other  items,  appropriations 

for  maintenance 19,500 .  00 

0     8.     By  balance,  if  deficit 34,303.40 

0  9.  Overdraft  for  construction  ex- 
ceeding appropriation ^1,065 .  27 

0  9a.  Estimated  value  of  street  light- 
ing            $9,359.06  


0  10.     Total   $38,588 .  66      $52,769 .  76 

Debit. 

0  11.     To  balance  from  last  year,  if 

any   Note  (1)      $38,440.13 

0  12.     To  interest  on  bonds 2,000 .  00         2,000 .  00 

0  13.     To  interest  on  notes,  loans  and 

deposits    (notes.— A.) 43.75  43.75 

0  14.     To  depreciation 4,090.34 

0  15.     To  compensation  for  franchises  

0  16.  To  town  treasurer,  appropria- 
tion from  receipts 1,500 .  00 

0  17.     To  town  treasurer,  balance  of 

receipts  15,512 .  18 

0  18.    To  depreciation  charged  off . . .  4,375 .00  

0  19.     To  discounts  for  bad  debts. ...  118 . 09 

0  20.     To  overdrafts  for  construction  2j^065.27 

0  31.     To  other  items— 

(a)  Town  treasurer, 
balance  of  acet..  15,512.18 

(b)  Discount    for 

bad  debts 118.09 

(e)  Overdraft  from 
construction  for 
maintenance  . . .    1,065 .  37 

16,695.54 

0  21a.  Surplus  balance 15,474.37 


0  33.     Total  $38,588.66     $52,769.76 

'  See  note  on  Chicopee  Profit  and  Loss. 

-  Both  debit  and  credit $1,065.27— P. 

•Appropriation  for  maintenance  made  since  June  30, 

j9Qg    $19,500.00 

Appropriation  for  Interest ■ 2,000.00 

Appropriation  for  insurance •  ••■••■      . 

Appropriation  for  depreciation  fund 4,375.00    A. 


1164  NATIONAL     CIVIC     FEDEEATION. 

Detail  of  Dbpbeoiation. — P. 

Land  and  Buildings $1,303 .  58 

S.  P 767.98 

E.  P 446.69 

S.  Lines 820.25 

A.  and  L -. 63.31 

Incandescent  street  lamps  3.86 

Transformers  387.26 

Meters 376.65 

Distribution  T.  and  ap- 
pliances     13 . 18 

Station  tools 7.58 

$4,090.34 

North  Attleboro. 
K — Assets. 
K     1.     As  of  date,  end  of  last  fiscal  year,  June  30,  1906. 

A.  P. 

Cash  on  hand $7,628.19      $10,316.19 

Other  accounts 5.11            

Sundry  accounts  due 722 .  93 

Due  for  electric  light  and  power  717 .82             

and  6 

Office  furniture 125.52            125.52 

nd  9.     Land  and  buildings 8,397 .  92 

Eeal   estate 13,415.51             

Steam  plant 26,841 .  18        17,302 .  35 

Water  power  plant 

Electric  plant 10,734.79          6,758.96 

Lines  (a),  (b) 15,986.81 

Overhead  24,678.96             

Transformers    *  7,669 .  64          5,440 .  28 

Meters    6,154.51          4,450.12 

K  16.     Services.  (Included  with  lines. 

-A.)   

K  17.     Lamps  and  globes 550.82             

K  17a.  Lamps,  incandescent, 

street $186 .  92 

Arcs   87.13 


K 

2. 

K 

3. 

K 

4. 

K 

5 

K 

7. 

K 

8 

K 

10. 

K 

11. 

K 

12. 

K 

13. 

K 

14. 

K 

15. 

274.05 

K  18,   19 

K  20.     Carbons  on  hand 11.70  11.70 

K  21.     Arc  lights  on  hand 

K  22.     Incandescent  lamps  on  hand. .  203.56  203.56 

K  23.     Globes    and    other 

electric  fixtures  on 

hand    11 .  15 

K  23a.  Globes    and    other 

electric     fixtures     $11.15 

on  hand   703 .  73 

714.87 
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A.  P. 

K  34.     Depreciation  fund $2,688 .00  

K  35.     Miscellaneous  supplies  on  hand, 

electric  materials 703 .72  

K  35a.  Tools  and  appliances 598.91  $598.91 

K  36.     Sinking  fund 12,332.98  13,232.98 

K  37,  38 


K  39.     Total  assets $114,972 .  07      $83,537 .  15 

Profit  and  loss  balance 17,794.40 

$101,331.55 
K  30.     Do  the  values  above  given  represent  the  original  cost  of 
the  present  assets,  their  present  market  value,  or  cost  of 
duplication?    See  answer  to  K  30  for  Chicopee. 
Cost  as  per  books: — P. 

Eeal  estate $13,415.51 

S.   P 26,841.18 

E.   P 10,734.79 

Lines    24,678.96 

Lamps   and  gloves 550.82 

Transformers    7,669.64 

Meters    6,154.51 


$90,045.41 
Charged  during  year. . .        $2,733.75 

L — Liabilities. 

As  of  date,  end  of  last  fiscal 
year,  June  30,  1906. 

Appropriations    for    construc- 
tion           $23,145.40       $33,145.50 

Bonds  (outstanding.— A.)    .  .  .  50,000.00         50,000.00 

Notes  payable    12,035.00         13,035.00 

Unpaid     bills     (for     mainte- 
nance.—A.)     246.77  346.77 

Appropriation    for    note    pay- 
ments   4,865.00  4,865.00 

Appropriation      for      sinking 

fund    11,000.00         11,000.00 

Interest  accrued,  but  not  due.                39.38               39.38 
9,  10,  11,  12,  13.    

Total    $101,331.55     $101,331.55 

M — Receipts. 
For  year  ending  June  30,  1906. 

Private  lighting  metered. . . .       $15,087.79       $15,087.79 
Public  incandescent  lights.  . .  (  ?) 309.55 

In  buildings 309.55 

M    3  a.  Appropriation  for  street  light- 
ing f ,. ...  6,000.00  


L 

1. 

L 

3. 

L 

3. 

L 

4. 

L 

5. 

L 

6. 

L 

7. 

L 

8. 

L 

9, 

L  14. 

M 

1. 

M 

3. 

M 

3. 

M    4.  Total    $31,397.34      $15,087.79 
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N — Expenses. 
N     1.     For  year  ending  June  30,  1906.  A.  P. 

N     2.     Fuel    $5,391.87         $5,391.87 

N     3.     Oil  and  waste 139.08  139.08 

N     4.     Water  for  boilers 75.00  75.00 

N     5.     Water  power  or  water  rights .  

N     6.     Wages  and  salaries 3,413.57 

At  station   2,413.57 

N     7.     Maintenance,  repairs  and  re- 
newals      365.69  365.69 

(a)  Buildiags      (station. 
—A.)    $17,67 

(b)  Steam  plant 284.37 

(c)  Electric  plant 63.65 

N     8.     General  expense 66.67 

N"     9.     Tools,     appliances    and    inci- 
dentals      66.67  

N  10.  Total  production    $8,450.88        $8,450.88 

Distribution — 
IST  11.     Wages  and  salaries   (a),   (b), 

(c)    $37.39  $37.39 

N"  12.     Maintenance,   repairs   and   re- 
movals : 

(a)  Meters  and  lamps.,    $503.50  503.50 

(b)  C  o  m  m  e  r  cial   arc 

lamps  and  globes.  .  .  .  1.34  

(c)  Public  (street,  etc.) 

lamps  and  globes 1.34 

504.84 

N  13.            Total    : $542.23  $542.33 

General — 

N  14.     Salaries  of  officers,  committee, 

commissioners    $225.00  $225.00 

N  15.     General  office  salaries   1,350.07  1,350.07 

N  16.     Office  expenses    163.59  163.59 

IST  17.     Insurance:  fire,  boiler  and  ac- 
cident      359.60  359.60 

N"  18.     Bad  debts    16.18  16.18 

N  19.     Total  general   expenses $3,114.44  $2,114.41 

K  30.             Total  expenses    $11,107.55  $11,107.55 

Resume — 

Total  receipts    $31,397.34  $15,397.34 

Total  expenses    11,107.55  11,107.55 

Balance  to  profit  and  loss. .       $10,389.79         $4,289.79 
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0 — Profit  and  Loss. 
0     1.     For  year  ending  June  30,  1906. 

Credit —  A.  P, 

0     3.     By  balance  of  receipts $10,389.79        $4,289.79 

0     3.     By    appropriation    for    street 

lighting 6,000.00 

0    4.     By  income  from  sinking  fund  473.15  473.15 

0     5.     Appropriation  for  depreciation 

(cash.— A.)     3,688.00  3,688.00 

0     6.     By  balance,  if  deficit 17,794.40 


0     7.  Total   $13,450.94       $31,345.34 

Debit— 

0     8.     To  balance  from  last  year,  if 

any    Note  (1)       $31,548.84 

0     9.     To  interest  on  bonds 2,000.00  2,000.00 

0  10.     To  interest  on  notes 145.55  445.55 

Oil.     Depreciation  charged  off 3,084.76  3,084.76 

(Depreciation  fund. — P.) 

0  12.     To   other   purposes 4,166.192  

0  13.     Appropriations   for   note   pay- 
ments      695.00 

0  14.     Appropriation    for    bond   pay- 
ment      1,000.00 

0  15.     Interest  on  notes  purchased.  .  47.00 

0  16.     To  portion  of  premium  writ- 
ten off    33.39 

0  17.     Interest  not  used  and,  returned 

to  town  treasurer 18.15 

0  18.     To   extensions   and  new   con- 
structions         ■         3,382.75 

0  18a.  Surplus   balance 3,754.44  


0  19.  Total $13,450.94       $31,345.34 

Peabody. 

K — Assets. 

K     1.     As  of  date  end  of  last  fiscal 
year,  June  30,  1906. 

K     2.     Cash  on  hand $7,408.06       $12,568.45 

K     3.     Depreciation  fund    5,160.39  

'  See  note  on  Chieopee  Profit  and  Loss. 
=  The  receipts  of  plant  used  for  and  cliarged  to  construction 

account $2,382.75 

Maintenance,  appropriation  used  for  note 695.00 

JIaintenanee,  appropriation  used  for  bonds ^ 3,000.00 

Interest  on  notes  purcliased 47.00 

Portion  of  premium  written  off 23.29 

Interest  not  used  and  unavailable •. 18.15 
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K    4.     Sundry  accounts  due  (electric  A.  P. 

light  and  power.— A.) $4,082.82        $4,082.82 

K    5  and  6.    Inyestments  and  patent 

rights    

K     7.     Office  furniture 46.50  29.20 

K    8    and    9.    Land    and    buildiugs 

used    for    electric    purposes 

(real  estate.— A.)    14,698.62  9,355.69 

K  10.     Steam  plant   17,322.57        11,255.80 

K  11.     Water  power  plant 

K  12.     Electric  plant   14,796.72         10,169.28 

K  13.     Lines    (overhead.— A.)    21,616.31         14,657.30 

K  14.     Transformers    8,574.71  6,148.27 

K  15.     Meters    8,808.23  6,468.82 

K  16.     Ser%"ices.  (Included  with  lines. 

-A.)    

K  17.     Lamps   (globes.— A.)    10,465.49 

Arc    $6,451.84 

Incandescent    ....      104.87 

Nernst    511.36 

7,068.07 

K  18.     Other    permanent    works,    in- 
side wiring 817.97  817.97 

K  19.     Fuel  on  hand 265.00  265.00 

K  20.     Carbons  on  hand 95.00  95.00 

K  21.     Tools  and  appliances 150.00  150.00 

K  22.     Incandescent  lamps  on  hand.  8.00 

Nernst    $40.00 

Incandescent    8.00 

48.00 

K  23.     Globes  and  other  electric  fix- 
tures on  hand 162.00  12.00 

K  24.     Oil  and  waste 75.00  75.00 

K  25.     Miscellaneous      supplies      on 
hand — 

Electric   material    $275.00 

Tools  and  appliances...      150.00 
Horses  and  wagons....      450.00 

875.00 

K  26.     Sinking  fund    13,138.04         13,138.04 

K  27.     Other  assets— 

IsTernst  lamps    $40.00 

Horses  and  wagons.  . .  .      450.00 

490.00 

K  28.     


K  29.  Total  assets  $128,656.10      $97,129.91 
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K  30.  Do  the  values  above  given  represent  the  original  cost  of 
the  present  assets,  their  present  market  value,  or  cost  ol 
duplication?    See  answer  to  K  30  for  Chicopee. 

P. 

As  above    $97,129.71 

Profit  and  loss  balance.         37,979.70 

$125,109.71 
($125,109.41  J.  H.  G.) 
Total  cost  of  plant  as  per  hoohs. 

Eeal  estate $14,698.63 

Steam  plant    17,332.57 

Electric  plant   14,796.72 

Lines    21,616.31 

Lamps  and  globes 10,452.89 

Transformers    8,574.71 

Meters    8,808.23 

Inside  wiring    1,295.24 

Office  furniture 46.50 

$97,621.79 
L — Liabilities. 

L    1.     As  of  date,  end  of  last  fiscal 

year,  June  30,  1906.  A.                    P. 

L     2.     Appropriation  for  construction  $45,745.14       $45,745.14 

L     3.     Bonds,  (outstanding.— A.)     . .  40,000.00         40,000.00 

L    4.    Notes  payable   

L     5.     Unpaid     bills      (maintenance. 

—A.)    667.17              667.17 

L     6.     Overdrafts  for  construction..  4,663.77          4,663.77 

L     7.     Appropriations   for  note   pay- 
ments      22,700.00         22,700.00 

L  ■  8.     Appropriation      for      sinking 

funds    11,200.00         11,200.00 

L     9.     Interest  accrued  but  not  paid  133.33             133.33 

L  10.  Total    $125,109.41     $125,109.41 

M — Eecbipts.i 
M     1.     For  year  ending  June  30,  1906. 
M     2  and  3.     Private  arc  and  incan- 
descent lights   unmetered .  .  ....  

M     4.     Private  lighting  metered  (and 

domestic  lights)    $19,571.39 

Commercial    ....   $12,655.85 

562.12  Dis. 

Domestic    $6,918.19 

299.27  Dis.  $18,712.65 

^Tliese  receipts  contain  nothing  for  the  value  of  street  lighting,  or 
for  light  in  public  buildings. — A. 
Vol.  II.— 75. 
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M     5,  6,  and  7.     Public  arc  and  in-             A. 
candescent  lights  and  pub- 
lic power   

M     8.     Commercial  power  

$963.34 
103.50 


$858.74 


M    9.     Electric  power $858.74 

M     10,  11,  12,  13,  14 

M  15.     Other  receipts,  steam  sold. . .  500.00  500.00 

M  16.  Total   $?t),930.13       $20,071.39 

N — Expenses. 

N     1.     For  year  ending  June  30,  1906. 

Production. 

N     3.     Fuel  $11,180.37      $11,180.37 

JSr    3.     Oil  and  waste 217.93  217.93 

N    4  and  5 

N     6.     Wages  and  salaries  (at  station. 

—A.)     4,373.20  4,373.20 

IST  7.  Maintenance,  repairs  and  re- 
newals      1,370.37  1,370.37 

(a)  Building       (station. 

—A.)     $174.30 

(b)  Steam  plant 708 . 36 

(c)  Water  power  plant.  .... 

(d)  Electric  plant 487.71 


N     8.     General  expense 177.83 

N"  9.  Current  purchased  (tools,  ap- 
pliances and  incidental  ex- 
penses.—A.)    177.83  

N  10.     Total  production $17,319 .  70      $17,319 .  70 

Distribution. 

Nil.     Wages  and  salaries $930.95  $930.95 

(a)  Street  arc  lamp  (globes. — P.)              142.23 

(b)  Street  incandescent  lamps. .  .              90.80 

(c)  General  distribution 10 .00 

IsT  13.     Expense  beyond  meter,  stable 

expense   433 . 09 

ISr  12a.  Expense  beyond  'meter 

N  13.     Supplies,  tools  and  appliances 

(and  stable  expense. — A.) .  .  433.09  

N  14.     Maintenance,   repairs   and   re- 
movals : 
(a),  (b),  (c)  and  (d) 
Lines,    transformers 

and  meters $4,986 .  15 

(e)    Carbons    331.34 

5,317.49 
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(f )  Meters,  lamps  and  A.  P. 
lines   $4,986.15 

(g)  Commercial    arc 
.lamps,  globes;  pub- 
lie   (street,  etc., 

lamps)    142.22 

(h)  Commercial  i  n  - 
candescent  lamps ; 
public  (incandescent 


lamps)    90.80 

$5,219.17 

K  15. 

Miscellaneous    (carbons. — A) . 

Total    

il. 

231.34 

isr  16. 

GeneiE 

$6,814.55 

N  17. 

Directors'   allowances 

N  18 

and    19.     Salaries    of    officers, 
committee,       com^missioners. 

N  20. 

general  office  salaries 

Rent  of  office 

1,200.00 

N  21. 
N  22. 
N  23 

N  25. 

Office  expenses 

Legal  expenses 

and     24.     Injuries,     damages, 

claims,  licenses  and  royalties 

Insurance ;  fire,  boiler,  accident 

445 . 76 
40.70 

726  ."so 

N  26. 

Bad  debts 

91.75 

F  27, 

28,   29 

$6,814.55 


1,200.00 


445.76 
40.70 


726.80 
91.75 


N"  30.     Total  general  expenses $2,505.01  $2,505.01 

N  31.     Total  expenses $26,639 .  26  $26,639 .  26 

Eesume. 

Total   receipts $20,071.39 

Total  expenses 26,639 .  26 


Balance  to  profit  and  loss $6,567. 87 

0 — Pkofit  and  Loss. 

0     1.     For  year  ending  June  30,  1906. 

Credit. 

0     2.     Value    of    lighting    in    public 

building  $2,700.02  

0  2a.  Estimated  value  of  street  light- 
ing             13,030.87  

0  3.  Appropriations  for  mainte- 
nance, interest  and  insurance        10,840.00 

0  4.  By  appropriations  for  mainte- 
nance, for  year 9,000 .  00 

0     5.     Appropriation  for  interest.  ._. .  1,600.00 

0     6.     Appropriation  for  depreciation 

(cash.— A.)    (fund.— P.)...  5,643.38         5,643.38 

0     7.     By  income  from  sinking  fund .  480.03  480.03 
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A.  P. 

0     8.     By  printing  and  stationery.. .             $43.50  $43.50 

0     9.     By  balance  (if  deficit) 29,979 .  70 

0  10.     Total    ; $33,737.80    2$44^986.61 

Debit. 

0  11.     To  balance  from  last  year,  if 

any    Note  (1)      $29,189 .  65 

0  12.     To  interest  on  bonds 1,753.46  1,726.23 

0  13.     To  interest  on  notes,  loans  and 

deposits    27.23 

0  14.     To  balance  of  expense,  manu- 
facturing account 6,567.87  6,567.87 

0  15.    .To    balance    of    appropriation, 

January  15,  1906 1,832 .  25  1,832 .  25 

(Eeturned   to   town   treasury. 
-A.)^ 

0  16.     To  depreciation    (charged  ofE. 

A.)     5,643.38  5,643.38 

0  17,  18,  19,  20,  21 

0  21a.  Surplus  balance   16,940.84  

0  22.     Total   $32,737.80      $44,986.61 

Taunton. 

K — Assets. 
K     1.     As  of  date,  end  of  last  fiscal  year,  June  30,  1906. 

K     2.     Cash  on  hand $9,421 .06  

K    2a.  Cash  on  hand,  town  treasury — 

(a)  Depreciation  fund  $15,739 .  98 

(b)  Maintenance 9,333.48 

(c)  Construction  ....  87.58 

$25,160.94 


K     3.     Depreciation  fund 15,739 .  88 

K     4.     Sundry  accounts  due   (electric 

light  and  power.— A.) 7,522 . 53  7,522 .  53 

K     5  and  6.     Investments  and  patent 

rights   

K     7.     Office   furniture 294 .  99  294 .  99 

K     8    and    9.     Land    and    buildings 

(real   estate.— A.) 81,563.86  66,311.98 

K  10.     Steam  plant §6,138 .  37  72,749 .  33 

K  11.    Water  power  plant 

K  12.     Electric   plant 56,509.96  41,570.88 

K  13.     Lines    (overhead) 49,708 .  56  35,797 .  30 

K  14.     Transformers Sl,220.81  17,334.45 

K  15.     Meters    8,597.46  6,871.10 


'  See  note  on  Chicopee  Profit  and  Loss. 
=  Column  adds  $46,746.61—.!.  H.  G. 
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A.  P. 

Iv  16.     Services.  (Included  with  lines. 

-A.)   . 

K  17.     Lamps  (and  globes. — A.) $22,703.18 

K  18.     Other  permanent  works  (tools 

and  appliances. — A.) 

K  19.     Fuel  on  hand 

K  20.     Carbons  on  hand 

K  21.     Inside  wiring 


K  21a.  Horses  and  wagons 

K  22.     Incandescent  lamps  on  hand. . 

K  23.  Globes  and  other  electric  fix- 
tures on  hand 

K  24.     Oil  and  waste 

K  25.  Miscellaneous  and  other  sup- 
plies on  hand 

K  26.     Sinking  fund 

K  27  and  28.  Other  current  and 
capital  assets 


2,703 

18 

$16,533.23 

4,588 

20 

4,588 

20 

1,478 

40 

1,478 

40 

148 

00 

148 

00 

1,473 

83 

1,473 

83 

350 

32 

350 

32 

208 

50 

208 

60 

405 

00 

100 

00 

60 

00 

60 

00 

305 

00 

:8,503 

84 

48,503 

84 

K  39.     Total  assets $426,636 .  75    $347,361 .  82 

K  30.  Do  the  values  above  given  represent  the  original  cost  of  the 
present  assets,  their  present  market  value,  or  the  cost  of 
duplication  ?    See  answer  to  K  30  for  Chicopee. 

L — Liabilities. 
L     1.     As  of  date,  end  of  last  fiscal  year,  June  30,  1906. 
L     2.     Appropriation  for  construction     $15,901 .  75      $15,901 .  05 
L     3.     Bonds   (outstanding.— A.) .. .         330,500.00      320,500.00 

L    4.     Notes  payable 1,500.00 

L     5.     Unpaid  bills 1,672.04 

(a)  For  construction.  ..   $793.46 

(b)  For  maintenance.  .  .      878.58 


1,673.04 


L     6,  7,  8 

L     9.     Interest  accrued  but  not  due.  .  993.53  993.52 

L  10,    11 

L  13.     Sinking    fund     (appropriation 

for._A.)     30,604.39        20,604.39 

L  13.  Appropriation  for  notes  pay- 
ments     1,500.00  


L  14.     Total    $361,171.60  $361,171.60 

M — Receipts.^ 
For  year  ending  June  30,  1906. 

Private  arc  lights  unmetered. .        $3,881.55  $3,881.55 
Private     incandescent     unme- 
tered              2,244.56  3,344. 5G 

These  receipts  contain  nothing  for  the  value  of  street  lighting.— A. 


M 

1. 

M 

2. 

M 

3. 
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A.  P. 

M     4.     Private  lighting  metered $26,121.36 

Private  lighting 
metered  commer- 
cial   $23,670.41 

Private  lighting 
metered  domestic     2,450 .  95 

$26,121.36  


M     5.     Public  arc  lights 

M     6.     Incandescent  lights,  public 

buildings    2,002.33  2,002.33 

M     7.     Commercial  power 18,975.07  18,975.07 

M     8.     Prom  fan  motors 8.00  8.00 

M     9,  10,  11,  12,  13,  14,  15 


M  16.     Total    $53,232.87      $53,232.87 

N" — Expenses. 
N     1.     For  year  ending  June  30,  1906. 
Production. 

N"     2.     Fuel  $13,888.98      $13,888.98 

N"     3.     Oil  and  waste 566.25  566.25 

N     4.     Water  for  boilers 53.71  53.71 

N"     5 

N"     6.     Wages  and  salaries  (at  station. 

—A.)    i0,319 .  54       10,319 .  54 

]Sr     7.     Maintenance,  repairs   and  re- 
newals      

(a)  Building   (station)     $114.66 

(b)  Steam  plant 1,069. 50 

(e)    

(d)   Electric  plant....       661.45 

1,845.61          1,845)61 

N     8.     General  expense 178.86 

N     9.     Tools,     appliances    and    inci- 
dentals     150 . 00  


W  10.     Total  production $26,824.09  $26,852.95 

Distribution. 

Nil.     Wages  and  salaries $3,437.00  $3,437.00 

(a)  Street  arc  lamps 

(b)  Street  incandescent  lamps .. .              1,084.12 

(c)  General  distributing  globes. .             140.20 

N  12.     Expense  beyond  meter 

N  13.     Supplies,  tools  and  appliances  30.00  30.00 
N  14.     Maintenance,   repairs   and  re- 
movals— ' 

(a)  Lines,  meters,  lamps 3,899 .  12  3,899 .  13 

(b)  Carbons  482.00 

(f)   Commercial  arc  lamp  globes 

(public  street,  etc.,  lamps)  ....  140.30              
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(g)   Commercial  incandescent  A.  P. 
lamps    (  p  II  b  1  i  c   incandescent 

lamp)   $1,084.12  

N  15.     Miscellaneous  (carbons. — A.).  483.00  


N  16.     Total    $9,072.44  $9,073.44 

General. 

N  17.     Directors'   allowances . .  7 

N  18.     Salaries  of  officers,  committee 

and  commissioners 1,800 .  00 

N  19.     General  office  salaries 1,800.00             

N  20.     Eent  of  office 

N  31.     Office  expenses  (general.— P.)  311.69  311.69 

N  33,  23,  34 

N  25.     Insurance ;  fire,  boiler,  accident  546 .67              

N  26.     Stable  expenses 1,219 .  30  1,319 .  30 

N"  27.  Other  general  expenses  (sta- 
tion expenses. — A.) 38 .  86              

N  37a.  Total  general  expense 3,906.43              


W  38.     Total   expense $39,803 .  95  $39,803 .  95 

Resume. 

Total  receipts $53,333 .  87  $53,333 .  87 

Total  expenses 39,803 .  95  39,803 .  95 


Balance  to  profit  and  loss $13,429.93      $13,439.92 

0 — Profit  and  Loas. 
0     1.     For  year  ending  June  30,  1906. 
Credit. 

0     3.     Estimated  value  of  street  light- 
ing           $33,341.33  

0     3.     By  balance  of  receipts 13,439 .  93      $13,439 .  93 

0     4 

0     5.     By  income  from  sinking  fund.  1,740.97  1,740.97 

0     6.     By  interest  appropriations 11,922.50        11,932.50 

0     7.     By  balance,  if  deficit 13,809.78 

0     8.     Total .      $49,434.61      $40,903.17 

Debit. 

0     9.     To  balance  from  last  year,  if 

any $17,941.17 

0  10.     To  interest  on  bonds 11,932 .  50        11,922 .  50 

0  11-14 

0  15.     To  depreciation  fund  (charged 

off._A,)    9,664.50  9,664.50 

0  16.     To  premium  account 1,170.50 

0  16a.  To  sinking  fund  premium  ac- 

count,  charged  ofE  by  order 

of  commissioners 1,170.60  
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A.  P. 

0  18,    19 

0  30.     To  bad  debts ^304.50  $304.50 

0  31.     To  balance  if  surplus 06,473.61  


0  22.     Total $49,434. 61      $40,903 .  17 

Detail  op  Depreciation-. — P. 

Land  and  buildings $1,933.90 

Steam  plant 3,189 .  39 

Electric  plant 1,643 .  97 

Street  lines 1,449 .  67 

Are  lamps 676.51 

Transformers  579 .  87 

Electric  meters 193 .  29 


$9,664.50 
Westfieia. 
K — Assets.^ 
K     1.     As  of  date,  end  of  last  fiscal  year,  June  30, 1906. 

A.  P. 

K     3.     Cash  on  hand — 

(a)  General   fund....  $19,637.99      $19,637.99 

(b)  Depreciation  fund     5,556.57 


K     3 

K    4.     Sundry  accounts  due — 

(a)  Jobbing   $3,413 .  31 

(b)  Gas    7,387.13 

(c)  Electricity    2,730.38  3,730.38 


$35,184.56 


12,430.61 


K     4a.  Jobbing 2,397 .70  

K     4b.  Incandescent  lamps 15 .  51  

K     5,   6 

K     7.     Office  furniture 543 .  00  543 .  00 

Iv     8,    9.     Land    and    buildings,    real 

estate 13,500.00  

(a)  Now  used  for 
electric  lighting  pur- 
poses        $8,535.35 

(b)  Not  used  for  elec- 
tric light  purposes.    24,075.55 

33,600.90 


Steam  plant 3.8,180.75        13,918.30 


Electric  plant 15,979.53        12,586.31 

Lines    (overhead) 13,613.41  9,648.79 

Transformers    3,903 .  05  3,311 .  00 

*  At  Westfleld,  the  general  cash  and  the  dejpreeiation  fund  apply  to 
an  undetermined  extent  to  the  gas  as  well  as  to  the  electric  business. 
—A. 
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A.                         P. 
K  15.     Meters $2,570 .94  

(a)  Electric $2,230.15 

(b)  Gas    6,681.47 


K  18.     Other  permanent  works — 

(a)  Gas  mains $36,800.80 

(b)  Gas  .machinery..       1-8,957.05 


K  19.     Fuel  on  hand 2,230.34 

(a)  Gas   $3,597.92 

(b)  Electric    2,230.34 


$8,911 .  62 

K  16.     Inside  wiring 886 .  62  886 .  62 

K  17.     Lamps  and  globes 4,440 .47             

(a)  Arc    $3,231.01 

(b)  Incandescent  ....  38.19 

—             3,269.20 


55,757.85 


5,828.26 

K  20.     Carbons   on  hand 84.95  84.95 

K  21 

K  22.     Incandescent  lamps 81.60  81.60 

K  23.     Globes  and  other  electric  fix- 
tures on  hand  (globes. — A.)  687.73              

K  23a.  Globes    70.94 

K  24,  25.     Miscellaneous  supplies  on 
hand — 

(a)  Enrichers    108 .  59 

(b)  Purifying  material 40 .  86 

(c)  Other  gas  materials 2,009 .  90 

(d)  Oil  and  waste 21.30  21.30 

(e)  Gas   oil 51.21 

(f)  Other  electric  material 616.79 

(g)  Tools,  gas 427.50 

(h)    Tools,   electricity 570. 00 

K  26.     Sinking  fund 

K  27.     Other  current  assets 

K  28.     Other  capital  assets  (tools  and 

appliances. — A.)    570 .00             


K  29.     Total    $100,064.17    $187,960.56 

K  30.  Do  the  values  above  given  represent  the  origtaal  cost  of 
the  present  assets,  their  present  market  value,  or  cost  of 
duplication?  See  answer  to  K  30  for  Chicopee.— A. 
Original  cost,  less  depreciation  charged  off. — P. 

Qa3  Worhs:  ^^^^  "^  Plant.-P. 

E.  E $35,300.00 

Machinery  and  other  app ^7,367.82 

Street  mains §0,463.01 

Meters 8,781.09 

^ $121,911.92 
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Electric  WorTcs:  P. 

E.  E $18,500.00 

St.  plant 18,180.75 

Electric  plant 15,979 .  53 

Lines 12,612.41 

Lamps  and  globes 4,440 .47 

Transformers   3,903.05 

Meters 2,570.94 


Other  Worlcs: 

Tools  and  appliances — Gas $450 .  00 

Office  furniture 543 .  00 

Tools  and  appliances — Electric .- . .  600 .  00 

Inside  wiring 1,300.00 

Lamps 56 .  00 


$70,187.15 


2,949.00 

$195,048.07 
L. — Liabilities. 
L     1.     As  of  date,  end  of  last  fiscal  year,  June  30,  1906. 

A.  P. 

Appropriation  for  construction      $41,000.00      $41,000.00 
Bonds  ( Outstanding.— A. ) . . . .         92,000 .00        92,000 .  00 

Interest  due,  but  unpaid 420 .  00  420 .  00 

Interest  accrued,  but  not  due. .              268 .  33             268 .  33 
7,  8,  9,  10,  11,  12,  13 


L 

2. 

L 

3. 

L 

4. 

L 

5. 

L 

6, 

14.     Total    $1^3,688.33    $133,688.33 

Profit  and  loss  balance ' 54,272.23 


$187,960.56 

1905  profit  and  loss  balance $37,399.86 

The  above  liabilities  were  incurred  to  an  undetermined  extent 
on  account  of  the  town  gas  plant  as  well  as  on  account  of  the  elec- 
tric plant. — A. 

M — Keceipts.i 
For  Year  ending  June  30,  1906. 

Private  arc  lights,  unmetered. .  .$798 .  60  $798 .  60 
Private       incandescent,       un- 
metered                442.13  442.12 

Private  lighting,  metered 9,797 .  94  9,797 .  94 

Public  arc  lights  (at  $105.00 
per  lamp,  and  public  incan- 
descent lights  at  $35.00  per 

lamp. — P. )    

M     6  and  7 

'  These  receipts  contain  nothing  for  the  value  of  street  lighting. 
As  the  electric  station  and  office  were  the  oftly  public  buildings  with 
electric  light,  no  allowance  should  be  made  for  the  value  of  this  light 
as  income,  since  it  was  merely  one  of  the  expenses  of  the  electric  busi- 
ness, and  is  covered  by  the  operating  expenses. — A. 


M 

1. 

M 

2. 

M 

3. 

M 

4. 

M 

5. 

KLECTRICITY     FINANCE.  1]79 

A.  P. 

M     8.     Commercial  power $1,589 .  15        $1,589 .  15 

M     9,  10 

Mil.     Eents  of  meters 128.43  128.42 

M  12,  13,  14 

M  15.     Other  receipts — 

(a)  Gas  $30,089.63 

(b)  Eesiduals  4,013.97 


34,103.60 


M  16.     Total $12,756 .  33      $46,859 .  83 

Gas  used  in  public  buildings,  not  includied  in 

above  income < $480 .  07 

Electricity  used  in  public  buildings,  not  in- 
eluded  in  above ^ 384.40 


$764.47— P. 


]sr — Expenses. 
N     1.     For  year  ending  June  30,  1906. 
Production — 
N    2.     Fuel  $5,646.00 

(a)  Gas $9,116.53 

(b)  Electricity  5,646.00 


N    3.     Oil  and  waste — 

(a)  Gas $1,391.09 

(b)  Electricity 486 .]  0             486 .  10 

N"     4.     Water  for  boilers — 

(a)  Gas $74.75 

(b)  Electricity 50.00              50.00 


$14,762.53 

1,777.19 

134.75 


N    5.     Water  power  and  water  rights .  

N     6.     Wages    and   salaries    (at    sta- 
tion.— A.) — • 

(a)  Gas $3,873.79 

(b)  Electricity   3,336.55  3,236.55 

N     7.     Maintenance,   repairs   and  re- 
newals— 
(ai )  Purifying  materials  for  gas.  .  

(a)  Building    (Station.— A.) ... .  5.45 

(b)  Steam  plant 305 .  78 

(c)  Gas  plant 

(d)  Electric  plant 61.07 

(e)  Tools,  incidentals  for  gas 

(f)  Tools    and   incidentals,    elec- 

tricity     

N    8 


7,110.34 


41-3 

19 

5 

45 

305 

78 

1,477 

56 

61 

07 

336 

25 

33 

71 
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N     9.     Tools,  appliances  and  inciden-  A.  P. 

tal  expenses $23 .71  

N  10.     Total  production $9,813 .  66      $26,425 .  82 

Distribution — 

]Sr  11.     Wages  and  salaries — 

(a)  (b)  (c) 

(d)  Gas $222.69 

(e)  Electricity 559 .  37  559 .  37 


ISr  12.     Expense  beyond  meter — 

(a)  Carbons $182.79 

(b)  Globes 71.45 

(c)  Incandescent 

lamps  60.30 


]Sr  19.     General  office  salaries — 

(a)  Gas $150.00 

(b)  Electricity 150.00  $900.00 


N  30.     Eent  of  offices 

JST  21.     Office  expenses — 

(a)  Gas $508.80 

(b)  Electricity 452.23  452.23 


N  23,  33,  24 

N  35.     Insurance,  fire,  boiler  and  ac- 
cident— 

(a)  Gas $215.53 

(b)  Electricity  758.94  758.94 


$783.06 


N  13.     Supplies,  tools  and  appliances 

314.44 

(Electric— P.)    

19 

51 

19.51 

ISr  14.     Maintenance,  repairs  and  re- 

movals— 

(a)   Meters,  lamps,  lines 

1,169 

03 

1,169.02 

(b)    Commercial  arc  lamps,  globes 

(public  St.,  etc.),  lamps 

71 

45 

(e)   Commercial          incandescent 

lamps    (public  incandescent 

lamps)    

60 

20 

...,,, 

(d)    Gas  mains 

247.88 

(e)   Gas  meters 

701.65 

N  15.     Miscellaneous  (Carbons. — A.). 

182 
$3,062 

79 
34 

N  16.     Total    

$3,334.56 

General — 

jST  17.     Directors'  allowances 

ISr  18.     Salaries  of  officers,  committees, 

commissioners — 

(a)   Gas $750.00 

(b)  Electricity 750.00 

$1,500.00 


300.00 


961.03 


974.47 
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A.  P. 

N  36,  27,  28 _____ 

N"  29.     Other  general  expenses    (gas. 

—^■)    $8.68 


N  30.     Total  general  expenses $2,111.17  $3,744,18 

N  31.     Total  expenses $1-3,987 .  17  $33,404 .'  56 

Resume — 

Total  receipts $12,756 .  23  $46,859 .  83 

Total  expenses 13,987 .  17  33,404. 56 

Balance  to  profit  and  loss $1,230 .  94  *$13,455 .  27 

*  Credit  gas  business , $14,686 .  21 

Debit  electric  business 1  330 ,  94 


0 — Profit  and  Loss.* 

0    1.    For  year  ending  June  30,  1906. 

Credit — 

0  2.  Estimated  value  of  street  light- 
ing          $10,318.22 

0    3.     By  balance  of  receipts 

0  4.  By  appropriation  for  mainte- 
nance (Apr.  2,  1906. — P.) . 

0     5.     By  ashes  and  junk 

0     6.     By  other  items  (Jobbing. — A.) 

0     7.     By  balance,  if  deficit 

0  8.  By  appropriations  for  deprecia- 
tion (Apr.  2,  1906.— P.) . . 

0     9.     By  other  items — • 

(a)  Piping    $34.03 

(b)  Lamp  posts 63.39 

(c)  Junk    and    ashes 

(gas)    30.00 

(d)  Junk    and    ashes 

(electric) 15.04 

(e)  Jobbing,    electric- 

ity      41.00 


$13,455.27 


10,318.22 

$37,399.86 
13,455.27 

13,200.00 
15.04 
41.00 

13,200.00 

9,581.76 

183.46 


0  10.     Total   $23,574.35      $73,820.35 

Delit— 

0  11.     To  balance  from  last  year,  if 

any  

0  12.     To  interest $3,.348.33        $3,348.33 

*  The  items  of  money  paid  into  city  treasury,  appropriations 
for  depreciation,  maintenance,  interest  on  bonds  and  depreciation 
fund  in  this  profit  and  loss  account  apply  to-  an  undetermined  ex- 
tent to  the  operation  of  the  municipal  gas  plant  as  well  as  to  the 
electric  plant. — A. 
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0  13.     To  interest  on  notes,  loans  and  A.  P. 

deposits 

0  14.     To  balance  for  manufacturing 

account  $1,230 .  94             

0  15.     Compensation  for  franchises. .  

0  16.  To  cash  paid  into  town  treasury  2,433 .  11  $2,433 .  11 
0  17.     To    depreciation    (Carried    to 

depreciation  fund.— A.)....  9,581.76  9,581.76 

0  18.     To  depreciation,  gas  plant 1,195 .  37 

0  19.     To  depreciation,  electric  plant.             2,829.83 

0  20.     To  other  purposes — 

(a)  Suburban  lighting 

bills  $89.00 

(b)  Gas  stoves 70.73 


159.73 

0  21.     To  balance,  if  surplus 23,574.35  54,272.23 

0  22.     Total  $6,980.21  $73,820.35 

Aliington  and  Rockland. 
K — Assets. 

K     1.     As  of  date  ending  of  last  fiscal  year,  June  30,  1906. 

A. 

Cash  on  hand. $12,664. 93 

4 

Investments  (Charles  St.  house) 1,635.16 

Patent  rights 

Interest  paid  in  advance 33.89 

Lands  and  buildings  (real  estate) 20,769.10 

Steam  plant 24,399.02 

Water  povi^er  plant 

Electric  plant 16,363.73 

Lines  (a),   (b) 20,515.89 

Transformers    3,830 .  64 

Meters   6,535.07 

Services.   (Included  with  lines) 

Lamps,  arc 1,500 .  00 


K     2. 

K    3, 

K     6. 

K     6. 

K     7. 

K     8. 

K  10. 

K  11. 

K  12. 

K  13. 

K  14. 

K  15. 

K  16. 

K  17. 

K  18. 

K  19. 

K  20. 

K  21. 

K  22. 

K  33. 

K  24. 

K  25. 

K  26. 

K  27. 

K  28. 

Fuel  on  hand 2,907.00 

Carbons  on  hand • 21 .  75 

Arc  lamps  on  hand 

Incandescent  lamps  on  hand 586.96 

Globes  and  other  electric  fixtures  on  hand, 

electric  heaters 241 .  44 

Motors  on  hand 2,217.86 

Miscellaneous  supplies,  oil,  water  and  electric 

materials 2,084 .  25 

Sinking  fund 

Due  for  electric  light  and  power 4,140.21 


K  29.     Total    assets , $120,446 .  90 
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K  30.  Do  the  values  above  given  represent  the  original  cost  of 
the  present  assets,  their  present  market  value,  or  cost  of 
duplication?  Values  above  given  for  real  estate,  steam 
plant,  electric  plant,  lights,  transformers,  meters  and  arc 
lamps,  represent  the  total  sums  charged  to  construction 
for  these  items,  minus  sums  that  have  been  charged  for 
depreciation  and  certain  other  aqioiints,  and  the  values 
of  other  items  are  taken  from  the  statement  of  assets  made 
by  the  company;  all  as  contained  in  the  report  to  the 
Gas  and  Electric  Light  Commissioners,  dated  June  30, 
1906.  The  same  sums  are  reported  for  the  costs  and  the 
values  of  plant  assets  by  the  companies. — A. 

L — Liabilities. 
L     1.     As  of  date,  end  of  last  fiscal  year,  Xlme  30,  1906. 

A. 

L    2.     Capital  stock $75,000.00 

L    3.     Bonds    35,000.00 

L     4.     Notes  not  secured 4,000.00 

L    5.     Unpaid  bills 4,475.42 

L     6.     Interest  accrued  but  not  due 312.50 

L     7."  Total $108,787.92 

M — Eboeipts. 
M     1.     For  year  ending  June  30,  1906. 

M     2.     Private  lighting  metered $23,024. 56 

M     3.     Public  incandescent  lights 9,922 .  96 

M    4.     Sale  of  current  other  than  noted;  electric 

power   1,981 .  60 

M     5.     Total  $34,929.12 

N — Expenses. 
N     1.     For  year  ending  June  30,  1906. 
Production. 

F    2.     Fuel    $3,815.89 

ISr     3.     Oil  and  waste 166.75 

K     4.     Water  for  boilers * 39 .  18 

N     5.     Water  power  or  water  rights ., 

N     6.     Wages  and  salaries 5,741 .  41 

N"     7.     Maintenance,  repairs  and  renewals^- 

(a)  Building   (station) $364.52 

(b)  Steam  plant 367.50 

(c)  Electric   plant -.       97.75 

^  ^  829.77 


N     8.     Total  production $10,593.00 

Distribution. 

N     9.     Wages  and  salaries  (a),  (b),  (c) $680.66 

N"  10.     Maintenance,  repairs,  removals — 

(a)  Meters,  lines,  lamps,  motors ..  .    $'.^456.18 

(b)  Carbons   43.74 
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(e)   Cominercial  incandescent  lamps  A. 

(public  incandescent  lamps) $1,041'. 50 

$3,547.42 


Nil.     Total   $4,228.08 

General. 

N  12.     Directors'  allowances $75 .  00 

N  13.     Salaries  of  officers,  committee,  commissioners  2,270.30 

N  14.     General  office  salaries 171 .  50 

W  15.     Office  expenses 772.29 

N  16.     Insurance;  fire,  boiler,  accident 381.05 

N  17.     Current  purchased , 1,695.75 

N  18.     Taxes    1,701.70 

K  18a.  Total  general  expense 7,067.59 

N  19.     Total  expenses .• $21,818.67 

Total   receipts $34,929.12 

Total  expenses 21,888.67 


0 

1. 

Credit 

0 

2. 

0 

3. 

0 

4. 

0 

5. 

0 

6. 

0 

7. 

0 

8. 

0 

9. 

0 

10. 

0 

11. 

Balance  to  proiit  and  loss $13,040 .  45 

0 — Profit  and  Loss. 
For  year  ending  June  30,  1906. 

By  balance  from  last  year,  if  any $4,277.43 

By  balance  of  receipts .• 13,040 .  45 

By  interest  on  loans  or  deposits 4.75 

By  other  items ;  rents 132.00 


Total    $17,454. 63 

To  interest  on  bonds $1,250 .  00 

To  dividends  on  stock .• 3,750.00 

Electric  heaters 9 .  32 

Motors 786.33 

To  balance,  if  surplus 11,658.98 


0  12.     Total $17,454.63 

Attleboro. 
K — Assets. 
K     1.     As  of  date,  end  of  last  fiscal  year,  June  30,  1906. 

A.  P. 

K     2.     Cash  on  hand $19,849 .  52      $19,849 .  52 

K    3.     Sundry  accounts  due 2,135.85  

(a)  Sundry    $2,135.85 

(b)  Consumers    9,616.32 

11,752.17 


K     4.     Investments,  lands,  buildings.  1,000.00 
K     5,     Land,  buildings,  real  estate. . .        28,931.95 
(a)   Nowusedfor 
electric  lighting  pur- 
poses     $28,931 .  95 
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(b)Notusedfor  A. 
electric  lighting  pur- 
poses     >;.-.,    $1,000.00 


K    6.     Steam  plant $73,171 

K    7.    Water  power  plant 

K    8.     Electric  plant 

K    9.     Lines    (overhead. — A.) 

K  10,     Transformers    

K  11.     Meters   

K  13.  Services.  (Included  with  lines. 
-A.)    

K  13.     Tools  and  implements 

K  14.     Lamps    (arc. — A.)' 

K  15.     Automobile   

K  16.     Fuel  on  hand 

K  17.     Carbons  on  hand 

K  18.     Arc  lamps  on  hand 

K  19.     OU  and  waste 

K  30.     Incandescent  lamps  on  hand. . 

K  21.  Globes  and  other  electric  fix- 
tures on  hand  (tools  and  im- 
plements.— A.)     , 

K  33.     Motors  on  hand 

K  33.  Miscellaneous  supplies  (oil, 
waste,      electric     materials. 

-A.)    

K  34.     Sinking  fund.... 

K  35.    Duo    for    electric    light    and 

power  .• 

K  36.     Horses,  wagons,  automobile. . 


$73,171.90 

3,537.63 

29,333.75 

33,730.93 

13,545.44 

9,190.00 

$39,931.95 
73,171.90 

2,537.63 
29,332.75 
33,730.9* 
13,545.44 

9,190.00 

3,767.44 

6,299.20 
95.63 

1,662.12 

2,767.44 

779.85 

6,299.30 

95.62 

457.37 

75.53 
457.53 

1,794.76 
1,117.50 

133.65 
1,117.50 

1,393.59 
3,000.00 

1,218.06 
3,000.00 

9,616.33 

779.85 

K  37.     Total  assets $3^0,147.52  

K  28.  Do  the  values  above  given  represeiit  the  original  cost  of 
the  present  assets,  their  present  market  value,  or  cost  of 
duplication  ?  See  answer  to  K  30  for  Abington  and  Eock- 
land. — A.     Original,  less  depreciation. — P. 

Cost  of  Plant  as  pee  Books. — P. 

Eeal  estate $29,931 .  95 

Steam  plant 73,171.90 

Electric  plant 29,333 .  75 

Lines 33,730.93 

Transformers 12,545 .  44 

Meters    9,190.00 

Arc  lamps 3,767.44 

"Water  power 2,537 .  63 


Total $193,308.04 

Assessed  value $130,000 .  00 


Vol.  II.— 76. 
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L — Liabilities. 
(Mr.  Adams  and  Mr.  Prichard  made  identical  statements  for 
liabilities. — Gray. ) 
L     1.     As  of  date,  end  of  last  fiscal  year,  June  30,  1906.       P. 

L     2.     Capital  stock $165,000.00 

L    3.     Bonds 30,000.00 

L    4.     Unpaid  bills 9,448.54 

L    5.     Unpaid  dividends 2,475.00 

L    6.    Interest  accrued  but  not  due • 135 .  00 


L    7.     Total $207,048.54 

M — Receipts. 
(Mr.  Adams  and  Mr.  Prichard  made  identical  statements  for 
receipts. — Gray. ) 

M     1.     For  year  ending  June  30, 1906.  A.  and  P. 

M     2.     Private  arc  lights  xmmetered $366.00 

M     3.     Private  incandescent  unmetered.. 994.75 

M     4.     Private  lighting  metered , 25,675 .  30 

M     6.     Public  arc  lights   (91  to  101  lamps  at  $75 

per  year)    7,077.96 

M     6.     Public  incandescent  lights 4,018 .  50 

M     7.     Commercial  power 26,700.81 

M    8.     Total  $64,833.32 

N — Expenses. 
N    1.    For  year  ending  June  30,  1906. 
Production.  A.  P. 

N     2.     Fuel    $10,833.54     $10,833.54 

N    3.     Oil  and  waste 319.04  319.04 

N    4.     Water  for  boilers 19.27  19.27 

N     5.     Water  power,  water  rights. ...  

N    6.    Wages  and  salaries  (at  station. 

—A.)    5,550.73         6,550.7* 

N    7.     Maintenance,  repairs  and  re- 
newals      1,270.06 

(a)  Buildings   $145.21 

(b)  Steam  plant 1,100.08 

'       .(c)  Water  power  plant        80.68 

(d)  Electric  plant 24.77 


1,350.74 
N     8.     General  expense — 

Station   expense.— A. . .     $171.21  171.21 

80.68 


N    8a.  General  expense — 

(a)  Eental  for  poles $5.00 

(b)  Flowage    25 .  00 


30.00 


251.89 


N    9.    Rental  for  poles  and  flowage. .  30.00 

NIC.     Total  production $18,274.52  
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Distribution.  A.  P. 

N  11.    Wages  and  salaries $888 .  67  $888 .  67 

N  12 

N  13.     Supplies,  tools  and  appliances 

(installation  of  meters. — A.)  154.43  

N  14.  Maintenance,  repairs  and  re- 
movals— i 

(a)  Lines  overhead 1,635.27  1,635.27 

(b)  Meters,  lamps  and  motors. . .  131.61  

.    (c)   Transformers,  meters,  services, 

commercial  arc  lamps,  commer- 
cial incandescent  lamps,  public 
(street)  lamps 286 .  04 

(d)  Carbons    111.43  111.43 

(e)  Commercial   incan  descent 
lamps    (public)    incandescent 

lamps 358.17  358.17 


N  15.     Total   $3,179.58  $3,179.58 

General. 

N  16.     Salaries  of  officers,  committee 

and  commissioners $3,300 .  00  $3,300 .  00 

N  17.     General  office  salaries 1,065 .  93  1,065 .  92 

N  18.     Rent  of  office 260.00  360.00 

N  19.     Office  expenses  and  traveling..  1,578.15             

(a)  Office  expenses $1,331.95 

(b)  Traveling  expenses      356.30 

— 1,578.15 

N  30.    Legal  expenses 18.42  18.43 

N  31.     Insurance;fire,  boiler,  accident  811.72  811.78 

N  32.    Bad  debts 1.00  1.00 

N  23 

N  34.     Taxes  1,893.57             

N  25.     Total  general  expenses $7,927 .  78  $7,937 .  78 

N  36.     Total  expenses $29,381 .  88  $27,489 .  31 

Resume. 

Total   receipts $64,833.32  $64,833.33 

Total  expenses 39,381.88  37,489.31 

Balance  to  profit  and  loss, . , .  $35,451.44  $37,344.01 

0 — Phofit  and  Loss. 
0     1.     For  year  ending  June  30,  1906. 
Credit. 
0     3.     By  balance  from  last  year,  if 

any,  June  30,  1905 $18,330.94             

0     3.     By  balance  of  receipts 35,451.44  $37,344.01 

0     4.     By    interest    on    deposits    (or 

loans.— P.)  151.84  151.84 

0     5.     By  sale  of  motors;  jobbing...  23.41  23.41 
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A.  P. 

0     6.     By  income  from  rents $244.50          $344^50 

0     7.    By  balance  (if  deficit) 

0     8.     Total    $54,193.13      $56,084. ^S 

Debit. 

0     9.    To  balance  from  last  year,  if 

any  

0  10.     To  interest  on  bonds $1,500 .  00       $1,500 .  00 

0  11 

0  12.     To  taxes 1,892.57 

0  13 

0  14.     To  dividends  on  stock *8,075 .  00         8,075 .  00 

0  15.     To  depreciation    (charged  off. 

—A.)    (fmid.— P.) i0,280.05        11,508.53 

0  16.     Depreciation  charged  on  elec- 
trical materials  and  supplies  135.34             

0  17.     To    depreciation    charged    on 

tools  and  implements 287.38             

0  18.     To    depreciation    charged    on 

office  furniture 298 .65             

0  19.     To    depreciation    charged    on 

automobile  . ." 507 .11             

■0  30.     To  bad  debts   (prior  to  fiscal 

year.— P.)    9.60                9.60 

0  31.     To  balance  (if  surplus) 33,098 .  98       33,098 .  98 


0  33.     Total    $^4,192. 13      $56,084.70 

Distribution  of  Depreciation. — P. 

Buildings $639.28 

Steam  and  electricity. .  .  4,603.27 

Street  lines 3,747.88 

Transformers   660.28 

Meters 483 .  68 

Arc  lights 145.66 

Office  furniture , .  398.65 

Electric     material     and 

supplies 135 .  34 

Tools  and  implements .  .  287 .  38 

Automobile    507.11 


$11,508.53 
Beverly." 

K — Assets. 
K  1.     As  of  date,  end  of  last  fiscal  year,  June  30,  1906. 

A.  P. 

K     2.     Cash  on  hand $4,958.32        $4,058.33 

K     3.     Notes  receivable 31,000 .00 

'At  Beverly,  the  cash  on  hand,  sundry  accounts  due,  investments 
and  notes  receivable  relate  to  an  undetermined  extent  to  the  gas  plant  as 
well  as  to  the  electric  plant. — A. 
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A.  P. 

K    4.     Sundry  accounts  due $3,476.79  

(a)  Consumers,  gas. ..  $8,376.34 

(b)  Consumers,       elec- 
tricity        7,050.61 

(c)  Sundry  accounts. .    3,476.79' 

$17,903.74 


K    5.     Investments  500 .  00 

(a)  Notes  receivable.  $31,000.00 

(b)  Five  building  as- 
socation   shares. ...         500.00 


31,500.00 

K    6  and  7.     Office  furniture 1,058.51         1,058.51 

K    8  and  9.     Land  and  buildings  (real 

estate.— A.)    34,578.89  

(a)  Gas   $48,041,01 

(b)  Electricity 24,578.89 

73,619 .  90 


K  10.     Steam  plant 50,784.13  50,784.13 

K  11.     Gas  manufacturing  plant....             16,831.46 

K  13,    Electric  plant 43,136 .83  

K  13.     Lines   (overhead.— A.) 55,905 .80  

(a)  Gas    $65,048.78 

(b)  Electricity 65,905.80 


130,954.58 

K  14.     Transformers    11,167 .81        11,167 .  81 

K  15.    Meters   7,174.47  

(a)  Gas    $11,724.47 

(b)  Electricity  7,174.47 


18,898.94 


K  16.     Services.    (Included  with  lines. 

-A.) 

K  17.     Lamps  (arc—A.) 5,914.03  5,914.02 

K  18  and  19.    Fuel  on  hand  (gas.— P.)             1,343 .  50 

K  20,     Carbons  on  hand 36.50  26 .  50 

K  21.     Arc  lamps  on  hand  (gas  stoves)             897 .  75 

K  32,  23,  34.     Fan  motors  on  hand. .  83.93  82.92 
K  25.     Miscellaneous  supplies  on 

hand — 

(a)  Oil  and  waste 13 .  00  13 .  00 

(b)  Tar   195.00 

(c)  Enrichers  (gas) 34. 00 

K  36.    Due  for  light  and  power 7,050. 61            


K  37.     Total      (electric— A.)      assets 
(and  certain  other  items,  see 

K  38.— A.)    $345,838.59    $398,209.90 

K  38.  Do  the  values  above  given  represent  the  original  cost  of 
the  present  assets,  their  present  raarket  value,  or  the  cost 
of  duplication?  See  answer  to  K  30  for  Abington  and 
Eockland. — A. 
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L — Liabilities. 
L    I.    As  of  date,  end  of  last  fiscal  year,  June  30,  1906. 

A.  P. 

L     3.     Capital  stock $194,000 .  00  $194,000 .  00 

L     3.     Bonds  11,800.00  11,800.00 

L    4.     Notes  payable 6,000.00  6,000.00 

L     5.     Unpaid  bills 7,212.45  7,212.45 

L     6.     Deposits  by  customers 805.00  805.00 

L     7.     Premium  account   30,800.00  30,800.00 

L     8.     Total  $250,617.45    $250,617.45 

Profit  and  loss  surplus 147,592 .  45 

$398,209.90 
These  liabilities  have  been  incurred  to  an  undetermined  extent 
on  account  of  the  gas  plant. — A. 

M — Eeoeipts. 
M     1.     For  year  ending  June  30,  1906. 
M     2.     Private  gas  lights  metered.. .  $40,017.76 

(a)  25,  867,600  at  $1.30. 

(b)  4,336,100   at  $1.40. 

M     3.     Private  lighting  metered 36,338.36        36,338.36 

M     4.     Public  arc  lights  (231  to  297 

at  $90.00.— A.) 25,738.35        25,738.35 

M     5.     Commercial  power 3,530.91 

M     6.     Danvers  gas  light 2,896 .46 

M     7.     Current    sold    to    Manchester 

Electric  Light  Co 8,592 .  00         8,592 .  00 

M     8.     Sale    of    current    other    than 

noted;  electric  power 3,530.91  

M     9.     Eent  of  meters 392.89  

(a)  Gas $146.00 

(b)  Electricity  392.89 

538.89 

M  10.     Eesiduals  (gas) 4,803 .  28 

M  11.     Total  $74,592.51    $122,456.01 

N — Expenses. 
N     1.     For  year  ending  June  30,  1906. 
Production. 

N    2.     Fuel  $8,866.95        $8,866.95 

N"     3.     Oil  and  waste 269.91  269.91 

N    4.     Water  for  boilers 806 .98  806.98 

N     5 

N     6.    Wages  and  salaries -6,895 .  76  6,895 .  76 

N"     7.     Maintenance,  repairs  and  re- 
newals— 
(a)  Buildings    (Station. 

—A.)    $46.48  $46.48 
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A.  P. 

(b)  Steam  plant $904.13  $904.13 

(c)    

(d)  Electric  plant 41 .  33  41 .  33 


N    8  and  9. 


$991.94 


N  10.     Total  production $17,831.54     $17,831.54 

Distribution. 

Nil.     Wages  and  salaries $306.90  $549 .  10 

N  12  and  13 

N  14.     Maintenance,  repairs  and  re- 
movals— 

(a)  Lines  overhead 2,578 .50             

(b)  Lines 2,578.50 

(c)  Meters,  lamps,  motors 

(d)  Meters  (globes) 368.62 

(e)  Carbons 434.85 

(f)  Commercial  arc  lamps,  globes 

(public  incandescent  lamps)  368.63             

N  15.    Misc.  carbons 434.85            


N  16.     Total  for  distribution 

General. 

N  17.     Directors'  allowance 

N  18.     Salaries  of  officers,  committee, 
commissioners  

$3,688.87 

$975.00 

2,040.00 

633.00 

300.00 

375.55 

65.00 

1,034.93 
194.88 

242.20 
5,014.63 

$3,931.07 

$975.00 

2,040.00 
633.00 
300.00 

N  19.     General  office  salaries 

N  20.     Eent  of  offices 

N"  21.     Office  expenses 

N  23.     Legal  expenses 

F  23  and  24 

375.55 
65.00 

N  25.     Insurance :  fire,  boiler,  accident 
N  26.     Bad  debts 

1,024.93 
194.88 

N  27 

N  28.     New  business — 

(a)   Advertising,  solicit- 
ing and  contributions .   $202 .  70 

39.50 

N  29.     Other  general  expenses  (taxes. 
-A.)   

N  30.     Total  general  expenses $8,865 .  19        $5,608 .  36 

N  31.     Total   expense $30,385.60      $27,370.97 

Eesume. 

Total  receipts $74,592.51  

(a)  Gas $47,863.50 

(b)  Electric    74,592.31 

^   '  $122,455.81 
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A. 
Total  expenses $30,385.60 

(a)  Gas $34,633.80 

(b)  Electric   37,370,97 


$62,004.77 


Balance  to  profit  and  loss 44,306.91 

(a)  Gas $13,229.70 

(b)  Electric    47,221.54 


$60,451.34 


Expenses. — P. 
Gas — Manufacturing. 

Fuel   $14,564.70 

Oil  for  enrichers 1,050 .  09 

Purifying  material 18 .  20 

Water 187.16 

Wages  at  works 5,713 .  25 

Eepairs  and  maintenance.  1,639.29 
Distribution. 

Wages 415.81 

Tools  and  appliances 4,162.77 

Eepairs  of  meters 1,081.51 

Office  and  Managemerit. 

Directors'    allowances 650.00 

Salaries  of  ofiBcers 1,359.87 

General  salaries 2,604 .  65 

Eent  of  offices 200.00 

General   office   expenses...  463.10 
Miscellaneous. 

Insurance    185 .  02 

Bad  debts 354.16 

Mass.  Gas  Ass'n  dues 84 .  23 


$34,633.80 

0 — Profit  and  Loss. 

Credit. 

0     1.     Eor  year  ending  June  30,  1906.  A.  P. 

0     2.     By  balance  from  last  year,  if 

any   $127,753.33    $137,753.33 

0  3.  By  balance  of  receipts  (elec- 
tric—A.)            44,306 .91  

(a)  Gas $13,339.70 

(b)  Electricity 47,221.54 


60,451.24 

0    4.    By  interest  on  loans  or  deposits         1,757.35  1,757.35 

0     5 

0     6.     By  other  items — 

(a)  Eents   105.00  105.00 

(b)  Bills   receivable,    charged    as 

bad  debts 73.69  
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A.  P. 

(c)  Bills  receivable $12 .  12 

(d)  Jobbing  203 .  86 

0     7.     By  balance,  if  deficit 

0     8.     Total   $173,896.28    $190,383.90 

Debit. 

0     9.     To  balance  from  last  year,  if 

any  

0  10.     To  interest  on  bonds $708 .  00  $708 .  00 

0  11.     To  interest  on  notes,  loans  and 

deposits  (Notes.— A.) 333 . 95  333 . 95 

0  13.     Taxes— 

(a)  Gas $3,009.74 

(b)  Electric    3,014.63 


5,024.37 

0  13 

0  14.     To  dividends  on  stock 23,380.00  33,280.00 

0  15.     To  depreciation  (Charged  off. 

—A.)   (Fund.— P.) 9,543.76  13,434.23 

0  16  and  17 

0  18.     To  other  funds— 

(a)  Water  rates 5.00  5.00 

(b)  Repairs  on  house 15.90  15.90 

(c)  Bills    receivable,    unable    to 

correct 61 .  57             

0  19  and  20 

0  31.     To  balance,  if  surplus 140,049 .  10  147,593 . 45 

0  23.     Total  $173,896.38    $190,383.90 

Some  of  these  profit  and  loss  items  apply  to  an  undetermined 
extent  to  the  operations  of  the  gas  plant. — A. 

Fitchburg.' 

K — Assets. 
K    1.    As  of  date,  end  of  last  fiscal  year,  June  30,  1906. 

K    2.     Cash  on  hand $21,490.45      $31,490.45 

K    3.    Notes  receivable 

K    4.     Sundry  accounts  due 150.00  

(a)  Gas $1,387.15 

(b)  Electricity 1,099.73 

(c)  Miscellaneous  ...         150.00 


2,638.88 


K     5,  6,  7 

K    8,  9.     Land  and  buildings   (Real 

estate.— A.) 66,078.68  

(a)  Gas  $37,389.49 

(b)  Electricity  66,078.68 

103,468.17 

'  At  Fitchburg,  the  items  of  cash  on  hand  and  sundry  accounts  due 
relate  to  an  undetermined  extent  to  the  gas  as  well  as  to  the  electric 
business. — A. 
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K  10.     Steam  plantr—  A. 

(a)  Gas  $60,747.48 

(b)  Electricity,  mfg..     61,297.63      $61,397.63 


$122,045.11 
K  11.    

K  12.     Electric  plant   43,493 .  17        43,493 .  17 

K  13.     Lines   78,332.14  

(a)  Gas  mains 60,711.01 

(b)  Electric  lines  and 

underground  . . .    78,233 .  14 


138,943.15 

KM.     Transformers 6,745.24         6,745.34 

K  15.     Meters — 

(a)  Gas $13,000.00 

(b)  Electricity 3,853 .  50         2,853 .  50 


15,853.50 


K  16.     Services  (Included  with  lines. 

-A.) 

K  17.     Are  lamps 2,059.00         3,059.00 

K  18.     

K  19.     Fuel  on  hand— 

(a)  Gas $10,681.05 

(b)  Electricity 1,688 .  05         1,688 .  05 


K  20,  21,  23 

K  33.     Stoves    and    gas    fixtures    on 
hand — 

(a)  Stoves   $451.28 

(b)  Fixtures 483.51 


12,369.10 


934.79 


K  34.     Motors  on  hand 3,058 .44         3,058.44 

K  35.     Miscellaneous      supplies      on 

hand;  gas  enrichers 1,038.00 

K  36.     Sinking  fund 

K  27,  88.     Other  current  and  capital 

assets.  Due  for  electric  lights 

and  power 1,099.73  


K  89.     Total  assets $387,346 .  03    $473,135 .  00 

K  30-31.  Do  the  values  above  given  represent  the  original  cost  of 
the  present  assets,  their  present  rfarket  value,  or  cost  of 
duplication?  See  answer  to  K  30  for  Abington  and 
Eockland. 

Cost  of  Plahtt. — P. 
Oas  Works. 

Real  estate $39,267 .  09 

Machinery,  appliances,  etc... .       58,869.88 

Street  mains 60,711 .  01 

Meters  13,000 .  00 


Total  cost  as  per  books $171,847 .  98 
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Electric  Works. 

P. 

Eeal  estate $66,078.68 

Steam  plant 61,297 .  63 

Electric  plant 43,493 .  17 

Lines  and  underground 78,232 .  14 

Transformers  6,745.24 

Meters  3,853 .  50 

Arc  lamps 2,059 .00 


Total  cost  as  per  books $260,769 .  36 

Grand  total $432,607.34 

L — Liabilities. 
L     1.     As  of  date,  end  of  last  fiscal  year,  June  30,  1906. 

A.  P. 

L    2.     Capital  stock $385,000 .  00    $385,000 .  00 

L    3.    


L    4.     Notes  payable— 

(a)  Ordinary   445.00  445.00 

(b)  Coupon  45,000.00  45,000.00 

L    5.    

L     6.     To  deposits  by  customers 2,540.00  2,540.00 

L     7  and  8 

L    9.    Interest  accrued,  but  not  due . .  150.00  150.00 

L  10.     Eeserve  fund 40,000.00             

L  10a.     Premium  on  stock 40,000.00 

L  11,  12,  13 


L  14.     Total   $473,135.00    $473,135.00 

These  liabilities  have  been  incurred  to  an  undetermined  extent 
on  account  of  the  gas  plant. — A. 

M — Eeceipts. 
M     1.     For  year  ending  June  30,  1906. 

M     2.     Priyate  arc  lights,  unmetered.  $120.00  $120.00 
M     3.     Private      incandescent,      un- 
metered                169.95  169.95 

M    4.     Private  lighting,  metered — 

(a)  Gas $72,058.66 

(b)  Electricity 41,549 .  72       41,549 .  72 


113,608.38 
M     5.    Public  arc  lights  (317  to  318 

lamps,  at  $100  each.— A.) . .  32,112 . 83        32,112 . 83 

M     6.     Public  incandescent  lights....  1,772.74         1,772.74 

M     7.    

M     8.     Commercial  power 30,340.42 

M     9.     

M  10.  Sale    of    current    other    than 

noted;  electric  power 30,340.42  

M  11, 12,  13,  14 

M  15.     Other  receipts;  steam  heating.  1,600.00  
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M  15a.  other  receipts —  A.  P. 

(a)  Gas  residuals. . . .  $12,621.60 

(b)  Steam  heating...      1,600.00 

$14,221.60 


M  16.    Total   $107,665.66   $192,345.93 

N" — Expenses. 
N    1.     For  year  ending  June  30,  1906. 

Production. 
N     2.     Fuel— 

(a)  Gas $23,190.75 

(b)  Electricity 17,918.41      $17,918.41 

$41,109.16 

N    3.     Oil  and  waste 346.05  346.05 

N    4.     "Water  for  boilers — 

(a)  Gas $154.16 

(b)  Electricity 592 .  50  592 .  50 


N     5.     

N    6.    "Wages  and  salaries — 

(a)  Gas $5,228.83 

(b)  Electricity 8,776 .  00  8,776 .  00 


746.66 


14,004.83 


N     7.     Maintenance,  repairs  and  re- 
newals— 

(a)  Building   (Station.— A.) ... .  1,647.03  

(b)  Steam  plant 944.60  

(c)    

(d)  Electric  plant 117.81  

(e)  Gas  10,089.73 

(f)  Electricity 3,709.44 

N     8.     Other  expenses— 

(a)  Enriehers $968.38 

(b)  Purifying        ma- 

terials           137.67 


N     9. 


1,106.05 


N"  10.     Total  production $30,342.40      $70,111.93 

Distribution. 

N  11.     "Wages  and  salaries   (a),   (b), 
(c)    

(d)  Gas $4,115.40 

(e)  Electricity    7,400.46        $7,400.46 


$11,516.86 

N  12.     Carbons   235.77  235.77 

N  13 

N  14.    Maintenance,  repairs  and  re- 
movals— 
(a)  Lines,   overhead   and  under- 
ground            11,141.36  


N  15. 
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A.  P. 

(b)  Gas  mains $583.41 

(c)  Gas  meters 531.30 

(d)  Meters,  lamps  and  motors .. .  $815.12  

(e)  Electric  lines 11,141.36 

(f)  Electric   meters 815.13 


N  16.     Total $19,593.71  $24,813.72 

General. 

N  17.     Directors'  allowances $290 .  00             

(a)  Gas   $310.00 

(b)  Electricity 290 .  00 

N  18.     Salaries  of  officers,  committee, 

commissioners    2,500 .00             

(a)  Gas    3,700.00 

(b)  Electricity    3,700.00 

N  19.     General  office  salaries 1,200 .00            

N  20.     Eent  of  office 499.98             

(a)  Gas    389.98 

(b)  Electricity  499,98 

N  21.     Office  expenses    (and  salaries. 

—P.)     2,769.42             

(a)  Gas  1,867.61 

(b)  Electricity 3,769.42 

N  23.     Taxes— 

(a)  Gas 3,598.00 

(b)  Electricity 5,328.86 

N  33,  24 

N  35.     Insurance ;  fire,  boiler  accident.  657.84             

(a)  Gas— fire   21.76 

(b)  Electricity— fire    382.84 

(c)  Electricity,   liability 275 .  00 

ISr  26,     28 

N  29.     Other  general  expenses — taxes.  5,328 .86             

N  30.     Total  general  expenses $13,246.10  $33,133.45 

N  31.     Total  expenses $63,181 .  21  $118,058 .  09 

Resume. 

Total  receipts $107,665 .  66  $192,345 .  92 

Total  expenses 63,181 .  21  118,058 .  09 

Balance  to  profit  and  loss $44,484 .  45  $74,387 .  83 

0 — Proi'it  and  Loss. 
0     1.     For  year  ending  June  30,  1906. 
Credit. 
0     3.     By  balance  from  last  year,  if 

any   

0     3.     By  balance   of    (electric — A.) 

receipts  .■ $44,484.45             

(a)  Gas $29,803.38 

(b)  Electricity    44,484.45 
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0    4.    By  interest   on  loans   or   de-            A.  P. 

posits   $150.00 

0     5.    By  incomes  from  premium  on 

stock   $66,000.00  66,000.00 

0     7 


0     8.     Total    $110,484.45  $140,437.83 

Debit. 

0     9.    To  balance  from  last  year,  if 

any 

0  10 

0  11.  To  interest  on  notes,  loans,  de- 
posits      $3,635 .  19  $3,635 .  19 

0  12,  13 

0  14.    To  dividends  on  stock 34,650.00  34,650,00 

0  15.     To  depreciation  fund 

0  16.     To  depreciation,  electric  plant 

(charged  off)   52,247.35             

0  17.     To  reserve  fund 40,000.00  40,000.00 

0  18.     Other  funds— 

(a)  Electric  bills 75.49             

(b)  Motors  and  electric  heating.  3,032.75             

(c)  Balance  of  M.  Bnright  fund.  80.00             

0  19,  20 

0  31.     To  balance,  if  surplus . .  v . . . 


0  22.     Total $140,437.83 

Some  of  these  profit  and  loss  items  apply  to  an  undetermined 
extent  to  the  operation  of  the  gas  plant. — A. 

Gardner. 
K — Assets. 
K     1.     As  of  date,  end  of  last  fiscal  year,  June  30, 1906. 

A.  P. 

K    3.     Cash  on  hand $19.88  $19.88 

K    3 

K     4.     Sundry  accounts  due 434. 85  

'K    5.    Investments   500 .00  

(a)  Real  estate  mortgage 500.00 

(b)  Wood  lot 754.60 

(c)   ir,316.45 

K    6.     Nernst  lamps 2,152.73  2,152.73 

K     7.     Ofiice  furniture 408.98  408.98 

K    8,   9.    Land  and  buildings    (real 

estate.— A.)    11,950.05  11,950.05 

K  10.     Steam  plant 14,423.53  14,433.53 

K  10a.  Steam  plant,  oil  engine 15,237.98 

K  11.     Power  plant,  Diesel  engine. . .        15,237.98  

K  13.     Electric  plant 15,003 .  84  15,003 .  84 

K  13.     Lines  overhead 17,274.21  17,274.21 

KM.    Transformers 5,033.16  5,033.16 


ELECTRICITY     FINANCE.  1199 

A.  P. 

K  15.     Meters   $7,591.55  $7,591.55 

K  16.     Services.  (Included  with  lines. 

-A.)   

K  17  and  18 

K  19.     Fuel  on  hand 540.75  540.75 

K  20,     Carbons  on  hand 46.38  46.38 

K  31.     Arc  lamps  (on  hand.— P.) .. .          2,175.79  2,175.79 

K  22.     Incandescent  lamps  on  hand. .             966.36  966.36 

K  23.  Carbons  and  other  electric  fix- 
tures  (globes.— A.) 121.06  121.06 

K  34.     Oil  and  waste 58.74  58.74 

K  25.    Miscellaneous  supplies  on  hand 

(electric  materials.— A.) .. .          1,895.03  1,895.03 

K  26 

K  27.     "Wood  lot 754.60  

K  28.     Due  for  electric  light  and  power         1,881.60  


K  29.     Total  assets $98,470.06      $98,470.06 

K  30,  31.  Do  the  values  above  given  represent  the  original  cost 
of  the  present  assets,  their  present  market  value,  or  cost  of 
duplication  ?  See  answer  to  K  30  for  Abington  and  Eock- 
land. — A.    Original,  less  depreciation. — P. 

L — Liabilities. 
(Messrs.  Adams  and  Prichard  make  identical  statements  of 
tbe  liabilities. — Gray.) 
L    1.     Ab  of  date,  end  of  last  fiscal  year,  June  30, 1906. 

Capital  stock $30,000.00 

Notes  payable 47,300.00 

Unpaid  bills 1,965.62 

Interest  accrued  but  not  due 35 .  29 

Reserve  fund 15,000.00 


L 

2. 

L 

3. 

L 

4. 

L 

6. 

L 

6, 

L 

7-13 

L    14.     Total  $94,300.91 

(Although  Mr.  Prichard  gives  same  items,  he  gives  as  a  total 
898,470.06.— Gray.) 

M IIE0EIPT8. 

M    1.    For  the  year  ending  June  30,  1906. 

A.  P. 

M     2.     Private  arc  lights  unmetered.           $666.34  ,,..,. 
M    3.    Private    incandescent    unmft- 

tered   16,157.34  $666.34 

M    4.     Private  lighting  metered 16,157.34 

M    5.     Public  arc  lights  (52  lamps  at 

$75  each.— A.) 3,910 .  00  3,910 .  00 

M     6.     Public  incandescent  lights 360.00  360.00 

M    7 

M     8.     Commercial  power 3,009 .  71 

M     9.     Electric  power 2,614.86  
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A.  P. 

M   10 

M  11.     Eents  of  meters $35.15 

M  12,  13,  14 ....... 

M  15.     Other  receipts — 

(a)  Electricity   for  heating   and 

cooking  $394.85  

(b)  Eent  of  poles 35.15  

M  16.     Total  $34,138.54     $24,138.54 

N — Expenses. 
N     1.     For  year  ending  June  30,  1906. 
Production. 

N     2.     Fuel    

Oil  and  waste 

Water  for  boilers 

Eent  of  storeroom 

Wages  and  salaries  (at  station. 

—A.)    4,096.67         4,096.67 

N     7.     Maintenance,   repairs   and   re- 
newals— ■ 

(a)  Building   (station.— A.) 286.24  286.24 

(b)  Steam  plant 751.06  751.06 

(c) 

(d)   Electric  plant 114.57  114.57 

N     8.     General  expense  (rent  of  store- 
room.—A.)    60.00  171.82 

N     9.     Tools  and  appliances. , 171 .82  


N 

3. 

N- 

4. 

N 

5. 

N 

6. 

$5,141.33 

$5,141.33 

448.88 

448.88 

90.00 

90.00 

60.00 

N  10.     Total  production $11,160 .  57  $11,160 .  57 

Distribution. 

N  11.     Wages  and  salaries $478 .38  $478.38 

N  13,   13,   14.     Maintenance,  repairs, 
removals — 

(a)  (b)   (c)  (d)   (e) 3,088.03 

(a)  Lines  overhead 1,974.39             

(d)  Meters,  lamps,  motors 113 .64            

(f )   Commercial  arc  lamps,  globes  

(h)  Public  (street,  etc.)  lamps..  44.73              

(i)  (f)  Street  arc  lamps,  carbons .              40.56 

(])    is)  Commercial  incandescent 

lamps   957.50  1,003.33 

N  15.     Miscellaneous.  Carbons   40 .  56             


NIG.     Total $3,609.20             

General. 

N  17.    Directors'  allowances 

N  18.     Salaries  of  officers,  committee, 

commissioners  $800 .  00  $800 .  00 

N  19.     General  office  salaries 
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A.  P. 

N  30.     Eent  of  offices $90.00  $90.00 

N  21.     Office      expenses       (Sundries. 

—A.)    49.24  813.59 

N  33.     Legal  expenses 31.00  31.00 

N  33 

N  34.     Oflfice  expenses 740 .  38             

N"  35.     Insurance ;  fire,  boiler,  accident  735.66  735.66 

N"  36.     Bad  debts 35.81  35.81 

N  37.     Association  dues 68 .  60             

N  38.     New      business,      advertising, 

soliciting   73 .  31             

N  39.     Other  general  expenses  (taxes. 

—A.)    1,007.37  117.84 


N  30.     Total  general  expenses $3,631.17             

N  31.     Total  expenses $18,390.94  $17,383.67 

Eesume. 

Total  receipts $34,138 .  54  $34,138 .  54 

Total  expenses 18,390 .  94  17,383 .  67 


Balance  to  profit  and  loss $5,747.60       $6,754.87 

0 — Profit  and  Loss. 
0     1.     For  year  ending  June  30,  1906. 
Credit. 
0     3.     By  balance  from  last  year,  if 

any $6,173.83        $6,173.83 

0     3.     By  balance  of  receipts 5,747.60  6,754.87 

0     4 

0     5.     By  power   (1905) 6.00  6.00 

0     6.     By  other  items — 

(a)  Eent  $6.00 

(b)  1905  power 375.00 


0     7.     By  balance  if  deficit. 


381.00 


0     8.     Total   $11,937.43      $13,309.70 

Debit. 

0     9.     To  balance  from  last  year,  if 

any  

0  10.     To    interest    on    bonds    (first 

mortgage  notes.— P.) $800 . 00  $80Q . 00 

Oil.     To  interest  on  notes 764.73             

0  11a.  To  interest  on  notes,  loans,  de- 
posits                  764.72 

0  13.     To  taxes 1,007.37 

0  13 

0  14.     To  dividends  on  stock  at  10 

per  cent 3,000.00  3,000.00 

Vol.  II.— 77. 
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0  15.     To  depreciation    (charged  off.  A.  P. 

—A.)   $3,079.92  $3,354.92 

0  16,  17 

0  18.     To  discounts 2 .  75             

0  18a.  To   discounts,   bad    debts   and 

fuel,  1905 113 .  64 

^0  19.     To  bad  debts 15.30             

0  20.     To  Jobbing  account,  fuel,  1905  95.76             

0  21.     To  balance,  if  surplus 4,169.15  4,169.15 


0  22.     Total    $11,927.43      $13,209.70 

Depreciation. — P. 
Steam  and  electric  plant 

and  buildings $2,285 .  02 

Transformers   197 .  57 

Meters    336.78 

Arc  lamps 535 .  55 


$3,354.92 


Northampton. 
K — Assets. 
K    1.    As  of  date,  end  of  last  fiscal  year,  June  30,  1906. 

A. 
Cash  on  hand $11,123.00 


K 

2. 

K 

3. 

K 

4. 

K 

5. 

K 

6, 

K 

8 

K 

10. 

K 

11. 

K 

12. 

K 

13. 

K 

14. 

K 

15. 

K 

16. 

K 

17. 

K 

18. 

K 

19. 

E  20. 

K 

21. 

K 

22. 

K 

23. 

Sundry  accounts  due 

Investments — old  station  prop- 
erty   (including  two  horses. 

-P-)     

7 

8    and    9.     Land,    buildings,    real 

estate   (a),   (b) 

Steam  plant 

Electric  plant 

Lines    (overhead. — P.) 

Transformers    

Meters    

Services.  (Included  with  lines. 

-A.)    

Lamps,  arc 

Fuel  on  hand 

Carbons  on  hand 

Arc  lamps  on  hand 

Incandescent  lamps  on  hand.  . 
Globes  and  other  electric  fi,x- 

tures  on  hand 

K  24.     Motors  on  hand 


A. 
511,123.00 

P. 

$11,123.00 

560.94 

4,732.76 

7,000.00 

7,000.00 

33,000.00 
40,830.34 

33,000.00 
40,830.34 

32,276.11 

35,393.27 

'8,517.98 

9,595.78 

32,276.11 

35,393.27 

8,517.98 

9,595.78 

5,290 .  70 

5,290.70 

1,134.00 
110.00 

1,1.34.00 
110.00 

515.' 00 

515.00 

543.11 
100.00 

543.11 
100.00 
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K  35.     Miscellaneous  supplies  on  hand  A.                    P. 
(oil,    waste,    electric    mate- 
rial.—A.)    $179.00             

(a)  Oil  and  waste 42.90            $43.90 

(b)    560.94 

(c)    179.00 

(d)  Horses,  wagons 575 .40 

K  36 

K  37.    Due    for    electric    light    and 

power    4,733 .76  

K  38.     Other    capital    assets;    horses, 

wagons,  etc 575 .40  


K  29.     Total  assets ,.  .    $191,520.39    $191,530.29 

K  30,  31.  Do  the  values  above  given  repiresent  the  original  cost 
of  the  present  assets,  their  present  market  value,  or  cost 
of  duplication?  See  answer  to  K  30  for  Abington  and 
Eockland. — A.     Original  cost,  less  replacement. — P. 

L — Liabilities. 
(Messrs.  Adams  and  Prichard  made  identical  statements  for 
the  liabilities. — Gray.) 
L     1.     As  of  date,  end  of  last  fiscal  year,  June  30, 1906. 

L    2.     Capital  stock $117,400 .  00 

L    3.     Notes  payable 1,000 .  00 

L     4.     Unpaid  bills 378.53 

L    5.     Depreciation  fund 2,500 .  00 

L    6  to  13,  inclusive 


L  14.     Total    $131,378.53 

M — Eeceipts. 
(Messrs.  Adams  and  Prichard  make  identical  statements  for 
the  receipts. — Gray.) 

For  year  ending  June  30,  1906. 

Private  arc  lights  unmetered $4,368.33 

Private  incandescent  lights  unmetered 1,277 .  48 

Private  lighting,  metered 36,767.42 

Public  arc  lights 110,074.01 

Public  incandescent  lights 1,637.35 


M 

1. 

M 

2. 

M 

3. 

M 

4. 

M 

5. 

M 

6. 

M 

7. 

M 

8. 

M 

9 

Commercial  power 5,948 .  12 

to  15,  inclusive , 


M  16.     Total $60,072.71 

IST — ExPEi>rsES. 
N     1.     For  year  ending  June  30,  1906. 

Production.                                                 A.  P. 

N    2      Fuel    $13,146.64  $12,146.64 

N     3.     Oil  and  waste 320.32  220.33 

>24  and  105  lamps  at  $100  and  $74,  respectively,  per  lamp  per  year. 
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A.  P. 

N     4.     Water  for  boilers $30.78  $30.78 

]sr  5.  

ISr     6.     Wages  and   salaries 4,320.00  4,320.00 

N     7.     Maintenance,   repairs  and  re- 
newals— 

(a)  Buildings  (station.— A.) 3.40  3.40 

(b)  Steam  plant 957.63  957.62 

(c)  Electric  plant 82.18  82.18 

N     8,    9 


N  10.     Total  production $i7,760 .  84     $17,760 .  84 

Distribution. 

Isf  11.     Wages  and  salaries $4,802.22       $4,802.22 

N  12.     Expenses  beyond  meter 1,473 .  28 

N  13.     Supplies,      tools,      appliances 

(horse  keeping) 448 .03  

N  14.     Maintenance,  repairs   and  re- 
movals— • 

(a)  Lines  overhead 153 .88  

(b)  Meters,  lamps,  motors 60.00  

(c)  Carbons   118.65  

(d)  Commercial  incandescent 
lamps   

N  15.     


N  16.     Total  distribution $6,723 .  53        $6,275 .  50 

General. 

N  17.     

N  18,  19.  Salaries  of  officers,  com- 
mittee, commissioners,  gen- 
eral office  salaries 

N  19.     General  office  salaries $2,610 .  00 

N  20.     Rent  of  office 180.00  180.00 

N  21.     Office,  expenses 376.45  376.45 

K  22,  23,  24 

N  25.     Insurance ;  fire,  boiler,  accident  782.51  782.51 

N  26-28.     

N  29.  Other  general  expenses  (taxes. 
-A.)    

(a)  Taxes    2,443 .  88 

(b)  Stable  448 . 03 


1,140 

.75 

$6,723 

53 

$2,610 

00 

180 
376 

00 
45 

782 

51 

2,443 

88 

N  30.    Total  general  expenses $6,392.84  $6,840.87 

N  31.     Total   expenses $3;0,877 .  21  $30,877 .  21 

Resume. 

Total  receipts $60,072 .  71  $60,072 .  71 

Total  expenses 30,877 .  21  30,877 .  21 


Balance  to  profit  and  loss $29,195.50      $29,195.50 
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0 — Profit  and  Lobs. 

0     1.     For  year  ending  June  30,  1906.  A.                    P. 

Credit. 
0     3.     By  balance  from  last  year,  if 

any    $54,412.35      $54,413.35 

0     3.     By  balance  of  receipts 39,195.50        39,195.50 

0     4.     

0     5.     By  jobbing 506 .  79  

0     6.     By  other  items  (rent. — A.)...  467.13  

(a)  Eent    467.13 

(b)  Jobbing   506 .  79 

0     7.     


0     8.     Total $84,581.76     $84,581.76 

Debit. 

0     9,  10 • 

Oil.  To  interest  on  notes,  loans,  de- 
posits (notes. — A.) $100.00  $100.00 

0  13,  13  

0  14.     To  dividends  on  stock  (10  per 

cent.— P.)    11,740.00        11,740.00 

0  15.     To  depreciation  fimd 3,500 .  00 

0  15a.  For  general  depreciation  to 
apply  later,  on  electric  plant, 
lines,  etc 3,500 .00  

0  16  to  30 

0  31.     To  balance,  if  surplus ^0,341 .  76        70,241 .  76 


0  32.     Total $84,581.76      $84,581.76 

Salem. 
K — Assets. 
K    1.     As  of  date,  end  of  last  fiscal  year,  June  30,  1906. 

K    2.     Cash  on  hand $15,050.85      $15,050.85 

K    3.     Notes  receivable 313.00  313.00 

K    4.     Sundry  accounts   due 485 .  13  

(a)  Sundry   $485.13 

(b)  Consumers 13,513 .  57 


13,988.70 


K     5.     

K     6.     ISTernst  lamps 8,000.00             

K     7.     

K     8,  9.    Land  and  buildings  (Eeal  es- 
tate.—A.)    64,575.00  64,575.00 

K  10.     Steam  plant 90,700.00  90,700.00 

K  11.     

K  13.     Electric  plant 43,000 .  00  43,000 .  00 

K  13.     Lines    (Overhead.— P.) 100,000.00  100,000.00 

K  14.     Transformers 10,000 .  00  10,000 .  00 

K  15.     Meters   18,000.00  18,000.00 


1206  NAi'IONAL     CIVIC     FEDERATION. 

K  16.     Services  (Included  with  lines.  A.  P. 

-A.). 

K  17.     Lamps ;  incandescent,  arcs. .  . .  $6,000 .00              

(a)  Arc    $6,000.00 

(b)  Nernst  8,000.00 

$14,000.00 

K  18.     

K  19.     Fuel  on  hand 16,130.57  16,130.57 

K  20.     Carbons  on  hand 285.00  285.00 

K  21.     

K  22.     Incandescent  lamps  on  hand. .  2,371.64  2,371.64 

K  23.  Globes  and  other  electric  fix- 
tures on  hand  ( Globes.— A. )  194 .  75  6,229 .  36 

K  24.     Horses  and  wagons 1,500 .  00  1,500 .  00 

K  25.     Misc.  supplies  on  hand  (Elec- 

triic  materials. — A.) 6,034.61             

K  26.     

K  27.     Due    for    electric    light    and 

power   13,513.57             

K  28.    


K  29.     Total  assets $395,053 .  12    $395,053 .  12 

K  30  and  31.  Do  the  values  above  given-  represent  the  original 
cost  of  the  present  assets,  their  present  market  value,  or 
cost  of  duplication?  Sec  answer  to  K  30  for  Abington 
and  Eockland. — A.  Book  values,  depreciation  deducted 
from  original  costs. — P. 

L — Liabilities. 
As  of  date,  end  of  last  fiscal  year,  June  30,  1906. 
Capital  stock $275,000 .00    $275,000. 00 


L 

1. 

L 

2. 

L 

3. 

L 

4. 

L 

5. 

L 

6. 

L 

7, 

L 

9. 

L 

10. 

L 

11, 

L 

13. 

ISTotes  payable   (Coupon  notes. 

-A.)    

Unpaid  bills 

Deposits  by  customers 


50,000.00 

50,000.00 

4,811.65 

4,811.65 

471.79 

471.79 

Interest  accrued,  but  not  paid..  333.33  333.33 

Eeserve  funds 43,946.00  43,946.00 

12 

Other    liabilities     (Balance. — 

P.)    20,490.35 


L  14.     Total   $374,562 .  77    $395,053 .  12 

M — Receipts. 
M     1.     For  year  ending  June  30,  1906. 

M    2.    Private  arc  lights,  unmetered .  

M     3.     Private      incandescent,      un- 
metered            $5,497.71        $5,497.71 

M    4.    Private  lighting,  metered....        78,677.40       78,677.40 
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M     5.     Public  arc  lights  (318  to  333  A.  P. 

lamps,    at    $95.— A.)     (At 

$95.— P.)    $31,690.50  $31,690.50 

M     6.     Public  incandescent  lights 8,898.28  8,898.38 

M     7.     

M     8.     Commercial  power 14,632 .44 

M     8a.  Electric  power 14,632 .44             

M     9.     Electric  railway  power 9,797.11  9,797.11 

M  10.     

M  11.     Eents  of  real  estate 54.36 

M  11a.  Eents  54.26             

M  12.     Rent  of  motors,  fixtures  and 

appliances  318.54  318.54 

M  13,  14,  15 ......             

M  16.     Total $149,566.24  $149,566.24 

]Sr EXPEN-SES. 

IST     1.     For  year  ending  June  30,  1906. 
Production. 

N"     2.     Fuel $18,801.33  $18,801.33 

F     3.     Oil  and  waste 955.53  955.53 

N    4.     Water  for  boilers 673.36  672.36 

isr   5.   

N     6.     Wages  and  salaries 11,889.11  11,889.11 

N     7.     Maintenance,  repairs  and  re- 
newals— 

(a)  Buildings  ( Station  and  wharf . 

—A.)    3,842.63  3,843.63 

(b)  Steam    plant    (Improvement 

expense.— A.)    5,708.07  5,708.07 

(c)  Electric  plant 58.64  58.64 

N     8,9 


N  10.     Total $41,937.67      $41,927.67 

Disti^uuiiofTi 

N  11.     Wages  and  salaries $6,223 .  72        $6,333 .  73 

K  12,  13 

N  14.     Maintenance,   repairs  and  re- 
movals— ■ 

(a)  Lines,  overhead 14,756 .31  

(b)  Globes    586.01  586.01 

(c)  Carbons    668.07  668.07 

(d)  Incandescent  lights 4,246.46         4,346.46 

(e),    (f),    (g)    Lines,    overhead, 

underground  and  transform- 
ers           14,756.31 

N  15.     

¥  16.     Total  distribution $26,480 .  57     $36,480 .  57 

(In  original,  Mr.  Prichard  gives  as  total  distribution,  $68,- 
408.34. 
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General.  A.  V. 

N  17.     Directors'  allowances $600 .  00  $600 .  00 

N  18.     Salaries  of  officers,  committee 

and  commissioners 2,000 .  00  3,000 .  00 

N  19.     General  office  salaries &,367.51  9,267.51 

N  20.     Eent  of  offices 300.00  300.00 

N  21.     Office  expenses 954. 63  954. 63 

ISr  22.     Legal  expenses 205 .  96  205 .  96 

N  23,  34 

N  25.     Insurance ;  fire,  boiler,  accident  1,344.34  1,344.34 

N  26.     Bad  debts 564.38  564.38 

N  37.     

N"  28.     Taxes  7,414.80             

N  29.     Other  general  expenses   (inci- 
dental expenses.— A.) 1,164. 27  1,164. 27 


N  30.     Total  general  expenses $23,815.89      $16,401.09 


N  31.     Total  expenses $93,324. 13  $84,809 . 33 

Resume — • 

Total   receipts $149,566 .  24  $149,566 .  24 

Total  expenses 92,224 .  13  84,809 .  33 


Balance  to  profit  and  loss $57,343 .  11     $64,756 .  91 

0 — Peomt  and  Loss. 

0     1.     For  year  ending  June  30,  1906. 
Credit — 

0     2.     By  balance  from  last  year,  if 

any    $16,895.63       $16,895.63 

0     3.     By  balance  of  receipts 57,343.11         64,756.91 

0     4.     By  interest  (temporary  funds 

in  bank.— A.)    365.81  365.81 

0     5.     

0     6.     By    other   items — jobbiag    ac- 
count      3,342.13  3,343.13 

0     7.     By  balance  if  deficit 


0     8.  Total    $.77,945.67      $85,360.47 

Debit— 
0     9.     To  balance  from  last  year,  if 

any    

0  10.     

0  11.     To  interest  on  notes   (10  year 

notes.— A.)     3,000.00  3,000.00 

0  13.     To  taxes  7,414.80 

0  13.     

0  14.     To  dividends  on  stock    (at   8 

per  cent.— P.)    22,000.00         33,000.00 

0  15.     To   depreciation    (charged   off 

—A.)    31,560.65         33,355.32 
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A.  P. 

0  16.     

0  17.     To  reserve  fund $1,300.00  $1,300.00 

0  18.     To  repair  shop  account   (dis- 
continued)      500.00  

0  19.     

0  30.     To  horses,  -wagons  and  harness  194.67  

0  31.     To  balance  if  surplus 30,490.35  30,490.35 


0  33.  Total $77,945.67       $85,360.47 

Depreciation  Detail —  P. 

Steam,  electric  plant  and  buildings. . .  $19,877.9? 

Transformer    3,603. 8G 

Meters 4,095.35 

Arc  lamps   3,131.83 

Lines    1,853.64 

Horses  and  wagons 194.67 

Eepair  shop  (discontinued)   500.00 


K 

1. 

K 

3. 

K 

3. 

K 

4. 

K 

5. 

K 

6. 

K 

7. 

K 

8-9 

K 

10. 

K  11. 

K 

13. 

K  13. 

K 

14. 

K 

15. 

K 

16. 

K 

17. 

K  18. 

K 

19. 

K  30. 

K  31. 

K  33. 

K  33. 

K  34. 

K  35. 

$33,355.33 

Uxbridge  and  Northbridge. 
(The  financial  statement  below  is  made  by  Mr.  Adams.) 
K — Assets. 

As  of  date,  end  of  last  fiscal  year,  June  30, 1906,  A. 

Cash  on  hand $166.00 

Notes  receivable    97.59 

Sundry  accounts  due 605.53 

Insurance,  unexpired  interest 40 .  30 

Moving  account 30,190 .  00 

Office  furniture 110.53 

Land  and  buildings,  real  estate 36,740.87 

Steam  plant 34,736.33 


Electric  plant   35,035.73 

Lines  overhead   85,143.88 

Transformers    17,159.31 

Meters 6,336.37 

Services.   (Included  with  lines.) 

Lamps,  arc 4,433.36 

Other  permanent  works.     (Side  traick) 1,893.35 

Fuel  on  hand : 343.03 

Carbons  on  hand 10.63 


Incandescent  lamps  on  hand 603.73 

Globes  and  other  electrical  fixtures  on  hand.  18.00 


Miscellaneous    supplies    on    hand — oil    and 
waste,  electrical  material , 1,485.54 


K  36. 
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K  27.     Other  current  assets  due  for  electric  light  A. 

and  power $4,510.99 

K  38.     Horses,  wagons,  etc 1,394.47 

K  29.  Total  assets  $230,831.53 

K  30-31.  Do  the  values  above  given  represent  the  original  cost  of 
the  present  assets,  their  present  niarket  value  or  cost  of 
duplication  ?  See  answer  to  K  30  for  Abington  and  Eock- 
land. 

L — Liabilities. 
L     1.     As  of  date,  June  30,  1906. 

L     3.     Capital  stock   $39,400.00 

L     3.     Notes  payable — unsecured  11,146.11 

L     4.     Unpaid  bills 6,847.03 

L     5.     Interest  accrued  but  not  due 1,620.01 

L     6.     Other  liabilities: 

(a)  Coupon  notes  unsecured. . .  .;.• 11,000.00 

(b)  Mortgage  notes , 169,800.00 

L     7.  Total $239,813.15 

M — Eeceipts. 
M     1.     For  year  ending  June  30,  1906. 

M     2.     Private  arc  lights  unmetered $154.50 

M     3.     Private  incandescent  unmetered 8,351.63 

M     4.     Private  light  metered 11,833.00 

M     5.     Public  arc  lights 1,010.31 

(13  lamps  at  $67  per  lamp  per  year.) 

M     6.     Public  incandescent  lights , 5,837.21 

]\1     7.     Electric  railway  power 4,799.85 

M     8.     Sale  of  current  other  than  noted 561.90 

M     9.     Eents  of  meters 141.00 

M  10.     Other    receipts — Amt.    of    current,  sold    to 
other  companies : 
(1)     Milbury    Electric,     100,790 

K.  W.  H $3,797.34 

(3)      Grafton     Electric,     77,677 

K.  W.  H 2,978.59 

(3)      Douglas     Electric,     35,157 

K.  W.  H 1,006.38 

7,782.f 


f  ( 


M  16.  Total    $34,360.60 

N — -Expenses. 
N     1.     For  year  ending  June  30,  1906. 
Production — 

N     3.     Fuel    $11,115.45 

N     3.     Oil  and  waste   437.13 

N    4-5.     , 

N     6.     Wages  and  salaries 4,610.12 
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N     7.     Maintenance,  repairs,  renewals :  A. 

(a)  Buildings  (station)   $59.71 

(b)  Steam  plant 1,005.96 

(c)    

(d)  Electric  plant 225.09 

$1,290.76 

N     8.     Tools  and  appliances 379 .  18 

N     9.    


N  10.         '   Total  production $17,832.63 

Distribution — 

N  11.     Wages  and  salaries $2,215.18 

N  12.     

N  13.     Supplies,  tools  and  appliances.  . .  .» 48.08 

N  14.     Maintenance,  repairs,  removals: 

(a)  Lines  overhead -$1,559.64 

(b),  (d)  Meters,  lamps  and  motors.  32.59 

(c),   (g),  (i)   Commercial  incandes- 
cent lamps    (public   incandescent 

lamps)    115.27 

1,707.50 

N  15.     Miscellaneous.    Carbons 11.62 


N"  16.            Total  distribution $3,982.38 

General — 

N  17.     Directors'  allowances  $30.00 

N  18.     Salaries  of  officers 300.00 

N  19.    

N  20.     Eent  of  offices 120.00 

N  21.     Office  expenses .• 658.48 

N  22-24.     

N"  25.     Insurance,  fire,  boiler,  accident 568.30 

N  26-28.     

N  29.     Other  general  expenses.     Taxes 811.15 

N  30.    Total  general  expenses $2,487.93 

ISr  31.  Total  expenses $24,302.94 

Total  receipts    $34,360.60 

Total  expenses    24,302.94 

Balance  to  profit  and  loss. . ,.      $10,057.66 

0— Profit  akd  Loss. 
0     1.     For  year  ending  June  30,  1906. 

Credit — 
0     2.     By  balance  from  last  year,  if 

any   *■•■••• 

0     3.     By  balance  of  receipts 10,057.66 

0     4.     By  balance,  if  deficit • 8,981.63 

0     5.  Total $19,039.29 
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Deiit— 

0     6.     To  balance  from  last  year,  if  P. 

any $7,886.33 

0     7.     To  interest  on  notes 11,153.97 

(a)  Mortgage  coupon $10,504.17 

(b)  Plain    648.80 

0     8.             Total  $19,039.29 

Table  A. 

Data  of  Electric  Plants  in  Massachusetts. 

Year  ending  June  30,  1906.— A. 

K.  W.  hours 

sold  for  light  Per  cent,  of  Per  cent,  of 

Location  6j/  meter  per        metered  energy        metered  energy 

of  plant.  lighting  consumer,     sold  for  tight.  sold  for  power. 

Danvers    260                            40.9,  59.0 

Holyoke    889                            27.4  72.5 

North  Attleboro 366                          100.0  0.0 

Peabody    249                            95.3  4.6 

Taunton    710                          34.1  65.8 

Abington    262                            75.3  24.6 

Attleboro    613                            22.6  77.3 

Beverly   482                            65.5  34.4 

Fitchburg  591                            19.7.  80.2 

Gardner    217                            69.6  30.3 

Salem    489                            67.9  32.0 

Uxbridge    310                            89.3  10.6 

All  per  meters  of  consumers. 


Table  B. 

Data  of  Municipal  Electric  Plants  in  Massachusetts. 

Year  of  June  30,  1906.— A. 

, Location  of  Plant . 

North 
Danr   Sol-  Marile-  Attle-    Pea-  Taun- 
vers.   yoke.    head.    boro.    iody.   ton. 
Station   expense  per  K.   W.   H. 

generated  (cents)    2.57      1.54      2.39      2.97      2.81      1.51 

Total  expense  per  K.  W.  H.  gen- 
erated   (cents) 3.74      2.19      4.29      3.90      4.33      2.24 

Income  per  K.  W.  H.   sold  for 

power  by  meter  (cents) 2.20      2.28      11.60      4.32 

Income  per  K.   W.   H.   sold   for 

light  by  meter  (cents) 10.00     10.48      15.00     12.42    12.37 

K.   W.   H.   generated   for   street 

lamps  per  inhabitant 7.60     16.87    23.65     10.29     19.87     15.91 

K.  W.  H.  generated  for  commer- 
cial purposes  per  consumer . . .    874     3,734       314       440       587    3,821! 
Per  cent,  of  consumers  to  inhabi- 
tants       5.07      1.20      9.39      3.55      4.61      1.07 
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Table  0, 

Data  of  Private  Electric  Plants  in  Massachusetts. 

Year  of  June  30,  1906.— A. 

, Location  of  Plant ^ 

A6-    Attle-     Bev-    Fitch-  Qard-     Sa- 
ington.  horo,      erly.    iurg.    ner.      lem. 
Station   expense  per   K.    W.   H. 

generated    (cents) 2.96      1.71      1.07      2.95      1.30 

Total  expense  per  K.  W.  H.  gen- 
erated   (cents) 6.12      2.92       2.22       4.87       3.15 

With  taxes  deducted,  the  total 
expense  per  K.  W.  H  gener- 
ated is 5.65      ....       2.63      2.04      4.61      2.90 

Income  per  K.   W.  H.  sold  for 

power  by  meter   (cents) 4.62      3.02      2.62      2.55      6.28      4.43 

Income   per  K.    W.   H.   sold   for 

light  by  meter  (cents) 17.55      9.94     14.25     14.27      ....     11.23 

K.  W.   H.   generated  for   street 

lamps  per  inhabitant 9.30      28.49     19.11      3.04     18.65 

K.  W.  H.  generated  for  commer- 
cial purposes  per  consumer. . .    503      '920    4,297       624    1,526 

Per  cent,  of  consumers  to  inhabi- 
tants       4.39       3.38       3.44       1.55       4.53       3.84 


» Not  including  sales  to  other  companies. 
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Abington  and  Rockland,  Electric  Light 
and  Power  Co.  of:  see  Massachusetts 
Electric   Works. 

Accidents:  in  Philadelphia  gas  works,  B14- 
16;  observance  by  Philadelphia  gas 
works  of  laws  relating  to  safeguards 
against,  518-20. 

Accounting  by  works;  water,  363-6; 
Wheeling  gas,  569-71;  of  Philadelphia 
gas,  under  trustees  unreliable,  59B-6; 
Philadelphia  gas,  611-12;  electric,  806-14; 
Mass.    electric,    1117-22. 

Adams,  Alton  D. :  Reports  on  Massachu- 
setts electric  works:  History  and  Legis- 
lation, 909  et  seq.;  Labor  and  PoUtica, 
946  et  seq.;  Engineering  Matters,  98B 
et  seq.;  Financial   Matters,   1101   et  seq. 

Air   mixed   with  gas:    547. 

Allegheny  municipal  electric  works:  Re- 
ports on  Labor  and  Politics,  750  ft., 
886  f£.;  Political  influence:  evils  of, 
750-1;  of  companies,  752;  of  councilmen 
and  mayors,  753;  political  assessments 
of  employees,  752,  753;  political  activity 
of  employees,  753;  employee  voters,  896; 
Management,  751;  Council  committees, 
751-2;  Employees:  excessive.  753;  favor- 
itism and  lack  of  discipline  of,  753-4; 
character  of,  796;  Wages  and  hours, 
754;  salaries,  892;  Year  covered  by  in- 
vestigation, 759,  803;  Boilers,  769;  En- 
gines: steam,  760;  auxiliary,  761;  Auxil- 
iary apparatus,  761;  Dynamos,  762-3; 
Transformers:  station,  764-5;  line,  771; 
Overhead  lines,  766-7;  Lamps:  arc,  768, 
776;  Incandescent,  770,  776;  hours  of, 
827;  no  charge  for,  828;  ownership  of 
posts,  829;  Motors  and  meters,  770;  Ap- 
praisal, 771-2;  Services:  775;  maps  of, 
788;  Output  and  consumption,  775;  Popu- 
lation of  city  and  area  supplied,  780; 
Current  regulation,  781,  782;  Outages, 
782,  783;  Service:  character  of,  781  et 
seq.;  hours  of,  783;  interruptions  of,  784; 
Voltage,  783;  Extensions,  784,  785,  786, 
787;  Street  work,  done  by  direct  em- 
ployment. 787;  Purchase  of  supplies, 
789,  790,  791,  792;  Condition  of  plant  and 
equipment,  792,  794,  795;  Ventilation,  and 
guarding  of  machinery,  795;  Badges, 
796;  Telephones,  797;  Attendance  at 
fires,  797;  Reports  of  operation  to  man- 
ager, 798;  No  drafting  room,  799;  Care 
of  tools,  799;  Depreciation,  800-2;  Ac- 
counts: system  of,  806;  charging  of  items 
to  proper,  807-8;  kept  separate  from 
city's.  808;  charging  of  particular  items, 
809;  expenses  not  charged,  810;  credits 
not  made,  811;  storeroom  accounts,  813; 
items  omitted  from  financial  statement, 
818-19;  Free  service,  812,  813,  896;   Meet- 


ing of  deficits,  814;  Interest  rate  com- 
pared with  companies,  814-15;  Appro- 
priations for,  817,  834;  Liabilities:  can- 
celled, 818;  provision  for  payment  of, 
818,  834;  present,  841;  Records  of  ex- 
penditures on  construction,  820,  821; 
Coal  used,  821;  Water  used,  822;  Bonds: 
authorized,  830;  issued,  and  outstanding, 
831,  832;  disposal  of,  833;  funded  debts 
other  than,  833;  Assets:  836-7;  deter- 
mination of  value  of,  840;  No  receipts, 
842;  Expenses,  843-4,  851;  Profit  and  loss 
account,  850,  854-5 ;  Organization,  886  ft. ; 
Governing  bodies:  not  salaried,  887; 
meetings,  888;  authority,  888,  889,  890; 
Chief  executive  officer  and  head  of  en- 
gineering service,  889.  890,  891,  892;  Em- 
ployment, 893,  894,  895;  Promotions,  894; 
Political  conditions,  895  et  aeq.;  condi- 
tions of  suffrage,  899. 

Appraisal;  of  waterworks,  185-204;  gas 
works,  542;  Wheeling  gas  works  in 
event  of  competition  with  natural  gas, 
565-7;  electric  works,  771-6;  Mass.  elec- 
tric works,  1031  et  seq. 

Appropriations  for  works:  water,  375-6; 
Phlladelpbla  gas,  1906,  501;  Wheeling 
gas,  572;  electric,  817;  Mass.  electric, 
1125. 

Area  to  be  served  by:  water,  32-34;  Wheel- 
ing gas,  437;  gas  companies,  445,  446; 
electric,   688;  Mass.   electric,   927,  937. 

Assessments,  political:  Syracuse  water- 
works, 133;  Wheeling  gas  works,  429-30, 
490;  Philadelphia  gas  works,  604;  Alle- 
gheny  electric  works,   752,   763. 

Assessments,  special:  waterworks,  81-2; 
Chicago  waterworks,  357-8;  gas  com- 
panies, 458-9;   Mass.   electric  works,   940. 

Assets:  Waterworks:  Chicago,  392-3; 
Cleveland,  403-4;  Syracuse,' 416;  Electric 
works:  836-40;  Chicago,  864,  873;  Mass., 
1146-6   et    seq. 

Atlanta  Gas  Light  Co.;  Sources  for  re- 
port on  legislation,  426;  Date  of  begin- 
ning supply,  426:  Incorporation,  427; 
date  and  place  of.  442;  under  special 
act,  443;  Present  character,  427;  Owner- 
ship: changes  in,  429;  of  stock  by 
Georgia  Railway  and  Electric  Co.,  432; 
by  competing  electric  company,  43S; 
Sentiment  toward,  430;  Consolidations, 
431;  Population  of  city,  432;  Supervision; 
state,  452?  city,  453  ;•  exercise  of  city's 
powers,  4S4;  small  right  of  city  of.  463; 
Charter:  p'erpetual,  443;  ppwer  of  state 
to  amend,.  444;  powers.  445,  446;  Charter 
limitations  on  area  to  be  served  and 
taxation,  445;  Taxation:  taxes  and  li- 
censes, 44^;  of  franchise,  447.  449;  state. 
435-6;   local,  456-7;  assessments  for  local 
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improvements,  456-7;  city's  power  as  to, 
472;  franchise  provisions  on,  481;  history 
of  taxation  matters,  481-3;  attempts  to 
blackmail  company,  482-3;  valuation  for. 
483;  returns  for,  483,  484;  Laws  relat- 
ing to,  447,  448;  Issuance  of  stock  and 
bonds,  449,  473;  Compensation  for  fran- 
chise: 449;  city's  power  as  to,  472; 
Hours,  460,  498;  Employers'  liability, 
450;  Penalty  for  black-listing  discharged 
employees,  451;  Franchises,  powers  of 
city  as  to;  granting,  459-60;  alienation, 
462;  other  than  charter  rights,  463; 
duration,  466;  transfer,  474;  renewal, 
475;  Franchises:  procedure  for  grant- 
ing, 460-1;  transfer,  484-6;  no  renewal 
required,  485;  deliberation  in  granting, 
488;  drafting  of,  489;  Franchise  of 
Southern  Lighting  and  Power  Co..  463- 
5;  Powers  of  city  as  to  franchises; 
plant,  equipment  and  extensions,  465; 
acquisition  of  plants,  468-9;  disposition 
of  plants  acquired,  469;  beginning  and 
completing  construction,  470;  monopoly 
rights,  470;  taxation,  472;  paving  and 
removal  of  mains,  472;  compensation 
for  franchises,  472;  records  and  audit, 
4*73:  labor  matters,  474;  enforcement  of, 
475-6;  Property  owners'  consent  not  re- 
quired for  use  of  streets,  469;  Matters 
contracted  on  with  city,  471;  Franchises 
in  force,  477;  Franchise  provisions:  for- 
feiture, 478;  purchase  by  city,  478;  be- 
ginning and  completing  construction, 
479;  taxation,  481;  street  work,  484;  re- 
moval of  mains  at  city's  expense,  484; 
Rates,  1868-1906,  480;  Free  service,  484; 
Employees:  498;  negroes,  498;  character 
of,  659;  Wages,  498-9,  500;  Process  of 
gas  making  and  purifying,  537;  Coal 
gas  works,  538;  Water  gas  works,  538; 
Purifying  plant,  539;  Holders,  540; 
Mains;  540;  maps  of,  and  fixtures,  655; 
Meters:  541;  tests  of,  54G;  Services:  541; 
metered,  542,  543;  work  on,  prior  to 
paving,  655,  561;  records  of,  by  date, 
561;  No  stoves  or  appliances  rented, 
541;  Consumption,  543-4,  545,  546;  Leak- 
age, 543;  Output,  545;  Means  to  extend 
business,  647;  Kind  of  gas  supplied,  547; 
Air  mixed  with  gas,  547;  Candle  power, 
548.  549;  Purity,  549;  Tests  and  experi- 
ments, 649;  Interruptions  of  service. 
661-2:  Pressure,  650,  551;  Extensions, 
552,  553;  Street  work.  554;  Permits  for 
street  openings,  655;  Underground  struc- 
tures; location,  555;  protection.  560;  Pur- 
chase of  supplies,  555,  666;  Plant  ade- 
quate, 556;  condition  of  plant  and  equip- 
ment, 557;  Ventilation,  and  guarding 
of  machinery,  657;  Location  of  offices, 
6.")7;  Handling  of  complaints,  558; 
Badges  and  Uniforms,  558;  Harmony 
between  departments,  559;  Attend- 
ance at  flres,  659;  Reports  of  op- 
eration to  manager,  560;  Drafting  room, 
560;  Care  of  tools,  560,  561;  Attention 
to  orders  to  turn  on  gas,  661;  Regula- 
tions on  entrance  of  employees  in 
houses,  662;   Work  in  houses,   565. 

Attleboro  Steam  and  Electric  Co. :  see 
Massachusetts    Electric    Works. 

Audit;  waterworks,  47-8,  69,  97,  364-5;  gas 
companies.  473;  Wheeling  gas  works, 
569;  electric  works.  692-3.  714.  737-9,  807; 
Mass.    electric  works,  1117-18. 

Austin  water  system:  acquisition  by  Chi- 
cago,   324-6. 

Badges  and  uniforms  of  employees;  water, 
271;  gas.  558-9;  electric,  796;  Mass.  elec- 
tric.   976.    1094. 

Baldwin,  Simeon  E.:  opmion  on  liability 
of  New  Haven  Water  Co.  for   property 


destroyed  "by  fire;  views  on  purchase  by 
city  of  New  Haven  Water  Co.,  125-6, 
128. 

Barrett,  J.  P. :  career  as  Manager  of  Chi- 
cago Electric   Works,    666,    668-71. 

Baxter,  Isaac  C:  report  on  cost  of  new 
plant   for   Wheeling   gas   works,    486-7. 

Bemis,  Edward  W. :  explanation  of  failure 
in  1904  of  Cleveland  waterworks  to 
make  customary  Increase  in  earnings, 
12;  questions  on  waterworks  prepared 
by,    277  ft. 

Beverly  Gas  and  Electric  Co.:  see  Massa- 
chusetts   Electric    Works. 

Bibliography  on  Philadelphia  Gas  Works, 
664. 

Bills;  Payment  of,  by  works;  water,  262; 
gas,  556;  electric,  792;  Mass.  electric, 
1088-9;  Collection  of,  by  works:  water, 
361-3;  "Wheeling  gas,  569;  electric,  806; 
Mass.    electric,    1116-17. 

Blacklisting  of  discharged  employees  by 
gas    works    forbidden.    461. 

Bonds;  see  also  Liabilities;  Issuance  of, 
by  works:  water,  17-20,  45,  68-9,  96-7; 
384-92;  Syracuse  water,  29;  Wheeling 
gas,  433,  576;  gas  companies,  449,  472-3; 
electric,  690-1,  714,  829-36;  Mass.  electric, 
930,  937,  938,  1135-9;  Provision  for  pay- 
ing, by  works:  water,  376;  electric,  818; 
Mass.    electric,   1126. 

Breaks  in  mains  of  waterworks;  in  1905, 
293-6;  Indianapolis,  307-8;  Chicago,  322-3. 

Brightwood  (Indianapolis)  Ind.  municipal 
waterworks:  10;   financial  matters,   14. 

Burnett,  Frederick:  reports  of.  Engineer- 
ing matters,  gas  works,  537  ff. ;  Appraisal 
of  Wheeling   gas   works,    567. 

By-products:    Wheeling  gas    works,    574-5. 

Candle    power    of    gas:    548-9. 

Central  City  Water  Co.  (Syracuse) :  seek- 
ing of  franchise  by,  3;  franchise  grant- 
ed  and   organization,    4;    history,    6. 

Charters  of  companies:  water,  60-64;  gas, 
443-6;  City  Gas  Light  Co.  of  Norfolk, 
467-8;    Mass.    electric,   937-8. 

Chicago  Arc  Light  and  Power  Co. :  con- 
solidations with  other  companies,  676. 
Chicago  Edison  Company  (electric); 
Wages;  compared  with  municipal  elec- 
tric works,  146;  workmen  and.  902-3; 
Welfare  conditions  excellent.  147;  Con- 
solidations with  other  companies,  676; 
Present  status,  678-9;  Franchise:  date 
granted,  by  what  authority,  duration, 
competitive,  area  to  be  served,  721; 
Franchise  provisions;  forfeiture,  724; 
property  owners'  consent,  period  of 
completing  construction,  729;  rates.  729; 
service,  732;  right  of  city  to  regulate, 
735;  paving,  739;  enforcement  of,  746; 
workmen  and  hours,   900-1. 

Chicago  City  Hydraulic  Co. :  history  of. 
8-9. 

Chicago  Hydraulic   Co.:   history  of,   7-8. 

Chicago  municipal  electric  works:  Labor 
and  Politics,  see  Chicago  Municipal 
Waterworks,  136  ff. ;  Civil  Service:  rela- 
tions to.  136  ff . ;  temporary  appointments 
on  permits  under,  137-8;  results  of  ex- 
aminations, 139;  no  material  violations 
of  law  relating  to,  142;  positions  con- 
trolled by.  143-4;  Unions:  139:  agree- 
ment of  city  electrician  with  Electrical 
Workers'  Union,  139-40;  Superintendent 
of,  no  po'Wer  to  discharge  men,  141-2; 
Employment  by  companies  on  recom- 
mendation of  politicians,  142-3;  Wages: 
method  of  fixing,  144;  compared  with 
companie^  144-6;  statutory  provisions 
on,  694;  paid.  899;  Date  of  beginning 
supply,  665;  Eorly  history,  665-6;  Pres- 
ent     and    'original      organization,      666; 
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Changes   In  management,    668-72;    Senti- 
ment  toward,   673-5;    Competition:    with 
electric  companies,   675,   676;   gas  works. 
679;   Consolidation   of   companies,    676-7 
Status     ot     present     companies,     678-9 
Population  of  city  and  area  served,  679, 
780;    Powers   of  city:   construction,    pur- 
chase,   operation    and    condemnation    of 
works,   680,   707;   to  tax   for  works,    681, 
682,    697;   to   incur    debt,    683;    Procedure 
to    construct    or    acquire    works,    683-4; 
Statutory    provisions;    condemnation    of 
works,    687-8;    area    to    be    served,    688; 
charges,   688-9,   697;   doing  work  by  con- 
tract or  direct  labor,  689-90;  letting  con- 
tracts, 690;   sinking  funds,  691-2;  Bonds: 
issuance     of,      690;     authorized,      830-1; 
Audit,  692-3;  Publication  of  reports,  693; 
Hours.  694,  899;  Pensions,  695;  Laws  re- 
lating   to    electric    supply,     696.;     Fran- 
chises;   city's   power   to   grant,   698,    699; 
procedure     tor      granting,      700;      city's 
power      as      to      alienation      of,      701; 
publicity     and     deliberation     in     grant- 
ing,    746-7;     scandal    in    granting,    747; 
drafting   of,   748;    Powers   ot   city  as  to 
franchise    clauses:    streets    to    be    used, 
703;  nature  of  plant  and  equipment,  707; 
extensions  and  improvements,  707;  dura- 
tion   and    forfeiture,     707;     disposal     of 
works,    708;    property   owners'    consent, 
708-9;    beginning    and    completing    con- 
struction,    709;     monopoly     rights,     710; 
rates    and    service,    710;    regulation    by 
city,   710;   taxation,   710-11;   compensation 
for  franchises,   712;  paving,   712;  remov- 
al of  mains,  713;  issuance  of  stock  and 
bonds,    714;    publicity    ot    records,    714; 
transfer   ot   franchises,    714;    revocation, 
714-15;    means    for   enforcement    of,    715- 
16,  718;  Franchises:  in  force  date  grant- 
ed,   by    what    authority,    duration,    ex- 
clusive    or     competitive,     mileage     of 
streets    granted,    718-22;    Franchise    pro- 
visions:   forfeiture,    acquisition   by   city, 
how    to    be    utilized    after    acquisition, 
723-7;    property  owners'    consent,   period 
for  beginning  and  completing  construc- 
tion, and  rates,  727-9;  service,  730;  plant 
and  equipment,   regulation  ot  operation, 
taxation,    and    compensation    for    fran- 
chises, 734-6;  paving,  removing  of  wires, 
and  audit,  7S7-9;   transfer  ot  franchises, 
740-1;     street    work,     and    special    pro- 
visions,    744-5;     enforcement    of,    746-6; 
Year  covered  by  investigation,   759,   803; 
Boilers,    759:    Steam   engines,    760;    Aux- 
iliary    apparatus,     7G1;     Dynamos,     763; 
Station  transformers,  765;  Lines:  under- 
ground,   765-6;    overhead,     767;     Lamps, 
arc,  768-9;  lamp  hours,  827;  number  and 
charge  tor,  828,  829;  ownership  ot  posts, 
829;    Motors    and    meters,    770;    tests    ot 
meters,    780;    Appraisal,   772-3;    Owns  all 
conduits    used,    779;    Current   regulation, 
781,     782;     Outages,     782,     783;     Service: 
hours    of,     783;     interruptions     of     784; 
Voltage,    783;    Extensions,    784,    785,    786, 
787;    Street    work    done    by    direct    em- 
ployment,   787;     permits    for,     788,    789; 
Care    ot    trenches,    788;     Services:     im- 
provement   of,    prior     to     paving,     788; 
maps    ot,    788;    Underground    structures: 
location,    788;    protection.    798;    Purchase 
of  materials,  789,  790-1,  792;  Condition  of 
plant  and   equipment,   792,  793,   794.   793; 
Ventilation,  and  guarding  of  machinery 
795;    Badges,   796;    Employees:    character 
of,    796;    number   ot,    899;    Harmony   be- 
tween  dep'ts.    797;   Telephones,   797;   At- 
tendance at  flres,  797;  Reports  ot  opera- 
tion to  manager,  798;  No  drafting  room, 
799;   Tools,  799;   Depreciation,  800-2;   Ac- 


counts:   keeping   ot,    806-7,    808,   809;    ex- 
penses    not     charged,     811;    credits   not 
made,   811-12;     storeroom     account,   813, 
814;  Items  omitted  from  financial  state- 
ment,   819f    poor    system    of,    in    early 
years,  872-3;  Audit,  807;  Wires  on  poles 
of   companies,   811-12;    Free   service,   812, 
813;    Meeting    ot    deficits,    814;    Intereat 
rate    compared    with    companies,    815-16; 
Appropriations  for,   817;    Records  of  ex- 
penditures    on     construction,     820,     821; 
Coal   used,   821;    Water   used:   822;    1888- 
1904,     867-8,     884;    Contracts    for    public 
lighting,    822-7;    Payments    to    city    by 
street    railways,     E34,     835;     Liabilities: 
provision  tor   payment   of,   834;   present, 
841,   864,   873;  Assets,  837-8,  864,   873;  de- 
termination ot  value  of,   840;   Receipts: 
842;     1888-1905,     874-7;     Expenses:     844-6, 
851-2;    1888-1905,    874-7;    Profit    and    loss 
account,   850,  855-7;   Report  on  financial 
afl:airs,    1887-1905,    863  ft. ;    Cost    of    land, 
construction    of    plants    and    extensions, 
1887-1905,    865-6,    878;    Determination    ot 
amounts   to    be    charged    for    taxes,    in- 
surance,   depreciation,   water  used,   etc., 
867-9;  Cost  of  rented  lights  and  current 
purchased,   1888-1906,   869-70,  879-80;   Cost 
of  operations:  866-7;  compared  with  cost 
if    lamps    had    been    rented,    870-2,    881, 
883:  Interest  at  4%  on  cost  of  construc- 
tion,   operations    leas    depreciation,    and 
cost  if  rented,   882;  Organization,   886  et 
seq.;  Governing  body:  salary,  887;  meet- 
ings,  888;   authority,  888,   889,   890;   Chief 
executive   officer   and  head   of  engineer- 
ing  service.    890,   891,   892;    Salaried   offi- 
cers, 892,  893;  Employment,  893,  894,  895; 
Promotions,  '894;  Political  conditions,  895 
et  seq.;  Conditions  of  suffrage,  895;  Em- 
ployee  voters,   896. 
Chicago    municipal    waterworks:    see   also 
Rogers    Park    Water    Co. ;    Date    ot    be- 
ginning supply  1;    original   and   present 
character,    1,    2,    7;    Changes    in    owner- 
ship,  7-9,   l^i   Sentiment  toward,   11,  13; 
Pressures:    too   low,   11,   167;    measuring 
ot,    239,    322;    at    works,    239,    240;    hy- 
drants, 240^^245;  mains,  241;  tests  of,  by 
National    Bdard    ot    Fire    Underwriters, 
241-3;  unifcymity  ot,  244;  maximum  and 
minimum,    244,    245;    complaints    as    to, 
245;    Waten;    unsanitary    condition,    11; 
not    filtered,    204;    quality    of,    217,    222; 
Competing    water    companies,    13;    Pur- 
chase of  part  of  plant  of  Chicago  Sub- 
urban Water  and  Light  Co.,  14-16,  324-5; 
Waterworks    in    annexed    territory,    14; 
Park   pumping    stations,    15;    Population 
of  city,  16;  Powers  ot  city  as  to  water- 
works:   construction,    16;    eminent    do- 
main,    17,     31;     taxation     and     raising 
money,  17-19:   general  taxing  power,  20- 
21;    debt   limits,   22-23;    purchase,    31:    to 
fix   charges  and  tax   for  expenses,    58-9; 
Procedure    tor    construction    and    acqui- 
sition,  24-6;   No  taxes   or  fees  paid,   30; 
Area  to  be  served.  32-3;   Statutory  pro- 
visions:   extensions    and    improvements, 
34;    strikes,    54;    Rates:    statutory    pro- 
visions  on,   35;    charged,    279,    353-5,    356; 
tor    public    uses,    292;    enforcement    of, 
357;    for    extensions,    357-8;    repairs    to 
meters.    358;    connections,    359;    meters, 
360;    Service:    statutory    provisions    on, 
42;    interruptions   of,    246;    Public   work: 
done  by  contract  or  direct  employment, 
42-3;    letting  of  contracts  tor,   44;    Issue 
of  bonds,    45;   Use  ot   income,   46;   Sink- 
ing  funds,    46,    376;    Audit,   47,    364,    365: 
Reports:   publication,   48-9;   to   state^  58; 
Salaries:    fixing    of,    49;    of    governing 
body,    887;    chief   executive  officers,   892; 
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salaried  officers,  S93;  Wages:  fixing  ot, 
52;  a  Hen  on  payments  due  contractors, 
65;  paid,  897-9;  Hours,  53,  897;  Pensions, 
53-4;  Employees;  citizenship  ot,  55; 
character  of,  271;  union  men,  139;  num- 
ber of,  S97-9;  Laws  for  municipal  and 
private  works  dlfterent,  56-6;  Analyses; 
68;  chemical  and  bacteriological,  216-18, 
219,  220-1;  Powers  of  city  as  to  fran- 
chises: granting,  82-3;  alienation,  87; 
streets  to  be  used,  88;  plant  and  equip- 
ment, extensions.  Improvements,  89; 
duration  and  forfeiture,  89;  purchase  of 
private  works,  90;  disposition  of  plants 
acquired,  91;  beginning  and  completing 
construction,  92,  93;  monopoly  rights, 
93;  rates,  93-4;  service  and  operation, 
94;  taxation,  96;  compensation  for  fran- 
chises, 95;  paving,  and  removal  of 
mains,  96;  issuance  of  stocks  and  bonds, 
95;  audit  and  reports,  97;  transfer,  97; 
labor  matters,  98;  renewal,  98;  enforce- 
ment of  provisions,  99,  100-1;  Posses- 
sion taken  of  Rogers  Park  Water  Co., 
100-1;  Franchises:  in  force,  102;  delib- 
eration, publicity  and  scandal  in  grant- 
ing, 117-18,  119,  120;  drafting  of,  120; 
Civil  Service:  136-144;  Superintendent. 
no  power  to  discharge  eniployees,  141-2; 
Sources  of  supply:  159;  amount  sup- 
plied by  each,  164;  sanitary  inspection 
of,  207;  Supply:  maximum  and  mini- 
mum, 165;  insufficient,  166-7;  means  for 
improving,  167-8;  Improvements  contem- 
plated, 168-70;  Consumption:  in  1904,  169- 
70:  yearly  and  daily,  179,  224;  metered 
water  sold,  224;  Distribution,  171;  Reser- 
voirs: capacity,  172;  storage  in,  174,  179; 
Pumps:  daily  capacity,  172;  daily  and 
yearly  pumpage,  175,  297,  298;  static 
head,  175;  dynamic  head,  176-7;  foot- 
gallons  per  24  hours,  177;  and  engines. 
260-1;  Mains:  kind  of  pipe,  179;  length, 
182,  183;  diameter,  183,  184;  laid  from 
revenue,  special  assessments,  and  de- 
posits, 248-249;  to  secure  circulation  and 
pressure,  249;  breaks  and  leaks,  294, 
322-3;  distribution  system  ot,  318-19; 
Valves:  184,  321-2;  prices  paid  for,  com- 
pared with  companies.  194-5;  Service 
pipes:  kind  and  length,  184;  run  prior 
to  paving,  274;  in  use,  320;  Services: 
metered  and  unmetered,  223-4;  improve- 
ment of,  prior  to  paving.  255;  records 
of,  by  date,  274;  Appraisal:  land,  185; 
plant,  186-7;  cribs,  186,  188;  tunnels,  188- 
9:  buildings,  1S9;  pumping  stations  and 
equipment,  189-90;  mains,  191-3;  hydrant? 
and  valves,  193-6;  fire  cisterns,  197: 
Pavement  data,  191-2;  Hydrants:  pricer 
paid  for,  compared  with  companies,  194 
5;  in  use,  225,  296,  320-1;  Drainage  canal, 
205-6;  No  settling  basins,  206;  Typhoid 
fever.  223,  259-60;  Meters:  223;  servicsf 
which  must  be  metered,  224;  tests  of 
225,  277;  Extensions:  factors  determin- 
ing, 247;  adequate,  251;  policy  as  to 
261,  252,  253;  power  'as  to,  253;  cost  of 
291;  Street  work:  done  by  contract  and 
direct  employment,  254;  water  used  in 
puddling  ditches.  255;  permits  for.  256 
257;  Care  ot  trenches,  255;  Maps,  256; 
Underground  structures:  location,  256: 
protection,  272;  Purchase  of  supplies:  257. 
258.  259-61,  262;  Tunnels:  260;  and  cribs, 
317;  Plant  and  equipment:  modernity 
and  efficiency  ot,  262-4;  necessary  re- 
pairs, 267;  care  of,  269;  Pumping  sta- 
tions 262-4,  318;  Offices  conveniently  lo- 
cated, 269:  Handling  of  complaints,  269. 
270-  Badges,  271;  Harmony  between 
dep'ts  271;  Telephones,  271:  Night 
guards    at    works,    272;    Attendance    at 
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fires,  272;  Drafting  room,  273;  Tools, 
273;  Attention  to  orders  to  turn  on 
water,  273-4;  Work  In  houses,  275  276, 
277;  Fire  insurance:  rates,  278,  279;  ex- 
tra cost  of;  because  of  waterworks  de- 
ficiencies, 279;  estimated  cost  of,  on 
plant,  281;  Cost  of  a  comparable  unit 
of  service,  278-81;  Inferiority  ot  water: 
consumption  ot  other  than  city  water 
because  of;  279,  290,  301;  damages  re- 
sulting from  sickness  because  of,  279; 
Damages  by  failure  of  supply,  279; 
Taxes  lost  because  of  municipal  works, 
280-1;  Description  of  city,  314-15;  His- 
tory ot  wafer  supply,  315-17;  Work  done 
m  1905,  323-4;  Removal  of  pipe  under 
track  elevation,  325;  Recommendations 
of  Sup't  o*f  Water  Pipe  Extension  tor 
19C6,  32a-6;  Colled  ion  of  bills,  361,  362; 
Accounts:  system  o(.  363;  charging  of 
items  to  proper,  365;  kept  separate  from 
city's,  366;  expenses  not  charged,  366, 
367;  credits  not  made,  368;  entering  of 
tree  service,  371;  charging  of  materials, 
372;  charges  for  taxes,  insurance  de- 
preciation, lights,  376-8;  Free  service 
368,  370,  371,  896,  S97;  Interest  rate  com- 
pared with:  Companies,  372-3;  Appropria- 
tions for.  375,  376;  Liabilities:  cancelled 
376;  bond  Issues,  384-6;  funded  debts 
other  than  bonds,  386;  provision  for 
payment  of,  and  interest,  3S6-7;  pres- 
ent, 394;  .Records  of  expenditures  on 
construction,  383;  Coal  used,  383;  Assrets 
392-3;  Receipts,  394;  Expenses,  394-6; 
Profit  and  Ipss  account,  396-7,  399,  401-2; 
Surplus  account.  396,  397,  398  400-  Or- 
ganization, 886  ct  scg,;  Governing  body: 
meetings,  888;  authority,  SS8,  889,  890; 
Chief  executive  officer  and  head  of  en- 
gineering service,  8S9,  890,  891,  892;  Em- 
ployment, 893,  894,  895;  Promotions  894; 
Political  conditions,  895  ct  scq.;  Suf- 
frage,   896;    Employee    voters,    896. 

Chicago  Suburban  Water  and  Light  Co  • 
plant  in  Austin,  111.,  purcliased  by  Chi- 
cago,   14-15. 

CMeopee  municipal  electric  works-  see 
Massachusetts    Electric    Works. 

^^ii'^b  supefvisicn  by,  of  woiks':  water, 
16  Jf.;  gas.  433  ff.;  electric.  679;  Mass 
electric,  922  ff. ;  see  also  works  located 
in  the  various  cities  by  name. 

Citizens'  Gas  Co.  (Wheeling):  tranchlsa 
of,    476. 

Citizenship  ot  employees  of  works:  water 
55,    71;    gas,    441,    450-1;    electric,    £95-6.  ' 

City  Gas  Light  Co.  of  Norfolk:  charter 
amendments  and  consolidations,  428- 
consolidation  with  Norfolk  Gas  and 
Electric    Co.,    431. 

Civil  Service:  Syracuse  waterworks,  50-2, 
153-5;  Chicago  electric  and  waterworks' 
136-144. 

Clark,  Walton:  report  on  Philadelphia 
gas    works,    1887-1906,    SCO  ff. 

Cleveland  municipal  waterworks:  Date  of 
beginning  supply,  1;  Character  ot  or- 
ganization: original,  1,  2;  present  7- 
Sentiment  toward,  11;  Sentiment '  to- 
ward management,  11-12,  13;  Audit.  12. 
47-8,  364-5;  Population  of  city  16-  Pow- 
ers of  city:  construction,  16;  eminent 
domain,  17,  32;  raising  money,  19-  taxa- 
tion, 19,  21-22,  59;  debt,  22,  23-  pur- 
chase, 31;  Procedure  tor  construction 
or  acquisition.  26-9;  No  taxes  or  fees 
paid,  30;  Area  served,  33-4;  Statutory 
provisions:*  extensions  and  improve- 
ments, 35;  service,  42;  doing  work  by 
contract  or  direct  employment  43-4- 
strikes,  64-5;  citizenship  ot  employees' 
So;    Rates:    statutory  provisions  on     36- 
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power  to  fix,  59;  charged,  281,  355-6;  for 
public  uses,  292-3;  enforcement  of,  357; 
for  connections,  359;  clianges  in,  1900-6, 
360,  361;  Revenue  legally  a  separate 
fund,  43-4;  Letting  ot  contracts,  44-5: 
Bonds:  issue  of,  23;  provision  for  pay- 
ment, 376,  389;  issued,  887-9;  Use  of  iu- 
oome,  46;  Sinking  funds,  46;  Reports: 
publication  of,  49;  to  state,  58;  Salaries: 
statutory  provisions  on,  49-60;  system 
of  increasing,  149;  of  governing  body 
887;  cbief  executive  officer,  892;  Wages 
fixing  of,  53;  paid,  908;  Hours,  53,  908 
Pensions,  54;  Typboid  lever,  67,  210,  221, 
223;  Supervision  by  state,  66,  57;  Powers 
of  city  as  to  francbises:  granting,  82, 
83;  alienation,  87;  methods  of  disposing 
of,  88;  Powers  of  city  as  to  franchise 
clauses:  streets  to  be  used,  88-9,  92; 
plant  and  equipment,  extensions  and  im- 
provements, 89;  duration,  89;  forfeiture, 
89-90;  purchase  by  city,  90-1;  disposi- 
tion of  plants  purchased  by  city,  91; 
regulation  by  city,  92;  period  for  com- 
pletion of  works,  93;  monopoly  rights, 
93;  rates,  94;  service  and  operation,  94; 
taxation,  95;  compensation  for  fran- 
chises, 95;  paving,  and  removal  of 
mains,  96;  Issuance  ot  stock  and  bonds, 
96;  audit  and  reports,  97;  transfer  ot 
franchises,  97;  labor  matters,  98;  re- 
newal, 98;  Power  of  city  to  enforce 
franchise  provisions,  99;  Franchises:  no 
water,  in  force  in  city,  102;  delibera- 
tion in  granting,  118;  publicity  in  grant- 
ing, 120;  drafting  ot,  120;  Organization 
of  dep't,  147-8,  886  ft. ;  Approval  of  bud- 
gets by  council,  148;  Political  activity 
of  corporations,  148;  promise  of  mayor 
to  take  out  of  politics,  148;  political  at- 
tacks on  management,  149;  Control  of 
sup't  over  employment,  148;  Unions: 
policy  ot  sup't  toward,  149;  difficulties 
with,  160-2;  question  of  closed  shop  not 
raised,  350;  Welfare  conditions,  149; 
Supply:  sources  for,  159;  amount  of,  by 
pumping  stations,  164;  average,  165;  fa- 
cilities for,  sufficient,  170;  sanitary  in- 
spection of  sources,  307;  Method  of  dis- 
tribution. 171;  Reservoirs:  capacity,  172; 
storage  in,  175,  179;  Pumping  stations, 
172-4;  Pumpage,  176,  297,  298-300;  Pumps: 
static  head,  175-6;  dynamic  head,  177; 
foot-gallons  per  24  hours,  177,  178;  Con- 
sumption. 179,  228-9;  Mains:  kind  of 
pipe  used.  179-80;  length,  182,  183;  dia- 
meter, 184;  Gate- valves,  184;  Services: 
kind  ot  pipe  used,  184;  work  on,  prior 
to  paving.  255.  274;  records  of,  by  date, 
274;  Appraisal:  plant,  186-7;  land,  197; 
mains,  197-200,  202;  Increase  in  pipe, 
valves  and  hydrants  in  1905,  197-9;  Pave- 
ment data,  200;  Meters:  201,  202;  ser- 
vices metered  and  unmetered,  225,  228; 
advisability  ot  installation  of,  225-8;  op- 
tional use  of,  229-30;  tests  of,  230,  277; 
charge  for  repairs  to,  358;  charges  tor, 
and  appliances,  360;  Water:  not  filter- 
ed, 204;  no  settling  basins  used,  205; 
purity  of,  222;  Intercepting  sewers:  207; 
amount  which  should  be  included  in  ex- 
penses for,  282-3;  Analyses:  chemical 
and  bacteriological,  208-9,  210,  219,  221 
publishing  of,  219;  Hydrants,  230,  296-7 
Pressures:  measuring  ot,  239;  recorded, 
243;  maximum  and  minimum,  244,  245 
at  hydrants,  245;  complaints  as  to,  245 
Interruptions  of  service,  246;  Exten- 
sions; 249-50,  ,251,  252,  253;  powers  as 
to,  253-4;  cost  of,  291;  made  free,  358; 
Street  work:  done  by  direct  employ- 
ment, 264;  permits  for,  256,  267;  Water 
used    in   puddling   ditches,   255;    Care    of 


trenches,  256;  Maps,  256;  Underground 
structures f> locating,  256;  protecting,  272; 
Purchase  of  supplies,  257,  258,  259,  261, 
262;  Plant  and  equipment:  condition  of, 
262,  264;  necessary  repairs,  267-8;  care 
of,  269;  Offices  conveniently  located,  269; 
Handling  of  complaints,  269,  270; 
Badges,  271;  Employees:  morale  and 
discipline  of,  271;  number  of,  908;  Har- 
mony between  dep'ts,  271;  Telephones, 
271;  Works  and  offices  guarded  at  night, 
272;  No  attendance  at  fires,  272;  Draft- 
ing room,  273;  Tools,  273;  Attention  to 
orders  to  turn  on  water,  274;  Work  in 
houses,  275,  276,  277;  Fire  insurance 
rates:  281;  extra,  because  of  water- 
works deficiencies,  281-2;  Cost  of  a 
comparable  unit  of  service.  281-3;  Con- 
sumption of  other  than  city  water,  282, 
290-1,  301;  Damages  because  of  inferior 
water,  282;  Taxes  lost  to  city  because 
of  municipal  works,  283;  Work  done  by 
repair  dep't  in  1905,  294-6;  Description 
of  city,  326;  History  of  water  supply, 
327-33;  Cribs  and  tunnels,  333-5;  Col- 
lection ot  bills,  361,  362,  363;  Accounts: 
system  of,  363-4;  charging  items  to 
proper,  365;  kept  separate  from  city's, 
366;  expenses  not  charged,  366,  367; 
credits  not  made,  368;  free  service  not 
entered  Id,  371 ;  charging  of  materials, 
372;  Free  service,  368-9,  370-1,  896,  897; 
Interest  ratfe  compared  with  companies, 
373-4;  Apptspriations  for  plant,  375,  376; 
Liabilities:  cancelled,  376;  present,  404; 
Charges  ft?r  taxes,  insurance,  deprecia- 
tion, maintenance,  etc.,  378-81;  Records 
of  construction  work,  383;  Coal  used, 
383;  Assets,  403-4;  Receipts,  404-5,  414- 
16;  Expenses.  405-6.  414-16;  Profit  and 
loss  account,  407,  410-11,  414-15;  Surplus 
account,  408-9,  411-13;  Governing  body, 
meetings,  ■%88;  authority,  888,  889,  890; 
Chief  executive  officer  and  head  of  en- 
gineering service,  889,  890.  891,  892;  Em- 
ployment, 893,  894,  895;  Promotions,  894; 
Political  conditions,  895  et  seg. ;  condi- 
tions of  suffrage, 895;  employee  voters,896.  ■ 

Cleveland  Water  Co.;  history,  1-2;  in- 
corporation, 327. 

Coal  used  by  works:  water,  298-301,  383; 
Wheeling  gas,  574;  excessive  price  paid 
for,  by  Philadelphia  gas  trustees,  593; 
electric,  ,S21;   Mass.   electric,  1128-9. 

Commons,  John  R.,  reports  on  Labor  and 
Politics  in  works:  water,  136  H.;  gas, 
490  n. ;  electric,  749  ff. ;  supplementary, 
885  ft. 

Commonwealth  Electric  Co.  (Chicago) : 
Wages:  compared  with  municipal,  146; 
paid,  904-5;  Welfare  conditions  excellent. 
147;  Franchise  grant  to:  676;  date  ot, 
by  what  authority  granted,  duration, 
competitive,  territory  to  be  served,  721; 
Present  status,  678-9;  Franchise  pro- 
visions: purchase  by  city,  724;  property 
owners'  consent,  period  of  completing 
construction,  and  rates,  729;  service, 
732;  regulation  by  city,  and  compensa- 
tion for  franchise,  736;  paving,  and  ex- 
amination of  records,  739;  street  work, 
744;  no  enforcement  of  by  city,  745; 
Employees,    and    hours,    901,    904-6. 

Competition  between  works:  water,  13-14; 
gas,  430-2;  electric,  675-6;  Mass.  elec- 
tric. 918;  Mass.  gas  and  electric,  921-2; 
Powers  ot  cities  as  to:  water,  93;  gas, 
470;     electric,     710. 

Complaints:  On  pressure  and  service  of 
waterworks,  245-6;  Handling  of,  by 
works:  water,  269-70;  Philadelphia  gas. 
524-5;  gas^  557-8;  electric,  795-6;  Mass. 
electric,    1092-4. 
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Connecticut  Railway  and  Lighting  Co.  In 
South  Norwalk;  Sale  to  city  of  elec- 
trical apparatus,  672;  Consolidations, 
678;  Present  status,  679;  JDlfflculty  in 
securing  permit  to  use  streets,  705-6; 
Period  within  which  construction  was 
to  be  begun  by  companies  absorbed, 
709;  Taxation  of,  712;  Charter:  duration, 
competitive,  territory  to  be  served,  723; 
Franchise  provisions;  forfeiture,  726; 
acquirement  by  city,  726-7;  supervision 
by  city  of  service,  734;  right  of  city  to 
regulate  operation,  and  of  taxation,  737; 
reports,  and  transfer  of  franchises,  742; 
enforcement  of  city's  right  of  regula- 
tion,   745,    746. 

Connections,  charge  for,  by  works:  water, 
359;  Wheeling  gas,  no,  568;  electric,  804; 
Mass.    electric,   1108. 

Consolidations  of  companies:  water,  14- 
15;  Norfolk  gas,  428;  gas,  431-2:  elec- 
tric,   676-8;    Mass.    electric,    918-19. 

Consumer:  dealing  with,  by  Philadelphia 
gas  works,   531-4. 

Consumption:  Water:  179,  223-239;  Cleve- 
land, 226-30;  Syracuse,  230-2;  Indian- 
apolis, 232-G:  New  Haven,  23G-9;  other 
than  city,  301-2,  306;  Gas:  542-6;  Elec- 
tricity: 775-9;  Mass,  electricity,  1032  et 
seq.,    1062-4,    1212,    1213. 

Contracts:  Letting  of,  by  works:  water, 
24,  25-G,  27,  29,  30,  44-5;  Wheeling  gas, 
438-9;  electric,  690;  Statutory  provisions 
on  doing  public  work  by:  waterworks, 
42-4;  Wheeling  gas  works,  438-9;  elec- 
tric works,  689-90;  Mass,  electric  works, 
1081-2;  Provisions  in,  giving  workmen 
and  furnishers  of  material  in  Chicago 
lien  on  payment  due  contractors,  55; 
Between  New  Haven  Water  Co.  and  the 
city,  123-4,  128-9,  130;  Street  work  of 
waterworks  done  by,  254;  Advertising 
of,  for  materials  by  works;  water,  257-8; 
gas,  655;  electric,  789;  Mass.  electric, 
1086;  For  public  lighting:  electric  works. 
822-7;  Detroit  electric  works,  861-3; 
Mass.    electric  works,    1130-1. 

Cosmopolitan  Electric  Co.  (Chicago) :  se- 
curing of  franchise  by,  676-7;  franchise 
provisions,    722    et    seq. 

Council:  Relation  to  works:  Wheeling 
gas,  490,  491,  492-3;  Philadelphia  gas, 
503.    507-9. 

Cribs,  water;  Chicago,  317;  Cleveland, 
333-5 

Daggett,  David,  Sec'y  of  New  Haven 
Water  Co.:  History  of  New  Haven 
Water  Co.  by,  346-9;  Administration  of 
New   Haven  Water   Co.   by,   349-62. 

Danvers  municipal  electric  works:  see 
Massachusetts   Electric   Works. 

Debt,  powers  of  cities  to  incur,  for 
works:  water,  22-24;  Wheeling  gas,  434; 
electric.    682-3:    Mass.    electric,    922. 

Deficit:  Of  Philadelphia  gas  works,  1884- 
87,  596;  Meeting  of,  by  works:  electric, 
814;  Mass.  electric,  1124. 

Depreciation:  statutory  provisions  on 
works;  water,  69;  Wheeling  gas,  440; 
electric,  691;  Mass.  electric,  931-2;  On 
Chicago  water  cribs  and  tunnels,  188-9; 
Charge  tor,  on  works:  water,  377,  380, 
382;  Wheeling  gas,  572;  electric,  800-2, 
809  810;  Omitted  from  accounts  of  elec- 
tric works,  818,  819,  820;  Determination 
of,  as  a  charge  against  Chicago  electric 
works,  867;  Order  of  Mass.  Gas  and 
Electric  Light  Commissioners  on  pro- 
vision for,  by  Holyoke  gas  and  electric 
works,   934-5.  ,        „  ,       . 

Detroit  municipal  electric  works:  Date  of 
beginning  supply,  665;  Original  and 
present   character.    666-7;    Sentiment   to- 


ward, 673,  674,  675;  Competition:  with 
electric  companies,  675,  676;  with  gas 
works,  679;  Consolidations  of  companies, 
677-8;  Population  of  city,  679,  780;  Pow- 
ers of  city:  construction,  purchase,  op- 
eration, and  condemnation  of  works, 
680-1;  to  tax,  681,  682;  to  incur  debt, 
.683;  to  tax  for  expenses,  697;  Procedure 
to  construct  or  acquire  works,  684-6; 
Statutory  provisions:  purchase,  687; 
area  to  be  served,  688;  nature  of  plant 
and  equipment,  688;  extensions  and  Im- 
provements, 688;  strikes,  G95;  citizenship 
of  employees,  695-6;  Right  of  eminent 
domain,  688;  Charges:  689;  power  as  to, 
697;  for  connections,  804;  no,  for  renew- 
als. 804;  Contracts:  doing  work  by,  690; 
Depreciation:  policy  as  to,  691;  report 
on,  800-2;  Bonds:  issuance  of,  090-1;  pro- 
vision for  paying,  818;  authorized,  830, 
831;  issued  and  outstanding,  831,  832 
disposal  pf,  833;  Use  of  income,  691 
Sinking  funds,  692;  Audit:  693,  807 
Publication  of  reports,  693;  Wages 
statutory  "provisions  on,  694;  policy  of 
Electrical  Workers'  Union  as  to,  756 
paid.  756-8,  906-7;  overtime,  tree  service 
holidays,  pensions,  and  sick-pay,  758 
compared  wBBi  private  companies,  758 
Salaries:  statutory  provisions  on,  694 
of  chief  executive  officer,  892;  Hours, 
694-5,  756-8,  906;  Power  of  city  as  to 
franchlsesi:  to  grant.  698,  699-700;  aliena- 
tion, 701-2;  Franchise  granting:  pro- 
cedure, 700-1;  deliberation  and  publicity, 
747;  scandal,  747;  Drafting  of  franchises, 
748;  Power  of  city  as  to  franchise 
clauses:  streets  to  be  used,  703-6;  na- 
ture of  plant  and  equipment,  707;  ex- 
tensions and  improvements,  707;  dura- 
tion and  forfeiture,  707;  acquisition  and 
disposal  of  works  by  city,  707,  708;  time 
of  beginning  and  completing  construc- 
tion, 709;  monopoly  rights,  710;  rates 
and  service.  710;  Tegulation  by  city,  710; 
taxation.  711;  compensation  for  fran- 
chises, and  paving,  712;  removal  of 
mains,  713;  issuance  of  stock  and  bonds, 
audit,  publicity  of  records,  and  trans- 
fer of  franchises,  714;  renewal,  715;  En- 
forcement of  franchise  provisions,  716; 
Public  Lighting  Commission:  super- 
vision of  companies,  716-17;  power  to 
grant  franchises,  717-18;  Franchises  in 
force,  date  granted,  by  what  authority, 
duration,  exclusive  or  competitive,  ter- 
ritory to  be  served,  723;  Franchise  pro- 
visions: forfeiture,  726;  operation  of 
works  acquired  by  city,  727;  no,  on 
rates,  property  owner's  consent,  or  time 
of  beginning  and  completing  construc- 
tion, 730;  service,  734;  regulation  by 
city,  737;  paving,  and  placing  wires  un- 
derground, 737;  transfer  of  franchises, 
742;  labor' matters,  and  renewal  of  fran- 
chises, 743-4:  enforcement  of,  745,  746; 
Labor  and  Politics,  754  S.. ;  Management 
754-5;  Offices  of  Secretary  and  General 
Sup't,  755  >  Strike  of  trimmers,  755;  Open 
shop,  756  j  Present  Superintendent  and 
Ass't  Sup't.  ■'66;  Employment,  756,  893, 
894,  S95:  Political  asses.^ments  not  paid 
by  employees,  756;  Work  of  trimmers  in 
public  and  private  works  compared,  757; 
Year  covered  by  investigation,  759,  803; 
Boilers,  759;  Steam  engines,  760;  Aux- 
iliary app*aratus,  762;  Dynamos,  763-4; 
Transformers;  station,  765;  line,  771; 
Lines:  underground.  766;  overhead,  767; 
Lamps:  arc,  769,  777:  incandescent,  770. 
778;  lamp  hours,  827;  number,  and 
charge  for.  828;  ownership  of  posts,  829; 
Motors,   770;    Meters;    770;   payment   for 
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repairs  to,  804;  Arc  light  regulators, 
771;  Appraisal,  773-4;  Services:  776; 
maps  ol,  788;  Output  and  consumption, 
776-7;  Area  served,  and  paved  streets, 
780;  Conduits  rented,  779,  780;  Service: 
character  of,  781  et  acq.;  hours  of,  783; 
interruptions  of,  784;  Means  to  extend 
business.  781;  Current  regulation,  781-5; 
Outages,  782,  783;  Voltage,  783;  Exten- 
sions: 784,  785,  786,  787;  payment  of 
cost  of,  804;  Street  work:  done  by  di- 
rect employment,  787;  permits  for,  788, 
789;  Care  of  trenches,  788;  Underground 
structures:  locating,  788;  protecting,  798; 
Purchase  of  supplies,  7S9,  790,  791,  792; 
Condition  of  plant  and  equipment,  792, 
793,  794,  796;  Ventilation,  and  guarding 
of  machinery,  795;  Badges,  796;  Em- 
ployees: character  of,  796,  797;  number 
of,  906-7;  Harmony  between  dep'ts,  797; 
Telephones,  797;  Attendance  at  fires,  797; 
Reports  of  operation  to  manager,  798; 
Drafting  room,  799;  Care  of  tools,  799; 
Collection  of  bills,  8C6:  Accounts:  sys- 
tem of,  807,  808;  charging  of  particular 
items,  809-10;  all  expenses  charged,  810, 
811;  storeroom  account,  813;  items  omit- 
ted from  financial  statement,  819-20; 
Free  service,  812,  813,  ^,  897;  Meeting 
of  deficits,  814;  Interest  rate  compared 
with  companies,  816-17;  Appropriations 
for,  817;  Liabilities:  cancelled,  818;  pro- 
vision for  payment  of,  834;  present,  841 
Records  of  expenditures  on  construction, 
821;  Coal  and  water  used,  821,  822 
Assets:  838-9;  determination  of  value  of 
840;  Receipts,  842;  Expenses,  846-7,  852-3 
Profit  and  loss  account,  850,  857-9;  Con- 
tract lor  public  lighting,  861-3;  Rates  for 
contracts  on  poles,  use  of  track  and  con- 
duits, 863;  Organization,  886  ff. ;  Govern- 
ing body:  meetings,  888;  authority,  890; 
Chief  executive  officer  and  head  of  en- 
gineering service,  889,  890,  891,  892;  Sal- 
aried officers,  892;  Promotions,  S94;  Po- 
litical conditions,  895  et  seq.;  conditions 
ol  suffrage,  895;   employee  voters,   E96. 

Direct  employment,  public  work  done  by, 
lor  works:  water.  42-4,  254;  gas,  438-9, 
555;  electric,  787;  Mass.  electric,  1081-2. 

Distribution  systems  of  works:  water, 
171-2,  179-85;  Philadelphia  gas,  522-31, 
607-11;  gas,  610-.2;  electric,  765-71;  Mass. 
electric,    1003-31. 

Dividends:  statutory  provisions  on,  for 
waterworks,   69. 

Drafting  rooms  of  works:  water,  273;  gas, 
B60;   electric,   799;   Mass.    electric,   1097. 

Duration  of  rights  of  companies:  water. 
89;  gas,  443,  466,  476-7;  electric,  718; 
Mas!?.   electric,  942. 

Dynamos  of  works:  electric,  762-4:  Mass. 
electric,    995-1002. 

Edison  Illuminating  Co.  (Detroit) :  Con- 
solidations with  other  companies,  677-8; 
Franchise:  date  granted,  by  what  au- 
thority, duration,  competitive,  territory 
to  be  served,  723;  Franchise  provisions: 
forfeiture,  726;  service,  734;  regulation 
by  city,  737;  transfer  ol  Iranchises,  742; 
labor  matters,  743:  enforcement  of,  745; 
Work  of  trimmers  compared  with  public 
plant,  757;  Wages  compared  with  public 
plant,    768. 

Electric  works:  see  also  individual  plants; 
Ownership  of,  competing  with  gas 
works,  432-3;  Reports:  Historical  and 
General,  665  ff.,  909  ff. :  Supervision  of 
municipalities,  679  ff.,  922  ff. ;  Public  Su- 
pervision  of  Mass.  electric  companies, 
936  ff.;  Franchises  of,  698  ff.,  718  ff., 
940  H.;  Labor  and  Politics,  749  fl.,  885  fl., 


946  ff.;      Engineering     Matters,      769  ff., 
985  ff.;  Financial  Matters,  803  fl.,  1101  ff. 

Electrical  Workers'  Union:  policy  as  to 
wages   in  ^Detroit   electric  works,    756. 

Electrolysis "  in   New   Haven :   289. 

Ellicott,  Edward  B. :  career  as  Manager 
ol  Chicago   electric  works,  671-2. 

Eminent  domain,  right  of  cities  as  to 
plants:  water,  17,  31-2;  gas,  437;  electric, 
680-1,    687-8;   Mass.   electric,  922. 

Employees  of  works:  Indianapolis  water, 
157;  Wheeling  gas,  495;  Atlanta  gas,  498; 
Philadelphia  gas,  relation  to  economy  in 
manufacture,  511-13;  comfort  of  em- 
ployees, 517-18;  number  of  employees, 
1897,  1905,  1906,  535-6;  Electric,  749-60, 
753,  796-7;  All,  897-908;  Mass.  electric, 
965-71,   981,   1C94-5. 

Employers'  liability;  waterworks,  70-1; 
gas    works,    450. 

Enforcement  of  statutory  and  franchise 
provisions  of  companies:  water,  99-102; 
gas,  451-2,  475-6;  electric,  715-18,  745,  746. 

Bngineering'matters,  reports  on,  in  works; 
water,  159  fl. ;  gas,  537  ff. ;  electric, 
759  ff. ;    Mass.    electric,    985  ff. 

Ericson,  John,  City  Engineer  ol  Chicago: 
report  on  improvements  to  be  made  in 
Chicago  waterworks.  168-70. 

Expenses  of  -works:  Chicago  water,  394-6, 
401-2;  Cllveland  water,  405-6,  414-15; 
Syracuse  water,  417-19,  424-5;  Wheeling 
gas,  580-2;  Philadelphia  gas,  1887-97,  609; 
electric,  843-9,  851-3;  Chicago  electric, 
1888-1905,  874-7;  Mass.  electric,  1147-8  et 
seq.:  Mass.  electric,  per  kwh.,  1212,  1213. 

Extensions:  'Statutory  provisions  on,  of 
works:  water,  34-5;  Norfolk  gas,  448; 
gas,  465:  Mass.  electric,  928;  Of  work's: 
water,  241-54,  291;  Indianapolis  water, 
306;  gas,  652-4;  electric,  784-7;  Mas.=!. 
electric,  1075-81;  Charge  for,  by  works: 
water,  357-8;  electric,  804;  Mass.  electric, 
1107-8. 

Fair  Haven  "Water  Co.  (New  Haven) :  his- 
tory of,  14. 

Fentress,  II.  B. :  attempt  to  secure  fran- 
chise   in    iNortoIk,    474-5,    488,    489. 

Filters;  attempt  by  state  board  to  force 
use  of,  in  Cleveland.  67;  of  Indianapolis 
Water  Co.,  205-6;  of  New  Haven  water 
CO.,   266-7.* 

Financial  matters,  reports  on;  in  works: 
water,  353  ff. ;  Wheeling  gas,  568  ff. :  elec- 
tric,   803  «'.  I    Mass.    electric,    1101  ff. 

Fires,  attendance  at,  by  employees:  water, 
272;  gas.  559;  electric,  797;  Mass.  elec- 
tric,  1096. 

Fitchburg  Gas  and  Electric  Co. :  see 
Massachusetts   Electric   Works. 

Forstall,  Alfred  E.,  reports  of:  Engineer- 
ing Matters,  gas  works,  637  ff. ;  Appraisal 
of    Wheeling    gas    works.    565  ff. 

Fox,  W.  L.,  Secretary  of  Chicago  Edison 
Co. :  statefiTf  nt  on  appointment  of  men 
recommended   by   aldermen.    1-J3. 

Franchises:  Water:  compensation  for.  69; 
power  of  cities  to  grant,  82;  procedure 
for  granting,  82-7;  power  of  cities  as  to, 
87  ff,:  in  i:orce.  and  provisions  of,  103  ff. ; 
granting  of,  117-20;  Gas:  compensation 
for.  449:  taxation  of,  449.  454-5.  455-6, 
458;  in  foiice,  459  ff. ;  granting  of,  4S7-9; 
Electric:  powers  of  cities  .as  to,  698  ff. ; 
in  force,  and  provisions  of,  718  ff.; 
granting   of.    746-8. 

Free  service  by  works:  wafer.  15,  112-13, 
368-71:  gas,  483-4;  Wheeling  gas,  571; 
Detroit  elejctric.  to  employees,  768:  elec- 
tric, 812-13,  896;  Mass.  electric,  963,  978, 
1122-3. 

Fyfte.  C.  H. :  statement  on  taxing  power 
of  Chicago,  21. 
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Gardner  Electric  Light  Co.:  see  Massa- 
chusetts Electric  Works. 

Gartley,  W.  H. :  statement  as  to  employ- 
ment by  United  Gas  Improvement  Co. 
of  men  recommended  by  councllmen, 
620-2. 

Gas  and  Electric  Light  Commissioners, 
Massachusetts  Board  of:  supervision  of 
electric  works,  923,  938;  orders  relative 
to  selling  of  electricity  below  statutory 
cost  by  electric   works,   932-4. 

Gas  Works:  History  and  Legislation, 
426  ft. ;  public  supervision  of,  433-42,  442- 
59;  franchise  matters,  459-89;  Labor  and 
Politics,  490  If.,  885  f(.;  Philadelphia, 
L.ibor  and  Politics,  500  tf. ;  Engineering 
Matters,  537  ff.;  Financial  Matters, 
56Sff.;  Relation  of  City  of  Philadelphia 
to,  588  fl. ;  competing  with  electric 
works,  679;  competing  with  Mass.  elec- 
tric works,  921-2. 

Gate  City  Gas  Light  Co.  (Atlanta): 
charter,  history,  and  sale  to  United  Gas 
Improvement  Co.,    431. 

Georgia  Railway  and  Electric  Co. :  owner- 
ship of  stock  of  Atlanta  gas  CO.,  432. 

Goodnow,  Frank  J. :  extract  from  letter 
of,  to  experts,  277-8. 

Gray,  John.,  reports  by:  History  and 
Legislation  of  works:  water,  Iff.;  gas, 
426  ff. ;  electric,  665  ff. ;  Supplementary 
report  on  New  Haven  Water  Co.,  120  ff. 

Hard,  William:  report  on  History  and 
Legislation    of    Chicago    electric    works, 

665  et   seq. 

Helme,    William    H. :    contract    to  furnish 

gas  to  Atlanta,   481. 
History    and    Legislation,    reports    on,    of 

works:  water,  1ft.;  gas,  426  ff. ;   electric, 

666  ff. :    Mass.    electric,    909  ff. 
Holidays:  see  Vacations. 

Holyoke  municipal  electric  works:  see 
Massachusetts  Electric  Works. 

Hours  of  employees  of  works:  water,  53, 
56,  70;  Wheeling  gas,  441;  Atlanta  gas, 
450,  498,  500:  Norfolk  gas,  450;  Richmond 
gas,  500;  Philadelphia  gas,  509,  535-0; 
Electric:  694-5;  Allegheny,  764;  Detroit, 
756;  Water,  gas  and  electric,  897-901, 
906-8;  Mass.  electric,  971-3;  Attempt  of 
employees  of  Salem,  Mass.,  electric 
works  to  secure  shorter,   980. 

Hydrants  of  waterworks:  Chicago,  225, 
320-1;  Cleveland,  230;  Syracuse,  232;  In- 
dianapolis. 236,  308;  New  Haven,  239; 
Used,  and  put  in  In  1905,  all  works, 
296-7. 

Income,  use  of,  by  works:  water,  45; 
Wheeling  gas,  439-40;  electric,  691;  Mass. 
electric,   930-1. 

Incorporation  of  companies:  water,  60; 
gas,   442-3;   Mass.    electric,  936-7. 

Indianapolis  Water  Co.:  see  also  Bright- 
wood  Waterworks;  Date  of  beginnins 
supply,  1;  Original  and  present  char- 
acter, 7;  Changes  in  ownership,  9.  10, 
Early  history,  9,  10,  340-3;  Competition: 
with  private  wells,  10.  303;  with  water 
companies,  14;  Sentiment  toward,  12, 
13;  Population  of  city,  16;  Incorpora- 
tion, 60;  Charter:  duration,  60;  pow- 
ers, 60-2;  No  fees  paid.  64,  81;  Public 
supervision,  64,  72,  73,  74;  Laws  relating 
to.  66-6,  67;  Powers  of  city:  65,  to  pre- 
vent pollution,  66;  to  purchase,  66;  Pow- 
ers of  Board  of  Public  Works,  65,  66; 
Area  to  be  served,  67;  Statutory  pro- 
visions: depreciation,  69;  profits  and 
dividends,  69;  enforcement  of,  72;  Rates: 
to  he  charged,  68;  for  public  uses,  284-5, 
293,  306-7;  Contracts:  service  regulated 
by,  68:  with  city,  73,  304-5;  acceptance 
of,    115;    Issuance    of    stock    and    bonds. 


68-9;  Compensation  tor  franchise,  69; 
Audit,  69;  Examination  of  records  and 
publication  of  reports,  69-70;  Damages 
for  injury  or  death,  70-71;  Hours,  70, 
907;  Employees:  citizenship  of,  71;  char- 
acter, 156,  271;  number,  907;  Taxation, 
75-8,  81;  special  assessments,  82;  City'* 
power  as  to  franchises:  granting,  82; 
alienation,  87;  methods  of  disposing  of, 
88;  Procedure  for  granting  franchises, 
84-5;  City's  power  as  to  franchise 
clauses:  streets  to  be  used,  89;  plant 
and  equipment,  extensions  and  improve- 
ments, 89;  duration,  89;  forfeiture,  90; 
purchase  by  city  and  disposition  after 
purchase,  91-2;  right  to  use  streets,  92; 
time  of  beginning  and  completing  con- 
struction, 92,  93;  competition,  93;  rates, 
service  and  operation,  94;  taxation,  and 
compensation  for  franchises,  95-6;  pav- 
ing, and  removal  of  mains,  96;  issuance 
of  stock  and  bonds,  96-7;  audit  and  re- 
ports, 97;  transfer  of  franchises,  98; 
labor  matters,  98;  renewal  of  franchises, 
99;  enforcement  of,  99-100,  101-2;  Qual- 
ity of  water:  100,  222,  286;  part  filtered, 
204;  canal  providing  sedimentation,  20o; 
Polluted  private  wells,  101-2,  286;  Fran- 
chise provisions:  forfeiture,  103-4;  ac- 
quisition by  city.  105;  property  owners' 
consent  nbt  required,  105;  time  of  be- 
ginning and  completing  construction, 
105,  106;  rates,  107;  purity  and  pressure, 
110-11;  Plant  and  equipment,  111-12; 
regulation  by  city  112;  taxation.  112; 
paving,  113;  miscellaneous,  114;  trans- 
fer and  removal  of  franchises,  114, 
115;  enforcement  of,  116,  117;  Free 
service:  to  city,  113;  to  councllmen,  155; 
Granting  of  franchises;  deliberation,  119; 
scandal,  ll9-20;  publicity.  120;  Drafting 
of  franchises,  120;  Not  active  in  poll- 
tics,  155;  Appointments  not  made  for 
political  reasons,  156:  Paternal  in  deal- 
ing with  employees,  166;  Sick  and  acci- 
dent benefits,  156;  Open  shop,  156;  Wel- 
fare work,  156-7;  Wages,  157,  907;  Sup- 
ply: sources,  160-1,  303;  system  of,  161-3; 
amount  of,  from  each  source,  165; 
amount  of,  166;  facilities  for,  sufficient, 
171;  damages  because  of  failure  of. 
286-7;  sanitary  inspection  of  sources  of, 
212;  land  owned  for  sanitary  protection 
of,  216;  public  water,  302;  Methods  of 
distribution,  171;  Reservoirs:  capacity 
of.  172;  storage  in.  174;  Pumps:  capacity 
174;  dynamic  head,  177;  foot-gallons  per 
24  hours,  177;  Pumpage,  175,  297,  300; 
Consumption.  179,  234-5;  Mains:  kind  of 
pipe  used,  180;  length  of,  182,  183;  diam- 
eter of,  184;  breaks  in,  296;  letter  of 
manufacturers  relative  to  breaks  in, 
312-14;  Gate-valves,  184;  Services:  kind 
and  length  of  pipe  used,  185;  metered, 
2.32-3;  maintained  by  consumers,  255; 
pipes  not  run  prior  to  paving,  274; 
records  of; '  by  date,  275;  Filtration, 
206-7;  Analyses:  219-20,  222;  not  publish- 
ed, 219;  Typhoid  fever,  223;  Death  rate 
from  various  diseases,  223;  Amount  sold, 
and  furnished  city,  233-4;  Meters:  op- 
tional use  of,  235;  tests  of,  235-6,  277; 
Hydrants,  236,  297,  308;  Pressure:  mea- 
suring of,  239:  recorded,  243;  tests  by 
Nat'l  Board  of  Fire  Underwriters,  243-4: 
meximum  and  minimum,  244,  245;  at 
hydrants,  245:  complaints  on,  246;  In- 
terruptions of  service.  216-7.  286-7;  Ex- 
tensions, 250,  251,  262,  253,  254,  3o6;  Street 
work:  254,  255;  permits  for,  256,  257; 
Maps,  256;  Underground  structures:  lo- 
cating, 236i  protecting,  272;  Purchase  of 
supplies,    257,    258,    259,    262;    Plant    and 
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equipment;  adequate,  262;  condition  of, 
264,  268,  269;  Offices  conveniently  located, 
269;  handling  of  complaints,  269,  270; 
Badges,  271;  Harmony  between  dep'ts, 
271;  Telephones,  271;  Guarding  at  night, 
272;  Fires:  attendance  at,  272;  in  year, 
272;  Drafting  room,  273;  Tools,  273;  At- 
tention to  orders  to  turn  on  water,  274; 
Work  in  houses,  276,  277;  Cost  ot  a 
comparable  unit  of  service,  284-7;  Fire 
insurance  rates,  as  Influenced  by  water- 
works deficiencies,  285-6,  305-6,  310-32; 
Use  of  other  than  company  water,  286, 
291.  302,  306,  309-10;  Coal  used,  309; 
Conference  of  commercial  bodies  on 
waterworks  deficiencies,  310-11;  Descrip- 
tion of  city,  340;  Riverside  and  Wash- 
ington  street   pumping  stations,    343-5. 

Indianapolis  Water  Works  Co.:  bank- 
ruptcy   of,    303. 

Insurance  rates,  fire;  Extra  premiums  be- 
cause of  waterworks  deflciencles;  Chi- 
cago, 278,  279;  New  Haven,  290;  In- 
dianapolis, 310-12;  Charged  in:  Cleve- 
land, 281-2;  Syracuse,  283;  Indianapolis, 
284,  285-6,  305-6;  New  Haven,  287-8; 
Charge  for,  on  waterworks,  377,  379, 
381;  Determination  ot,  as  a  charge  on 
Chicago  electric  works,  867. 
--Interest  rates:  Of  municipal  and  private 
works  compared:  water,  372-5;  Wheel- 
ing gas,  571-2;  electric,  814-17;  Mass. 
electric,  1124-5;  Provision  for  payment 
of,  by  works:  water,  387,  389,  391;  elec- 
tric,   834;    Mass.    electric,    1144. 

Labor  and  Politics,  reports  on,  for  works: 
water,  136  ff. ;  gas,  490  ft. ;  Philadelphia 
gas,  500  ff. ;  electric,  749  ff. ;  all  works, 
S85  t£. ;    Mass.    electric,    946. 

Labor  matters:  Franchise  provisions  on; 
water,  98;  gas,  474;  electric,  742-4;  Con- 
ditions of  labor:  Philadelphia  gas  works, 
513-14;  Mass.  electric  works,  965  If. ;  Ob- 
servance by  Philadelphia  gas  works  of 
laws  relating  to,  518-20;  Labor  as  an 
element  in  cost  of  production  of  Phila- 
delphia gas,  602  ff. 

Lake  Michigan  Hydraulic  Co.  (Chicago): 
cti&rtsr     10. 

Lamps  of  works:  Gas,  541;  Electric:  768- 
70;  Allegheny,  776;  Detroit,  777,  778; 
South  Norwalk,  779;  Mass.  electric,  1013- 
17,  1032  et  seg.,  1109-10,  1131-3;  Hours  of. 
electric  works,  827-8;  Number  of,  and 
cost  per  year  of  Chicago  electric  works, 
1888-1905,  866;  Cost  of,  rented  by  Chi- 
cago, 869-70,  879-80;  Cost  ot,  to  Chicago, 
and  cost  if  rented,   870-2,   881. 

Lampposts,  ownership  of  by  works:  elec- 
tric,   829;    Mass.     electric,    1133. 

Lea,  Arthur:  testimony  on  political  in- 
fluence of  Philadelphia  lighting  com- 
panies,   626. 

Leakage  of  works:  Chicago  water,  322-3; 
gas,  543;  Philadelphia  gas,  under  trus- 
tees, 594,  599;  Philadelphia  gas,  1887- 
1897,    616-17. 

Legislation:   see   History  and   Legislation. 

Levering,  W.  A.,  Sup't  of  Water  Pipe 
Extension  in  Chicago:  extract  from  re- 
port of,  318-26. 

Liabilities  of  works:  see  also  Bonds; 
Water:  cancelled,  376;  Chicago,  393-4; 
Cleveland,  404;  Syracuse,  417;  Wheeling 
gas:  cancelled.  572;  present,  678-9;  TOlec- 
tric;  cancelled,  818;  provision  for  pay- 
ing, 834;  present,  841;  Chicago.  864,  873; 
Mass.  electric;  cancelled.  1126;  pro- 
vision for  paying,  1143-4;  present, 
1146  ff. 

Licenses  paid  by  gas  companies:  447,  4B8. 

Lines  ot  electric  works:  power  of  cities 
as  to  removal  from  streets,   713-14;   un- 


derground,.* 765-6,  1003-4;  overhead,  766-8, 
1004-13. 

Mains  of  wprks:  Water:  powers  of  cities 
as  to  removal  from  streets,  96,  laid,  179- 
85;  in  New  Haven,  289;  breaks  in,  293-6; 
breaks  of,  in  Indianapolis,  307-8;  Work 
on,  in  Chicago  in  1905,  323;  charges  for 
laying,  3B9;  Gas:  powers  of  cities  as  to 
removal  from  streets,  472,  484;  descrip- 
tion of,  540;  Philadelphia  gas  works: 
laid  by,  1886-96,  610,  611;  laid  by  United 
Gas  Improvement  Co.,  1898,  1905,  610,  611. 

Manufacturers'  Gas  Co.  (Wheeling):  fran- 
chise of,   476. 

Maps  of  works:  water,  255-6;  gas,  555; 
electric,    788;    Mass.    electric,    1084. 

Marblebead  municipal  electric  works:  see 
Massachusetts    Electric    Works. 

Marwick,  Mitchell  and  Co.,  reports  by,  on 
Financial  Matters  of  works:  water, 
353  ff. ;  Wheeling  gas,  568  ff. ;  electric, 
803  ff. ;    Chicago  electric,  1887-1905.   836  ft. 

Massachusetts  Board  of  Gas  and  Electric 
Light  Commissioners:  see  Gas  and  Elec- 
tric  Light  Commissioners. 

Massachusetts  electric  works:  Historical 
and  General,  909  ff. ;  Dates  of  beginning 
supply,  and  early  history,  909-13;  Char- 
acter of  organizations,  and  changes  in 
ownership,  913-16,  918-19;  Sentiment  to- 
ward, 916-18;  Competition:  with  electric 
works,  918*  gas  works,  921-2;  Population 
of  cities,  919-20;  Supervision:  of  mu- 
nicipalities, 922  ff. ;  by  Gas  and  Electric 
Light  Commissioners,  923 ;  public,  396  ft. ; 
state,  938;  cities,  938-9;  Powers  of  cities 
as  to  works;  construction,  acquisition 
and  operation,  922;  taxation,  922,  936; 
to  incur  debt,  922;  to  fix  rates,  935-6; 
Reports  to  state,  923;  Tests  of  service, 
other  than  by  cities,  923;  Statutory  pro- 
visions on  ^  municipal  works :  purchase, 
construction  and  operation,  923;  nature 
of  plant  and  equipment,  927-8;  exten- 
sions, 928;  charges,  928-9;  service,  929- 
30;  issue  of  bonds,  930;  use  of  income, 
930-1;  sinking  funds,  932;  Procedure  to 
construct  or  acquire  plants  by  cities, 
922-4;  purchase  of  private  com- 
panies before  establishment  of  pub- 
lic, 924-7;  Area  to  be  served,  927;  Or- 
ders of  Gas  and  Electric  Light  Com- 
missioners: on  selling  current  below 
cost,  932-4;  provision  for  depreciation  by 
Holyoke,  934-5;  on  attempts  of  cities  to 
establish  works  without  purchasing  pri- 
vate works,  935;  Incorporation  of  com- 
panies: 936-7;  fees  tor,  938;  Charter  pro- 
visions, 937-8;  Taxation  of  companies, 
939-40;  Franchises:  of  companies.  940  ff. ; 
powers  of  cities  to  grant,  941;  delibera- 
tion and  publicity  in  granting,  945; 
drafting  of,  945;  Franchises  in  force: 
date  granted,  by  what  authority,  dura- 
tion, exclusive  or  competitive,  mileage 
of  streets  granted,  942;  Franchise  pro- 
visions: Uxbrldge  and  Nortbbridge  co., 
940-1;  all  companies,  943-4;  Labor  and 
Politics,  946  ff. ;  Supreme  governing 
bodies,  946-51;  Salaries,  948-9,  956-60: 
Wages:  966-69,  967-71;  use  of  political 
power  of  employees  to  increase,  964; 
promise  ot  higher,  by  candidates,  64-5; 
payment  for  overtime,  973;  vacations 
and  holidays,  973-4;  sick  leave,  974-5; 
payment  o'f  medical  expenses  ot  injured 
employees,  976;  badges,  976;  surety 
bonds,  977;  free  service  and  gratuities 
to  employees,  978;  payment  of,  978-9; 
fixing  of,  979;  observing  union  rates, 
979;  payment  of  fares  ot  employees: 
Number  of  salaried  officers,  960;  Chief 
executive  officers  and  heads  of  engineer- 
ing   service,    951-6;    Employees:    956-60, 
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965-71;  selecting  and  discharging,  960-1; 
conditions  of  employment,  961-3;  char- 
acter ot,  1094-5;  Political  Conditions, 
963  H.;  votes  ot  employees,  964;  hold- 
ing of  office  by  employees,  964;  po- 
litical influence  of  companies  on  selec- 
tion of  franchise-controlling  bodies,  965. 
Free  service,  96B,  1122-3;  Labor  Mat- 
ters, 965  ff.;  Elections  of  officials,  966; 
Hours:  971-3;  attempt  by  employees  In 
Salem  to  shorten,  980;  Welfare  work, 
977-8;  Strikes  and  labor  disputes,  980; 
Enforcement  of  laws  on  labor  matters, 
980;  Treatment  of  employees,  981;  Bi- 
cycles, 981;  Technical  journals  and  at- 
tendance at  meetings,  982-3;  Number 
killed  or  injured,  983;  Damages  paid  tor 
death  or  injury,  983-4;  Engineering 
Matters,  985  ff. ;  Year  covered  by  inves- 
tigation, 985;  Steam  engines,  985-9;  Boil- 
ers, 989-92;  Gas  and  auxiliary  engines, 
992-3;  Auxiliary  apparatus,  993-4;  Dyna 
mos,  995-1002;  Transformers,  1002-3, 
1017-28;  Meters:  1017-28;  tests  of,  1065-6; 
Lines;  underground,  1003-4;  overhead, 
1004-13;  Distribution  systems,  1003  ff.; 
Lamps:  arc,  1013-14;  incandescent,  1016- 
17;  in  use,  1032  et  seg.;  charges  for,  ana 
hours  of,  1131-3;  ownership  of  posts, 
1133;  Motors,  1017;  Switchboards,  1031; 
Consumption:  1032  et  seQ.;  per  capita, 
1063,  1212,  1213;  metered  current  sold, 
1212;  Underground  conduits:  1061;  pro- 
tection of,  1096;  Means  to  extend  busi- 
ness, 1067-8;  Service:  quality  ot,  1069- 
75;  outages,  1071-3;  Extensions,  1075-81: 
Street  work,  1081-5;  Purchase  of  sup- 
plies, 1085-9;  Condition  of  plant  and 
equipment,  1089-91;  Location  ot  offices, 
1092;  Handling  of  complaints,  1092-4; 
Badges,  1094;  Ventilation,  1091;  Har- 
mony between  dep'ts.  1095;  Telephones. 
1095;  Attendance  at  fires,  1096;  Reports 
of  operation  to  manager,  1096-7;  Draft- 
ing rooms,  1097;  Tools,  1097-8;  Atten- 
tion to  orders  to  turn  on  current,  1098; 
Dead  services.  1098-9;  Work  in  houses, 
1099,  1100;  Financial  Matters,  1101  £E. ; 
Rates  and  charges,  1101  ff. ;  changes  in, 
1106-7,  1110-15;  tor  extensions,  1107-8;  con- 
nections, 1108;  repairs  to  meters,  1108; 
laying  pipes,  1108-9;  meters,  appliances 
and  renewals,  1109-1110;  before  and  after 
municipalization,  1135-16;  Collection  of 
bills.  1116-17:  Accounts:  system  of,  and 
audit,  1117-18:  charging  of  items  to 
proper,  1118-19;  charges  for  taxes,  in- 
surance, etc.,  1120-1;  crediting  ot  ser- 
vices to  city,  1121-2;  storeroom  accounts, 
1123-4;  items  omitted  from  hooks,  1126-7; 
Meeting  of  deficits,  1124;  Interest  rates 
of  municipal  plants  compared  with  com- 
panies. 1124-5;  Appropriations  for,  1125; 
Liabilities:  cancelled,  1126;  provision 
for  payment  of.  and  interest,  1143-4; 
present,  1146  et  sect.;  Bonds:  1135-9;  pro- 
vision for  payment  of,  1126;  funded 
debts  other  than,  1140-2;  funds  secured 
other  than  from,  and  stocks,  1143;  Rec- 
ords of  costs  of  construction  work. 
1127-8;  Fuel  used,  1128-9;  Water  used, 
1130;  Contracts  for  public  lighting. 
1130-1;  Capital  stock:  1134;  Issue,  of, 
1135;  Assets.  1145-6  ft  sea.:  Receipts. 
1146-7  et  srcf.:  Expenses:  1147-S  et  seg.; 
per  kwh.,  1212;  Profit  and  loss  accounts. 
1148-9  et  ."eg. ;  Income  and  expense,  per 
kwh..  1212.  •  „        ,. 

Materials,  purchase  of:  see  Supplies,  pur- 

Cll3.S6    of 

Maury,  Dabney  H.:  report  on  Enaineer- 
ing    Matters    in    waterworks,    159  ff. 

Merriam.  Charles  Edward:  statement  on 
taxing    power    of    Chicago,    20,    21. 


Meters  of  works:  Chicago  water:  use  ot 
recommended,  167;  tests  of,  225;  Cleve- 
land water,  advisability  of  installation 
of,  225-8;  ^optional  use  of,  229-30;  tests 
of,  230;  Syracuse  water,  230-1;  optional 
use  of,  231-2;  tests  of,  232;  Indianapolis 
water:  optional  use  of,  235;  tests  of 
235-6;  New  Haven  water:  optional  use 
of,  and  tests  of,  238-9;  All  waterworks: 
tests  of,  277;  charge  for  repairs  to,  358-9; 
charge  for,  359-60;  Gas:  Philadelphia, 
627;  other  Works,  541;  tests  of,  546;  Elec- 
tric: 770;  tests  of,  780;  charge  for  repairs 
to,  804;  Mass.  electric  works:  1017-18: 
tests  of,  J.065-6;  charge  tor  repairs  to, 
1108;   charge  for,  1109-10. 

Monopoly  Tights:   see  Competition. 

Motors  owned  by  works:  electric,  770; 
Mass.     electric,     1017. 

Natural  Gas'  Co.  of  West  Virginia  (Wheel- 
ing):  Franchise  of,  476;  Franchise  pro- 
visions: forfeiture,  477;  purchase  by 
city,  478;  time  for  construction,  479; 
rates.  479;  plant  and  equipment,  480; 
Free  serviee  to  city,  483;  Difflculties 
with  city,  485-6;  Furnishing  of  gas  for 
light   by:    forbidden,    480;    done,    493-4. 

Negroes;  disfranchised  in  Richmond,  495- 
6;  employment  of,  by  Atlanta  gas  co., 
498. 

New  Haven  Water  Co.:  Date  ot  begin- 
ning supply,  1,  123;  Original  and  pres- 
ent character,  7;  Sentiment  toward;  12- 
13;  sentiment  for  purchase  by  city,  124- 
5;  in  1901,  130;  Competition,  14,  122;  Pur- 
chase ot  Fair  Haven  water  co.,  14; 
Populatioi)  of  city,  16;  Incorporation: 
60;  fees  for,  64;  Charter  powers,  60.  61, 
62-4;  Supervision:  state,  64;  city,  73-4; 
resistance'  to.  74-6;  Laws  relating  to, 
62-4,  66;  Prevention  of  pollution,  67; 
Water  rates  a  lien  on  real  estate,  67: 
Area  to  ^e  served,  67;  Statutory  pro- 
visions: profits,  69;  strikes,  71;  enforce- 
ment ot,  72;  Rates:  to  be  charged,  68, 
107-10;  for  public  uses,  293;  charged, 
356;  enforcement  of,  S57;  for  meter  re- 
pairs, 359;  for  connections,  359;  changes 
in,  1900-6.  360.  361;  Service:  regulated 
by  contract,  68;  interruptions  of,  246, 
247;  Stock:  issuance  of.  62,  63;  issued, 
383-4:  Bonds:  issuance  of,  62,  63;  Issued, 
392;  Contcact  provisions:  on  dividends, 
69:  forfeiture,  104;  acquisition  by  city, 
105;  property  owners'  consent,  105; 
rates.  107-10;  Examination  ot  records, 
69;  Employers'  liability,  70;  Hours,  70, 
907;  Employees:  citizenship,  71;  number 
of,  907;  Reports  to  state,  72;  Pees:  to  ba 
charged  company  by  city  limited  by 
court  decision,  73;  paid,  81:  Street  work; 
73-4;  at  less  cost  than  by  city,  158; 
done  by  contract  and  direct  employ- 
menf,  254;  permits  for,  256,  257;  Taxa- 
tion: local,  74-5,  78-81,  82;  none  by  state,- 
77;  City,  po  power  to  grant  franchises, 
82;  Contracts  with  city:  procedure  for 
letting,  8^-7;  deliberation  and  publicity 
in  letting,  119,  120;  drafting  of,  120; 
first  contract,  123-4;  second  contract, 
128-139;  contract  of  1891.  129-30;  con- 
tracts proposed  in  1902,  131;  contract  of 
1902,  131-2;  opposition  to  contract  of 
1902.  132,  135:  Powers  of  city  as  to: 
streets  to  be  used,  S9;  plant  and  equip- 
ment, extensions  and  improvements,  89; 
purchase  fjy  city.  91;  time  tor  construc- 
tion, 93;  competition,  93:  rates,  94;  ser- 
vice and  operation.  94-6;  taxation,  95; 
compensation  for  franchises.  96;  paving, 
and  removal  of  mains.  96.  113;  issuance 
of  stock  and  bonds,  97;  audit  and  re- 
ports. 97;  transfer  of  rights,  98;  labor 
matters.   98;   renewal  of  rights,   99;   en- 
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forcement  of  contract  provisions,  100; 
Power  of  city  to  utilize,  if  acquired.  92, 
105;  Right  to  use  streets,  92;  Franchise 
of,  granted  by  state,  103;  Free  service, 
113,  369,  371;  Right  to  transfer  fran- 
chise, 114;  Supplementary  report  on 
History,  120  f£.;  historical  sketch,  345-6: 
listory  of,  by  secretary  of,  346-9;  At- 
tempts to  establish  municipal  works, 
120-1;  Organization,  122;  Honesty  and 
skill  of  contractors  on  system,  122-3; 
Purchase  by  city;  attempts  at,  125-8; 
views  of  Simeon  E.  Baldwin  on,  128; 
Progress  of  company:  18S1-91,  129;  1891- 
1901,  130;  Political  influence  of,  130; 
Capitalization,  133;  Dividends  on  stock 
said  to  be  "  watered,"  134;  Not  guilty 
of  stock- watering,  134-5 ;  Bribery 
charges,  135;  Employment,  157-8;  Sup- 
ply: sources  of,  163;  system  of,  163-4; 
amount  of.  165,  166;  sumcient,  171;  in- 
spection of,  213;  land  owned  for  protec- 
tion of,  216;  Method  of  distribution,  171, 
172,  180-2;  Reservoirs:  capacity.  172; 
Pumps:  capacity,  174;  static  head,  176; 
dynamic  head,  177;  foot-gallons  per  24 
hours,  177;  Pumpage,  175,  297,  300-1; 
Consumption,  179,  237-8;  Mains:  kind  ot 
pipe  used,  180-1;  length,  182,  183:  diam- 
eter, 184;  laid,  289;  breaks  in.  296;  ex- 
tended tree,  358,  369:  Use  of  fire  steam- 
ers, 181-2;  Gate-valves,  184;  Services: 
kind  and  length  of  pipe  used.  185;  me- 
tered and  unmetered,  236:  work  on  prior 
to  paving,  256,  274;  records  of,  by  date, 
275;  form  of  notice  to  consumers  to  ex- 
amine, 275;  Quality  of  water:  part  fil- 
ered,  205;  purity,  214-16.  222:  No  set- 
tling basins  used,  205;  Typhoid  report 
to,  213;  Typhoid  fever,  214,  223;  An- 
alyses: 219,  222;  not  published,  220; 
Amount  Fold,  metered  and  unmetered, 
236-7;  Meters:  optional  use  of,  238;  tests 
ot.  238-9,  t77;  rentals  for,  360;  Hydrants: 
239.  297;  ost  of,  289;  Pressure:  239.  244, 
245;  complaints  as  to,  246;  Extensions: 
250-1,  251,  252,  253,  254;  cost  of,  291; 
contemplated,  268;  Water  used  in  pud- 
dling ditches,  255;  Care  of  trenches,  255; 
Maps,  256,;  Underground  structures:  lo- 
cating, 256:  protecting,  273:  Purchase  of 
supplies,  257,  258,  259,  262;  Plant  and 
equipment;  adequate,  262;  condition  of, 
264-7;  care  of,  269;  Pumping  stations, 
265-6;  Filters,  267;  Offices,  269:  Handling 
of  complaints,  269,  270;  Badges,  271; 
Character  of  employees.  271;  Harmony 
between  dep'ts.  271;  Telephones,  272; 
Guarding  at  night,  272:  No  attendance 
at  fires,  272:  Drafting  room,  273;  Tools. 
273;  Attention  to  orders  to  turn  on 
water,  274;  Work  in  houses,  276,  277; 
Fire  insurance  rates,  287;  extra 
premiums  because  of  deficiencies  of 
works,  287-8;  Report  of  Nat'l  Board  of 
Fire  Underwriters,  288-9;  Cost  of  a 
comparable  unit  of  service,  289-90;  Elec- 
trolysis, 289;  Losses  because  of  inade- 
quate fire  protection,  290;  Use  of  other 
than  company  water.  290.  291.  302;  De- 
scription of  city,  345;  Administration 
of.  by  secretary  of.  349-52;  Collection  of 
bills.  361.  362.  363;  Accounts:  system 
of.  364;  charging  items  to  proper,  365, 
366;  expenses  not  charged,  366.  368;  tree 
service  not  credited,  371;  charging  out 
materials,  371-2:  Audit.  365:  Interest 
rate  nf  city  bonds  ^75:  Records  ot  con- 
struction work,  383;  Coal  used.  383; 
ConvertiMe  debentures  outstanding,  392; 
Wages,  907. 
Norfolk,  City  Gas  Co.  ot:  Sources  for  re- 
port on  legislation,  426;  Date  of  begin- 


ning supply,  426;  Origin  of.  427:  Present 
character,  427;  Charter:  amendments  to, 
428,  445-6;  duration  of,  and  renewals, 
443;  power*  of  state  to  amend,  443-4; 
powers  granted,  444-5,  446;  copy  of, 
467-8;  Consolidations  of  companies,  428, 
431;  Sentiment  toward,  430;  Sale  of  elec- 
trical apparatus,  431;  Stock  owned  by 
Norfolk  Railway  and  Lighting  Co.,  432; 
Population  ot  city,  432;  Competing  elec- 
tric companies,  433;  Supervision:  pub- 
lic, 442  ff.  *  by  State  Corporation  Com- 
mission, ifl,  452;  city,  452-3,  453-4;  In- 
corporation: date  and  place  of,  442;  un- 
der special  act,  443;  Taxation:  447,  481; 
state,  454-6;  local,  456;  assessments  for 
local  improvements,  458-9;  Laws  relat- 
ing to;  447;  enforcement  ot,  451-2; 
Statutory  provisions:  size  and  location 
of  plant,  448;  extensions,  448;  Issuance 
of  stock  and  bonds,  449;  Compensation 
for  rights,  449;  Examination  of  records, 
450;  Hours,  450;  Reports  to  public  au- 
thorities, 451 :  Penalty  for  blacklisting 
workmen,  451;  City's  power  as  to  fran- 
chises: granting,  459;  alienation,  462; 
duration,  466;  forfeiture,  467;  transfer, 
474;  renewal,  474-5;  Procedure  for  grant- 
ing franchises,  460;  City's  power  as  to: 
streets  to  be  used,  462;  plant,  equip- 
ment and  extensions,  465;  acquisition 
by  city,  467,  478;  disposition  of  plants 
acquired,  469,  479;  property  owners*  con- 
sent. 469;  time  of  construction,  469,  470; 
competitive  rights,  470;  service,  471; 
taxation,  471-2;  compensation  for  fran- 
chises, 47^;  paving,  and  removal  of 
mains,  472;  stocks  and  bonds,  472-3;  rec- 
ords and  audit,  473;  labor  matters,  474; 
enforcement  of,  475;  Rates:  city's  power 
as  to,  470:  charged,  1865-1906,  470-1;  At- 
tempt of  Rp  B.  Fentress  to  secure  com- 
peting franchise,  474-5;  Franchises:  gas, 
in  force,  ,476-7;  right  ot  state  to  for- 
feit, 478;  transfer  of.  484;  No  free  ser- 
vice required  by  franchise,  484;  Street 
work:  franchise  provisions  as  to,  484: 
doing  of,  554;  permits  for,  555;  Renew- 
als of  franchise  not  required,  485;  Grant- 
ing of  franchises:  deliberation  in.  488; 
scandal  and  publicity  in.  488-9;  Draft- 
ing of  franchises.  489;  Process  ot  gas 
making  and  purifying,  537;  Coal  gas 
works,  538;  Water  gas  works.  535; 
Purifying,  plant,  539;  Holders,  540; 
Mains:  540;  maps  of,  and  fixtures,  555; 
Meters:  54l!;  tests  of,  546;  Services:  541; 
work  on,  prior  to  paving,  565.  561;  rec- 
ords ot,  by  date,  561;  Stoves  rented,  541: 
Services  |netered  and  unmetered.  542, 
543;  Consumption,  543-4.  545.  546;  Leak- 
age. 543;  Output.  545;  Means  to  extend 
business,  547;  Gas:  kind  of,  supplied, 
647;  air  mixed  with,  547;  candle  power, 
548,  549;  purity,  549;  Pressure,  550,  651, 
552;  Interruptions  ot  service,  552;  Ex- 
tensions, 552,  553,  554;  Underground 
structures;  locating.  555:  protecting.  660; 
Purchase  o^  supplies,  555,  5.56;  Adequacy 
of  plant.  557;  Ventilation,  and  guarding 
of  machinery,  657:  Location  of  offices, 
557:  Handling  of  complaints.  558; 
Badges.  558;  Character  of  employees, 
559;  Harmdny  between  dep'ts,  559:  At- 
tendance at  fires,  559;  Reports  of  op- 
eration to  manager,  B69;  No  drafting 
room.  560;  Care  of  tools,  560,  561;  At- 
tention ta  orders  to  turn  on  gas.  661; 
Work  in  houses:  regulations  on.  562-5; 
inspection  of.  565. 
Norfolk  Gas  and  Electric  Co.:  charter, 
428:  consolidations  with  other  com- 
panies, 428,   431, 
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Norfolk  Railway  and  Lighting  Co.:   own- 
ership  of  stock  o£  Nortolk  gas  co.   by, 
432. 
North  Attleboro  municipal  electric  works; 
see   Massachusetts   Electric  Works. 

Northampton  municipal  electric  works; 
see    Massachusetts    Electric    Works. 

Norwalk  and  South  Norwalk  Electric 
Light   Co.:    incorporation   ot.    672. 

Norwalk   Gas  Light   Co.:    history,   672. 

Offices,  location  of,  of  works;  water,  269; 
gas.  557;  electric,  795;  Mass.  electric, 
1092. 

Organization  of  works:  gas.  water  and 
electric,    885  ff. ;    Mass.    electric.    946  ff. 

Outages  of  lamps  of  electric  works:  782-3; 
Chicago,    869;    Massachusetts,    1071-3. 

Output  of  works:  gas,  544-5;  electric, 
775-9;   Mass.   electric,   1032  ct  scq. 

Overtime,  payment  for,  by  works:  water, 
145;  Atlanta  gas,  499;  electric,  753;  Mass. 
electric,   973. 

Ownership,  changes  in,  of  works;  water, 
7-10;  gas,  427-9;  and  management  of 
electric,    668-73;    Mass.    eleccric,   913-16. 

Park,  William  K. :  chief  engineer  ot  Phila- 
delphia  gas  works,   503. 

Paving  by  companies:  water,  96,  113;  gas, 
472,   484;   electric,   712-13,   737-9. 

Payrolls,  padding  of,  by  works:  Syracuse 
water.  50-2,  155;  Philadelphia  gas,  und«r 
trustees,    693-4. 

Peabody  municipal  electric  works:  see 
Massachusetts  Electric  Works. 

Peninsular  Electric  Co.  (Detroit):  Fran- 
chise: date  of,  by  what  authority  grant- 
ed, duration,  competitive,  for  entire  city, 
723;  Franchise  provisions:  forfeiture, 
726;  service,  734;  regulation  by  city,  737 
labor  matters,  743;   enforcement  of,   745 

Pensions  for  waterworks  employees:   53-4. 

Permits  for  street  openings  by  works 
water,  256-7;  gas,  556;  electric,  788-9 
Mass.  electric.  1084-5. 

Phelps,  C.  E.,  Jr.;  report  on  Engineering 
Matters  of  electric   works,   759  ff. 

Philadelphia  gas  works:  See  also  Phila- 
delphia Gas  Works,  report  on  Relation 
of  City  to;  Report  on  personnel  of,  1887- 
1906,  600  f£. ;  Organization,  and  powers 
of  mayor,  500-1;  appropriations  for,  501; 
Extract  from  mayor's  reports,  1895-6, 
as  to  quality  ot  gas,  501;  Direc- 
tors of  public  Works,  501-2,  504-5: 
Powers  of  council,  and  relation  to,  502; 
City  did  not  attempt  to  extend  business, 
602;  Bad  record  ot  Bureau  of  Gas,  502-3; 
Engineering  force:  city,  503;  company. 
604,  605;  Storeroom  keeper,  503;  Sup't 
of  works,  604;  Architect  and  draughts- 
man, 504;  Lack  of  chemical  dep't,  604; 
During  lease  to  United  Gas  Improve- 
ment Co.,  505-6;  Experience  of  officials: 
city  505-6;  company,  506;  Work  of  re- 
search, committee,  606;  Contributions  to 
gas  literature,  and  patents  obtained 
by  company  force,  606;  Promotions:  un- 
der city,  506,  507;  company,  606-7,  528: 
Employees:  selecting,  607-9;  secured 
through  political  channels,  607,  508; 
Councilmen:  relation  to  works,  507;  ef- 
fect ot  appointment  ot  employees  to 
help  607-8;  statement  of  W.  H.  Gart- 
ley  as  to  employment  by  company  of 
men  recommended  by,  520-2;  Hours,  509, 
535-6;  Wages:  Equalization  of.  "Jd|>' 
city  and  company.  510-11;  paid,  535-6; 
Employees:  age  of.  509;  sup't's  power 
to  hire  and  discharge,  509;  city  and 
company,  635-6;  System  of  developing 
wage-earning  capacity  of  employees, 
509-11;  Lax  discipline  under  city.  609-10; 
Absenteeism  of  employees,  610:  Rela- 
tion of  employees  to  economy  of  manu- 


facture:   city,    511-12;    company,    512-13; 
Poor  condition  of  works  under  city,  511; 
Attempts  to  improve  condition  of  works, 
511-12;  Poor  machinery  under  city,   612; 
Extra  labor,  512-13;  Economy  ot  manu- 
facture,    5l3;     Comfort     of     employees, 
513-14;    Accident    cases.    614-16;    Welfare 
work,   516,  628;  Appointment  of  salaried 
employees,    517-18;    Observance    of    laws 
relating  to  labor  and  safeguards  against, 
accidents,   B18-20;   Department  of   distri- 
bution:   city,    522-6;   ,' company,     526-31; 
Street  work:    city,   622-3;   company,    627; 
Tools   used    by    city,    523-4;    Installation 
of  services  by  city,  524;  Attention  undei" 
city   to    complaints,    524-6;    Stoves,    etc., 
527;    Superintendents,    company:    of   me- 
ters,   stores,    stables,    527;    records,   pav- 
ing, 528;  Meetings  to  discuss  progress  ot 
work,  528-9;  Records  of  work  done,  639; 
Street     lighting,     529-31;     Dealing    with 
consumer,  531-4;  Use  ot  gas  ranges,  etc., 
533-4;    Collection   of   bills,    533;    Turning 
gas    on    and    oft,    533. 
Philadelphia   gas  works:   report   on   Rela- 
tion of  City  ot  Philadelphia  to,   588  ff.  i 
Early    proposals    tor   lighting    city,    588; 
Ordinance  for  construction  ot  city  works, 
588-9;  City  councils:   gas  trustees   to  be 
elected   by,    589;   attempts  of,   to   secure 
control   of   works,    592;    shortsightedness 
of,    1887,    602;    unwillingness    of,    to    ap- 
propriate for  works,  607-8,  632,  633;  will- 
ingness   to    appropriate    for    water    gas, 
619;  relation  of,  to  city  works  and  com- 
pany,  627;    Completion  and  enlargement 
of  plant,  589;  Loans:  provision  for  pay- 
ment of,  589;  on  basis  of  ordinances  of 
1841   and    1859,    690-1;    to    Dec.    31.    1886, 
591-2;   Municipal  ownership   under  trus- 
tees,   689  ff. ;    Possession    taken    by   city, 
689;  Management  of,  590;  Sinking  funds, 
690-2;      Disposition      ot      surplus,      591; 
Profits:  to  Dec.  31,  1886,  691-2;  fictitious, 
1874-87,  596;  in  1888,  602;  use  of,  by  coun- 
cils   tor    city    purposes,    628-9;    1889-93, 
629;  1894-96,  629;  1887-96,  629-31;  Political 
influence    of    trustees:    592-3;    effect    of, 
on  payroll,  602;  Committee  ot  100  to  fight 
gas    ring,    593;    Deterioration    of     plant 
under     trustees,     B93;     Coal;     excessive 
price  paid  for,  593;  used,  and  cost,  1886- 
97,  605-7;  use  of,  and  water  gas,  1888-97, 
620;   Padding  of  payroll,   593-4;   Loss   to 
city    by    management    of    trustees,    594; 
Period  of  municipal  management,  594  ft. ; 
Assets  and  liabilities  when  turned  over 
to  city,  594-5;   Depreciation  under  trus- 
tees, 695-6;  Deficits:  1884-87,  506;  in  18S7, 
602;    1894-96,    629;    1887-96.    629-31;    Anti- 
quated   condition    ot,    when    taken    over 
by    city,    696-7,    599-600;    Improvements: 
expenditures  for,  and  extensions,  1883-7, 
697-9;    in    first   year    under    city,    601-2; 
expenditures   for,    1887-96.    629-31;    strug- 
gle for,   632  fl.;  1888-91,   632-3;   statement 
of   mayors   as  to  need  of,    1894-6,    633-4: 
summary  ot  struggle  for,  642-3;  expendi- 
tures   by    company    for,    1897-1905,    649; 
Leakage,  599.  616-17;  Condition  of  works, 
1888,  600-1;  Labor  as  an  element  in  cost 
of  production,  602  ft.;  Wages:  per  M.  cu. 
tt.,    1886-97,    603;    political    influence    on, 
604;   Employment  by  company,    on   rec- 
ommendation   of    councilmen,    604;    In- 
equalities-in  labor,  605;  Distributing  sys- 
tem:   607 "ff.;    poor    condition    ot,    under 
city,   608:   Expenditures  for  works,  1887- 
97    609;  Mains  laid,  1866-96,  610,  611;  Ac- 
counting:' system  of,  under  city,   611-12; 
lack    of   control    ot,    by   city  over    com- 
pany, 650-1;  Quality  of  gas:  city.  613-13; 
to  be  supplied  by  company,  646-7:  Resi- 
duals: amount  received  from,  613-15;  ir- 
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regularities  in  disposal  of,  615-16;  Water 
gas  contract  of  1888 :  617  ff . ;  irregulari- 
ties in  letting,  618-19;  unenforceable 
stringency  of,  621;  report  of  Senate  Com- 
mittee on,  621-4;  understanding  between 
city  officials  and  company  as  to,  624; 
Leasing  of  part  of  works  to  company, 
619;  Public  ligbting:  624  ff. ;  influence  of 
companies  on,  626-7;  Need  in  1888  of 
modernizing,  632;  Reports  of  chiefs  of 
Bureau  of  Gas  on,  634-5,  637,  638,  639, 
640,  641;  Reports  of  directors  of  public 
works  on,  637-8,  638-9,  639-40,  640-1,  642; 
Lease  to  company:  643-4;  terms  of, 
644  ff.;  duration  and  renewal  of,  644; 
payments  to  be  made  by  city  on  ter- 
mination of,  644;  appraisal  of  prop- 
erty of  company  on  termination 
of,  644-5;  works  to  be  delivered 
to  city  on  termination  of,  645-6: 
Statements  of  company  to  controller, 
645;  Expenditures  agreed  to  be  made 
by  company,  646;  Rates  to  be  charged, 
647;  Payments  to  be  made  by  company 
if  rates  were  not  reduced,  647;  Payment 
by  company  toward  salaries  of  meter 
inspectors,  647;  Deficiencies  of  lease, 
650-1;  Payments  made  to  city  by  com- 
pany, 650;  Failure  of  councils  to  reduce 
rates,  650;  Service  under  lease,  652  ff. ; 
Ordinance  authorizing  and  form  of 
lease,    652-64;    Bibliography,    664. 

Politics  and  Labor:  see  Labor  and  Poli- 
tics. 

Political  influence:  of  companies  in  Syra- 
cuse, 163;  in  Wheeling  gas  works,  494; 
of  Philadelphia  gas  trustees,  692-3;  in 
Allegheny  electric  works,  750-4;  of  Mass. 
companies,  965. 

Pollution  of  water:  Indianapolis,  13;  Righi 
of  cities  to  prevent:  Chicago,  24;  In- 
dianapolis,  65-6;   New   Haven,    67. 

Population  of  cities  served  by  works: 
water,  16;  gas,  432;  electric,  780;  Mass. 
electric,    919-20. 

Pressures  maintained  by  works:  water, 
239-47;    gas,    550-2. 

Prices  for  service:    see  Rates. 

Prices  paid  by  public  and  private  works 
for  supplies:  water,  258-9;  gas,  556; 
electric,  790-1;  Mass.   electric,  1087. 

Prichard,  Charles  P.,  reports  of,  on 
Massachusetts  electric  works:  History 
and  Lef^islation,  909  ff, ;  Labor  and  Poli- 
tics, 046  ff. ;  Engineering  Matters,  985  ff. ; 
Financial    Matters,    1101  ff. 

Profit  and  loss  accounts  of  works:  see  also 
Surplus  Accounts;  Water:  Chicago, 
396-7,  399,  401-2;  Cleveland.  407,  410-11, 
414-15;  Syracuse,  419.  421-2,  423-5;  Wheel- 
ing gas:  582-3,  584-6;  since  1871,  587; 
Philadelphia  gas,  627-31;  Electric,  850, 
853-60;   Mass.    electric,   1148-9   fi   seq. 

Profit-sharing  by  employees  of  Indian- 
apolis  Water   Co.:    166. 

Public  lighting  by  works:  Philadelphia 
gas,   529-31.  624-7;  electric,  822-7,  861-3. 

Pumpage  by  waterworks:  297-301;  Indian- 
apolis.   309. 

Pumping  stations  of  waterworks:  172-9; 
Chicago,  262-4.  318;  New  Haven,  265-6; 
Indianapolis,    343-5. 

Purchase  of  supplies  by  works:  see  Sup- 
plies, purchase  of. 

Purchase  of  works  by  cities:  Water:  17- 
20,  24-31;  Powers  as  to,  of  waterworks, 
66,  90-1.  104-5;  Attempts  by  New  Haven 
to  purchase  waterworks.  124-8:  Gas, 
723-7:  Electric.  723-7;  Mass.  electric, 
909-13,    924-7,    935. 

Purifying  of  gas:   537;   plants  for.   538-9. 

Rates  for  service  by  works:  Statutory 
Drovisions  on:  water,  35-7.  68;  Wheel- 
ing gas,  438;  electric,  688-9:  Mass.   elec- 


tric. 928;  Powers  of  cities  to  fix:  water, 
58,  69,  93-4;  Wheeling  gas,  442;  Norfolk 
gas,  448-9'  all  gas,  470-1;  electric,  697, 
710;  Mass.  electric,  932-4;  Charged; 
water,  292-3,  353-61;  Indianapolis  water, 
306-7;  Norfolk  gas,  1865-1906,  470-1;  gaa 
companies;  479-80;  Wheeling  gas,  568-9; 
electric.  727-9,  803;  Mass.  electric,  1101-6; 
Changes  in:  Wheeling  gas,  687;  electric, 
805-6;    Mass.    electric,    1106-7,    1110-16. 

Receipts  of  works:  Water:  Chicago,  394, 
401-2;  Cleveland,  404-5,  414-15;  Syracuse, 
417,  423;  Wheeling  gas,  579-80,  687;  Elec- 
tric: 842;  Chicago,  1888-1905,  874-7; 
Massachusetts,   1146-7   et  seq. 

Records  of  works:  IBxamination  of,  by 
public:  water,  69;  gas,  450,  473;  electric, 
714,  737-9; -Of  cost  of  construction  work: 
water,  383;  Philadelphia  gas,  629; 
Wheeling  gas,  574;  electric,  820-1;  Mass. 
electric,  1127-8;  Sup't  of,  Philadelphia 
gas    CO. ,    528. 

Reports  of  .worts:  V,fater,  48-9,  58,  69-70, 
97;  Gas:  Wheeling,  440-1,  442;  Norfolk, 
461;  all  gas,  473,  560;  Electric:  740-2, 
798;   Massachusetts,   923,  1096-7. 

Reservoirs  of  waterworks:  capacity,  172; 
storage,  174-5,  179;  Syracuse  Woodland 
reservoir,    339-40. 

Richmond  municipal  gas  works,  report  on 
Labor  and  Politics:  Management  of  ser- 
vice, 495,  886  ff. ;  Little  scandal  in  poli- 
tics, 495;  'Disfranchisement  of  negroes, 
495-6;  Wages:  496-7;  not  result  of  labor 
or  politics,  497;  sick  leave  and  payment 
of  medicaP  expenses,  497 ;  per  hour,  500 ; 
salary  of  chief  executive  officer,  892; 
Employees:  length  of  service  and  pro- 
motion, 497,  894;  not  members  of  unions, 
497;  Governing  body:  not  salaried,  887; 
authority  of,  888,  889,  890;  Chief  execu- 
tive oflBcer  and  head  of  engineering  ser- 
vice. 890,  891,  892;  Salaried  officers,  693; 
Political  conditions,  895  ft. ;  Condition.? 
of  suffrage,  895;  Employee  voters,  896; 
Free   service,    896. 

Rogers  Park  Water  Co,  (Chicago) ;  area 
served,  13,  32-3;  Difficulties  with  Chi- 
cago, 100-1;  Possession  taken  of,  by 
Chicago,  lOi;  Franchise:  date  granted, 
by  what  ahthority,  duration,  exclusive 
or  competfltive,  territory  to  be  served, 
102;  Franchise  provisions:  forfeiture, 
103;  acquisition  by  city,  104;  property 
owners'  consent  not  required,  105;  time 
for  construction,  105;  rates,  106-7;  purity 
and  pressure,  110;  plant  and  equipment, 
111;  regulation  by  city,  112;  paving,  113; 
free  service,  114;  enforcement  of,  115, 
116,  117;  Power  of  city  to  utilize,  if  ac- 
quired, 105;  Free  service  to  city,  112-13; 
Right  to  transfer  franchise,  114;  Right 
to   renewa3s   of  franchise,   114-15. 

Rowe.  Leo  S. ;  report  on  Relation  of  City 
of  Philadelphia  to   Gas   Supply,   688  ff. 

Salaries  paid  by  works:  see  also  Wages; 
water,  49-50;  Wheeling  gas,  441,  495; 
electric,  694,  892-3;  governing  bodies, 
887;  chief  executive  officers,  £92;  Mass. 
electric.    948-9,     956-60. 

Salem  Electric  Lighting  Co. :  see  Massa- 
chusetts Electric  Works. 

Salmon  Riv'er  and  Onondaga  Water  Co. 
(Syracuse):  franchise  granted  and  ve- 
toed.  5. 

Sanitary  conditions  of  waterworks:  204-23. 

Sanitary  District  of  Chicago:  tax  rate,  21. 

Sentiment,  public,  toward  works:  water, 
11-13;  New  Haven  water,  in  1901,  130; 
gas,  429-30;  electric,  673-5;  Mass.  elec- 
tric,   916-18. 

Service  of  works:  see  also  Free  Service; 
Water:  statutory  provisions  on,  42,  68: 
power  of  cities  over,  94-5;  character  of. 
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246;  Gas:  regulation  of  service  by 
Wheeling,  438;  power  of  cities  over  471- 
character  ot(  547-50;  Electric:  franchise 
provisions  on,  730-4;  character  of,  780-4- 
Massachusetts  electric:  statutory  pro- 
visions,  929;   character   of,   1069-75. 

.Services  of  works:  Water:  tax  for  in 
Syracuse,  44;  kind  and  length  of  pipe 
used,  184-5;  Cleveland,  225;  Syracuse, 
230-1;  New  Haven,  236;  running  of  pipej 
for,  in  advance  of  paving,  274;  records 
of,  by  date,  320;  Chicago,  320;  Gas: 
Philadelphia,  624;  all  gas  works,  541, 
542-3;  improvement  of,  prior  to  pav- 
ing, 664-5,  661;  records  of  by  date  561; 
Electric:  Allegheny,  775;  Detroit,  778; 
dead  services,  799;  Mass.  electric:  dead 
services,  1098-9;  records  of,  by  date. 
.1099. 

Sikes,  George  C. ;  statement  on  appoint- 
ment by  Chicago  electric  companies  of 
men  recommended  by  aldermen,  142-3. 

Sinking  funds  of  works;  Water:  46-7,  376; 
Gas:  Wheeling,  439-40;  Philadelphia, 
B90-2;  Electric:  691-2,  809,  810;  Mass. 
electric,    932. 

Sources   of   water   supply;    159-72. 

Southern  Lighting  and  Power  Co.  (At- 
lanta) :   franchise   of,  463-5. 

South  Norwalk  municipal  electric  works: 
Date  of  beginning  supply,  665;  Present 
and  original  status,  666,  667,  679;  Early 
history,  667;  Changes  in  ownership,  and 
establishment  of,  672-3;  Sentiment  to- 
wards, 673,  674,  675;  Competition:  elec- 
tric companies,  675,  676;  gas  works,  679; 
Consolidations  of  companies,  678;  Popu- 
lation: city,  679,  780;  on  lines,  780;  Pow- 
ers of  city  as  to:  construction,  purchase, 
operation,  and  condemnation  of  works, 
681;  taxation,  681-2,  698;  debt,  683;  rates, 
698;  Procedure  to  construct  or  acquire 
works,  686-9;  Statutory  provisions:  pur- 
chase, 687;  condemnation,  688;  plant  and 
equipment,  extensions  and  improve- 
ments, 688;  rates,  689;  letting  contracts, 
690;  depreciation,  691;  sinking  funds,  692; 
Area  to  be  served,  688;  Bonds:  issuance 
of,  691;  provision  for  paying,  818;  au- 
thorized, issued,  and  outstanding,  830, 
831,  832;  disposal  of,  833;  funded  debts 
other  than,  834;  Audit,  693,  807;  Publi- 
cation 'of  reports,  693;  Salaries  and 
ws,ges:  fixing  of,  694;  paid,  750;  of  elec- 
trical commissioners,  887;  chief  execu- 
tive officer,  892;  Laws  relating  to  con- 
struction and  operation,  different  from 
private  works,  696-7;  Power  of  city  as 
to  franchises:  granting,  698-9;  aliena- 
tion, 702-3;  Franchise  granting:  delib- 
eration in,  747;  no  scandal  in,  747-8; 
drafting  of  franchises,  748;  Procedure 
to  contract  with  companies,  701;  Power 
of  city  as  to  companies:  streets  to  be 
used,  705;  nature  of  plants  and  equip- 
ment, extensions  and  improvements,  707; 
acquisition  by  city,  and  disposal  of,  70S; 
requiring  of  property  owners'  consent, 
709:  time  for  construction,  709;  monopoly 
rights,  and  rates,  710;  service,  and  regu- 
lation of  operation,  710;  taxation,  711- 
12;  paving,  712;  removal  of  mains,  and 
locating  of  poles  and  wires,  713-14;  issu- 
ance of  stock  and  bonds,  714;  audit, 
publicity  of  records  and  transfer  of 
franchises.  714;  means  for  enforcement 
of  franchise  provisions,  718;  Difflculty 
with  Connecticut  Railway  and  Lighting 
Co.,  as  to  use  of  streets,  705-6;  Power  of 
city  as  to  franchises:  duration,  707;  for- 
feiture, 707;  compensation  for,  712;  re- 
newal, 715;  Franchises  in  force:  date 
granted,  duration,  competitive,  territory 
to  be  served,  723;   Franchise  provisions: 


forfeiture,  726;  purchase  by  city,  726-7; 
right  of  city  to  operate  works  acquired, 
727;  property  owners'  consent,  730;  ser- 
vice, 734;  regulation  and  taxation  by 
city,  737;  paving,  removal  of  wires,  pub- 
lic inspection  of  records,  and  audit,  737; 
reports,  an'd  transfer  of  franchises,  742; 
renewal  of  franchises,  744;  Enforcement 
of  city's  rights  of  regulation,  745,  746; 
Management  of,  749;  Employees:  749-60; 
not  organized,  750;  character  of,  796,  797; 
Year  covered  by  investigation,  759,  803; 
Boilers,  759;  Engines:  steam,  760;  oil, 
761;  Auxiliary  apparatus,  762;  Dynamos, 
764;  Lines;  underground,  766;  overhead, 
767-8;  Lamps:  arc,  769,  779;  incandescent, 
770,  779;  renewals  furnished  free,  781; 
hours  of,  827-8;  number  of,  and  charge 
for,  828;  ownership  of  posts,  829;  Motors, 
770;  Meters,  770;  Switchboards,  771;  Ap- 
praisal, 774-6;  Services:  778;  maps  of, 
788;  underground,  799;  Output  and  con- 
sumption, 778-80;  Current  regulation, 
782;  Outages,  782,  783;  Service;  char- 
acter of,  781  et  seq.;  hours  of,  783;  in- 
terruptions .of,  784;  Voltage,  784;  Tests 
and  experiments,  784;  Extensions:  784, 
785,  786,  787;  made  free,  804;  Street 
work:  done  by  direct  employment,  787; 
permits  for,  788,  780;  Purchase  of  sup- 
plies, 789,  .790,  791,  792;  Condition  of 
plant  and  equipment,  792,  793,  794,  795; 
Ventilation,  and  guarding  of  machinery. 
795;  Location  of  ofHces,  795;  Handling 
of  complaints,  795-6;  Badges,  796;  Har- 
mony between  dep'iis,  797;  Telephones, 
797;  Attendance  at  fires,  797;  Reports  of 
operation  to  manager,  798;  Drafting 
room,  799;  Care  of  tools,  799;  Attention 
to  orders  to  turn  on  current,  799;  Work 
in  houses,  800;  Depreciation,  800-2; 
Rates:  803;  changes  in,  1900-6.  805-6; 
Payment  of  cost  of:  repairs  to  meters, 
etc.,  and  connections,  804;  appliances 
and  renewals.  805;  Collection  of  bills, 
806;  Accounts:  system  of,  807,  808,  809; 
charging  of  particular  items,  810;  ex- 
penses not  charged,  810,  811;  credits  not 
made,  812;  items  omitted  from  financial 
statement,  820;  Free  service,  812,  813, 
896;  Interest  rate  compared  with  com- 
panies, 817;  Appropriations  for,  817;  Lia- 
bilities: cancelled,  818;  provision  for 
paying,  and  interest,  834;  present,  841; 
Records  of  costs  of  construction  work, 
821;  Coal  iused,  821;  Water  used,  822; 
Funds  received  from  miscellaneous 
sources,  831;  Assets:  839-40;  determina- 
tion of  value  of.  840;  Receipts,  842;  Ex- 
penses, 848-9;  Profit  and  loss  account, 
850,  853,  SBI9-60;  Organization.  885  ff.:" 
Governing  *ody,  888.  889,  890;  Chief  ex- 
ecutive officer  and  head  of  engineering 
service,  889,  890,  891,  892;  Salaried  offi- 
cers, 892;  Employment,  893,  894.  895; 
Promotion,.  893;  Political  conditions, 
895  ft. ;  Conditions  of  suffrage,  895;  Em- 
ployee voters,  896;  Employees  holding 
city  offices,  896. 

State  Corporation  Commission  of  Vir- 
ginia: supervision,  and  regulation  of 
charges  of  Norfolk  gas  CO.,  447,  448-9. 

Stebbins,  Theodore:  report  on  Engineer- 
ing  Matters   of   electric  works,   759  ff. 

Stock,  capital,  of  works:  water,  68,  96-7, 
383-4;  gas,  445,  446,  449,  472-3;  electric. 
714;  Mass.   electric,  937,   938,  1134,  1135. 

Storeroom  accounts  of  works:  water,  371; 
electric,    813-14;   Mass.    electric.    1123-4. 

Stoves,  gas:  introduction  of,  by  Phila- 
delpiila  gas  co.,  527;  rented  by  gas 
works,    541. 

Street    lighting:    see   Public    Lighting. 
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Street  work  by  works:  water,  264-7;  Phila- 
delphia gas,  527;  gas,  554-5;  Chicago 
electric,  744;  electric,  787-9;  Mass.  elec- 
tric,   1081-5. 

Strikes  by  employees  of  works:  water, 
54-5,  71;  Wheeling  gas,  494;  Detroit 
electric,    695,    755;    Mass.    electric,    930. 

Suffrage,  conditions  of:  in  cities  owning 
works,    895,    963, 

Sullivan,  J.  W.,  reports  on  Labor  and 
Politics  in  works:  water,  136  fl.;  gas, 
490  tt. ;  electric,  749  f£. ;  supplementary, 
885  fi. 

Supervision,  public,  of  works;  municipal 
water,  16-59;  private  water,  60-82;  mu- 
nicipal gas,  433-42;  private  gas,  442-59, 
electric,    679  ff. ;    Mass.    electric.    922  ff. 

Supplies,  purchase  of.  by  works;  water, 
257-62;  gas,  655-6;  electric,  789-92;  Mass. 
electric,    1085-9. 

Surplus  accounts  of  works:  see  also  Profit 
and  Loss  Accounts;  Water:  Chicago. 
396,  397,  398,  400;  Cleveland,  411-13;  Syra- 
cuse, 420-1,  422-3;  Wheeling  gas,  683, 
586;   South  Norwalk  electric,   860-1. 

Switchboards  of  Massachusetts  electric 
works:    1031. 

Syracuse  City  Water  Works  Co.:  history, 
336-7. 

Syracuse  municipal  waterworks:  Date  of 
beginning  supply,  1;  Early  history  of 
water  supply,  2-4,  335-8;  Municipaliza- 
tion, 4-7,  337;  Commission  to  investigate 
question  of  municipal  supply,  5;  Or- 
ganization of  Water  Board,  6;  Bonds: 
Statutory  provisions  on  issue  of,  6,  22; 
provision  for  payment  of,  376;  issues  of. 
390-1;  Sentiment  toward,  12,  13;  Political 
press  in  city,  12;  Population  of  city,  16; 
Powers  of  city  as  to  works:  construc- 
tion, 16,  17;  eminent  domain,  17,  32; 
raising  money,  19;  taxation,  20,  22,  69; 
debt,  22,  23-4;  purchase  by  city,  31,  91; 
disposition  of,  91;  Procedure  for  con- 
struction or  acquisition  of  works,  29-30; 
Sinking  funds,  30,  47;  Taxes:  paid,  30; 
charges  tor.  insurance,  and  depreciation, 
284,  381-3;  Area  to  be  supplied.  34;  Statu- 
tory provisions  as  to  works:  doing  work 
by  contract  or  direct  employment,  30; 
plant  and  equipment,  34;  extensions  and 
improvements,  35;  service,  42;  use  of  in- 
come, 46;  no,  for  pensions,  54;  strikes, 
55;  Rates;  statutory  provisions  on,  36-7; 
charged,  38-42,  366;  power  to  fix,  69;  for 
public  uses,  '293;  enforcement  of,  357; 
for  extensions,  358;  meter  repairs,  358-9; 
service  connections,  359:  meters  and  ap- 
pliances, 360;  changes  in,  360,  361;  Ser- 
vices: tax  for,  44;  kind  and  length  of 
pipe  used,  184-5;  work  on,  prior  to  pav- 
ing, 256,  274;  records  of,  by  date,  276; 
Letting  of  contracts,  29-30;  Audit,  48, 
365;  Service  to  city,  46;  Payments  to 
lighten  taxation,  46;  Publication  of  re- 
ports, 49;  Wages  and  salaries:  50-2.  156; 
fixing  of,  53;  of  commissioners,  887;  of 
crief  executive  oflicers.  892;  Padding  of 
payrolls,  52,  155:  Political  assessments 
of  employees,  52,  153;  Hours.  63,  56; 
Employees:  citizenship,  55;  morale  and 
discipline,  271;  Stone  used  by  municipal 
works  to  be  dressed  in  the  state,  56; 
Supervision  by  state  board  of  health. 
56.  57-8;  Water:  quality  of,  57-8,  211. 
222,  284;  examination  of,  by  state,  58: 
not  filtered.  204;  no  settling  basins  used, 
205;  inspection  of  sources  of,  210-11;  Re- 
ports to  state,  48  ;  Powers  of  city  as 
to  franchises:  granting,  82;  alienation, 
84;  methods  of  disposing  of,  84;  dura- 
tion, 89;  forfeiture,  90;  compensation 
for.  95;  transfers  of,  97-8:  renewal  of, 
98-9;    enforcement  of,   99;   Procedure  for 


granting  franchises,  84;  Right  to  use 
streets,  92;  Powers  of  city  as  to  com- 
panies: streets  to  be  used,  plant  and 
equipment,  extensions  and  Improve- 
ments, 89  f  time  of  construction,  92,  93; 
competition,  93;  rates,  service,  and  op- 
eration, 94;  taxation,  95;  paving  and  re- 
moval of  mains,  96;  issuance  of  stock 
and  bonds,  96;  audit  and  reports,  97; 
labor  matters,  98;  No  water  franchises 
In  force,  .1-02;  Franchise  granting:  de- 
liberation in,  118-19;  publicity  in,  120; 
Drafting  of  franchises,  120;  Organiza- 
tion, 152,  886  ff. ;  Budget  to  be  approved 
by  council,  152;  Superintendent's  posi- 
tion and  Influence,  152;  Relation  to  Civil 
Service,  163-5;  Supply;  source  of,  160; 
yearly,  164^5;  maximum  and  minimum, 
165-6;  facilities  for,  insufficient,  170-1; 
land  owned  for  protection  of,  216;  no 
damages  by  lack  of,  284;  Method  of 
distribution,  171;  Reservoirs:  capacity, 
172;  storage  in,  174,  175,  179;  Consump- 
tion, 179,  231,  297;  Mains:  kind  of  pip5 
used,  180;  length  of,  182,  183;  diameter, 
184;  repairs  to,  in  1906,  296;  connections 
to,  free,  369;  Gate- valves,  184;  Appraisal: 
186-7;  notes  on,  203-4;  of  mains  and 
valves,  204;  Pavement  data,  204;  An- 
alyses: 212,  219,  221-2;  not  published. 
219;  Typhoid  fever,  223;  Meters:  services 
metered,  230-1;  amount  sold  through, 
231;  optional  use  of,  231-2;  tests  of, 
232,  277;  Hydrants,  232,  297;  Pressures: 
measuring  of,  239;  recorded,  243;  uni- 
form, 244,"  246;  at  hydrants,  245;  com- 
plaints on,  246;  Interruptions  of  service. 
246;  Extensions:  250,  251,  252,  253,  254; 
necessary,  268;  cost  of,  291;  Street  work: 
done  by  contract  and  direct  employ- 
ment, 254;  permits  for,  256,  257;  Water 
used  in  puddling  ditches,  255:  Care  of 
trenches,  256;  Maps,  256;  Underground 
structures:  locating,  256;  protecting,  272; 
Purchase  of  supplies,  257-62;  Plant  and 
equipment:  adequate  for  business,  262: 
modernity  9,nd  efficiency  of,  264;  care  of. 
269;  Offices  not  conveniently  located, 
269;  Handling  of  complaints,  269.  270; 
Badges,  27l;  Harmony  between  dep'ts, 
271;  Telephones,  271;  Guarding  at  night, 
272;  Attendance  at  fires,  272;  No  draft- 
ing room,  273;  Tools,  273;  Attention  to 
orders  to  turn  on  water,  274;  Work  in 
houses,  276,  277;  Fire  insurance  rates, 
283;  Water  tax  and  fees,  283;  City  water 
used  for  drinking,  283,  291,  301-2;  Cost 
of  a  comparable  unit  of  service,  283-4; 
Description  of  city,  335;  Submerged  pipe, 
338;  Gate-house  and  dam,  338-9;  Con- 
duit line,  .339;  Woodland  reservoir,  339- 
40;  Collection  of  bills.  361.  363,  363;  Ac- 
counts: system  of,  364.  365-6;  expenses 
not  charged.  366.  367-8;  credits  not 
made.  368,  371;  charging  of  materials, 
372;  Free  service.  369,  371,  896;  Interest 
rate  compared  with  companies,  374-5; 
Appropriations  for,  374-5;  Liabilities; 
cancelled,  376;  provision  for  payment  of, 
and  interest,  391;  present.  417;  Records 
of  costs  ot*  construction  work,  383 ;  Coal 
used.  383 ^  Funds  raised  other  than  by 
bonds,  391;  Assets,  416;  Receipts,  417, 
423;  Expenses,  417-19.  424-5:  Profit  and 
loss  account,  419.  421-2.  423-5;  Surplus 
account.  420-1,  422-3;  Authority  of  gov- 
ernlrs:  body,  888,  8."!9,  890;  Chief  execu- 
tive officer  and  head  of  engineering  ser- 
vice, 8S9,  890.  891,  892;  Salaried  offi- 
cers, 892:  Employment.  893,  894.  895; 
Promotions,  894;  Political  conditions, 
895  ft. ;  Conditions  of  suffrage,  895;  Em- 
ployee vat*ers,  896. 
Syracuse  Water  Co.:   History  of,  3-4,   6-7. 
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Taunton  municipal  electric  works:  see 
Masaaohusetts  Electric  Works. 

Taxation:  Power  ot  cities  ot,  for  works: 
water,  17-20;  Chicago  water,  25;  Wheel- 
ing gas,  433,  442;  electric,  681-2,  697; 
Mass.  electric,  922,  936;  Payments  to 
lighten,  by  Syracuse  waterworks,  46;  Of 
companies,  by  state:  water,  75-7,  81; 
gas,  454-G;  Mass.  electric,  939;  Local,  of 
'  companies:  water,  77-81,  82,  95;  gas, 
456-7;  electric,  710-12;  Mass,  electric,  939- 
40;  Franchise  provisions  on:  Rogers 
Park  Water  Co.,  112;  gas,  481-3;  Limit 
on  Wheeling's  power  of,  434;  Right  of 
cities  to  contract  as  to,  of  gas  com 
panies,  471-2;  Taxes  lost  to  cities  be 
cause  ot  municipal  waterworks:  Chi 
cago,  280-1;  Cleveland,  283;  Syracuse 
284;  Water  tax  and  lees  in  Syracuse, 
283;  Charges  for  taxes  on  waterworks 
376-7,  378-9,  381;  Taxes  paid  by  ga^ 
companies:  447;  on  Iranchises,  458 
Charging  of  taxes  on  electric  companies, 
809,  810;  Taxes  omitted  from  accounts 
of  electric  works,  818,  819,  820;  Determi- 
nation of  taxes,  as  a  charge  against 
Chicago   electric    works,    867. 

Teal,  Oliver:  early  water  supply  of  Syra- 
cuse furnished  by,   2,   3,   336. 

Teal,  Seymour  and  Burt:  furnishers  of 
Syracuse  water  snpply  before  1849,    3. 

Telephones  of  works:  water,  271-2;  gas, 
559;    electric   797;    Mass.    electric,    1095. 

Tools,  and  care  ot  by  works:  water,  273; 
Philadelphia  gas,  523-4;  gas,  560-1;  elec- 
tric,   799;    Mass.    electric,    1097-8. 

Transformers  of  electric  works:  764-5,  771; 
Massachusetts,    1002-3,    1018-28,    1028-31. 

Tunnels  of  waterworks:  Appraisal  of,  In 
Chicago,  188-9;  Chicago,  317;  Cleveland, 
329-34. 

Typhoid  fever  in  cities:  Cleveland,  57, 
210,  221,  223;  Syracuse,  223:  New  Havto, 
213-14,  223;  Chicago,  223,  259-60;  Indian- 
apolis,   223,    286. 

Underground  structures  of  works:  Lo- 
cating: water,  256;  gas,  555;  electric, 
788;  Mass.  electric,  1084;  Protecting; 
water,  272-3;  gas,  560;  electric,  798; 
Mass.    electric,    1096. 

Uniforms   of  employees:   see   Badges. 

Unions,  trade:  Influence  of,  on  wages  of 
Chicago  municipal  employees,  144;  Re- 
lation of,  to  Cleveland  waterworks,  149- 
52;  Political  influence  ot,  in  Wheeling, 
494;  In  Richmond,  497;  Employees  of 
works  not  members  of:  Atlanta  gas, 
498;  South  Norwalk  electric,  750;  Ac- 
tion of,  on  campaign  assessments  in 
Allegheny  electric  works,  763;  In  elec- 
tric works:  Detroit,  755,  756,  757;  Massa- 
chusetts,  980. 

United  Gas  Improvement  Association  ot 
Philadelphia:  see  also  Philadelphia  gas 
works;  Purchase  of  Atlanta  gas  com- 
panies, 429,  431-2;  Report  on  personnel 
ot  Fhiladelphia  gaS  works  under  lease 
to  and  under  municipal  operation,  500- 
36;  Operations  in  Philadelphia:  mams 
laid  1898-1905,  610,  611;  water  gas  con- 
tract with  city,  1888.  618  ff. ;  leasing  of 
works  from  city,  643-4;  terms  of  lease, 
644  ft. ;  expenditures  for  improvements, 
etc.,  1897-190B,  649;  payments  to  city, 
1898-1905,  650;  service  under  lease,  651-.!; 
ordinance  authorizing  and  form  of  lease. 

United 'states  Cast  Iron  Pipe  and  Foun- 
dry Co.:  letter  relative  to  breaks  m 
mains    in    Indianapolis.    312-4. 

Uxbridge  and  Northbrldge  Electric  Co.. 
see    Massachusetts    Electric    Works. 

Vacations'  and  holidays  ot  employees  of 
works:    Water:    Chicago,    139-40,    145-6, 


Indianapolis,  156;  Gas:  Richmond,  487; 
Atlanta,  499;  Electric:  South  Norwalk, 
750;  Allegheny,  754;  Detroit,  768;  Massa- 
chusetts,  973-4. 

Valves  ot  waterworks;  184;  Chicago,  321-2, 
324. 

Ventilation  ot  works:  water,  269;  gas, 
557;    electr,lc,  795;   Mass.    electric,   1091. 

Virginia  Electric  Co.  (Norfolk):  charter, 
428;  purchase  of  electrical  machinery  of 
City   Gas  Co.    ot  Norfolk,    428,    431. 

Virginia  Corporation  Commission:  see 
State  Corporation  Commission  ot  Vir- 
ginia. 

Virginia  Oil  and  Gas  Co.  (Wheeling) : 
Franchise  of,  476;  Franchise  provisions: 
forfeiture,  477-8;  time  of  construction, 
479;  rates,  479-80;  forbidden  to  sell  gas 
for  illuminating,  480;  plant  and  equip- 
ment,  480;  tree   service   to  city,   483. 

Voltage  of  electric  works:  783-4;  Massa- 
chusetts,   1073-4. 

Wages  of  employees  of  works:  see  also 
Salaries;  Water:  Cleveland,  50;  Syra- 
cuse, 51-2;  fixing  of,  52-3;  Chicago,  144-6; 
Indianapolis,  167;  Wheeling  gas:  fixing 
of,  441;  dependent  on  politics,  494;  paid, 
494-5;  Richmond  gas.  496-7,  600;  Atlanta 
gas,  498-9,  600;  Philadelphia  gas:  in- 
crease in,  by  company,  609;  equaliza- 
tion ot,  610-11;  paid,  635-6;  per  M.  cu. 
ft,  1886-97,  603;  Electric:  South  Nor- 
walk, 760;  Allegheny,  764;  Detroit,  766-8; 
All  works,  897-9,  902-8;  Mass.  electric: 
paid,  966-60,  967-71;  payment  and  fixing 
of,    978-9.  . 

Wallace,  George  M. ;  tables  by,  showing 
capitalization  and  amount  of  dividends 
paid  on  water  stock  of  New  Haven 
Water   Co.,   133-4. 

Water  used  by  works;  Wheeling  gas, 
674;  Electric:  822;  Chicago,  1888-1905, 
867-8,    884;    Massachusetts,    1130. 

Water  Works  Company  of  Indianapolis: 
history    of,    9,    ID.    340-1. 

Waterworks,  reports  on:  History  and 
Legislation,  Iff.;  Labor  and  Politics, 
136  ff.,  SS5ff. ;  Engineering  Matters, 
169  ff. ;    Financial    Matters,    353  ff. 

Welfare  work  of  works:  Chicago  electric 
companies,  excellent,  147;  Cleveland 
water.  149;  Indiana,polis  water  Co.,  156-7; 
Philadelphia  gas,  514-16;  Mass.  electric, 
977-8. 

West  Haven  Water  Co. :  purchase  by  New 
Haven  Water   Co.,   15. 

Westfleld  municipal  electric  works:  see 
Massachusetts  Electric  Works. 

Wheeling  Electric  Co.:  power  of  city  to 
purchase,    435. 

Wheeling  Gas  Co.:  origin,  and  date  of 
municipalization,  427;  municipalization, 
and  contest  of  award  of  arbitrators, 
427-8:    charter    powers,    434-5. 

Wheeling  municipal  gas  works:  sources 
for  report  on  legislation,  426;  Date  ol 
beginning  supply,  426;  Original  and 
present  character,  426,  427;  Origin  ot 
company  and  date  of  munioipalization, 
427;  Municipalization,  427.  429,  435;  Oon- 
test  of  arbitrators'  award,  428;  Political 
influence  on,  429;  Political  assessments 
ot  employees,  429-30,  490;  Sentiment  to- 
ward 429  430;  Competition:  with  nat- 
ural 'gas,  430-1,  493;  electric  works,  432; 
Population  of  city,  432;  Public  electric 
plant:  432;  expenses  of,  paid  by  gas 
works,  571;  Powers  of  city  as  to  works: 
construction,  433;  operation,  433.  479;  to 
borrow,  433-4;  taxation,  434,  442;  rates 
charged,  442;  Charter  powers  of  Wheel- 
ing Gas  Co.,  possessed  by  city,  434-5; 
Procedure^,  for  construction  or  acquisi- 
tion   ot    works,    434-7;     Ordinances    for 
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management  of,  435;  Power  of  city  to 
soil  electricity,  435;  Power  to  puroliase 
■Wheeling  Electric  Co.,  435;  Taxes:  none 
paid,  437;  if  a  company,  573;  Powers  of 
city  as  to  private  plants:  purchase,  437; 
eminent  domain,  437;  acquisition,  467; 
disposition  of  plants  acquired,  469;  Area 
to  be  served,  437;  Statutory  provisions: 
plant  and  equipment,  437-8;  depreciation, 
440;  Rates:  and  discounts,  438;  for  me- 
ters and  appliances,  668-9;  before  and 
after  municipalization,  569;  changes  in, 
1871-1905,  587;  Regulation  of  service,  438; 
Doing  work  by  contract  or  direct  em- 
ployment, 438-9;  Letting  contracts.  439; 
Use  of  income,  439-40;  Publication  of  re- 
ports, 440-1;  Wages  and  salaries:  fixing 
of,  441;  and  trade  unionism  dependent 
on  politics,  494;  before  and  after  mu- 
nieipalizatlon,  494-6;  of  governing 
bodies,  887;  chief  executive  officers,  892; 
Hours,  441;  Laws  relating  to,  and  pri- 
vate works,  441-2;  Power  of  council  as 
to,  441-2;  Accounts:  publicity  of,  442; 
audit,  569;  system  of,  569,  570;  charg- 
ing of  particular  items,  570;  expenses 
not  charged,  570,  672-3;  credits  not 
made,  670-1;  no  storeroom  account,  571; 
confusion  in,  577;  destruction  of,  577; 
unreliability  of  financial  statement,  686; 
City's  power  as  to  franchises:  granting, 
459;  alienation,  462;  forfeiture,  466;  com- 
pensation for,  472;  transfer  of,  473;  Pro- 
cedure for  granting  franchises,  460; 
City's  power  as  to  companies:  streets 
to  be  used,  462-3;  plant,  equipment  and 
extensions,  465;  time  of  construction, 
469,  470;  monopoly  rights,  470;  rates, 
470;  service,  471;  regulation  by  city. 
471;  taxation,  471;  paving,  and  removal 
of  mains,  472;  issuance  of  stock  and 
bonds,  472;  records  and  audit,  473;  labor 
matters,  474;  enforcement  of,  475;  Dura- 
tion and  renewal  of  franchises,  466,  474; 
Property  owners'  consent,  469;  Gas  fran- 
chises in  force,  476;  Forfeiture  of  fran- 
chises, 477-8;  Franchise  provisions  on 
purchase  of  Natural  Gas  Co.  of  West 
Virginia,  478;  Franchise  provisions: 
time  for  construction,  479;  rates,  479-80; 
companies  forbidden  to  sell  gas  for 
lighting,  480;  plant  and  equipment,  480; 
paving,  484;  Taxation  of  companies,  481; 
Free  service  by  companies,  483;  Difii- 
culties  with  'natural  gas  companies, 
486-6;  Suit  of  city  vs.  Henry  for  using 
natural  gas  for  lighting,  486;  Cost  of 
renewing  plant:  report  of  I.  C.  Baxter 
on,  486-7;  estimated  by  engineers,  542; 
Deliberation,  publicity  and  scandal  in 
granting  franchises,  487-8;  Drafting  of 
franchises,  489:  Gas  trustees:  works 
conducted  by,  490;  organization  and  se- 
lection of,  493:  Councilmen:  election  of. 
490;  controlled  by  brewery  and  fran- 
chise interests,  491;  bribery  of,  492; 
budget  determined  by,  493;  Political  ac- 
tivity of  street  car  companies,  491-2; 
City  Hall  ring,  492;  Political  influence: 
ati  number  of  employees.  492:  election 
of     trustees,     492;     appointments,     494; 


Proposition  in  council  to  sell  works  to 
company,  483;  Responsibility  for  depre- 
ciation of  works,  493;  Surplus:  tor  re- 
pairs, 493;  account,  583,  586;  Suit  of 
city  vs.  natural  gas  Co.,  493-4;  Coal: 
unnecessary  expense  for  hauling,  494; 
used,  574;  Trade  unions,  494;  Strike  of 
gasworkers;  494;  Employees:  496;  char- 
acter of,  559;  16  months  covered  by  in- 
vestigation, 637,  568;  Process  of  gas 
making  apd  purifying,  537;  Coal  gas 
works,  537;  Purifying  plant,  538;  Hold- 
ers, 639-40;  Mains,  540;  Meters:  541; 
tests  of,  646;  Services:  541,  542,  643: 
work  on,  prior  to  paving,  554,  561;  no 
records  of,  by  date,  661;  Lamps:  public, 
541;  ownership  of  posts,  675;  No  stoves 
or  appliances  rented,  541;  Appraisal: 
542;  in  event  of  competition  with  natural 
gas,  56Sff. ;  Consumption:  643-4;  per 
capita,  545;  546;  Leakage,  643;  Free  ser- 
vice, 543,  571,  896,  897;  Output,  644; 
Means  to  extend  business,  547;  Kind  of 
gas  supplied,  647;  No  air  mixed  with 
gas,  547;  Candle  power,  548,  549;  Pres- 
sure, 650,::  651;  Extensions,  .552,  553; 
Street  work:  654;  permits  for,  555;  Un- 
derground structures :  locating,  555 ; 
protecting,  560;  Purchase  of  supplies, 
555,  656;  A*dequacy  of  plant,  556;  Condi- 
tion of  plant  and  equipmtnt,  657;  Ven- 
tilation, and  guarding  of  machinery. 
667;  Location  of  offices,  557;  Handling 
of  complaints,  657,  558;  Harmony  be- 
tween dep^'ts,  569;  Attendance  at  fires, 
559:  Reports  of  operation  to  manager, 
560;  No  drafting  room,  560;  Care  of 
tools,  560,  561;  Attention  to  orders  to 
turn  on  gas,.  561 ;  Work  in  houses :  regu- 
lations on  entrance,  661;  no  inspection 
of,  565;  Collection  of  bills,  668,  569;  In- 
terest rate  compared  with  companies, 
671-2;  Appropriations  for,  572;  Liabili- 
ties: cancelled,  572;  present,  578-9;  De- 
preciation,* 572-3;  Records  of  expendi- 
tures on  construction  work,  574;  Water 
used,  674;,  By-products,  674-5;  Bonds: 
572;  paid,  576-7;  Assets,  577-8;  Receipts, 
579-80;  Expenses,  580-2;  Profit  and  los? 
account,  682-3,  684-6;  Supplementary  re- 
port on  financial  matters,  586  ff. ;  Rev- 
enue, city  .appropriations,  and  applica- 
tion of,  since  1871,  687;  Organization, 
886  £E;  Meetings  of  trustees,  888:  Au- 
thority of  governing  body,  888,  889,  890; 
Chief  executive  officer  and  head  of  en- 
gineering service,  889,  890,  891,  892;  Sal- 
aried offlcers,  892;  Employment,  893,  894, 
895;  Promotions,  894;  Political  condi- 
tions, 895  iff. ;  SuBrage,  895;  Employee 
voters,    896. 

Whitney,  Bli:  contractor  for  publicly- 
owned  waterworks  of  New  Haven,  121; 
suit  of,  vs.  New  Haven  for  non-per- 
formance of  contract,  121;  constructor 
of  system  of  New  Haven  Water  Co., 
122-2;  statement  of,  as  to  stock  issues 
of  New  Haven  Water  Co.,   134-5. 

Winchester,  A.  B. :  career  of,  in  con- 
nection with  South  Norwalk  electric 
works,    667:-8. 
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